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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U5. Nuclear Regulatory Commision (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information includes the information formerly issued through the Department of Energy’s 
Technical Information Center under the me Power Reactor Docket Information (PRDI) and, in addition, 
information received or generated on other uses of radioactive materials. The last issue of PRDI, published 
in January 1979, was an annual cumulation of the information for 1978, The Title List series initiated by 
this document replaces PRDI, which wUI no longer be prepared. Plans for providing microfiche of the 
docketed material will be announced in a future issue of the Dtle List and in other mailings and 
announcements. 

We are making the monthly issues produced in 1979 available free to all who.subscribed to PRDI in Calendar 
Year 1978. We are doing this to encourage your comments, criticisms, and suggestions. In particular, If 
there are title descriptions that are not meaningful, please let us know so that we can correct the data base. 
In so far as possible, we would like this document to be a valuable part of your reference material. 


DOCKETED ITEMS , . j p «i, 

Beginning with Vol. 1 , No. 4, the listings within dockets are divided into the categories used for, filing and 

searching in the NRC P.ublic Document Room. Those categories are: 


A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. ‘NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 

E. ’ NRC Safety Evaluation Report (SER), supplements and correspondence 

F. I Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. ' Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 
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Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-anCitrust matters 


Appendix A sets forth those categories and descrUies the materials available in each. Omission of a 
category in the listing for a docket indicates that no documents in that category were filed in the time 
period of the report. 


The principal elements of the entries in the list are: 



P Operating license stage documents & correspondence 

© 


@ 


7904170015 Forwards info on TMlrJM Hendrfe 790410 testimony, preliminary 
chronology of NRC actions, description of ewnts & generic consideration 
of incident. 

REHM, T.A. Office of the Executive Director for Operations. 

79/04/12.1 93pp. 


1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal auUior. An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 II St., N.W., Washington, D.C. 20SS5.ir this space is filled , it gives other sources for copies of the 
document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, 'indented items arc not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

Beginning with Vol. 1, No. 6, the nondocketed items are divided into the categories used for filing and 
searching in the NRC Public Document Room. Those categories and their symbols are: 

lOCFR — Commission Meeting Records 

ACR5 — Advisory Committee on Reactor Safeguards 

COMMISSION - NRC Commissioners 

CONTRACT - NRC Contracts and Modifications 

FOIA - Freedom of Information Act Requests and Releases 

GE^^ TECH IS - Generic Technical Issues 

I&E — Inspection and Enforcement 

MISC - Public Document Room Miscellaneous 

NUREG - NUREG Reports and Related Correspondence 

ORG — Correspondence with other organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects-Predocket licensing 

PT21 ~ Noncompliance Reports and Related Correspondence 
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QA999 - Quality Assurance Inspections 
REGGD - Regulatory Guides 
RES - Research and Teclinical Assistance iteports 
REVIEW GRP - NRC Research Review Groups 
RM - Rulemaking 

SECY — Position Papers Before the Commission 
STATE PROG - State Programs 

TOPREP - Vendor Reports and Related Correspondence 
WASTE MGT - Nuclear Waste Management 
XPORTLIC - Export and Import licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The principal elements of the nondocketed items are: 

@ NUREG - NUREG Reports and Related Correspondence 

(D (D 


(b 


7901060007 NUREG/CR-0161 

“Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package.” Quarterly 
Progress Report 780101-780331 . Identifies parameters which affect 
normal shock & vibration environs.! 

FIELDS, S.R., MECH, SJ. Hanford Engineering Development Laboratory. 
FIN A-2093.f 78/11/30. 26pp. Av ailable a t NTIS . V 




@ © @ @ ® 




1. Nondocketed category 

2. NRC Accession Number 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author 

6. Corporate, agency or other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number it will 
appear following this entry. 

8.. Datd of document described 

9. Paees in document ^ 

10. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 I-i St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies ot 
the document. The entry may be "Available at NRC” for sale; “Available at NTIS”; or Available a 

GPQ.” 


The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented 
items preceded by a dash are enclosures to unindented items. 



NOTES: 


1 . The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order. Publications can be cliarged to American Express credit cards ; supply tire charge- 
card number when placing your order. 

2. The address for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D.C. 20402 

To place orders for or to obtain price inforraation about NRC publications at GPO, either write to 
GPO or call the Inquiry Desk at (202) 783-3238. Publications can be charged to VISA or Master- 
charge credit cardsisupply tiie chargecard number when placing your order. 

3. The address for the PDR is : 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to file NRC PDR or call (202) 634-3274. When ordering documents listed 
in tJiis publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication are as follows: 8^ per page for standard size paper; 11^ per page for oversized 
paper (drawings); 25^ per niicroficlie for 24x diazo duplicatas. Aniinimum charge of $2.00 plus 
postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Potomac Research, Inc. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

27-010 

Beatty, NV, Nuclear Engineering Co. 

1 

40-8636 

Wold Nuclear Co. 

5 

27-039 

Sheffield, IL, Nuclear Engineering Co. 

1 

40-8663 

Nuclear Dynamics, Inc. 

6 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

1 

40-8674 

Plateau Resources, Ltd. 

6 

27-048 

Richland, WA, Nuclear Engineering Co. 

2 

40-8675 

Energy Fuels Nuclear, Inc. 

6 

40-0229 

Union Carbide Corp. 

2 

40-8677 

NL Industries, Inc., Bearings Division 

6 

40-0299 

Union Carbide Corp. 

2 

40-8681 

Energy Fuels Nuclear, Inc. 

6 

40-0341 

General Services Administration 

2 

40-8692 

Cotter Corp. 

6 

40-1162 

Western Nuclear, Inc. 

2 

40-8698 

Plateau Resources, Ltd. 

6 

40-1341 

Edgemont Uranium Mine, TVA, and 

2 

40-8721 

Rocky Mountain Energy Co. 

6 


Mines Development, Inc. 


40-8722 

Brush-Wellman, Inc. 

7 

40-1386 

Raytheon Co. 

3 

40-8725 

Gulf Mineral Resources Co. 

7 

40-2061 

West Chicago Facility, Kerr-McGee Corp. 

3 

40-8727 

Kerr-McGee Nuclear Corp. 

7 

40-2259 

Pathfinder Mines Corp. 

3 

40-8728 

Teton Exploration Drilling Co., Inc. 

7 

40-3453 

Atlas Minerals 

3 

40-8745 

Ogle Petroleum 

7 

404492 

Federal American Partners 

4 

40-8748 

Cyprus Mines Corp., Uranium Division 

7 

40-6940 

Kaweckl Berylco Industries, Inc. 

4 

40-8751 

Cotter Corp. 

8 

40-7344 

General Electric Co. 

4 

50-2 

Unlv. of Michigan Research Reactor 

8 

40-7869 

Plateau Resources, Ltd. 

4 

50-3 

Indian Point Station, Unit 1 

8 

40-8027 

Kerr-McGee Corp. 

4 

50-5 

Pennsylvania State Univ. Research 

9 

40-8102 

Exxon Minerals Co. USA, Exxon Corp. 

4 


Reactor 


40-8200 

Cleveland-Cliffs Iron Co. 

S 

50-10 

Dresden Nuclear Power Station, Unit 1 

10 

40-8304 

Wyoming Mineral Corp. 

5 

50-13 

Babcock & Wilcox Co. Critical 

Facility 

11 

40-8348 

In Situ Uranium Leaching Project 

5 

50-20 

Massachusetts Institute of Technology 

11 

40-8380 

Rocky Mountain Energy Co, 

5 

Research Reactor 


40-8452 

Bear Creek Uranium Co. 

S 

50-27 

Washington State Univ. Research 
Reactor 

12 

40-8502 

Irigaray Mine, Wyoming Mining Corp. 

5 

50-29 

Yankee-Rowe Nuclear Power Station 

12 

40-8584 

Union 76 Minerals Exploration Co. 

S 

50-54 

Union Carbide Research Reactor 

14 

40-8631 

Army, Dept, of, Armament Materiel 
Readiness Command 

5 

50-57 

State Univ. of New York Research 
Reactor 

14 


ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-59 

Texas A&M XJniv. Research Reactor 

14 

50-150 

Ohio State Univ, Research Reactor 

20 

50-62 

Univ. of Virginia Research Reactor 

IS 

50-151 

Univ. of Illinois Research Reactor 

20 

50-70 

General Electric Co. Test Reactor 

15 

50-155 

Big Rock Point Nuclear Plant 

20 

50-72 

Univ. of Utah Research Reactor 

IS 

50-156 

Univ. of Wisconsin Research Reactor 

23 

50-73 

General Electric Nuclear Test 

IS 

50-157 

Cornell Univ. Research Reactor 

23 


Reactor 


50-160 

Georgia Institute of Technology 

23 

50-77 

Catholic Univ. of America Research 

15 


Research Reactor 



Reactor 


50-163 

Genera! Atomic Co. 

23 

50-83 

Univ. of Florida Training Reactor 

IS 

50-166 

Univ, of Maryland Research Reactor 

23 

50-87 

Westinghouse Critical Experiment 

16 

50-170 

National Naval Medical Center 

23 

50-89 

General Atomic Co. 

16 

50-171 

Peach Bottom Atomic Power Station, 

24 

50-54 

Rockwell Internationa! Research 

16 


Unit 1 



Reactor 


50-182 

Purdue Univ. Research Reactor 

24 

50-97 

Cornell Univ. Zero Power Reactor 

16 

50-184 

National Bureau of Standards Reactor 

24 

50-98 

Univ. of Delaware Research Reactor 

16 

50-186 

Univ. of Missouri Research Reactor 

24 

50-99 

Babcock & Wilcox Test Reactor 

16 

50-187 

Space Radiation Research Reactor 

24 

50-106 

Oregon Stale Univ. 

16 

50-188 

Kansas State Univ. Research Reactor 

24 

50-111 

North Carolina State Univ. Research 

16 



24 

Reactor 


50-192 

Univ. of Texas Research Reactor 

50-112 

Univ. of Oklahoma Research Reactor 

16 

50-193 

Rliode Island & Providence Plantations 

24 




AEC 


50-113 

Univ. of Arizona Research Reactor 

17 

50-199 

Manhattan CoUege Research Reactor 

25 

50-116 

Iowa State Univ. Research Reactor 

17 

50-201 

West Valley Reprocessing Plant 

25 

50-123 

Univ. of Missouri Research Reactor 

17 

50-206 

San Onofre Nuclear Station, Unit 1 

25 

50-124 

Virginia Poly tech Institute Training 

17 



27 

Reactor 


50-208 

Columbia Univ. Research Reactor 

50-128 

Texas A&M Univ. Research Reactor 

17 

50-210 

NASA Critical Facility 

27 

50-129 

West Virginia Univ. Research Reactor 

17 

50-213 

Hacldain Neck Plant 

27 

50-131' 

Omalia Veterans Administration Hospital 

17 

50-219 

Oyster Creek Nuclear Power Plant 

29 


Research Reactor 


50-220 

Nine Mile Point Nuclear Station, 

32 

50-133 

Humboldt Bay Power Plant, Unit 3 

17 


Unit 1 


50-134 

Worcester Polytech Institute 

19 

50-223 

Univ. of Lowell Research Reactor 

33 


Research Reactor 


50-224 

Univ. of California Research Reactor 

33 


Research Reactor 

19 

50-225 

RPI Critical Experiment 

34 


tor 

19 

50-228 

Aerotest Radiography & Research 

34 


Facility 

19 


Reactor 



ritical 

19 

50-237 

Dresden Nuclear Power Station, Unit 2 

34 




50-243 

Oregon State Univ. Research Reactor 

36 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-244 

Robert Emmet Ginna Nuclear Plant, 

Unit 1 

36 

50-278 

Peach Bottom Atomic Power Station, 
Units 

81 

50-245 

Millstone Nuclear Power Station, Unit 1 

39 

50-280 

Surry Power Station, Unit 1 

S3 

50-246 

Advanced Critical Reactor Experiment 

40 

50-281 

Surry Power Station, Unit 2 

86 

50-247 

Indian Point Station, Unit 2 

40 

50-282 

Prairie Island Nuclear Station, Unit 1 

88 

50-249 

Dresden Nuclear Power Station, Unit 3 

43 

50-284 

Idaho State Univ. Research Reactor 

90 

50-250 

Turkey Point Plant, Unit 3 

45 

50-285 

Fort Calhoun Station, Unit 1 

90 

50-251 

Turkey Point Plant, Unit 4 

47 

50-286 

Indian Point Station, Unit 3 

92 

50-252 

Univ. of New Mexico Research Reactor 

49 

50-287 

Oconee Nuclear Station, Unit 3 

95 

50-254 

Quad-Cities Station, Unit 1 

49 

50-288 

Reed College Research Reactor 

98 

50-255 

Palisades Nuclear Plant 

50 

50-289 

Three Mile Island Nuclear Station, 

Unitl 

98 

50-256 

Univ. of Montevideo Research Reactor, 
Uruguay 

S3 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

103 

50-259 

Browns Ferry Nuclear Power Station, 

53 

50-294 

Michigan State Univ, Research Reactor 

106 


Unit 1 


50-295 

Zion Nuclear Power Station, Unit 1 

106 

50-260 

Browns Ferry Nuclear Power Station, 
Unit 2 

55 

50-296 

Browns Ferry Nuclear Power S tation , 
Unit 3 

108 

50-261 

H. B. Robinson Plant, Unit 2 

56 

50-297 

North Carolina State Univ. PULSTAR 

110 

50-262 

Brigham Young Univ. Research Reactor 

58 


Reactor 


50-263 

Monticello Nuclear Generating Plant 

58 

50-298 

Cooper Nuclear Station 

no 

50-264 

Dow Chemical Co. 

60 

50-301 

Point Beach Nuclear Plant, Unit 2 

111 

50-265 

Quad-Cities Station, Unit 2 

60 

50-302 

Crystal River Nuclear Plant, Unit 3 

112 

50-266 

Point Beach Nuclear Plant, Unit 1 

62 

50-304 

Zion Nuclear Power Station, Unit 2 

116 

50-267 

Fort St. Vrain Nuclear Generating 

64 

50-305 

Kewaunee Nuclear Power Plant 

118 


Station 


50-306 

Prairie Island Nuclear Station, Unit 2 

120 

50-269 

Oconee Nuclear Station, Unit 1 

66 

50-309 

Maine Yankee Atomic Power Plant 

121 

50-270 

Oconee Nuclear Station, Unit 2 

68 

50-311 

Salem Nuclear Generating Station, 

122 

50-271 

Vermont Yankee Nuclear Power S tation 

71 


Unit 2 


50-272 

Salem Nuclear Generating Station, 

Unit 1 

72 

50-31? 

Rancho Seco Nuclear Generating 

Station 

125 

50-274 

U.S. Geological Survey Research 

76 

50-313 

Arkansas Nuclear One, Unit 1 

129 


Reactor 


50-315 

Donald C. Cook Nuclear Power Plant, 

132 

50-275 

Diablo Canyon Nuclear Power Plant, 

76 


Unit 1 



Unit 1 


50-316 

Donald C. Cook Nuclear Power Plant, 

134 

50-276 

Georgia Institute of Technology 

79 


Unit 2 



Research Reactor 


50-317 

Calvert Cliffs Nuclear Power Plant, 

136 

50-277 

Peach Bottom Atomic Power Station, 

79 


Unitl 



Unit 2 


xi 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-318 

Calvert Cliffs Nuclear Power Plant, 

Unit 2 

138 

50-358 

William H. Zimmer Nuclear Station, 

Unit 1 

197 

50-320 

Three Mile Island Nuclear Station, 

Unit 2 

140 

50-360 

Battelle Memorial Institute Critical 
Facility 

198 

50-321 

Edwin I . Hatch Nuclear Plant, Unit 1 

147 

50-361 

San Onofie N uclear Station, Unit 2 

198 

50-322 

Shoieham Nucieai Power Station 

149 

50-362 

San Onofie Nuclear Station, Unit 3 

200 

50-323 

Diablo Canyon Nuclear Power Plant, 

ISO 

50-363 

Forked River Nuclear Station, Unit 1 

201 


Unit 2 


50-364 

Joseph M. Parley Nuclear Plant, Unit 2 

201 

50-324 

Brunswick Steam Electric Plant, Unit 2 

153 

50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 

203 

50-325 

Brunswick Steam Electric Plant, Unit 1 

155 

50-367 

Bailiy Generating Station 

205 

50-326 

Univ. of California at Irvine Research 
Reactor 

157 

50-368 

Arkansas Nuclear One, Unit 2 

206 

50-327 

Sequoyah Nuclear Plant, Unit 1 

157 

50-369 

William B. McGuire Nuclear Station, 
Unitl 

208 

50-328 

Sequoyah Nuclear Plant, Unit 2 

160 

50-370 

William B . McGuire Nuclear Station, 

209 

50-329 

Midland Plant, Unit 1 

162 


Unit 2 


50-330 

Midland Plant, Unit 2 

164 

50-373 

LaSalle County Station, Unit 1 

210 

50-331 

Duane Arnold Energy Center 

167 

50-374 

LaSalle County Station, Unit 2 

212 

50-333 

James A. Fitzpatrick Nuclear Power 

168 

50-375 

Nuclear Examination Reactor 

213 


Plant 


50-376 

North Coast Nuclear Plant 

213 

50-334 

Beaver VaUey Power Station, Unit 1 

171 

50-382 

Waterford Generating Station, Unit 3 

213 

50-335 

St. Lucie Plant, Unit 1 

173 

50-387 

Susquehaima Steam Electric S tation, 

215 

50-336 

MUlstone Nuclear Power Station, 

175 


Unit 1 



Unit 2 


50-388 

Susquehanna Steam Electric Station, 

217 

50-338 

North Anna Power Station, Unit 1 

177 


Unit 2 


50-339 

North Anna Power Station, Unit 2 

180 

50-389 

St. Lucie Plant, Unit 2 

219 

50-341 

Enrico Fermi Atomic Power Plant, 

184 

50-390 

Watts Bar Nuclear Plant, Unit 1 

220 


Unit 2 


50-391 

Watts Bar Nuclear Plant, Unit 2 

222 

50-344 

Trojan Nuclear Plant 

185 

50-394 

California State Polytechnic College 

223 

50-346 

Davis-Besse Nuclear Power Station, 

188 


Research Reactor 



Unit 1 


50-395 

Virgil C. Summer Nuclear Station, 

223 


rclear Plant, Unit 1 

191 


Unit 1 



1 , Unit i 

193 

50-396 

Univ. of Virginia Cavalier Reactor 

225 


lit 2 

194 

50-397 

WPPSS Nuclear Project, Unit 2 

225 


■ 

195 

50-399 

Mendocino, Unit 2 

226 



196 

50400 

Shearon Harris Nucieai Power Plant, 

226 




Unitl - 




197 

50401 

Shearon Harris Nuclear Power Plant, 

227 





Unit 2 




197 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-402 

Shearon Harris Nuclear Power Plant, 

229 

50449 

Douglas Point Nuclear Station, Unit 2 

257 


Unit 3 


50452 

Greenwood Energy Center, Unit 2 

257 

50403 

Shearon Harris Nuclear Power Plant, 

Unit 4 

230 

50453 

Greenwood Energy Center, Unit 3 

257 

50404 

North Anna Power Station, Unit 3 

231 

50454 

Byron Station, Unit 1 

257 

50405 

North Anna Power Station, Unit 4 

232 

50455 

Byron Station, Unit 2 

258 

50406 

Tuskegee Institute Research Reactor 

233 

50456 

Braidwood Station, Unit 1 

259 

50407 

Univ. of Utah Research Reactor 

233 

50457 

Braidwood Station, Unit 2 

260 

50409 

La Crosse Boiling Water Reactor 

233 

50458 

River Bend Station, Unit 1 

261 

50410 

Nine Mile Point Nuclear Station, 

235 

50459 

River Bend Station, Unit 2 

262 


Unit 2 


50460 

WPKS Nuclear Project, Unit 1 

262 

50412 

Beaver Valley Power Station, Unit 2 

235 

50461 

Clinton Power Station, Unit 1 

263 

50413 

Catawba Nuclear Station, Unit 1 

236 

50462 

Clinton Power Station, Unit 2 

263 

50414 

Catawba Nuclear Station, Unit 2 

237 

50463 

Fulton Generating Station, Unit 1 

264' 

50416 

Grand Gulf Nuclear Station, Unit 1 

238 

50466 

Allens Creek Nuclear Station, Unit 1 

264 

50417 

Grand Gulf Nuclear Station, Unit 2 

239 

50467 

Allens Creek Nuclear Station, Unit 2 

266 

50423 

Millstone Nuclear Power Station, 

Units 

241 

50471 

Pilgrim Nuclear Power Station, Unit 2 

266 

50424 

Alvin W. Vogtie Nuclear Plant, Unit 1 

241 

STN-50477 

Atlantic Generating Station, Uidt 1 

267 

50425 

Alvin W. Vogtlo Nuclear Plant, Unit 2 

242 

STN-50478 

Atlantic Generating Station, Unit 2 

267 

50426 

Alvin W. Vogtie Nuclear Plant, Unit 3 

243 • 

STN-50482 

Wolf Creek Generating Station 

267 

50427 

Alvin W. Vogtie Nuclear Plant, Unit 4 

243 

STN-50483 

Calloway Plant, Unit 1 

269 

50433 

Unlv. of California at Santa Barbara 

243 

STN-50484 

Tyrone Energy Pork, Unit 1 

270 


Research Reactor 


STN-50485 

Sterling Power Project Nuclear, 

270 

STN-50437 

Floating Nuclear Plant 

243 


Unit 1 


50438 

Bellefonte Nuclear Plant, Unit 1 

244 

STN-50486 

Calloway Plant, Unit 2 

271 

50439 

BcUefonte Nuclear Plant, Unit 2 

245 

STN-50488 

Perkins Nuclear Station, Unit 1 

272 

50440 

Perry Nuclear Power Plant, Unit 1 

246 

STN-50489 

Perkins Nuclear Station, Unit 2 

272 

50441 

Perry Nuclear Power Plant, Unit 2 

247 

STN-50490 

Perkins Nuclear Station, Unit 3 

273 

50443 

Seabrook Nuclear Station, Unit 1 

248 

STN-50491 

Cherokee Nuclear Station, Unit 1 

274 

50444 

Seabrook Nuclear Station, Unit 2 

249 

STN-50492 

Cherokee Nuclear Station, Unit 2 

275 

50445 

Comanche Peak Steam Electric 

250 

STN-50493 

Cherokee Nuclear Station, Unit 3 

275 


Station, Unit 1 


50496 

Montague Nuclear Power Station, 

276 

50446 

Comanche Peak Steam Electric 

254 


Unit 1 



Station, Unit 2 


50497 

Montague Nuclear Power Station, 

276 

STN-50447 

GESSAR-238 

257 


Unit 2 


50448 

Douglas Point Nuclear Station, Unit 1 

257 

STN-50498 

South Texas Project, Unit 1 

276 
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STN-50499 

South Texas Project, Unit 2 

280 

STN-50-5S3 

Phipps Bend Nuclear Plant, Unit 1 

302 

50-500 

Davis-Desse Nuclear Power Station, 

284 

STN-SO-554 

Phipps Bend Nuclear Plant, Unit 2 

303 


Unit 2 


STN-50-556 

Black Fox Station, Unit 1 

304 

50-501 

Davis-Desse Nuclear Power Station, 

284 



304 


Unit 3 


STN-50-557 

Black Fox Station, Unit 2 

STN-5O-S02 

Haven Nuclear Piant, Unit 1 

284 

STN-SO-566 

Yellow Creek Nuclear Plant, Unit 1 

305 

STN-50-503 

Haven Nuclear Piant, Unit 2 

284 

STN-SO-567 

Yellow Creek Nuclear Plant, Unit 2 

306 

STN-50-504 

Koslikonong Nuclear Plant, Unit 1 

284 

STN-50-568 

NEP N ucleax, Unit 1 

307 

STN-50-505 

Koshkonong Nuclear Plant, Unit 2 

28S 

STN-50-569 

NEP Nuclear, Unit 2 

307 

STN-50-506 

Koshkotiong Nuclear Plant, Unit 3 

285 

STN-5 0-5 74 

Bagnac Nuclear Power Project, 

307 




Philippines 


STN-50-507 

Koslikonong Nuclear Plant, Unit 4 

285 

STN-5 0-580 

Erie Nuclear Plant, Unit 1 

308 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

285 

STN-5 0-581 

Erie Nuclear Plant, Unit 2 

308 

STN-50-S09 

OTPSS Nuclear Project, Unit 5 

286 

STN-50-584 

GIBBS AR.Gibbs&Hill 

309 

50-513 

WPPSS Nuclear Project, Unit 4 

286 

STN-50-592 

Palo Verde Nuclear Station, Unit 4 

309 

50*514 

Pebble Springs Nuclear Plant, Unit 1 

287 

STN-5 0-593 

Palo Verde Nuclear Station, Unit 5 

309 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

287 

STN-50-596 

New Haven, Unit 1 

309 

STN-50-516 

Jantesport Nuclear Station, Unit 1 

288 

STN-50-597 

New Haven, Unit 2 

309 

STN-50-517 

Jamesport Nuclear Station, Unit 2 

288 

50-598 

Northwestern Unlv. 

309 

STN-50-S18 

Hartsville Nuclear Plant, Unit 1 

289 

50-599 

CarroU Facility I 

310 

STN-50-519 

Hartsvillc Nuclear Plant, Unit 2 

290 

50-600 

Carroll FacUity II 

310 

STN-50-520 

HartsviUo Nuclear Plant, Unit 3 

291 

70-0008 

Battelle Columbus Laboratories 

311 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

291 

70-0025 

Rockwell International Corp. 

311 

STN-5 0-222 

Skagit Nuclear Power Project, Unit 1 

292 

70-0027 

Babcock & Wilcox Co. 

311 

STN-50-523 

Skagit Nuclear Power Project, Unit 2 

294 

70-0033 

Texas Instruments, Inc. 

312 

50-525 

Barton, Unit 2 

295 

70-0036 

Combustion Engineering, Inc. 

312 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

295 

70-0135 

Babcock & Wilcox Co. 

312 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

296 

70-0143 

Nuclear Fuel Services, Inc. 

312 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

298 

70-0250 

The Boeing Co. 

312 

50-537 

Cllncli River Drccdcr Reactor 

299 

70-0364 

Parks Township Site, Babcock & 

312 

50-538 

Memphis Slate Uiiiv. Research Reactor 

299 


Wilcox Co. 


STN-50-545 

RESAR-3S 

299 

70-0371 

United Nuclear Corp. 

313 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

299 

70-0687 

Union Carbide Corp. 

313 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

300 

70-0693 

Nuclear Research Corp. 

314 

50-549 

Greene County Nuclear Power Plant 

302 

70-0734 

General Atomic Co. 

314 
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70-0754 

Vallecitos Nuclear Center, General 

314 

71-01 14 

Colby-Thielmeier Testing Co. 

319 

Electric Co. 


71-0121 

Neutron Products, Inc. 

319 

70-0820 

United Nuclear Corp. 

314 

71-0159 

Lockheed Missile & Space 

319 

70-0824 

Babcock & Wilcox Co. 

315 

71-0160 

Omaha Testing Laboratories, Inc. 

319 

70-0903 

Gulf United Nuclear Fuels Corp. 

315 

71-0193 

Navy, Dept, of 

319 

70-0925 

Cimarron Facility, Kcrr-McGee Corp. 

316 

71-0199 

Navy, Dept, of 

319 

70-1100 

Combustion Engineering, Inc. 

316 

71-0206 

Pryor Foundry, Inc. 

319 

70-1113 

General Electric Co. 

316 

71-0225 

Navy, Dept, of 

320 

70-1143 

Westinghouse Electric Corp. 

316 

71-0239 

Navy, Dept, of 

320 

70-1151 

Westingliouse Electric Corp. 

316 

71-0248 

Monsanto Research Corp. 

320 

70-1193 

Cimarron Facility, Kerr-McGee Corp. 

317 

71-0250 

Transnuclear, Inc. 

320 

70-1201 

UF-6 Conversion Facility, Babcock & 
Wilcox Co. 

317 

71-0258 

Nuclear Engineering Co., Inc. 

320 

70-1257 

Mixed Oxide Fabrication Plant, 

317 

71-0345 

Carolina Power & Light Co. 

320 


Exxon Nuclear Co., Inc. 


71-0347 

Stone & Webster Engineering Corp. 

320 

70-1308 

Morris Operations, General Electric Co. 

317 

71-0349 

Caterpillar Tractor Co. 

320 

70-1362 

Hahnemann Medical College & 

Hospital, Philadelphia, PA 

317 

71-0352 

NUes Steel Tank Co. 

320 

70-1729 

Fuel Recovery & Storage Station, Allied 

318 

71-0355 

Jersey Central Power &. Light Co. 

320 


General Nuclear Services 


71-0356 

Navy, Dept, of, USS Piedmont 

320 

70-2205 

St. Luke’s Hospital, Milwaukee, Wi 

318 

71-0357 

Navy, Dept, of, USS Vulcan 

320 

70-2623 

McGuire Spent Fuel Pool, Duke Power 
Co. 

318 

71-0358 

Navy, Dept, of, USS Sierra 

320 

70-2756 

Transnuclear,Inc. 

318 

71-0359 

Pick Instrument Products Co., Inc. 

321 

70-2761 

Transnuclear, Inc. 

318 

71-0360 

Navy, Dept, of, USS Yosomite 

321 

70-2776 

Transnucloar, Inc. 

318 

71-0362 

Wisconsin Public Service Corp. 

321 

71-0003 

Exxon Nuclear Co., Inc. 

318 

71-0363 

Briggs Engineering & Testing Co., Inc. 

321 

71-0006 

United Nuclear Corp. 

318 

71-0364 

Naval Nuclear Power Unit, Port I lueneme, 32 1 
CA 

71-0024 

Hittman Nuclear & Development Corp. 

319 

71-4949 

Model: UNC-1484, Combustion 

321 

71-0026 

Eastern Testing & Inspection 

319 


Engineering, Inc. 


71-0027 

Babcock & Wilcox Co. 

319 

71-5026 

Model; BC-48-220, Atcor,Inc. 

321 

71-0060 

Morrison-Knudsen Co., Inc. 

319 

71-5059 

Model: UranyNlt-Tnk, Nuclear Fuel 
Services, Inc. 

321 

71-0073 

Morrison-Knudsen Co., Inc. 

319 

71-5086 

Model; UNC-2600, General Atomic Co. 

321 

71-0079 

Babcock & Wilcox Co. 

319 

71-5395 

Model; CC, Westinghouse Electric Corp. 

321 

71-0088 

Babcock* Wilcox Co. 

319 

71-5450 

Model: RCC-1, -2, -3, Westinghouse 

321 

71-0096 

Pan American World Airways 

319 

Electric Corp. 
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71-5467 Model: Mark VR,VE& Mark 15, 321 

Energy, Dept, of 

71-5641 Model: UNC-2500 321 

71-5768 Model: BB-250-2, Combustion 321 

Engineering Co., Inc. 

71-5796 Model: 181361, Picker Corp. 321 

71-5805 Model: Atcor VNDB Cask, Atcor,Inc. 322 

71-5939 Model: GE-1500, General Electric Co* 322 

71-5957 Model: BML-1, Energy, Dept, of 322 

71-5980 Model: GE-600, General Electric Co. 322 

71-6058 Model: B3-1, Nuclear Engineering Co. 322 

71-6078 Model: 927 A1 & Cl, Combustion 322 

Engineering, Inc. 

71-6144 Model: 6144, Nuclear EnglneeringCo. 322 

71-6206 Model: B, Babcock & Wilcox Co. 322 

71-6244 Model: 6244, Chem-Nuclear Systems, 322 

Inc, 

71-6275 Model: I.L-28-4, Chem-NucIear 322 

Systems, Inc. 

71-6280 Model: A-0109 323 

71-6300 Model: UNC'1352, Combustion 323 

Engineering, Inc. 

71-6345 Model: ANL-402-SPM,-403-SPM, 323 

E.I. du Pont de Nemours & Co., Inc. 

71-6357 Model: NNFD-10, Babcock & Wilcox Co. 323 

71-6375 Model: PB-l,Cliejn-NuclearSystems, 323 

Inc. 

71-6386 Model: 235R001, Energy,Dept. of 323 

71-6400 Model: Super Tiger, Westlnghouse 323 

Electric Corp. 

71-6568 Model: LL-60-150, TVA 323 

71-6581 Model: 51032-1 & -1 A, Exxon 323 

em-Nuclear 323 

323 

323 

324 
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71-9001 Model: IF-SOO, General Electric Co. 324 

71-9006 Model: 500 SU.Argonne National 324 

Laboratory 

71-9007 Model: 520, Argonne National 324 

Laboratory 

71-9009 Model: FL 10-1, General Electric Co. 324 

71-9010 Model; NLI-1/2, NL Industries, Inc. 324 

71-9011 Model: E-MEH-00-00004, Transporta- 324 

tion. Dept, of 

71-9019 Model: BU-7, General Electric Co. 324 

71-9027 Model: 741, Technical Operations, Inc. 324 

71-9028 Model: 684, Technical Operations, Inc. 324 

71-9032 Model: 650, Technical Operations, Inc. 324 

71-9033 Model: 660 & 660E, Technical 324 


Operations, Inc. 

71-9035 Model: 680, Technical Operations, Inc. 324 

71-9039 Model: 715, Technical Operations, Inc. 325 


71-9044 Model: GE-1 600, General Electric Co. 325 

71-9070 Model; N-55, Energy, Dept, of 325 

71-9079 Model: HN-100 Series 2, Hittman 325 

Nuclear & Development Corp. 

71-9081 Model: CNSI-1600, Chem-Nuclear 325 

Systems, Inc. 

71-9085 Model: Sentinel 85 325 

71-9086 Model: HN-100 Series 1, Hittman 325 

Nuclear & Development Corp. 

71-9089 Model: NH-1 00 S, Hittman Nuclear 325 
& Development Corp. 

71-9094 Model: CNSI-14-195-H, Chem-Nuclear 325 

Systems, Inc. 

71-9096 Model: CNSI-21-300, Chem-Nuclear 325 

Systems, Inc. 

71-9105 Model: Rad-Waste CR.I, Chem-Nuclear 325 

Systems, Inc. 

71-9107 Model: 771, Technical Operations, Inc. 326 

71-9108 Model: AL-33-90, Atcor, Inc. 326 

71-9111 Model: CN6-80A, Chem-Nuclear 326 

Systerhs, Inc. 

71-9113 Model: 7-100, Chem-Nuclear Systems, 326 

Inc. 
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71-9119 

Model: BAPL 5910 BRDCG, Energy, 
Dept, of 

326 

71-9132 

Model: T-3, Nuclear Packaging, Inc. 

326 

71-9137 

Model: 820 

326 
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71-9851 

Model: Lithium Hydroxide Fire/ 

Impact Shield, Energy, Dept, of 

326 

71-9853 

Model: ORNL-BNL-NBS Unirradiated 
Fuel Container, Energy, Dept, of 

326 

71-9932 

Model: UC-609, Energy, Dept, of 

326 
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Advanced Critical Reactor Experiment 

50*246 

40 

Browns Ferry Nuclear Power Station, 

Unit 2 

50-260 

55 

Aerotest Radiography & Research 

Reactor 

50-228 

34 

Browns Ferry Nuclear Power Station, 

50-296 

108 




Unit 3 



Allens Creek Nuclear Station, Unit 1 

50466 

264 

Brunswick Steam Electric Plant, Unit 1 

50-325 

155 

Allens Creek Nuclear Station, Unit 2 

50467 

266 

Brunswick Steam Electric Plant, Unit 2 

50-324 

153 

Arkansas Nuclear One, Unit 1 

50*313 

129 

Byron Station, Unit 1 

50454 

257 

Arkansas Nuclear One. Unit 2 

50-368 

206 

Byron Station, Unit 2 

50455 

258 

Duane Arnold Energy Center 

50-331 

167 

California State Polytechnic College 

50-394 

223 

Atlantic Generating Station, Unit 1 

STN-50477 

267 

Research Reactor 



Atlantic Generating Station, Unit 2 

STN-50478 

267 

Calloway Plant, Unit 1 

STN-50-483 

269 

Babcock & Wilcox Co. Critical Facility 

50-13 

11 

Calloway Plant, Unit 2 

STN-50486 

271 

Babcock & Wilcox Co. Test Reactor 

50-99 

16 

Calvert Cliffs Nuclear Power Plant, 

Unit 1 

50-317 

136 

Bagnac Nuclear Power Project, Philippines 

STN-50-574 

307 

Calvert Cliffs Nuclear Power Plant . 

50-318 

138 

Bailly Generating Station 

50-367 

205 

Unit 2 



Barton, Unit 2 

50-525 

295 

Oirioll Facility I 

50-599 

310 

Battellc Memorial Institute Critical 

50-360 

198 

Carroll Facility II 

50-600 

310 

Facility 



Catawba Nuclear Station, Unit 1 

50413 

236 

Beaver Valley Power Station, Unit 1 

50-334 

171 

Catawba Nuclear Station, Unit 2 

50414 

237 

Beaver Valley Power Station, Unit 2 

50412 

235 

Catholic Univ. of America Research 

50-77 

15 

Bellefonte Nuclear Plant, Unit 1 

50-438 

244 

Reactor 



Bellcfonte Nuclear Plant, Unit 2 

50439 

245 

Cherokee Nuclear Station, Unit 1 

STN-50491 

274 

Big Rock Point Nuclear Power Plant 

50-155 

20 

Cherokee Nuclear Station, Unit 2 

STN-50492 

275 

Black Fox Station, Unit 1 

STN-50-556 

304 

Cherokee Nuclear Station, Unit 3 

STN-50493 

275 

Black Fox Station, Unit 2 

STN-50-557 

304 

Clinch River Breeder Reactor 

50-537 

299 

Braidwood Station, Unit 1 

50456 

259 

Clinton Power Station, Unit 1 

50461 

263 

Braidwood Station, Unit 2 

50457 

260 

Clinton Power Station, Unit 2 

50-462 

263 

Brigham Young Univ. Research 

50-262 

58 

Columbia Univ. Research Reactor 

50-208 

27 

Reactor 



Comanche Peak Steam Electric Station, 

50-445 

250 

Browns Ferry Nuclear Power Station, 

50-259 

53 

Unit 1 




Unit 1 
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Comanche Peak Steam Electric Station, 

50-446 

254 

Fort St, Vrain Nuclear Generating 

50-267 

64 

Unit 2 



Station 



Donald C. Cook Nuclear Power Plant, 

50-315 

132 

Pulton Generating Station, Unit 1 

50-463 

264 

Unit 1 



General Atomic Co. 

50-89 

16 

Donald C. Cook Nuclear Power Plant, 

50-316 

134 




Unit 2 



General Atomic Co. 

50-163 

23 

Cooper Nuclear Station 

50-298 

110 

General Electric Test Reactor 

50-70 

15 

Cornell Univ. Research Reactor 

50-157 

23 

General Electric Nuclear Test Reactor 

50-73 

15 

Cornell Univ. Zero Power Reactor 

50-97 

16 

Geo^ia Institute of Technology 

50-160 

23 




Research Reactor 



Crystal River Nuclear Plant, Unit 3 

50-302 

112 

Georgia institute of Technology 

50-276 

79 

Davis-Bessc Nuclear Power Station, 

50-346 

188 

Research Reactor 



Unit 1 



GESSAR-238 

STN-50447 

257 

Davls-Besse Nuclear Power Station, 

50-500 

■ 284 




Unit 2 



GIBBSAR, Gibbs & Hill 

STN-50-584 

309 

Davis-Bessc Nuclear Power Station, 

50-501 

284 

Robert Emmet Ginna Nuclear Plant, 

50-244 

36 

Units 



Unit 1 



Diablo Canyon Nuclear Power Plant, 

50-275 

76 

Grand Gulf Nuclear Station, Unit 1 

50416 

238 

Unit 1 



Grand Gulf Nuclear Station, Unit 2 

50417 

239 

Diablo Canyon Nuclear Power Plant, 

50-323 

150 




Unit 2 



Greene Country Nuclear Power Plant 

50-549 

302 

Douglas Point Nuclear Station, Unit 1 

5044S 

257 

Greenwood Energy Center, Unit 2 

50452 

257 

Douglas Point Nuclear Station, Unit 2 

50-449 

257 

Greenwood Energy Center, Unit 3 

50453 

257 

Dow Chemical Co., Research Reactor 

50-264 

60 

Haddam Neck Plant 

50-213 

27 

Dresden Nuclear Power Station, Unit 1 

50-10 

10 

Shearon Harris Nuclear Power Plant, 

50400 

226 




Unit 1 



Dresden Nuclear Power Station, Unit 2 

50-237 

34 

Shearon Harris Nuclear Power Plant, 

50-401 

227 

Dresden Nuclear Power Station, Unit 3 

50-249 

43 

Unit 2 



Erie Nuclear Plant, Unit I 

STN-50-580 

308 

Shearon Harris Nuclear Power Plant, 

50402 

229 




Units 



Erie Nuclear Plant, Unit 2 

STN-50-581 

308 

Shearon Harris Nuclear Power Plant, 

50403 

230 

Joseph M. Farley Nuclear Plant, 

50-348 

191 

Unit 4 



Unit 1 



Hartevillo Nuclear Plant, Unit 1 

STN-50-518 

289 

Joseph M. Farley Nuclear Plant, 

50-364 

201 



Unit 2 



Hartsville Nuclear Plant, Unit 2 

STN-50-519 

290 

Enrico Fermi Atomic Power Plant, 

50-341 

184 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

291 

Unit 2 



STN-50-521 

291 

Harlsviile Nuclear Plant, Unit 4 

James A. Fitzpatrick Nuclear Power 

50-333 

168 



Plant 



Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

147 

Floating Nuclear Plant 

STO-5 0-437 

243 

Edwin I, Hatch Nuclear Plant, Unit 2 

50-366 

203 

Forked River Nuclear Station, 

50-363 

201 

Haven Nuclear Plant, Unit 1 

STN-50-502 

284 

Unit 1 



STN-50-503 

284 

Haven Nuclear Plant, Unit 2 

Fort Calhoun Station, Unit 1 

50-285 

90 




XX 



Name 

Docket 

Page 

Hope Creek Nuclear Station, Unit 1 

50-354 

195 

Hope Creek Nuclear Station, Unit 2 

50-355 

196 

Humboldt Bay Power Plant, Unit 3 

50-133 

17 

Idaho State Univ. Research Reactor 

50-284 

90 

Indian Point Station, Unit 1 

50-3 

8 

Indian Point Station, Unit 2 

50-247 

40 

Indian Point Station, Unit 3 

50-286 

92 

Iowa State Univ. Research Reactor 

50-116 - 

17 

Jamcsport Nuclear Station, Unit 1 

STN-50-516 

288 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

288 

Kansas State Univ. Research Reactor 

50-188 

24 

Kewaunee Nuclear Power Plant 

50-305 

118 

Koshkonong Nuclear Plant, Unit 1 

STN-50-504 

284 

Koshkonong Nuclear Plant, Unit 2 

STN-50-505 

285 

Koshkonong Nuclear Plant, Unit 3 

STN-50-506 

285 

Koshkonong Nuclear Plant, Unit 4 

STN-50-507 

285 

La Crosse Boiling Water Reactor 

50-409 

233 

LaSalle County Station, Unit 1 

50-373 

210 

LaSalle Courtty Station, Unit 2 

50-374 

212 

Limerick Generating Station, Unit 1 

50-352 

193 

Limerick Generating Station, Unit 2 

50-353 

194 

Maine Yankee Atomic Power Plant 

50-309 

121 

Manhattan College Research Reactor 

50-199 

25 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

299 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

300 

Massachusetts Institute of Technology 
Research Reactor 

50-20 

11 

William B. McGuire Nuclear Station, 
Unitl 

50-369 

208 

William B. McGuire Nuclear Station, 

Unit 2 

50-370 

209 

Memphis State Univ. Research Reactor 

50-538 

299 

Mendocino, Unit 2 

50-399 

226 

Michigan State Univ. Research Reactor 

50-294 

106 


Name 

Docket 

Page 

Midland Plant, Unit 1 

50-329 

162 

Midland Plant, Unit 2 

50-330 

164 

Millstone Nuclear Power Station, 

Unit 1 

50-245 

39 

Millstone Nuclear Power Station, 

Unit 2 

50-336 

175 

Millstone Nuclear Power Station, 

Unit 3 

50-423 

241 

Montague Nuclear Power Station, Unit 1 

50-496 

276 

Montague Nuclear Power Station, Unit 2 

50497 

276 

Monticello Nuclear Generating Plant 

50-263 

58 

NASA Critical Facility 

50-210 

27 

National Bureau of Standards Reactor 

50-184 

24 

National Naval Medical Center 

50-170 

23 

NEP Nuclear, Unit 1 

STN -50-568 

307 

NEP Nuclear, Unit 2 

STN-50-569 

307 

New Haven, Unit 1 

STN-50-596 

309 

New Haven, Unit 2 

STN-50-597 

309 

Nine Mile Point Nuclear Station, 

Unit 1 

50-220 

32 

Nine Mile Point Nuclear Station, 

Unit 2 

50410 

235 

North Anna Power Station, Unit 1 

50-338 

177 

North Anna Power Station, Unit 2 

50-339 

180 

North Anna Power Station, Unit 3 

50404 

231 

North Anna Power Station, Unit 4 

50405 

232 

North Carolina State Univ. PULSTAR 
Reactor 

50-297 

110 

North Carolina State Univ. Research 
Reactor 

50-111 

16 

North Coast Nuclear Plant 

50-376 

213 

Northwestern Univ. 

50-598 

309 

Nuclear Examination Reactor 

50-375 

213 

Oconee Nuclear Station, Unit 1 

50-269 

66 

Oconee Nuclear Station, Unit 2 

50-270 

68 

Oconee Nuclear Station, Unit 3 

50-287 

95 

Ohio State Univ. Research Reactor 

50-150 

20 
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Docket 
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Docket 

Page 

Omalia Veterans Administration 

50-131 

17 

Quad-Cities Station, Unit 2 

50-265 

60 

Hospital Research Reactor 









Rancho Seco Nuclear Generating 

50-312 

125 

Oregon State Univ. 

50-106 

16 

Station 



Oregon State Univ. Research Reactor 

50-243 

36 

Reed College Research Reactor 

50-288 

98 

Oyster Creek Nuclear Power Plant 

50-219 

29 

RESAR-3S 

STN-50-545 

299 

Palisades Nuclear Plant 

50-255 

50 

Rhode Island & Providence 

50-193 

24 




Plantations AEC 



Palo Verde Nuclear Station, Unit 1 

STN-50-528 

295 







River Bend Station, Unit 1 

50458 

261 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

296 







River Bend Station, Unit 2 

50-459 

262 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

298 







H.B. Robinson Plant, Unit 2 

50-261 

56 

Palo Verde Nuclear Station, Unit 4 

STN-50-592 

309 







Rockwell International Corp, Critical 

50-147 

19 

Palo Verde Nuclear Station, Unit 5 

STN-50-593 

309 

Facility 



Peach Bottom Atomic Power Station, 

50-171 

24 

Rockwell International Research Reactor 

50-94 

16 

Unit 1 









RPI Critical Experiment 

50-225 

34 

Peach Bottom Atomic Power Station, 

50-277 

79 




Unit 2 



Salem Nuclear Generating Station, 

50-272 

72 




Unit 1 



Peach Bottom Atomic Power Station, 

50-278 

81 




Unit 3 



Salem Nuclear Generating Station, 

50-311 

122 




Unit 2 



Pebble Springs Nuclear Plant, Unit 1 

50-514 

287 







San Onofre Nuclear Station, Unit 1 

50-206 

25 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

287 







San Onofre Nuclear Station, Unit 2 

50-361 

198 

Pennsylvania State Univ, Research 

50-5 

9 




Reactor 



San Onofre Nuclear Station, Unit 3 

50-362 

200 

Perkins Nuclear Station, Unit 1 

STN-50488 

272 

Saxton Nuclear Expcrimentsil Facility 

50-146 

19 

Perkins Nuclear Station, Unit 2 

STN-50-489 

272 

Scabiook Nuclear Station, Unit 1 

50-443 

248 

Perkins Nuclear Station, Unit 3 

STN-50490 

273 

Scabrook Nuclear S tation, Unit 2 

50444 

249 

Perry Nuclear Power Plant, Unit 1 

50-440 

246 

Sequoyah Nuclear Plant, Unit 1 

50-327 

157 

Perry Nuclear Power Plant, Unit 2 

50441 

247 

Sequoyalj Nuclear Plant, Unit 2 

50-328 

160 

Pliipps Bend Nuclear Plant, Unit 1 

STN-50-553 

302 

SUoicham Nuclear Power Station 

50-322 

149 

Phipps Bend Nuclear Plant, Unit 2 

STN-50-554 

303 

Skagit Nuclear Power Project, Unit 1 

STN-50-522 

292 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

103 

Skagit Nuclear Power Project, Unit 2 

STN-50-523 

294 

Pilgrim Nuclear Power Station, Unit 2 

50471 

266 

South Texas Project, Unit 1 

STN-50-498 

276 

Point Beach Nuclear Plant, Unit 1 

50-266 

62 

South Texas Project, Unit 2 

STN-50499 

280 

Point Beach Nuclear Plant, Unit 2 

50-301 

111 

Space Radiation Research Reactor 

50-187 

24 

Prairie Island Nuclear Station, Unit 1 

50-282 

88 

State Univ. of New York Research 

50-57 

14 




Reactor 



Prairie Island Nuclear Station, Unit 2 

50-306 

120 







Sterling Power Project, Nuclear, 

STN-50485 

270 

Purdue Univ. Research Reactor 

50-182 

24 

Unit 1 



Quad-Cities Station, Unit 1 

50-254 

49 

St. Lucie Plant, Unit 1 

50-335 

173 



Name 

Docket 

Page 

Name 

Docket 

Page 

St. Lucie Plant, Unit 2 

50-389 

219 

Univ. of Michigan Research Reactor 

50-2 

8 

Virgil C. Summer Nuclear Station, 

50-395 

223 

Univ. of Missouri Research Reactor 

50-123 

17 

Unit 1 



Univ. of Missouri Research Reactor 

50-186 

24 

Surry Power Station, Unit 1 

50-280 

83 

Univ. of Montevideo Research Reactor, 

50-256 

53 

Surry Power Station, Unit 2 

50-281 

86 

Uruguay 



Susquehanna Steam Electric Station, 

50-387 

215 

Univ. of New Mexico Research Reactor 

50-252 

49 

Unit 1 



Univ. of Oklahoma Research Reactor 

50-112 

16 

Susquehanna Steam Electric Station, 

Unit 2 

50-388 

217 

Univ. of Texas Research Reactor 

50-192 

24 

Texas A&M Univ. Research Reactor 

50-59 

14 

Univ. of Utah Research Reactor 

50-72 

15 

Texas A&M Univ. Research Reactor 

50-128 

17 

Univ. of Utah Research Reactor 

50-407 

233 

Three Mile Island Nuclear Station, 

Unit 1 

50-289 

98 

Univ. of Virginia Cavalier Reactor 

50-396 

50-62 

225 

15 



Univ. of Virginia Research Reactor 

Three Mile Island Nuclear Station, 

50-320 

140 


50-139 

19 

Unit 2 



Univ. of Washington Research Reactor 

Trojan Nuclear Plant 

50-344 

185 

Univ. of Wisconsin Research Reactor 

50-156 

23 

Turkey Point Plant, Unit 3 

50-250 

45 

U.S. Geological Survey Research 

50-274 

76 



Reactor 



Turkey Point Plant, Unit 4 

50-251 

47 

Vermont Yankee Nuclear Power 

50-271 

71 

Tuskegee Institute Research Reactor 

50-406 

233 

Station 



Tyrone Energy Park, Unit 1 

STN-50-484 

270 

Virginia Polytcch Institute Training 

50-124 

17 



Reactor 



UCLA Training Reactor 

50-142 

19 

Alvin W. Vogtlc Nuclear Plant, Unit 1 

50424 

241 

Univ. of California at Santa Barbara 

50^33 

243 

Alvin W. Vogtlc Nuclear Plant, Unit 2 

50425 

242 

Research Reactor 



Union Carbide Research Reactor 

50-54 

14 

Alvin W. Vogtlc Nuclear Plant, Unit 3 

50426 

243 

Univ. of Airzona Research Reactor 

50-113 

17 

Alvin W. Vogtle Nuclear Plant, Unit 4 

50427 

243 

Univ. of California 

50-357 

197 

Washington State Univ. Research 

50-27 

12 



Reactor 



Univ. of California at Irvine Research 
Reactor 

50-326 

157 

Waterford Generating Station, 

50-382 

213 



Units 



Univ. of California Research Reactor 

50-224 

33 

Watts Bar Nuclear Plant, Unit 1 

50-390 

220 

Univ. of Delaware Research Reactor 

50-98 

16 

Watts Bar Nuclear Plant, Unit 2 

50-391 

222 

Univ. of Florida Training Reactor 

50-83 

15 

Westinghouse Critical Experiment 

50-87 

16 

Univ. of Illinois Research Reactor 

50-151 

20 

West Valley Reprocessing Plant 

50-201 

25 

Univ. of Illinois LOPRA Research 

50-356 

197 


50-129 

17 

Reactor 



West Virginia Univ. Research Reactor 

Univ. of Kansas Research Reactor 

50-148 

20 

Wolf Creek Generating Station 

STN-50482 

267 

Univ. of Lowell Research Reactor 

50-223 

33 

Worcester Polytcch Institute Research 

50-134 

19 



Reactor 



Univ. of Maryland Research Reactor 

50-166 

23 
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Name 

Docket 

Page 

WPPSS Nuclear Project, Unit 1 

50-460 

262 

WPPSS Nuclear Project, Unit 2 

50-397 

225 

\VPPSS Nuclear Project, Unit 3 

STN-50-508 

285 

WPPSS Nuclear Project, Unit 4 

50-513 

286 

WPPSS Nuclear Project. Unit S 

STN-50-509 

286 

Yankee-Rowe Nuclear Power 

50-29 

12 


station 


Name 

Docket 

Page 

YeEow Creek Nuclear Plant, Unit 1 

STN-50-566 

305 

Yellow Creek Nuclear Plant, Unit 2 

S'rN-50-567 

306 

William H. Zimmer Nuclear Station, 

Unit 1 

50-358 

197 

Zion Nuclear Power Station, Unit 1 

50-295 

106 

Zion Nuclear Power Station, Unit 2 

50-304 

116 



DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DaCKET 27-010 QEATTV.NV 


7912280&40 Forwards nonpropriatary Inap Rept 76-02 dor Nuclaar 
Englnaai'ins Co b eartlFlcation of docuasiiti In rasponsa to 
791101 Itr. 

COUERiO.C. Eiecutive Officar for Oparations Support. 79/11/14. 
2pp. 


— 791228064S Reauasts nonproprietary Insp Rapt 76-02 ti stataaant 
cartlfylng rapt as public racord. 

BRYAN. R.H.. ICLSON. B.H. Navada. Rtata of. 79/11/01. Zpp. 


—7912260653 Nonproprlatary IE Insp Rapt 79-02 on 760309-0415. 
Noncoapltanca notad; radwasta raaovad froa shipping 
contalnari. radwasta not disposad of within tlx aonths froa 
data of recaipt Ic disposal of uncontainad radwasta. 

UEN8LAUSKI.F. A. . FHILLIP.O.A. Ragion S. San Francisco. Offica of 
tha Director. BOOK. H. E. Ragion 5. San Francisco. Fuel Facllitg 

b Hatarlals Bafaty Branch. 76/05/11. 88pp. 


— 79122B0658 Order suspending licansa for handling of nuclear aatl due ta 
violations noted in 760309 insp. 

DAVIB. J. 0. Offica of Inspection b Enforceaent. Office of tha 
Director. 76/03/11. 3pp. 


— 79122B0667 Ltr conflralng allegations that enploysas had racoved 
equipnant b satis fron site. Requests cooparation hy local 
rasidants in continuing atteapt to locate addl tanks. 

ENOB-KEN. R. H. Region 5. San Franctaeo. Offica of the Director. 
76/03/31. 14pp. 


— 79122S0676 "Radiation Survey in Baatty.NV b Surrounding Area 
(Map 1976). ■ 

HENDRICKS. D. H. > FQRT.C.U. Environaantal Protection Agency. 
76/04/30. 47pp. 


DOCKET 27-039 SHEFFIELD, IL. . NUCLEAR ENOINEERIM CO. 


7912180444 Forwards quarterly Bonltorlng data of piaxoMtars It walls in 
vicinity of Trench ID b Trench 18 sunps.par 790423 agreenant 
w/NRC. 

BAER.T.S, Nuclaar Engineering Co., Inc. > (subs, of Teladyna. Inc. >. 
79/11/06. Ip. 


— 79121B0448 Trench 18 ■onitorlng record for Jul-Sapt 1979. 

a Nuclear Engineering Co., Inc., (subs, of Teladyna, Inc. 1. 
79/09/30. Ip. 


7912130290 Order denying Chicago Section of AN3 790828 aotion to eotapal 
NflC to file draft EIB b to conpal study of reasonable 
alternatives for suspension of OL.No authorities cited which 
require or pernit such action by ASLB. 

OOODHOPE, A. C. Atonic Safety and Licensing Board Panel. 79/12/03. 

3pp. 


7912260290 Motion for reconsideration of ABLB 791203 erdar holding "that 
Nuclear Englnearing is still in possassion of existing 
llcsnse. Cartificate of Sve end. 

CONNER, T.B. Nuclear Englnaaring Co., Inc., (subs, of Teladyna. 

Inc.). CONNER, T.B. Conner, Haora b Corbar. 79/12/ia 6pp. 


DOCKET 27-047 BARNUELL, SC. . CHEM-NUCLEAR SYSTEMS 


7912140114 Forwards Anend 19 to License 46-13536-01. 

DRAOONETTE, K. B. Low Level Haste Licensing Branch. 79/11/07. tp. 


—7912140119 Anend 19 to Llcenee 46-13536-01, Condittans 4 Ic 14. Authorixes 
operation under suparvision of J8 Corbett, D Ebanhaek.HR 
□akIay,LB Hcbbard b LD Toner. Radwasta recaipt b disposal 
shall be h andlsd an individual truckload basis. 

DRAOONETTE, K. 8. Chsn-Nuclsar SystsMS, Inc. 79/11/Q7. Ip. 


7912200001 Forwards Hast* Packaging Insp Rspt 79-03B on 791017. 
SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility bHaterlala 
Bafaty Branch. 79/11/07. Spp. 


—7912200002 Haste Packaging Insp Rspt 79-03B on 791017. Nonconp 1 laiy:! 
noted: ispropar blocking b bracing. 

P(rnER,J.P.. HOODRUFF, R. L. Ragion 2, Atlanta, Fuel Facility b 
Materials Safety Branch. 79/11/07. Spp. 


7912200344 Forwards waste packaging Imp Rapt 79-02A on 790925-26. No 
nonconplianco notad. 

BUTHERLAfS>> U. T. Region 2, Atlanta, Fuel Facility b.Hatarialo 
Safety Branch. 79/11/07. 2pp. 


— 7912200395 Haste packaging Insp Rapt 79-02A. No nenceapllahee notad. 
Major aroas inspected: shipping paper b DOT placarding 
raquiraaents, radiation levelo. ronovsblo contanlnatlen, DOT b 
NRC package features. 

BR OW, R. A. Region 2, Atlanta, Office of tha Director. 

POTTER, J.P. Region 2, Atlanta, Fuel Facility b Katarlals SLfoty 

Branch. 79/11/06. 6pp. 


7912260072 Corraeis Haste Packaging Imp Rapt 79-OlC. Parographo S ft 10 
dlaeusa drun shipped by BbU, containing liquid utls.Drun in 
fact shipped hy Dnaha Public Pewtr Co. 

SUTKERLANDiU. T. Region 2, Atlanta, Futl Facility b Materials 
Safety Branch. 79/ll/OS. 2pp. 


— ^7912260070 Forwards Haste Packaging Imp Rapt 79-OlC on 790911-13. 
SUTHERLAND, J. T. Region 2. Atlanta, Fuel Facility b Hatarials 
Bafaty Branch. 79/10/30. Spp. 


— 7912260065 Haste Packaging Insp Rept 79-OlC on 790911-13. Nonconpllonca 
noted: falsification of shipping papers. 

UOaORUFF,R. L. , POTTER, J.P. Region 2. Atlanta. Fuol Facility b 
Materials Safety Branch. 79/10/19. Spp. 


7912260142 Forwards Haste Packaging Imp Rapt 79-02B on 790925. 
SUTHERLAND, J.T. Region 2. Atlanta, Futl Facility b Haterinls 

Safety Branch. 79/11/09. 8pp. 


—7912860145 Haste Packaging Insp Rept 79-02B on 79098S. Nonconplianco 
noted: oxeosilvo lavals of eontaainetlon in llcenote ihlpaent 
vehicle. 

BROHN.R. A. Ragion 2, Atlanto. Offlco of the Director. 

POTTBI.J.P. Ragion 8, Atlanta. Fuel Facility b Hatarials Safety 
Branch. 79/11/06. 4pp. 


7912310030 Forwardt Haste Packaging Insp Rapt 79-04B on 791031. 
SUTHERLAND, J. T. Ragion 8, Atlanta, Fuol Facility b Materials 
Safety Branch. 79/11/19. 3pp. 


—7912310238 Haote Pactaglng Insp Rapt 79-04B on 791031. Nonconpl lance 
noted: Inpreper placarding of vibicles. 

POTTER,J.P.. BROHN.R.A. Region 2. Atlanta. Fuel Facility ft 
Materials Bafaty Branch. 79/11/14. 4pp. 


7913170381 Notifies of coaploted revltw of DO Elsonhut 79110B nsnb to 
HR Denton re Itrs to llconsoes concerning solid radwasta. 

Authors of ltr did not sufficiently consider kochnlcal b 
political prableas associated w/approach. 

COLLINS. J.T. THI-2 Dparatlons/Support. 79/11/36. 4pp. 


-7912170384 Forwards ltr to lieaniees on solid radwastt. In order to 
continue availability of waste burial facllltlos.aetlon 
Itena in ltr nuot bo inplonantid by llconssos. 

ElBEMUTi D. 0. Division of Oporattng Rooctors. 79/11/08. IBpp. 
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DOCKETED ITEMS 


— 7912170389 Sutinnarij o# 791017-19 meBting u/Bkati of SC paUcg *< 
technical orflclalB re lain level raduaste, Itinerarg b SC 
Dept of Health tc Environ co-ntrol draft lira to Chem-Nuc 1 ear 
Sgt> Inc end. 

* Commlielon. 79/10/19. 9pp. 


791217022& Sunmarg of 791030 meeting u/SC Bureau of Radiological 
Health! SC Oeologlcal 8urveg> vendor & USOS in Coluiiibia< SC re 
geologic li hgdrologle aepecte of faeilltg & impact of 
reported fault on Integritg of site. 

LEFEl/REiH. Oeosclences Branch. 79/12/OS. Spp. 


— 7912170230 Summarg of 791030 meeting tilth BC Dept of Health & Environ 
Control! OSOS>BC Oeologlcal Burveg i> vendor In Columbia. 8C 
Tt apparent fault at site. Faults at site should not have 
significant effect on radionuclide migration. 

TURIiO. P. Uou Level Waste Licensing Branch. 79/ll/'07. Spp. 


DOCKET 40-03«t OENERAL SERVICES ADM I NIBTJl ATIDN 


7912040031 Act receipt of 791018 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40 O34l/79-0r 
HCCLIMTOCK. R. □. Region 1. Ph 1 ladelph i a. Office of the Director. 
79/10/30. Ip. 


-7912040036 Responds to WRC 790919 Itr re violations noted in IE Insp 
Rept 40-0341/79-01. Corrective ac ti ons : reg tonal radiological 
aurveg «< audit conducted U actions taken to ensure proper 
instrument calibr. 






— 791204003Q Discusses IE Insp 
notice of violation. 
KCCLIHTOCK. R. a. Region 
79/09/19. 2pp. 


Rept 40-034S/79-01 on 790829 & forward 
1. Philadelphia, Office of the Director 


DOCKET 27-048 RICHLAND. UA. .NUCLEAR ENOINEERINO CO. 


7912210108 Foruards SNH License 16-19204-01 authoriiing receipt & 
disposal of SNM at lou level watte burial ground at Hanferd. 

WA. 

SMITH, R.D. Lou Level Haste Licensing Branch. 79/12/04. 2pp. 


•7912210110 BNH License 16-19804-01 for Nuclear Engineering Co. Inc 
authoriiing receipt & disposal of SNH at low level waste 
burial ground at Hanford, HA. 

SffITHiR.D. Low Level Haste Licensing Branch. 79/11/30. 24pp. 


•7912210114 "Lou Level Haste Burial Ground Site Closure 6 
Stabilliation. " Revision 1. 

* Low Level Waste Licensing Branch. 79/05/17. 7pp. 


7912310249 Forwards FR notice of Issuance of renewal license for 
disposal of SNH. 

DBA&ONETTE. K. S. Lou Level Haste Licensing Branch. 79/12/13. Ip. 


— 79123102S9 Notice of Issuance of renewal llctnsa for disposal of ENH. 
DRAOONETTE. K. B. Lnu Level Hast* Licensing Branch. 79/12/12. 

4pp. 


— 7912040045 Notice of violation from i 
failure to conduct required Insps o 
• Region 1. Philadelphia. Office 


nsp on 790829. Noncoinp 1 iancB noted 
f Curtis Bag depot, 
of the Director. 79/09/19. 


IP- 


7912200007 Responds to IE Oulletin 79-19. "Packaging of Lou Level 
Raduaste fop Transport & Burial." Raduaste generated 
occasional Ig. upon repackaging of leaking containers or 
shipment/relocation of mails requiring decontamination. 
PERRyft/W-O. 1- General Services Administration. 79/11/28. 4pp. 


DOCKET 40-1162 WESTERN NUCLEAR. INC 


7912110072 Notifies of issuance of 
of util tailings dam to elevation 
tailings pond to elevation 6400. 
SCARANOfR.A. Uranium Recovery 


License Amend 5. author 1 1 ing raise 
6410 ti operating level of 

Licensing Branch. 79/10/11. 3pp. 


7912030032 Forwards results of analysis of nine samples of sediment 
collected between lowest settling pond t> oro haul road 
ulthln water drainage pathway.as directed bg NRC. 

BOODDI.O. Western Nuclear. Inc. <subs. of Phelps Dodge Corp. ). 
79/10/89. 3pp 


7912310271 Forwards FR notice of issuance of renewal llcanee for 
disposal of SNH. Replaces Page 4 of notlca sent w/791213 Hr. 

H/d and. 

DRAODNETTE. K. 8. Lou Level Haste Licensing Branch. 79/12/14. 

2pp. 


7912380672 Urges flnalliatlon of DOE plana for acceptance of 
coanerclal transuranic uiste. Nuclear Engineering Co 
will not accept BNH at site. 

HARTINiJ'.A. Division of Haste Hanagement. 79/12/18. Ip. 


7912J1011S notifies of amend fee overpayment per lasuance of License 
Amend 4 on 790625. Ref und will be made. 

HlLLERrU.O. License Fee Management Branch. 79/11/02. Ip. 


79121B0073 Requests const insp of lift in tailings retention dam, 
autharlied by Amend 9 to license. Insp Is necessary ulthln 
next two uks>ln light of Lessons Learned Task Force 
recDamandatlons from Church Rock dam failure. 

SCARMdQjR.A. Uranium Recovery Licensing Branch. 79/11/09. Ip 


•79I22S0674 Returns License 16-19204-01,(100 to alleged defects In 
licensing procedures. No nuclear waste will be accepted at 
site. 

NEELiJ.N. Nuclear Engineering Co. i Inc. r isubs. of Taiedyne. 
Ine. >. 79/12/07. 2pp. 


DOCKET 40-1341 EDCEMONT URANIUM MINE, TVA Ei HINES DEVELOPMENT, INC. 


7912140853 Forwards conceptual decommissioning plan, in response to 
request to 0 Trager of NRC. W/<i encl. 

MTi I n. I M Tennessee Volley Authority. 79/10/03. Ip. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0339 UNION CARBIDE CORF. 


7912130575 Bummary of 791016 meeting w/ANL in Silver Spring. MD ra 
Unlgn Carbide Corp new proposed tailings disposal plan L 
FES preparation. 

K0T8CH. J.L. Uranium Recovery Licensing Branch. 79/il/ai. 3pp. 


DOCKET 40-0299 UNION CARBIDE CORP. 


7912170286 Authortios archeological survey on 3.5 sections of land 6 
Site 48NA102. Forwards State of HV 791106 Itr describing 
slto. 

REKEMEVER. P. C. Union Carbide Corp. 79/11/13. 2pp. 


7912310158 Foruards 791130 permeability tests rept per License Amenif 
13, Condition 2 . Tests indicate average permeability of 
0.83 ft/yr for clay liner as installed. 

HONe.T. Union Carbide C(»rp. 79/12/05. Spp. 


7912190086 Responds to request for participation In EIS for Edgemont U 
Mill in BD. Preparot ion of entire EIS has bean contracted to 
ORM.. 

SCARANOiR. A. Inter lor. Dept, of 79/11/16. app. 


791217072S Summary of 790924-25 site visit & scoping 
scoping committee t, list of attendees encl. 
TRAOERaE.A. Uranium Recovery Licensing Branch. 


meeting. Outline of 
79/11/16. 11pp. 


7912180085 Commonts on dac ommt ss loni ng plan L environ rept, Rept 
procadurallg adequate w/rospect to description 8, evaluation 
of salccted disposal si t e, mi 1 1 si te & fish 6 uildlife 

TAUO.S.H. Interior. Dept, of. Fish & Wildlife Service. 79/11/19. 

2pp. 


79I2J70069 Forwards comments re land use, surface water hydrology, 
goology * terrestrial biota required for review of environ 
rapt for Edgemont U mill doconunisslonlng. Requests response 
according to agreed timetable. ic.,.. 

8CARAM0.R. A. Uranium. Reecivary Licensing Branch. 79/11/21. lopp. 



DOCKETED ITEMS 


DOCKET 40-1386 RAYTHEON CO. 


7912030SS1 Ach rsciipt of 791022 Itr Informing NRC of stop* takon to 
cornet violations noted In IE Insp Rept 40-1386/79-01. 

HCCLINTOCK> R. 0. Region 1> Philadelphia. Office of the Director. 
79/11/01. Ip. 


— 7912030222 Responds to NRC 790918 Itr re violations noted in IE Inap 
Rept 40-1306/79-01. Corrective ac ti ons; breath ing zone 
sampling to be Initiated for determination of thorium 
contamination in luork areas. 

HERROM. R.vl. Raytheon Co. 79/10/22. 3pp. 


—7912030224 Discusses IE Insp Rept 40-1306/79-01 on 790816-17 ti forwards 
notice of violation. 

HCCLINTOCK. R. 0. Region 1. Philadelphia. Office of the Director 
79/09/13. 2pp. 


DOCKET 40-2061 UE8T CHICAGO PACILITY. KERR-HCGEE CORP. 


7912070009 "Stab ill tat ion Plan." 

e Kerr-McOee Chemical Corp. (subs, of Kerr-KcOee Corp, >. 79/OS/lS. 

894pp. 


7912090019 Summary of 790919 meeting ui/state. local b federal 
representatives in Region 3 oPcs re Kerr-McOee stabi Illation 
plan for site. 

NIXON. M. A. Uranium Fuel Licensing Branch. 79/09/29. 2pp. 


7918030008 Submits demands for inclusion in 791106 meeting betwasn NRC 
tc Kerr-HcOee in Rockville. MO re decommissioning of Uest 
Chicago f acl 1 ity. Urges future nontechnical meetings be held 
in Chicago area. 

RENNELS.A.E. Nest Chicago. IL. 79/10/31. Ip. 


7912030024 Confirms 791101 talcon re matls taken from factory site t. 
installed elseuihare. Ofc of Atty Oeneral reguests 
radiological measurements on all matl taken from site. 

HANBELL.D. lllinals. State of. 79/11/02. 2pp. 


7912190217 Requests thorough analysis of Kerr-McOea lab. converted into 
ofes in Chicago. IL. in which eicess levels of radiation have 
been detected. Also requests identification of other Kerr- 
McOee bldgs. 

HANSELLiD. Illinois. State of. 79/11/19. ip. 


7912170177 Forwards comments from various organ! lat Ions. re propoeed 
stablliiatlon plan b IE study on airborne risks posed by 
thorium-bearing residues found at various places in Host 
Chicago. IL. 

NIXQN.U-A. Uranium Fuel Licensing Dranch. 79/11/21. 10pp. 


DOCKET 40-2259 PATHFINDER HINES CORP. 


7912170143 "Ground Hater Hydrology Adjacent to Pathfinder Gas Hills 
Tailings Reservoirs." 

HOHLETTiL.. HOFFMAN. Q. L. Hydro-Engineering. 79/07/31. 122pp. 


791217mB2 Notifies of error in 790302 semiannual effluent monitoring 
rapt. Topsoil sample analyses presented as "soluble" should 
be identified as "total" concentrations. Std rept form 
corrected to eliminate further problems. 

NUOENT.E.L. Pathfinder Mines Corp. 79/10/31. Ip. 


7912170284 Forwards data accumulated 790706-14 on in vivo lung analysis 
re 791029 request. 

NUOENT.E.I.. Pathfinder Mines Corp. 79/11/14. Ip. 


■7912170209 "Rept of In Vivo Counting for Pathfinder Mines Corp." 
HEL0E80N. 0. L. Helgeson Nuclear Services. Inc. 79/06/24. 9pp. 


7912190400 Amends Source Matl Llcanss 8UA-672. authoril ing use of new 
solvent extraction circuit. Installation b malnt of fire 
protection sys required for solvent eitractlon bldg. 

SCMANOiR.A. Uranium Recovery Licensing Branch. 79/11/14. 2pp. 


7912190612 Amend 6 to License SUA-672. author 1 ling replacement of 
solvent extraction circuit. Licensee must maintain Halon 1301 
fire protection sys in bldg. 

OILLENiS.M. Uranium Recovery Licensing Branch. 79/11/14. 2pp. 


7912260269 Act receipt of 790822.0917 b 1026 Itrs Informing NRC of 
steps taken to correct violations noted in IE Insp Rept 
40-2259/79-01. 

EVERETTifi. J. Region 4. Dallas. Fuel Facility tc Materials Safety 

Dranch. 79/11/19. 10pp. 


— 791228029S Responds to NRC 790926 Itr re violations noted in IE Insp 
Rept 40-2299/79-01. Corrective actlons:ulll improve mgt 
control by direct accoss to mgt level personnel during entry 
fc exit interviews. 

}«>eENT.E.L. Pathfinder Hines Corp. 79/10/26. 10pp. 


—7912280303 Ack receipt of 790822 b 0917 Itrs informing NRC of steps 
taken to correct violations noted In IE Insp Rept 
40-2259/79-01. Requests addl info. 

6EYFRIT.K.V. Region 4. Dallas. Office of the Director. 
79/09/26. Ip. 


— 7912280311 Responds to NRC 790906 Itr re violations noted in IE Insp 
Rept 40-2299/79-01. Corrective actions: radiation health 
physicist will audit performance of radiation dept every 30 
days for six months. 

NUOENT.E.L. Pathfinder Hines Carp. 79/09/17. 3pp. 


—7912170180 Submits comments on Kerr-McOse Chemical Corp propoeed 
stabilization plan re activities in Nest Ch Icago. IL. ERA 
comments end. 

HANSELL.D, lllinals. State of. 79/10/19. 29pp. 


—7912170189 Forwards results of experiment conducted on Nest Chicago 
soil samples re airborne thorium risk experiment. 

GRANT.U.B. Region 3. Chicago. Office of the Director. 79/10/26. 

8pp. 


7912090041 Summary of 791113 meeting u/Kerr-McOoi re comments prepared 
by verlous organizations on proposed stab 11 1 zetion plan for 
facll 1 ty, Vender agreed to provide changed or addl pages for 
stabilization plan to reflect answers. 

NIXDN.U.A, Uranium Fuel Licensing Dranch. 79/11/27. 2pp. 


—7912200329 Ack receipt of 790622 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40-2399/79-01, 

Requests addl info. 

BEYFRir.K.V. Region 4. Dallas. Office of the Director. 

79/09/06. Ip. 


— 7912260331 Responds to NRC 790731 Itr re violations noted in IE Insp 
Rept 40-2259/79-01. Corrective actions: personnel in radiation 
dept will inspect equipment before operating equipment. 
m;0£NT.E.L. Pathfinder Hines Corp. 79/08/22. Spp. 


•7912280339 Forwards IE Insp Rept 40-2299/79-01 on 790629-26 b notice of 
violation. 

KyFniT.K.V. Region 4. Dallas. Office of the Director. 

79/07/31. Spp. 


7912200490 PNO-1 1 1-79-049: on 791 126. red loac tivi ty detected In bldg 
purchased several years sarlier from vendor. No radiation 
levels likely to cause exposures In excess of NRC limits. 

PAPERIELLO. C. J. . ROY. 0. Region 3. Chicago. Offieo of the Director. 
79/11/28, ip. 


7912260103 Forwards FR notice re vendor decommission plans for rare 
earth facility b NRC intent to prepare EIB. 

CROU. H, T. Uranium Fuel Licensing Dranch. 79/12/11. Ip. 


— 7912280346 Notics of violation from insp 790625-26. 

a Region 4. Dallas. Office of the Director. 79/07/24. 2pp. 


— 7912880360 IE Insp Rept 40-2259/79-01 on 790625-26. Nancompllance noted: 
failure to perform monthly contamination surveys b scrubber 
operational checks b falluro to post license b regulations. 

BRaHN.G.D. Region 4. Dallas. Fuel Facility b Materials Safety 

Branch. CAIN.C.L,. HARRISDN. H. C. Region 4. Dallas. Office of 
tho Director. 79/07/24. 9pp, 


"7912260106 Notice of availability of stabilization plan b Intent to 
prepare DEB re approval of plan to dacommlislon rare earth 
faei 1 ity. Stabi 1 Izatlon plan b recipient address list end. 

CROH. H. T. Uranium Fuel Licensing Drench. 79/12/11. Spp. 


DOCKET 40-3453 ATLAB MINERALS 


7912170241 Advises of deferral of Yuba City projact due to cost, 
procedures b concerni re efficiency of recovery sys. Requests 
reeponie to 790929 Itr. 

SWAN8Y.0.T. Atlas Minerals. 79/10/10. ip. 
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T^isoaooas Dtelinsi 7?(>934 offar to partlcipati in ALAflA itudv. 
SUANBYj a. T. Atlai Mlnarali. 79/10/19. ip. 


791S0303S9 Ack racalpt of 790914 Ur inforntng MRC of tfeipt iakin to 
corroct violations noted in IE Inap Rept 40-3483/79-01. 
ftaauaits furthar info. 

EVERETT. R.J. Rajion 4. Dallaa. Fual Facility Ic HatarSala flafety 

Branch. 79/10/29. Ip. 


— 7912310449 flubmlta rasults of 791030 radiation survey of forner UB 
Enerty Corp metal bldg located at Federal Anarlcan Partners 
U nllllng site. Contamination Levels acceptable for 
unrestricted uee. _ . 

CA1N.C.L. Region 4, Dellas. Fuel Facility I. MetirlaU Rafoty 

Branch. 79/11/13. ip. 


DOCI^ 40-6940 KAUECKl BERVLCO INDUSTRIEB. INC. 


-7912030230 Risponds to NRC 790620 Itr re violations noted in IE Insp 
Rapt 40-3493/79-01. Corrective actions: conitant flea 
raspiromater purcKastd to ba uarn by nalnt paraonnal. 

BUANBV.O.T. Atlas Minerals. 79/09/14. 4pp. 


— 7912030331 Foruardi IE Insp Rapt 40-3493/79-01 on 790717-19 * notice of 
violation. 

BROVM.S.D. Rtyion 4. Dallas. Fual Facility 6 Katarials Safety 

Branch. 79/0B/20. 2pp. 

— 7912030232 Notice of violation from Insp on 790717-19. 

a Region 4. Dallas. Office of the Director. 79/09/17. 2pp. 


■7912030234 IE Imp Rept 40-3483/79-01 on 790717-19. Noneoaiptiatie i netrd: 
Improper selection of riipirator equipment 6 failure to 
conduct biweekly surface contamination surveys of change 
rooms. 

a Region 4. Dallas. Office of the Director. 79/00/17.- 6pp. 


7912200137 Notifies that 8ouree Natl License BUA-917 is amendid 
rsvistng Condition 19. authorliing elevation Ineraate of 
tailings impoundment 1< tellings pond. 

aCARANQ.R.A. Ursntum Recovary Licensing Branch. 79/10/29. 2pp. 


7913300162 Foruardi "Rapt of In Vivo Counting. 79071 1-13. ” 
BUANBY.e.T. Atlas Minerals. 79/11/18. Ip. 


7912170079 Forwardc notice to be published in FR> listing major proposed 
licensing aetlone filed w/Dlv of Fuel Cycle 6 Matl Safety 
not prevlousli listed In FR. 

CUNHINOHAH.fl. E. Division of Fuel Cycle 6 Material Safety. 

79/11/19. Ip. 


— 7912170079 Notlea of rocsipt of applications for lleensss. amends 1. 
license reneuels. 

CUNNINOHAH. R. E. Division of Fuel Cycle tc Matirlal Safety. 
79/11/19. 9pp. 


DOCKET 40-7344 OENERAL ELECTRIC CO. 


7912110189 Ack receipt of 791101 Itr Informing NRC of itapt taken In 
reeponee to IE Insp Hepts 30-06047/79-01 t> 40-7344/79-01. OB 
tntarpTstatlan of lOCFRBO eorraet re access. Intarlocl 
control not Taquired. 

HCCLINTOCK.R. 0. Region 1> Philadelphia. Office of the Director. 
79/11/14. ip. 


—7912110167 Responds bo NRC 791026 Itr re IE Insp Repts 30-06047/79-01 li 
40-7344/79-01. Correct ivs actions: compllancs U/10CFR30 
achieved re control of noeetlp line scanner in Bldg 100. 

Requests NRC advice re need for interlock control. 
nCFADBEN.a.«. Oenerel Electric Co. 79/11/01. Ip. 


— 7912200168 ''Rapt of In Vivo Counting. 79071 1-13. * 

• Helgsion Nuclear Services. Inc. 79/07/13. 14pp. 


7912360638 Discusses 791113 insp of const of ID-ft rise to tallinpi 
pond. Testing procedures 6 const activities adsquats. Natl 
mssts design specs for soils. 

HOWARDiT.R. Atlas Minerals. 79/11/30. 2pp. 


7912310162 Foruards design criteria, gradation curve k hydrologic 6 
const data diiign draulng per 791220 maatlng, 

BWANBY. 0. T. Atlas Minerals. 79/12/03, Dpp. 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERB IMININO} 


—7912110178 Discusses IE Insp Repts 30-06047/79-01 (< 40-7344/79-01. No 
neneempllanca notsd. Major areas inspected: lleensss actions 
re radiation safety, lleenss fa NRC rule#. NRC understands Bldg 
100 will be equipped u/lnterloeks per 10CFR20. 

HCCL1HT0CK.A. C. Region 1. Philadelphia. Office of the Director. 
79/10/26. app. 


DOCKET 40-7869 PLATEAU RESOURCEa. LTD. 


7912t3m60 Discusses decontniss lonlng plans for facility. Monitoring 
under way. Mill startup planned fer tint quarter of 1961. 
Trenefer of wst tailings will begin by 810301 fa be completed 
by B10431. 

ICHMMd.P. Plateau Reiources. Ltd. 79/11/12, 2pp. 


7912160179 Requests permission to construct fa optrati major mod fa 
eipension of facility under Llenast 8UA-667. Forwirde 
supportive documantatlonr "Mijor Hod (2000 Tons per Day Hill 
Addition) to Source Hatls Llcanea 6UA-667 Application." 

HRIOHT. K. H. Federal American Partners (NlnlngJ. 79/11/14. ip. 


—7912160184 "Major Mod <2000 Tons Per Day HIU Addition) t» Source Metis 
License 8UA-667 ApplicatiDn. " Sevsn oversiia drawings sncl, 
e Fedaral Amarlcan Partners (Mining), 79/11/14. SSpp. 


7912170093 Buauiary of 791009 eieting w/TVA fa Fedsral American Partners 
in Sllvsr Spring.HD re lleenss rsneual request, 

OILLEN. D. H. Uranium Recovery Llceneing Branch. 79/10/26. Dpp. 


7912030012 Forward! results of in vivo body scans raprsstntlng data 
taben from 36 imployass over 3-yr periodr performtri per 
NRC request. 

SPIBAK.J.F. Fsderal American Partners. 79/11/01. 3pp. 


7912170099 Cenflrais 791109 tslcon w/R Cooparstein re decommissioning 
of Bhootering Canyon RfaD site. Updated proposed 
decammlsslonlng plans due by 791231. 

Lll«4MliJ.J. Uranium Recovery Licensing Branch. 79/11/20, Ip. 


DOCKET 40-6037 KERR-MCOEE CORP. 


79122M}392 Requests aiamption from llEsniing fses.Amtnds will be issued 
te llcsnceas to Incorporate decommissioning fa smsrgsncy 
plans as conditions of Ilesnses. 

RCUBE.L.(:. Prabablllstie Analysis Drench <Prs 791030). 76/07/13. 

9pp. 


7912030017 Responds to NRC 791016 telcon re sddl info to support 
791008 requfst for ixcepblon to Reg Oulde 3. 13. Discusses 
pond fill achsdule fa above- fa belew-grade pond failures. 
DHEU-EVtN. J. Ksrr-McOse Corp. 79/10/31. 3pp. 


7912170114 Forwards projected echadule for Federal American Partners 
environ rapt rivlauibssed on receipt of rept by 791207. 

LIhEHAN'U. J. Uranium Recovery Licensing Branch. 79/11/20. 2pp. 


7912310379 Confirms adding discussion rt moving silstlng tailings pond 
to agenda of 791216 meeting w/NRC In Silver 8pring>HD. 

SPlBAKtJ.F. Federal American. Partners (Mining). 79/11/21, Ip. 


DOCKET 40-8102 EXXON H1NERAL6 CO. USA. EXXON CORP, 


7912040029 Rssponds to 790730 raqueet for info ra In situ U solution 
sitraetlon technology fa specific projects utilising sodium 
carbonate-bicarbonate as llxlviant. FoFuardt NUREO/CR-OSl 1 fa 
NURE0-04B9. and. 

HILLER.H.J. Uranium Recovery Uleenelng Branch. 79/08/26. Ip. 


7912310449 Foruirds Region 4 791113 rept re survey of former US Energy 
Corp mstal bldg doeontimlnated bv Fddoral American 
Partners. Bldg meets unristrictsd use criteria. 

LINEHAN.J.J. Uranium Recovery Licensing Branch. 79/11/29. ip. 


79ISai0i90 Advises of plonnod program to Improva ventilation In mill 
yalloHcake work araas. Alterations do not change operation 
ssoslm eignlflcanbiyias dtseuesad In 791026 tslcon. Dsscrlptlon 
•f proposed alterations sncl. 

ORTLOFFiC. 0. Exxon Minerals Co,. UBA. 79/10/30. 6pp. 
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791SS001&? Foruardi rapt "In Vivo Lung Counting Data. Highland U 
Oparationa. 1970-1979. “ 

8ALHON80N. D. J. Eiion Hinarala Co. . USA. 79/11/09. Ip. 


— 7919200173 "In Vivo Lung Counting Data. Highland U Oparatlsna. 
1978-1979. " 

a Soon Hlnarali Co. > USA. 79/11/09. 4pp. 


79131907S0 Ha^uaiti confirmation that amand to llcanaa It not nacoiaarv 
to allow aceeptanco b proeaidng of U lolution* Si ilurrias 
at facllitg. 

OflTLOFF.O.D. Elion Hlnarali Co. , USA. 79/11/12. Ip. 


DOCKET 40-B200 CLEUEUAND-CLIFF8 IRON CO. 


7912190S79 Raiiuaiti lleania cancallatton. Forward! "North Rolling Pin In 
Situ Solution Hina Tait ti Raitoration Summaru. " giving 
poit-opiratlonal finding*. 

SOMERVILLE. K.O. Clavaland-Cllffi Iron Go. 79/10/2fi. Ip. 


r- 7912190260 "North Rolling Pin In Situ Solution Mina Tait !< Roctoratlon 
Suaimary. " 

WATKIN3.D. In-Sltu Coniultlng. 79/01/31. 9Spp. 


DOCKET 40-B304 UYOMINO MINERAL CDRP. 


7912110092 Raipondi to 790B1& Itr ra llcania ranaual. Advliai that 
79072& Itr wai in arror. Raquaiti propoiad plant for RhD 
aetivltiai prior to lieanio ranaual. Addl lit'a Info 
naeaiiarg. 

SCARANO.R.A. Uranium Racovarg Lleanoing Branch. 79/10/24. 8pp. 


7918190768 Hlthdraui raquait for haarlng ra ranaual of llcanaa. Raquaita 
poatponamant until 800111 for providing planning info ra 
RbD activltlaa. 

8CHEN0EL. K. R. Hyomlng Hlnaral Corp. 79/11/13. Ip. 


7918120093 Summary of 791102 moating u/vander in Sllvar SpringiMD ra 
atatua of llcanaa ranaual raquait. Hilvlant iicurtlon at 
commarclal In *ltu alta ti atatua of amind application to 
authorlia Incraaia in flow rata capacity. 

C00PER8TEIN. R. Uranium Racovary Llcanilng Branch. 79/11/19, 
3pp. 


7912180100 Summary of 791101 mooting u/HY Minaral Corp in Bllvor 
Spring. HD ra in iltu U lelutlon oatraction aetlvitioa at 
Irlgaray alta, 

COOPERSTEIN. R. Uranium Racovary Licanaing Branch, 79/11/19. 
3pp. 


DOCKET 40-8348 IN SITU URANIUM LEACHINO PROJECT 


7912170243 "Addandum to Synopaii of Raiaarch In Bltu U Laachlng 
Projact. Raaulti of Aqulfar Stabiliiation Obaarvation li Othar 
Survaya. " Drawing and. 

a Hlnaral! Eiploration Co. (*ubi. of Union Oil Co, of CallParnia). 
79/10/24. 37pp. 


DOCKET 40-8330 ROCKY MOUNTAIN ENEROY CD, 


7912170172 Notlflei of axeuralon In Pattarn 3 Nina Mila Lake In attu 
liaeh tost operation. Dlicovarad during routine check of pH 
Si conductivity of monitor wall lampla. 

ROTHFLEiaCH. J. E Uranium Racovary Llcanilng Branch. 79/11/21. 
ip. 


DOCKET 40-8492 BEAR CREEK URANIUM CD. 


7912200604 Raquaiti wrlttin confirmation of 790824 talcon lauthorlxlng 
Incraaa# In aampllng fraquancy for grtzily aourca tarm 
monltarlng. 

MEDLOCK.R.L, Baar Craak Uranium Co, 79/11/07, 2pp. 


7918270292 Forward! in vivo counting data for aach amployaa at Baar 
Craak. 

HERSLOPT. L. U. Rocky Mountain Energy Co, 79/11/26. 3pp, 


DOCKET 40-8S02 IRIOARAY MINE. UYOMINO HININO CORP. 


7912310193 Foruarda atatua rapt In form of 790917 li 21 communication! 
batueen Irigary facility 8i State of MY. Includi* water 
quality analyiaa. atatU watar Itvila S< plazomatrlc contouri. 
8CHENDEL.K.R. Uaatlnghauaa Elictric Corp.. Hyomlng Mineral Corp. 
79/09/26. 13pp. 


7912310197 Foruarda atatua rapt in form of 790926 Si 1012 cammunicationB 
betmaan Irigary facility t< State of UY. Includai addl uatir 
quality analyaia raaulta from ihallou monitor Si ahallou 
reuaarch uiH aamplaa. 

SCHENOEL.K. R. Uaatlnghouaa Electric Corp.. Hyomlng Minaral Corp. 
79/10/16. 24pp. 


7912170170 Forward! change raquait (■ latalt communication! batuaan 
Irigary facility b State of HY. 

8 CHENDEL 1 K. n. Uyoming Mineral Corp, 79/11/12. Bpp. 


7918800014 Forward! update of Inlgarary 517 ammonia traniport Si 
eonvartlan monitoring program ra requlrimenta of llcanit 
Condition 30. 

FORD.U. Hyomlng Mineral Corp, 79/11/16. 9pp. 


7918120093 Summary of 791108 meeting w/vandor In Silver Spring. HD ra 
atatuu of llcanaa ranaual raquaat. 1 lx 1 vlant aicuralon at 
connarcial In iltu lita Si atatua of amend application to 
authorlia incraaae in flow rata capacity. 

Cra’ERSTElN. R. Uranium Recovery Llcanilng Branch. 79/11/19. 

3pp. 


7918100100 Summary of 791101 maatlng ui/HY Hlnaral Corp in Silver 
Spring. HD ra in altu U aolutlon aitraction actlvitiii at 
Irlgaray alta. 

COOP0ISTEIN.R. Uranium Racovary Llcanilng Branch. 79/11/19. 

3pp. 


7918130011 Frovldai writtan aummiry of varbal update given at 791102 
maating ra ticuraion cleanup procedural required for 
Irtgapag mine by MY Dapt Environ Quality. 

FtnO.H.H. Hyomlng Mineral Corp. 79/11/26. 2pp. 


79I2S10042 Foruarda notice of violation from State of UY Dept of 
Envlronmantal Quality ra topaoll uaata noted during 791018 
inop.Caaia 1. daaiat order laauad 791031. Supporting documenti 
ancl. 

SC1SHDEL.K.R. 'Hypming Mineral Corp. 79/11/36. 86pp. 


791SSB0106 Forwarjde 791116 Itr from UV Minaral Corp to State of HY 
Dapt of Environ Quality. Utafc ly water quality analyaia for 
ihallow monitor Si ihallou reaearch ualli and, 

UICHER8.D.L. Hyomlng Mineral Corp. 79/11/86. 13pp. 


7918310203 Forward a latait communlcationa batueen Irigary mine aite Si 
HV Dapt of Environ Quality. Includia weekly water quality 
analyaai far ihallou monitor lone. 

HICHERB.D.L. Wyoming Hlnaral Corp. 79/11/28. 9pp. 


7918870047 Foruarda 791029 Itr from HY Hlnaral Irigary facility to 
State of HY rt oparatloni undar Mining Pirmlt 478. Two 
ovaraiaa draulnga end. 

8CHEN0EL.K.R- Hyomlng Hlnaral Corp. 79/11/30. 2Spp. 


DOCKET 40'89B4 UNION 76 MINERALS EXPLORATION CO. 


7918170283 Informs that on 791114. imbankmont fill placimant on Call C 
ef taillnga Impeundmant uaa auipended for duration of ulntir 
■ontha. Final fill placament will commanct in Spring 1900. 
ACQBTA.A.P, Union 76 Hlnarali Exploration Co, 79/11/19. Ip. 


DOCKET 40-8631 ARMY. DEPT. OF, ARMAMENT MATERIEL READINESS COMMAND 


79121101S3 Diicuasaa IE Inap Hepti 30-06068/79-01. 30-0B867/79-01. 
40-8681/79-01 Si 70-0693/79-01 on 791003, No noncompllanca 
netsd. Major areas Inapictad: radiation lafaty b compliance 
w/NRC ragulatlone, 

HCC1_1KT0CK.R. 0, Region 1. Philadelphia. Office of tha Director. 
79/10/18. 2pp. 


DOCKET 40-8636 HOLD NUCLEAR CO. 


7912130002 Notifies of tarmlnatlon of Lictnaa 8UA-t329. in accordance 
W/790816 Itr. 

TOARANO.R.A. Uranium Racovary Llcanilng Branch. 79/10/18. Ip. 
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791S170II3 RacDintnBrids termination af License SUA-lsa^.per Hold MucleaP 
Co 790016 request. Field investigation reveals that no <1 
solution eitractlon has occurred. Final surveillance lior 
decomnilssianlrg unnecc essarq . 

CDQPenSTEINi R. Uranium Becoverg Licensing Branch. 79/10/10. 

app. 


DOCKET 40-0663 NUCLEhR DYNAMICS, INC. 


7912ia013S Forwards “Rei torat i on Summary Rept on In Situ Solution 
Mining Test Site. " 

STOICKiA.F. Nuclear Dynamics. 79/10/19. Ip. 

— 7912120137 "Restoratipn Summary Rapt on In Situ Solution Minins Test 
Site. " 

CANNADY.F. X. Nuclear Dgnamits. 79/10/19. AOpp. 


7912190010 Forwards documentation of ounarshlp or control of land to be 
used for tailings disposal in accordance w/Condltlon as of 
License 8llA-135e. Includes warranty deeds 8. mill site claims. 
DAKERiC.E. Energy Fuels Nuclear, Ire. 79/11/12. 9lpp. 


7912310169 Dlseusies 791109 const Insp of embanlimanti on Cells 1,2 & 3. 
Const procedurei appear adequate. Memo documenting 791010 
site visit enclosed. 

NELSONjU.D. Colorado State Unlv. 79/11/12. 3pp. 


DOCKET 40-S692 COTTER CDRP. 


7912190636 Lists contract costs incurred Si manhours eiptndod In 
reviewing 780324 appl i catl on. Approved by BA Scarano. 

ROTHFLEISCH, J. E Uranium Recovery Licensing Draneh. 79/11/06. 
ip- 


—7912120190 Forwards Itr of notification of restoration activities, 
prepared by FX Connad y, pro jec t engineer. 

STOICK-A.F. Nuclear Dynamics. 79/07/13. Ip. 


— 7912120-153 Ltr of notification of restoration ac tlvi t ies. Qutl ints 
transition from end of leaching to restoration proper. 
CANNABY,F.X. Nucloar Dynamics. 79/07/09. 3pp. 


DDCKET 40-6698 PLATEAU flESQUflCES. LTD. 


79121301^ Amend 1 to License 8UA-1371 , author I J i ng const of ombantmont 
tor tailings impoundment by adding Condition 40-43 6 

modifying Condition 19, Paragraph C. 

SCARANOi R. A. Uranium Recovery Licensing Branch. 79/09/28. 3pp. 


7912210112 Advises that data for siath quarterly rept under License 
SUA-t331 can bo found In ‘’Restoration Summary Rept on In 
Situ Mining Test Bite Sundance Proj, Crook County, MV. ■' 

STQICK'A.F. Nuclear Oynamici. 79/11/26. Ip. 


DOCKET 40-8674 PLATEAU RESOURCE 


DOCKET 40-6721 ROCKY MOUNTAIN ENEROY CO. 


791213a7CKl Requists listed or proposa 
within proposad If recovery project 
site plan end. 

ROTHFLElSCHi J. E Uranium Recover 

2pp. 


d threatened endangered species 
area. Map of U project 

y Licensing Branch. 79/06/15. 


7912280032 Forwards request to amend License SUA-1326. A1 to discusses 
compliance u/other conditions of license re radiation safety 
officer, earthen berm around ore storage pad, duet contrail 
reclamation plans ti equipment for in vivo lung counts. 

BEUELLiR.D. Plateau Resources. Ltd. 79/10/31. 3pp. 


— 791226008? Requests amend of License 8UA-1326 including changes to 
address, amount, mg t control program & area for 
decommissioning. 

SEUELL.R-B. Plateau Rctourcesi Ltd. 79/10/31. 5pp. 


—7912260102 Requests submission of fee to amend License 8UA-132A- 
JACKSON.O. License Fes Management Branch. 79/11/29. Ip. 


--7912260108 Forwards fee for amend to License 6UA-I326. 
NEWMAN.P. Plateau Resources, Ltd. 79/12/03. Ip. 


7912138084 Requests supplemental info on eurface water features, seepage 
rpcovery b pipeline failure for review of 790-212 environ 
Info re source mabl license app 1 1 cat ion. Requests info re 
endangered species for biological assoeement. 

ROTHFLEIGCH, J. E Uranium Recovery Licensing Branch. 79/10/12. 

2pp. 


— 79iai3<X>91 Rsqueite identification of listed or proposed endangered 
species within area of propoiid project location. 

ROTHFLEIGCH, J. E Uranium Recovery Licensing Branch. 79/06/15. 

2pp. 


—7912130133 Motlfiea of concerns re project in Nstrona County • HY. Pub 11c 
lands within project not tdent I f I id. Environ rept did not 
specify occupation of public land. Location of federal 
diinorale not Identified. 

BAK^aS.F. Interior, Dept, of. Bureau of Land Management. 79/09/19, 
Spp. 


DOCKET 40-8675 ENEROY FUELS NUCLEAR, INC. 


7912160260 Forwards Source Matl License SUA-1325.A11 adminl t tret iVPi 
operating & monitoring procedures must be Implemented at 
least 30 dayg from license lisuance date. 

SCARANO.R.A. Urani urn Ret ovary Licensing Branch. 79/09/29- Ip. 


— 7912180264 Bource Matl License SUA-1325 for Energy Fuels Nuclear, Inc 
authorlilng use of crushed natural U ore at ore buying 
station near Hanksvi I Ic, UT. 

BCARAN0,R.A. Division of Fuel Cycle & Material Safety. 79/09/26. 
I2pp. 


7912260250 Confirms 791004 rept tb status of Rocky Mountain Energy Co 
Nine Nile Lake commercial solution mining project. 

ROTHFLEIGCH, J. E Uranium Rocovarg Licensing Branch. 79/10/22. 

Ip. 

7912170267 Forwards reeponse to NRG 791012 questlont re environ rept b 
source etatl license. Reques ti c ommen ts. H/o end, 

NEUNANN, H. R. ReeVy Mountain Enemy Co. 79/11/09. 3pp. 

7912130066 Forwards revised environ rept, “Prlnlcipal Parametori for 
Radiological Assessment. " 

NEUHAMN, K. ft. Rocky Mountain Energy Co. 79/11/14. Ip. 


DOCKET 40-8677 NL INDUSTRIES, INC. . DEARINOB DIV. 


7912030120 Submits application for Amend 2 to NL Bearlngs/HL Industries 
eiport license Increailng amount of U to 60,000 lb t, 
eitsnding expiration date to 820101 . 

CIANI.F. NL Industries, Inc. 79/10/30. Ip. 


DOCKET 40-0681 ENEROY FUELS NUCLEAR, INC. 


7912120011 Amend 1 to Source Matl License 8UA-133S re Conditions 25 t, 
26 authoriling flrit stage of const of enbankments U liner 
sys of tailings retention sys. 

BCARANO,R.A. Uranium Recovery Licensing Branch. 79/10/12. 4pp. 


7912130167 Confirms 791016 tn 1 con, 1 timl 1 1 ng ipeclflc conesrns about 
sismerandum of agreement re mitigation of adverse effect at 
mill site. Licensee will avoid project design within 100 ft 
of perimeter of reelalmed tailings Inpoundmint area. 

SCARANO, R. A. Uranium Recovery Licensing Branch. 79/lO/i?. 3pp. 


7912IB0093 Revised environ rept, ''Principle Parameters for Radiological 
Assessment, '* 

a Rocky Mountain Energy Co. 79/11/14. IHpP- 

7912310200 Bubmltf formal written notification of excursion at 
Pacillty. Forwards chronology of excursion veriflcetlon for 
Well M-40, tarrec tlve actions b drawing of Pattern III well 
layout. Progress repts forthcoming. 

BOLSERiC.H. Rocky Mountain Energy Co. 79/11/16, 19pp. 


7912190484 Advises that Board of Natrona County Commiisioners has no 
questions or comments on environ rspt or source metl 
llcsnee application. 

BCHULTEiF. L. Natrona County, WV. 79/11/19. Ip. 


7912310372 Coflvaents on Rocky Mountain Energy rosponte to questions re 
proposed in situ O operation at Nine Nile Lak e, Casper, HY. 

Suggests response to question re examination of groundwater 
rights & supplies Is speculative. 

aEDDMr,N.E. Wyoming, State of. 79/11/26, 3pp. 
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DOCKET 40-0722 BnUSH-HELLMAN. INC. 


7913200SBB Foruardi plan for futurt dscontamlnatlan (■ rvclacsatlon qF 
recDverg operablomas ra^uirad by Condition 27 of sourca 
mail llcenia. 

ZUEHLKEi J. R. Dru»h-Wal Imani Inc. 79/11/15. 2pp. 


DOCKET 40-0725 OULF MINERAL RESOURCES CO. 


7912050443 Offers no comment re Oulf Resources Co project. Requests 
Requests ralevant matl as available. 

CARTERiD, McKinley Area Council of Oovtsi Oallup>NM. 79/10/04. Ip. 


7912190642 Guminary of 791022-23 site visit b scaping meat ing. Outline of 
scoping meeting b list of attendees end. 

TRAOERi E. A. Uranium Recovery Licensing Drench. 79/11/16. 12pp. 


DOCKET 40-8727 KERR-NCOEE NUCLEAR CORP. 


7912190131 Foruards addl info re application for source matl license 
covering U recovery activities from mineuater per 791003 
request. Includes nap b organization description. 

BHELLEYi W. J. Kerr-McOee Corp, 79/11/07. 10pp. 


7912170129 Discusses Ogle Petroleum application for license to ejtract 
in situ U from site In Fremont County. UY. Requests info re 
endangered or threatened species in area. 

MILLER. H.J. Uranium Recovery Licensing Branch. 79/11/07. 3pp. 


7912310S15 Provides comments re environ rept on production-scale in 
eltu U mine In Dlson Das in. UY. Eventual disposal of 
avaporltas should be further discussed to assure hazardous 
■atl uill not be abandoned at site. 

f^ARD.KU. Interior. Dept. of. Oeologtcal Survey. 79/11/15, Ip. 


7912200616 Foruards transcript of 79U01 meeting u/NRC re environ 

scoping. 

CATC1S>(K.E. 0. U. Ogle Petroleum. Inc. 79/11/16. 2tpp. 


7912190212 Discusses b submits comments on revieu of Ogle Petroleum 
Environ Rept for proposed Dison Basin in situ U leach mine 
in Framont County. HV. Section re solid effluents requires 
clarification concerning tow level radioactive solids. 

LARSONtU.C. Interior. Dept, of, Bureau of Mines. 79/11/21, Ip. 


7912310165 Responds to HRC 791107 Hr re U extraction from ore body 
in Fremont County. UY. Biological assessment required to 
datermine if proposed project will affect endangered 
spaelas. 

ETILEBiH.E. Interior. Dept, of, Fish b Wildlife Service. 79/11/23 

ip- 


— 7912190136 NPDES Permit WV-0022411> issued to Kerr-McOee Nuclear Corp. 
• Environmental Protection Agency. 78/05/00. 10pp. 


— 7912190144 NPDES Permit UY-0026221. issued to Kerr-HcOee Nuclear Crop. 
• Environmental Protection Agency. 78/04/10, 11pp. 


—7912190148 NPDES Permit WY-0026212. Issued to Kerr-McOee Nuclear Corp. 
* Environmental, Protection Agency. 78/05/08. 10pp. 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO, , INC. 


7912180394 Accepts application request for source matl license to 
conduct U solution mining RbD operation. Addl environ repts 
needed. Foruards request for addl info. 

NILLER.H.J. Uranium Recovary Licensing Branch. 79/10/22. 4pp. 


7912200293 Advises that permission to install equipment does not 
constitute NRC approval of app 1 icatlon. Permission granted 
due to RbD nature of facility. 

HILLER. M.J. Uranium Recovery Licensing Branch. 79/11/09. Ip. 


DOCKET 40-8745 DOLE PETROLEUM 


7912210186 Application for source matl llcenia authorizing extraction 
of 180.000 tg U-30B in wet slurry form. Rasumas for OJ 
Hartman. OJ Catchpoll b JO Uialpando end, 

CATCHPOLE. 0. J. Ogle Petroleum, Inc. 79/08/01. 6pp. 


7912130402 Foruards transmittal Hrs for anvlron rept, par Hat provldad 
by BJ Fisher. Ltrs also notify of 791101 public meeting in 
Riverton.UY to dlicusi scaling for Bison Basin Project, 

CATCHPOLE, 0. J. Ogle Petrolaom, Inc. 79/10/19. 2pp. 


7912210300 Foruards notice of intent to prepare DE8 b scaping meeting. 
• Uranium Racovery Lieinsing Branch. 79/10/26. Ip. 


"7912210312 Notice of availability of anvlron rept b intant to prapare 
DE8 re issuance of source matl license. 

8CARAN0, n. A. Uranium Recovery Licensing Branch. 79/10/09. 

2pp. 


7912210317 Forwards notice of Intent to prepare draft environ Impact 
statement b notice of scoping meeting. U/o end. 

• Division of Waste Management. 79/10/26. Ip. 


■7912210323 Foruards notice of Intent to prepare draft environ impact 
statement b notice of scoping meeting. M/o end. 

• Division of Waste Management. 79/10/26, Ip. 


—7912210328 Foruards notice of intent to prepare draft environ Impact 
statement b notice of scoping meeting. M/o end. 

* Division of Waste Management. 79/10/26. ip. 


791231021S Comments by State of UY Eiecutlve Dept on environ rept for 
propoaed production-scale in situ mine:NRC should more fully 
scrutinize potential surface b grounduater Impacts. 

Supporting documsntation end. 

HERBCHLER.e. Wyoming, State of. 79/11/23, 12pp. 


7912270067 Notifies of completion of acceptance revieu of 790810 BNM 
license application b supporting environ rept. Documents are 
acceptable. Bimonthly repti re revieu schedule uill be 
provided. 

HILLER.H.J. Uranium Recovery Licensing Branch. 79/11/26, 5pp. 


7912270D69 Notice of availability of environ rept b intent to prepare 
draft EIB re issuance of source matl license for Dlson Basin 
project in Fremont County, UY. Ouestlons, comments b requests 
for addl info end, 

SCARANO.fl-A- Uranium Recovery Licensing Branch. 79/10/09 

9pp. 


7912190208 Comments on environ rept for Olge Petroleum, Inc in situ U 
Mine, Fremont County. UY. Requests to revieu environ statement, 
when prepared, to ascertain any adverse impacts to Indian 
land b people of Wind River Indian Reservation. 

• Interior. Dept. of. Bureau of Indian Affairs. 79/11/28. Ip. 


DOCKET 40-8748 CYPRUS MINES CORP, . URANIUM DIV. 


7912130318 Responds to 790912 request for placement on mailing list For 
receipt of matl re environ Impact of area. Two license 
applications for mills in areas are under revieu. DEB uill be 
sent whan available, 

aCMMOiR.A. Uranium Recovery Licensing Branch. 79/10/16. Ip. 


7912110292 Notiflas of completion of acceptance revieu of byproduct 
watl license application b supporting environ rept re 
proposed Hansen project, Document acceptable for detailed 
review. 

SCM1M40,A.A. Uranium Recovery Licensing Branch, 79/10/23. Ip. 


7912210272 Foruards notice of availability of environ rept b notice of 
791106 scoping meeting, U/o end. 

a Office of Nuclear Material Safety b Safeguards, 79/10/26. ' Ip, 


7912210277 Foruards notice of availability of environ rapt b notice of 
791106 scoping meeting. U/o end. 

• Cffica of Nuclear Material Safety b Safeguards. 79/10/26. Ip. 


— 7912810206 Foruards notice of availability of environ rapt b notice of 
791106 leaping meeting. U/o end. 

# Office of Nuclear Material Safety b Safeguards. 79/10/26. ip. 

—7912210290 Forwards notics of availability of environ rept b notice of 
791106 scaping misting. 

» Office of Nuclear Material Safety b Safeguards. 79/10/26. ip, 


— 7912210295 Notice of eveilabtlity of environ rept b intent to prepan 
draft environ impact statement re issuance of source matl 
licensee. 

BC^ANO.R.A, Uranium Recovery Licensing Branch. 79/10/22. 

app. 
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IMKKE.T 40-B7Si COTT ER CORP. 

791=130316 tp 

racslpt of siatl ro onvlTon lapact of *TBa. Tuo He^* 
5 ;SSA^"r““"“anl.-El-c-erg Licanalrp Brano.- 79/10/16. Ip. 

OOMESTEC LICENSINQ OF PHODOCTION AND OTIUZATION FACIiniES 

DOCKET aO-2 UMltf. OF HICHIOftN REB EABCH REACTOR 
F? Soeurltg* aedical. aaar gaflog & ft^-a 'protaction plana 

7912180206 Fop«aTd. draft Rig Ould. 9. XX. -Bid Contant far 

LieaniiB Physical flacupity Plan for Pretactlon of SW of 

Hadsrata or Lou Btrataglt Slgnlf Icanci. ■SIlOWIl 79/08/28- 

REtD.R.M. Opiratlna Biactops Branch 4 <Pr» 79103a>. /v/uo/ — 

2|>p. 

DOCKET 50-3 INDIAN POINT STATION. UNIT 1 

F. SBcurity. oBdlcal. Baerg oncg U (ire protBction plans 

7912200022 DIicussbs ffflC 791109 aaBting re aatrsancv pr.parBdniBa taaa 
raviiu Dhjictlvas.Prnvldas juldanc. ^‘’r. 

BBirgencu praparadniii I> aiiuring capability nf offsit* 
aoincla* to tats appropriate Baaryaney actioni. T»«t 

SnlrtE^B.R.. CDLLINB.H,. BNIEZEK.J. Eaerjancg Pr.parBdn.s* T.»l 
FoTCB. 79/11/23. 30pp. 

7912200122 Notification of 791205 

Tiviaw aaerganey praparednass capabilltiaa.Llst of NBC 

eonsldaratlona and. ^ a - 70/11729 Saa. 

EISBNHUT.D, e. Division of Opiratlng Raactora. 79/117^9. .iff 

7912260003 Notification of 791218 -aatlng w/otil in Oisinlng.NV ra 

esargancy planning. - 70 / 19/07 aso 

OUBHAH.L. N- Operating Reactors Branch 1 . 79/12/a/. JPP- 

O. Adjudicatory corraapondanea 

7912060644 Statiaent In suppart of UC3 790917 

deccAmissioning of Unit 1 fc luapaniion | 

RsQuaits institution of proceidlng per 10 Cffl 2.202 Affidavit. 

Certificate of Bve & 15 ,. 

ABRAM 3 .R-. BIALIK.E. 1. Nsw Yorl. State of. 79/11/16. 15PP 

7912110038 confirms receipt of end 790329 petition to »^*P»^* »-* 
all PWRs. Forwards FR notice indicating that ;petition will be 
treated In accordance U/10CFR2. 206, -ra/it/n la 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/11/23. P 

-7912110126 Notice of request for 

Environ Coalition on Nuclear Power 790^9 .petition 
requesting suspension of all OLe for F*®*- *.... 70 / 11/33 

HUULEfl.D- n. Office of Nuclear Raactor Rejulatlon. 79/11/23. 

sflpp. 

7912200270 Forwards statenent ceada *" *«PP"*^ iFf 

dacoanlseionlng of Unit 1 I. suspension of operation at 

BRWN.P.D-O. Mld-Hudeon Nuclear Opponents. Inc. 79/11/27. Ip. 

—7912200276 Btataoent of PDO Brown in support of ^8 petition for 
oroceadlng to institute decooaisiloning of Unit 1 l< 

SiJpensioS of oper.tion at Unit. 2 b 3 pending safety 

BROHNrP.D.O. md-Hudaon Nuclear Opponent*. Inc. 79/11/26. 8 pp. 

7912040074 Notice of withdrawal fro* pr^eedlnge effective 791130. 
H«arlT)9 Branch 2. 

.7912040078 Notice of appearance on behalf of j-dlC. Cartiflcata of Sve 
end. 


HOORE.d.e. Hearing Branch 2. 79/11/29. Upp. 


79iaa6036B Requests eiten.lon until 800208 to respond to Intervener. 
NY State Energy Ofc l< Citlsens- Co~it^e fcr Protection of 
Environ petitions for review of Al.Aa-436 8c ALAB B6! re 
saisisle Issues. Certificate of Bve end. 

HOORE. U. E. Hearing Branch 8. 79/12/07. 4pp. 


7912180410 Reque.t. confir-atlon of ’‘••P"” 

to intorvenor OCa 79U1S request for action 
I0CFB2. 206. AKo requeits weeting to discuss Issues to 

used to formilate responi*. 7 o/ia /10 Ip. 

ld8S.E.R. Sholdon. rteraion fc Helss. 79/12/10. ip 

-7912180422 Request, that Co-l.-Un 

no reply to OCS in els nonths. oeico e? n Bhaldon. 

HEiraiE-R. Onion of Concarnsd Bclentleti. tCIBS.E-R. Bheieon. 

Haraon ti Hales. 79/12/10. 3pp. 

7912310078 Three Xtr, requesting favorable action on petition to shut 
KAHZAN.L.. BB0DE8KY.N. Affiliation Unknown. 

-^/I2/10. 3pp. 

.. ... ........... 

If. 

7912310109 T« Itrs requesting favorable action on petition to suspend 
S;!;Sl^?r/iAil«!u''AffllUticr..Unhnown. 79/12/15. 3pp. 

7912190107 Forwards 791217 Itr to Coeuelssionsr Ahearne re UCS peition 
on safety «c site location iaiuas. 

F1SH.H. Hauie of Rap. 79/12/17. Ip. 

—7912190114 Requests quick response to UCB petition re reeolution of 
site location b safety . 

FIfiHfK. Hou«» of Rop. 79/1S/17. ip* 

H. tenoral corroipopfonco 

7912140198 Request, that Ed Beck be d.l.tad froa eeploy.. ll»t I. that 

iEvSriy .. «... 

p. t^arating licenee stage dacuaents fc cerratpondence 

7911090248 ■Boao.ry of Operating E.parlance H/Redrculatlng Btea* 

EI^JHOrrD.O, Division of Operating Reactors. NUfiEO-OS23. 

79/01/31. B9pp. 

-roisoMlAO Discusses NRC review of UERs b Tech Spec requlreasnte re 

rSJ";:". 

review to enaore requlreaent for rod aalnt to within -r/ iw 
steps indicated & RPI sye verified 7PP 

8Ct«ENCER.A. Dperetlng Reactore Branch 1. 79/10/29. 7pp. 

•7011190143 FoTwarde •Dlscueslon of THl Lessons Learned Bhort-Tera 
Riiu?i“enU“ Revision, to end i-pX.aent.tlon 
NimE0-057B requireaents should be 

within 15 days. If schedlul# wiO/30 2pp 

DEHTOH.H-H. Office of Nuclear Reactor Regulation. 79/10/30. pp 

7912100189 Discuss*. W5C 791101 seating 

vendors b fuel suppliers re diseoesion of respective 
portions of ECC3 evaluation aodele dealing w/fuel cladding 
swelling b incidence of rupture. Vendor reiponees . 

EISEMIUT. D. O. Division of Operating Reactors. 79/11/09. 65pp. 

—7912100255 Responds to NRC 791101 request re nnneospller.ee of 
Hestinghousa ECCB evaluation sodel under requlresents 
of 10CFR50 App K. Evaluetion of three fuel rod aodele 
indicates no safety problees for F}*"*!- 

ANDERSON. T. K. Meetinghouse Electric Corp. 79/11/02. 4pp. 

—7912100330 Responds to WC 791101 request re “ 

rupture data.Revieu of analytical aodals (. tast* }"J*5 *!!s 
cospliance W/10CFB50 App K.All OE specs for calculated peak 
cladding tea? renain unehangad. o,, 

BUCHNOLZi R.K. Oeneral Electric Co. 79/12/07. 2pp. 

-7912100407 Forwards response to NRC 791101 request T. rod burst test 
data. Concludes that data proparly rapraianted by fual 
usad in vendor evaluation nodale ■< thet anelyoas deaonotrate 
all criteria of 10CFH50. 46 satiofied. , - r— . i 

04151^,0. F. Eison Nuclear Co. • Inc. .Isubs. of Eeion corp. ». 
79/11/02. 5pp. 
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-791210049<i Foruardi addl Info re evaluation of Impact of WJC proposed 
rupture/blDckago model uied in vendor evaluation modal. 

No adverse Impact from neu rupture burst data or use of NRC 
rupture/blockags model on licensing calculation results. 

OWSLEYiO.F. EKXon Nuclear Co., Inc. (subs, of Exxon Corn. I. 
79/11/04. S3pp. 


7918070263 Partial Ig responds to FOIA reeiuest for document re Paullng> 
NY site. Forwards reiiuested Info. Submits addl info: sodium 
deuterium reactor never built at site, no matl ever used at 
sits ti no radioactive matl disposed of in lake. 

CAnn.J.C, Division of Rules and Records. 79/11/16. 3pp. 


7918070291 Submits partial response to FOIA request for documents re 
Nuclear Development Assoc iat ion, Uni ted Nuclear Corp.Oulf 
United Nuclear Corp & ATCOR, Inc, concerning facility site. 

Forwards raquested info. Provldas addl info re site. 

CARR.J.C. Division of Rules and Records. 79/11/16. 3pp. 


7918130284 Forwards application for amend to OL changing ET8 t, required 
fee. Fee paid undar protest. 

CAHILL, M.'J. Consolidated Edison Co. of Neu York. 79/18/03. Ip. 


--7918130291 Application to amtnd ETB distinguishing limiting eanditlons 
ti monitoring requirements, eliminating repetitive specs, 
reporting requirements «i bases 6 updating ETS rapt to 
reflect present technology, 

CAHILL, H. J. Consolidated Edison Co. of New York. EARLY.A E 
Power Authority of the State of New York. 79/12/03. 25pp. 


— 7912130306 Revised Pages 1-1 through 9, 6-i of ETB re limiting 
conditions 6 monitoring requirements, annual environ 
oparating rapt b nonroutina reportable environ occurrences. 
Affidavit of svc and. 

* Consolldatad Edison Co. of New York. 79/12/03. 46pp. 


7912180661 Rtsponds to NRC 791029 Itr re control rod poeltion 
Indication sys. Taeh Specs revised to limit rod misal Ignaient 
ti Unit 1 shutdown awaiting decision on ECC8. 

CAHILL. H.J. Consolidated Edison Co. of New York. 79/18/07. ip. 


7912200418 Notifies of 791218 site visit of NRC Emergency Planning Task 
Force to evaluate upgrading of amargancy planning sinea TMl 
accldant. Requests participation of NY Btata Energy Ofc. 

COLLINS, H.E, Assistant Director for Emergency Preparedness. 
79/12/07. Ip. 


7912270339 Forwards "Program Plan for Performance Verification of PUR 
Bafcty/Rallef Valves b Bys" b supplemental Info In response 
to TMI Lessons Learned Task Force Recommendations 2.1.8. 

CAHILL, U.J. Consolidated Edison Co. of New York. 79/12/17 7pp 


"7912870373 "Program Plan for Parformanea Verification of PHR Smfatu/ 
Relief Valves b Bys. " 

* Electric Power Research Institute. 79/18/13. 62pp. 


7912270267 Forwards 791220 conference paper re Indian Peint/Zion near 
ilta studies. Requests paper be made part of public record. 
PEaPLE8,D.L. Commonwealth Edison Co. * Consolidated Edison Co. of 
New York. * Power Authority of the State of New York. 79/12/81. 


79180S0334 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Two PHR Plants. " No rasponse required, 

GRIER.B.H. Region 1, Philadelphia. Office of the Director 
79/11/16. Ip. 


7912100113 Forwards IE Info Notice 79-28. "Ovarloadlng of Structural 
Ele*»i'ts Due to Pipe Support Loads." No response required. 

CRIER, S.H. Region 1, Philadelphia, Office of the Director 
79/11/16. Ip. 






Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

GRIER.B.H. Region 1, Philadelphia, Office of the Director 
79/11/19. ip. 


Forwards IE Bulletin 79-26, "Boron Loss From BUR Control 
Blaaes. No rasponse required. 

GRIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/11/30. Ip. 


forwards IE Circular 79-24, "Proper Installation b Callbr of 
Coro Spray Pipe Break Detection Equipment on BWRs, " No 
rseponse required. 

ORI^.D.H. Region 1, Philadelphia. Office of the Director. 

79/11/26. Ip. 


7918110031 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate," No response required, 

miEA.S.H. Region t, Philadelphia, Office of the Director, 
79/11/26. Ip. 


7918190010 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dus During Operation " 
Mrltten response required. 

GR1ER.9.H. Region 1, Philadelphia, Office of the Director 
79/IJ/30. Ip, 


7918310809 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Nancoapllanecs. 10CFR2I. " No action required. 

Region 1, Philadelphia, Office of the Director. 

79/18/06. Ip. 


7918190734 Forwards IE Bulletin 79-20, "Possible Malfunction of Namco 
nadvl EAIBO Limit Bwltches at Elavated Tampt. " Mrlttan 
raspanaa raquirad. 

GRIER.B.H, Region 1. Philadelphia, Office of the Director. 
79/1B/07. Ip. 


7918880108 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

ORIER.B.H. Region 1, Philadelphia. Office of the Director. 
79/18/13. Ip. 


R. Periodic operating reports b related correspondence 


7918140333 Forwards Nov 1979 data re fish spaciii specified In Seetian 
401 certification to NY Btata Dept of Environ Conservation. 

MONTI, W.A. Consolidated Edison Co. of New York, 79/18/10. 17pp. 


7912870875 "Indian Ppint/Zlon Near Site Studies," presentation t# NRC. 
* Commonwealth Edison Co. * Consolldatsd Edison Co. of Ntw York. 

• Power Authority, of the State of New York. 79/18/80. 31pp. 


79183101B1 Informs that no response to NRC 791030 Itr can be provided 
for Unit 1 since unit shut down in 1974. Prssently awaiting 
decision by company r# Installation of ECC0. If unit returned 
to SVC, util will respond to NUREO-OS7e. 

CAHILL, U.J. Consolidated Edison Co. of New York. 79/18/81. Ip. 


G. Inspection reporte, IE Bulletins b correspondsnee 


7918130315 Rtsponds to IE Bullstln 79-18. Evaeuetion announcement eye 
tilts in Dec 1970 reveal several deficiencies which wsrs 
correctsd. Audibility testing will be continued annuelly. 

CAHILL>U. J. Commonwealth Edison Co, 79/10/15. Spp. 


7918170106 Rtsponds to IE Bulletin 79-83, "Potential Failure of 
Emergency Diesel Generator Field Exciter Transformer.’* 

Described conditions re connictions neutral of genarator b 
neutral of primery windlngc of EPT not appllceble. 

CAHILL, W.J. Consolidated Edison Co. of New York. 79/10/89. app. 

7918050083 Forwards IE Circular 79-88, "Stroke Timet for Power Operated 
Relief Valves. " No response required, 

Region I, Philadelphia, Office of the Dlreetur. 

7t/ 11/ 16, 1 p I 


7918170302 Forwards dally records of fish collection for Now 1979. 
CAHILL.U.J. Consolidated Edison Co. of New York. 79/12/14. ip, 


7918170307 Tabulation of daily records of fish collection for Nov 1979 
a CensDlidated Edison Co. of Neu York. 79/11/30. Spp. 


U. Cong res* lone I/Executlve Correspondence 


7912140SSB Concurs w/Koraeny Commission recommendation re emergency 
evacuation plans for power plant areas. NRC should rule 
directly on UCB petition to shut down plant. 

BINGHAM, J. House of Rep. 79/11/14. Ip 


roCKST 90-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 
F. Security, medical, emergency b fire protection plans 


7918130306 Forwards draft Reg Guide 5. XX, "8td Format b Content for 
Llcenaee Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance. " H/o end. 

REIDiR.M. Operating Reactors Branch 4 (Pre 791030), 79/00/22. 
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DOCKETED ITEMS 


DOCKET 50-10 DBESDEtJ NUCLEAR PDHEH STATTON. UUTT 1 


F. Security) medlcdK snifrgsnc^ b fir« p>rotBction pldns 


7913500022 Oisrusses NRC 791109 ct^etlrg re energentij preparedness teaat 
ravieu aP jec t i ve s . P rov ■ des guidance Tor ioprovlng licensee 
Bsiergencg preparedness t assuring capability of offsite 
agencies to take appropriate eoargency actions. 

CRIHESiB.K. Caergenciy Preparedness Task Force. 79/11/23. 30pp. 


7912270063 Foruards list of specific iteais requiring updating in 
emergency pi ans. Emergencg plans leere evaluated using code 
requirenentir Reg Guide 1.101 & Emergency Planning Rcvliu 
Guidelines Number IcRevtslon I 

IPFCLlTQiT.A Operating Reactors Branch 3. 79/11/30. 7pp. 


791527009Q Act receipt of 790916 Itr transmitting security personnel 
training & qualification plan. Requests submittal of Class 1 
6 III fees totalling S4.000. 

NILLERiM. 0. License Fee Management Branch. 79/15/10. Ip. 


H. General correspondence 


79I22S0605 Discusses 791204 title change of manager of nuclear 
operations to vice pres ident. Qrgani la tion structure not 
altered. No revision uill be made to OA program topical rept 
CE-I-A until organiiaticn structure is delineated. 

%/ANECEKj R. F. Conmsnuealth Edison Co. 79/12/19. Ip. 


P. Operating license stage dacunants b correspondence 


7912100199 Discusses NRC 791101 meeting u/repreienta t i ves of N3SS 
vendors & fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing u/fuel cladding 
swelling (< incidence of rupture. Vendor responses end. 

EISENHUT. 0. e. Division of Operating Reactors. 79/11/09. 65pp. 


— 7912100259 Responds to NRC 791101 requ est re nsneomp llance of 
Wistlnghouse ECCS evaluation madel under requireasnts 
of lOCFRSO App K. Evaluation of three fuel rod models 
Indicates no safety problems for Uestinghouse planbs. 
ANDERSDNi T. M. Uestinghouse Electric Corp. 79/11/02. 4pg. 


— 791210D330 Responds to NRC 791101 request re DRNL cladding suelling * 
rupture data. Review of analytical madcls & tests indicates 
compliance W/1OCFR50’ App K.AII GE specs for calculated peak 
cladding temp remain unchanged. 

Bl/CWtOLZ. R. H. General Electric Co. 79/12/07. SpP- 


— 79J2100407 Forwards response to NRC 79II01 request re rod buret test 
data, Concludes that data properly represented by fuel models 
used in vendor evaluation models fc that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OHGLEV.e.F. Eicon Nuclear Co., Inc. (tubs, of Esson Core I 
79/11/02. 5pp. ' 


— 79131S0330 ••Unit 1 Leak Rate Tost Hept 1977. " 
* Cflosnonwealth Edison Co. 77/12/31. 49pp. 


7913070417 Goirmsnts on end Fugm, Inc review of LLL/TERA rept re 
seismic haiard analysis. Variance In export opinion suggests 
that program output Is Inaccurate. Quest lonab 1 e areas must bo 
resolved in order for methodology to be useful. 

JANECCKiR.F. Commonuealth Edison Co. 79/11/29. 2pp. 

— 7912070420 "Critique of LLL/TERA Ropts on Belsmlc Haiard Analysis, 
prepared for Nuclear Sves Corp. 

s FURGO Consulting Engineers b Geologists. 79/10/26. 7pp. 


7913110396 Summary of 791011 meeting u/utll rs BEP seismic rtvliu. 
LEVIN.KA. Systematic Evaluation Program Branch. 79/11/29. Bpp. 


7913310361 Submits requested Info on SEP Topic lX-3. "Station 8vc b 
Cooling Uater Sys. " Total residual heat released during ccfol 
down from nar/rial operating temp to 212 F appros 479,3 
nllllan BTU. 

■JAfCCEKi R. F. Commonwealth Edison Co, 79/11/29, bpp. 


7913040397 Forwards supplementary response to be Incorporated Into 
79101B Itr re lossons learned commitments to meet near-term 
raquireaen is. 

REEDiC. Commonuealth Edison Co. 79/11/30. 7pp. 


7910)40405 Strbmlti updated schedules for Installation of recirculation 
puap trip mods per 790329 itr. 

PEOPLESiD. L. Commonwealth Edison Co, 79/11/30. 2pp. 


7913070479 Notification of 791206 meeting u/util b Dow Chamical in 
Bethesda.HD to discuss disposal of solidified wattes in low 
level waste burial sites. 

O'COfBJORiP. If. Operating Reactors Branch 2. 79/11/30. Ip. 


7912120411 Forwards supplementary rosponsa re commitment to meet 
sbort-tire requirements of Lessons Loarnod Task Force. 

REED.C. Commonwealth Edison Co. 79/11/30, 7pp. 


7913120429 Forwards supplemental response to 79101B Itr re commitments 
to Lessons Learned Task Force rec ommondat ions. 

PEOPl^B.O. L. Commonwealth Edlsun Cu. 79/12/03. 3pp. 


7912140266 Forwards design drawings re water suppression sys. detection 
sys b Unit 1 fire pump. Drawings availeble In Central Filet 
onlf.Hgdraulic calculation info b Fairbanks morse manual 
describing fire pump oncl. 

JANECBi.R. F. Commonwealth Edison Co, 79/12/04. 3pp. 


7912210349 Forwards cover sheet for CE-l-A. Revision 10. inadvertently 
aattted from 791116 transmittal. 

ffAUBHTOH. M. F. Commonwealth Edison Co, 79/12/13. 2pp. 


7912100456 Forwards addl info re evaluation of impact of WIC proposoi 
rupture/bloekage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blpckage model on licensing calculation results 

79/11/04 ''■22pp"’'' Eikon Corp. ), 

7912040261 Forward, plant steam bypass capacity she. ts. p ercent rated. 
iHIJ. ®E: for incorporation into NEDD-24708. 

PEOPLES. D. L. Commonuealth Edison Co. 79/11/16. 200pp. 

7912110017 Forwards updated lists of SEP topics not requiring sit. 
review „ue to ongoing generic licensing activities outside 
SEP or because of inapplicability to facility. 

ZIEMANN.D.L. Operating Reactors Brasieh 2. 79/11/16. Opp, 

SEP Topic XVII 'Operational QA 
Rfview coeplBted.Assess.,snt incorporates uttl 
781033 SL'sgested siods. 

ZIBfAfflf.D.L. Operating Reactors Branch 2. 79/11/20. 4pp. 


Discusses 791II3 b U sit* visit re solid radwaste 
M ® *■ ‘■sopoTJs-y Storage. Facilities have Instituted 
improved waste minieil latlon programs. 

GRANT,?., LO,R. Environoental Evaluation Branch. 79/11/23. 


3pp. 


JAfECEX.R.F. Cnaaonwealth Edison Co. 


79/11/23, Ip, 


-7912120M7 -Integrated Sphere Leek Rate Test- procedure. 
• Lomonwealth Edison Co. 77/03/31. 61pp. 


7913270469 Forwards response to NRC voqoest for addl Info on TMI 
Lessens Learnad Task Force Recommendations 2. i.7a b 2. 1.7b. 
PEDPLESiO. L. Cammonuealth Edison Co. 79/12/14. Bpp, 


7913310340 Forwards revised pages to CE-l-A, "Comm Ed QA Program for 
Nuclear Generating Btatlons," Revision II. 
iMNECEKiR. F. Commonwaa I th Edison Co, 79/12/20. Ip. 


— 7912310359 Revised pages to CE-l-A, "Comm Ed QA Program for Nueleur 
Generating Stations." lievlslon 11. 

• CBmemnueolth Edison Co. CE-l-A. 79/11/21. 16pp. 


G. Inepectlnn reports, IE Bulletins b correspondence 


/7».£Sfaooij f-oruards IE Insp Repts SO-OIO/79-19, 90-237/79-23 
on 790904-23 b notice of violation. 


HEIS»GWf.R. F. 
Support Branch. 


Region 3, Chicago, Reactor Operitions Nuclear 
79/10/13. 2pp. 


79120S0020 Notice of violation from insp on 790904-28 

• Region 3, Chicago, Office of the Director. 79/10/15. 2pp. 


ou-N4v//v-'ifi on 


f. 50-010/79-19,90-237/79-23 u ou-wav/, 

79OT04-28. NoneompliancB noted; failure to control access to 
high radiation areas b failure to follow procedures. 

BARKER, JL.. WALKER, fi, D. , BPESBARD. R, L, Regions, Chicago, 
□ fflCB of the Director. 79/10/15. 9pp. 


791S05D204 Notice of violation from insp on 790904-20. 

* Region 3. Chicago, Office of the Director. 79/10/18. 2pp, 
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7913070264 Forward. IE In»p Rapt 30-010/79-20 on 791016. No 
noncofflp 1 lance noted. 

DAVISiA, B. Rtfllon 3r Chleagoi Fuel Facility t Material* Safety 

Branch. 79/10/2S. 2pp. 


"7912070270 IE Imp Rept SO-010/79-20 on 791016. No noncomplianee noted. 
Major area* inspected: raduaote mgt & radiation protoction 
for. Unit 1 decontamination. 

FISHER, H.L., HIATT, J.H. Region 3, Chicago, Office of the 
Director. 79/10/23. 3pp, 


79112200096 Forward* IE Bulletin 79-20, "Possible Malfunction of Na*co 
Model EAIBO Limit Switches at Elevated Teapa. " Action 
required. 

KEPPLER. J. O. Region 3, Chicago. Office of the Director. 79/12/10. 
Ip. 


7912200443 Notification of 791213 meetlag uj/util to discuss IE Bulletin 
79-02 anchor bolt Sc base plate analysis. 

JORDAN, E. L. Division of Reactor Operations Inspec t lor*. 79/12/11. 
3pp. 


7912200344 Forwards waste packaging Imp Rept 79-02A on 790923-26. No 
noncampliance noted. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility 6 Materials 
Safety Branch. 79/11/07. 2pp. 


7912130679 Forwards IE Insp fiepts 80-010/79-21,30-237/79-24 b 
30-249/79-22 on 791009-12 tc iS-lS b notice of violation. 

Insp repti b notice of violation withheld (ref t0CFR2.79O>. 

HIND, J, A. Region 3, Chicago, Safeguards Branch. 79/11/09. 2pp. 


7912030106 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves." No responss reiuired. 

KEPPLER. J.O. Region 3, Chicago, Office of the Director. 79/11/16 
IP- 


7912100213 Forwards IE Info Notice 79-29, "Overloading of Structural 
Eleaents Due to Pipe Support Loads," No response required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/11/16. 


7912110957 Forwards IE Info Notice 79-29, "Los* of Nansafaty-Relaiad 
Rsactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

KEPPLER, J.O. Region 3, Chicago. Office of the Director. 79/11/16. 


7912190013 Forwards IE Circular 79-22, "Stroke Timet for Power Operated 
Relief Valves." No written response required. 

PAPPAS, H, Region 3, Chicago, Office of the Director, 79/11/19 
3pp. 


7912050330 Forwards IE Bulletin 79-26, "Boron Lass From BUR Control 
Blades. " Response required. 

KEPPLER, J. 0. Regloii 3, Chicago, Office of the Director. 79/11/20. 


7912040009 Aek receipt of 79il08 Itr informing NRC of stops taken to 
correct violations notsd in IE Insp Repts 90-010/79-19, 
30-237/79-23 b SO-249/79-21, 

HEIBHMAN, R. F. Riglon 3. Chicago, Reactor Operations Nuclear 
Support Branch. 79/11/21. ip. 


H- Parlodlc operating reports b related correspondence 


79121B0377 Forwards monthly operating repts for Nov 1979. 
8TB*1£N5 DNt B. B. Commonwealth Edison Co. 79/12/07. Ip. 


■7912t803&6 Monthly operating repts for Nov 1979. 

C1E8ZK1EW1CZ, S. Commonwealth Edison Co. 79/12/03. 19pp. 


Aaportabla occurrencos, LERs b related carrespondence 


7912120D68 PNO-tl 1-79-029: on 791025, assent lal svcs motor generator set 
ti-ipped>rBsultlng In tripping of Unit 3 reactor. Caused by 
slaswlng of essential svcs electrical panel door. 

CREED, J.r DDNAHUE, J. F. , HIND.J.A. Region 3, Chicago, Office of the 
Ddreetor. 79/10/26. 2pp. 


7912170166 PI>{a-IlT-79-2SA: threatening telephone calls came from court- 
coamltted patient. All affected licensees notifiod. 

BE1-««ER,J,. DDNAHUE, J. F. , HIND,J.A. Regions, Chicago, DfPita of 
tha Director. 79/10/29. tp. 


7912030088 PNQ-I I I-79-03i : on 791023, Federal Highway Administration 
Bureau of Hntor Carrier Safety issued notice of shipping 
violation for improper packaging ef low specific activity 
radioactive mail. Util flnod. 

BARKER.J.L., SPEBgAnD,R., HEISHMAM, R. F. Region 3, Chicago, Dffico 
of the Director. 79/11/01. Ip. 


7912170390 PND-II 1-79-030; on 791 1 13. con tree tor working ouiside facility 
sphere fell 30 ft from scaf fold tng . Broke back b neck. 

BPEaBARB.S., HEISHMAN.R.F. Region 3, Chicago, Office of the 
Dlraetor. 79/H/14. Ip. 


7912270345 Responds to NRC requests for info ra loss of offsite power 
avants at facility. Forward* answers to questions re 651112 
b 700122 events. LER 7Q-009/03L-0, 700122 deviation rept & 

Hat of 345 kV b 13B kV line falluros during 1974-1979. 

JANEC^.R.F. Commonwealth Edison Co. 79/12/19. 2Ipp. 


--7912040011 Respond* to NRC 791016 Itr re violation* hated In IE Inso 
Rapti 90-010/79-19,90-237/79-23 b 90-249/79-21. Correellvs 
actions: personnel instructed to lock door to hloh radiation 
area. 

PEOPLES, D.L. Commonuealth Edison Co. 79/11/00. Spp. 


7912100417 Forward* IE Circular 79-24. "Proper Installation b 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
written reeponte required. 

KEPPLER, J.O. Region 3, Chicago. Office of tho Director. 


Calibr of 

79/11/26. 


7912140187 Forwards IE Circular 79-23, "Motor Starters b Contactors 
railed to Operate. " No written response required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/11/26 
ip- 


7912110399 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofc* copies of escalated enforcement corratpondonc'b 
sent by NRC to licensees. 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director. 79/11/20. 


7912I90I99 Forward! IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power fiy* Bus During Operation " 
written response required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director, 


79/11/30. 


7912I4D0S6 Forwards IE Info Notice 79-30, "Reporting of Defects b 

upodi’bS'*,"!!'**' response required. 

KEPPLER, J.O. Region 3. Chicago, Office of the Director. 79/12/06. 


DOCKET 90-13 BABCOCK b HILCDX CO, CRITICAL FACILITV 


F. Security, medical, emergency & Fire protocHor plans 


79I21S02D6 Forwards draft Reg Oiiido 9, XX, "Otd Format b Content for 
Licensee Physical Sacurity PJ.in for Protection of 9NM of 
Hoderata or Uoui BtratagU Significance. " W/o end, 

HElDiR.H. Operating Reactors Uranth 4 iPre 791030) 79/00/22 

3pp- 


P. Operating license stage documents b corrospondence 


Bubmits oddl info In support of roquest for amend to Llcenso 
CX— lO.Olscusses probability of max credible accident b need 
for aaifld to Tech Bpecs. 

OLSENfA.F. Babcock b Hllcoi Co. 79/12/03. ip. 


OOCKCT 50-20 MABBACHU6ETTB INST. OF TECH. RES. REACTOR 
^ Sacurity, medical, emergency b fire protection plans 


791212<ffi06 Forwards draft Hog Quid* 9. XX, "Btd Format b Content for 
Llcansee Physical Bceurity Plan for Protection of SNM of 
Nadarat* ar Lew Btrateglc Significance. " H/o end. 

REIDjR.W. Operating Reactors Branch 4 (Pre 7910301, 79/00/22. 


0. Inspection reports, IE Bulletins h correspondence 


7912060131 Ack receipt of 791018 Itr 1 
correct violations noted In IE Insp 
ORIERtB.H. Region 1. Phi ladelpl, ia 
79/11/06. . Ip. 


nforming NRC of steps taken 
Rept 60-020/79-02. 

, Bffico of the Director. 


to 
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7?lS0£'014£i Responds feo NRC 7V0925 Itr re vioiations notod in IE Insy 

Rept SO-OEO/yV-OE. Come t i ve ac tions : c hange e ulll be 
grasented to coniinitfeee by 791130 b senior revieu board will 
conduct overall review. 

CLARK-L. RaBSBchusetts Inetltute of rechnologg. 79/{0/t5. 3pp- 


79121001&9 Diicosaee NRC 791101 maating u/repraientativaa of NBS 8 
vondore «. fuel eupplieps ro dlicuasion of rospective 
por%l€n» af ECC 8 evaluation models dealing y/fuel cladding 
sMllltig t< incidence of rupture. Vendor raaponies *nel 
eiBElWUT. D. O. Division of Operating Reactor*. 79/11/09. 63pp. 


7912060153 Forwards IE Insp Rept SO-OSO/79-02 on 79DD29-31 & notfea of 

violation. 

ORIERiO.il. Region !• Philadelphia. Office of the Director. 
79/09/25. 2pp. 


7913100235 Responds to NRC 791101 raitueat re nonconpllance of 

Uestlngbouse ECCB evaluation model under requirenents 
of lOCFflSO App K.Ewaluation of three fuel rod models 
indicates no safetg problem* for Westlnghouse plants. 


iit.inet3CnU- T H 


-7912060161 Malice of violation from insp on 790029-31. 

• Region Ip Philadelphia! Office of the Director. 79/09/S0. 

app. 

-7912060171 IE insp Hepl 50-020/79-02 on 790029 - 31 , None nap! iance noted: 
failure to adhere to radiation protection procedures, to 
review procedures rc requalification ta to annuallg review 
operator exam results. 

STETHAiT.F.. FOLEY. T. Region 1 j Philadelphia! Olftce of the 
Director. MCCADE!E.C. Region 1. Philadelphia^ Reactor 

Operations Nuclear Hupport Branch. 79/09/20, 9pp. 


79{31(K>3aO Respond* to NRC 791101 request re OHNL cladding swelling b 

rupture date. Review of analytical model* b test* Indicates 
coapliance w/IOCFR50 App K.Atl OE specs for calculated peak 
cladding teap reaaln unchanged. 

BUCIMK.Z.R.H. General Electric Co. 79/12/07. 2pp. 


791S1IK1407 Forwards response to NRC 791101 request re rod hurst lest 

data. Concludes that data properly represented by fuel eiodels 
used in vendor evaluation models b that analysts demonstrate 
oil criteria of lOCFRSO. 46 satisfied. 

OMSLEYiD.F. Esson Nuclear Co, • Inc. Isuba. of Eixon Corp. ). 
79/11/02. Spp. 


DOCKET 30-27 HASHINGTON STATE UNIV. RESEARCH REACTOR 


F. Security! medical! emergency b fire protection plans 


7912120206 Forward* draft Reg Guide 5. XX! "Bid Format b Content for 
Licensee Physical Security Plan for Protection of SNH of 
Koderate or Low Strategic Signifl eance. " U/o end. 

RElDiR.N. Operating Reactors Branch 4 CPr* 791030). 79/00/22. 

2 pp. 

7912100267 Forward* changes to security plan. Changes withheld (ref 
10CFR2. 790). 

BRANDSiF. H. Washington State Univ. 79/10/19. 2pp. 


Q. Inspection reports. IE Bulletins b correspondence 


7912110095 Forwards IE Imp Rept 50-027/79-02. No noncompliance noted. 
Insp rept withheld (ref 10CFR2. 790). 

NOHDEHHAlfO! L. R. Region 5i San Francisco. Safeguards Branch. 

79/11/13. 2pp. 


DOCKET 30-29 YAM(EE-RDHE NUCLEAR POWER STATION 


F. Security! medical! emergency b fire protection plens 


7912200022 Discusses NRC 791109 meeting re emergency .preparedness team 
Tcvtcu ob jectives. Provides guidance far improving licensee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

OHIKEB. n. K. , COLLINS.If, . SMIEZEK. J. Emergency Preparedness Task 
Force. 79/11/23. 30pp. 


0. Adjudicatory correspondence 


•7912100436 Forward* addl Info re evaluation of impact of NRC proposed 
ruptwre/blockage model used in vendor evaluation nodal. 

No adverse impact from new rupture hurst data or use of f«C 
ruptura/blDCkage model on licensing calculation results. 

CaySLEYiO.F. Exxon Nuclear Co.. Inc. <*ub*. of Exxon Carp. ». 
79/11/04. 22pp. 


7912170084 Forward* requirements for auxiliary feedwater sys. 

EtBENNUT. D. O. Assistant Director for Dperatlng Reactor Projects 
(Pre 791030). 79/11/09. 3pp. 

— ^7912170007 Operating procedure for auxiliary feedwater ays. 

m Assistant Director for Operating Reactor Project* (Pre 791030). 
79/11/09. 22pp. 

7912030098 Netiftcation of 791113 meeting w/util in Bethesda.HD to 
discuss asymnstric LOCA loads Issuo. 

laiSFORDi 8 . B. Division of Oporatlng Reactors. 79/11/14. Ip. 

7912110033 Forwards updated list* of SEP topics not requiring site 
review due to ongoing generic licensing activities outslds 
SEP or hacBUiB of inapplicability to facility. 

ZIEPIAfMiD.b. Operating Reactors Branch 2. 79/11/16. Bpp. 


79121X30175 Requssts tliat NRC provide requirements for cost burdan 
comparison of proposed asymmetTle LOCA loads. Util will 
Institute inoervice Insp program to eiininltt time required 
to reach decision re plant mod imp 1 emeu tatlon. 

(HU3CE. R. IL Vanlee Atomic Eloetric Co. 79/11/19. 2pp. 


7912170192 Forwards evaluation of BEP Topic XVll "Operational OA 
Pregran. ' Review completed. Asieasment incoporates util 
7B102D suggested mods. 

ZIENAWirD.L. Operating Reactors Branch 2. 79/11/20. 2pp. 


79t2ll003Q Confirms receipt of end 790329 petition to suspend OLs far 
all rwRi. Forwards FR notice indicating that petition will be 
treated In accordance w/lOCFRO. 206. 

DENTON!)!, n. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7912110126 Notice of request for action pursuant to 10CFB2.206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

HULLER.D.R. Off ice of Hue loar Reactor Regulation. 79/11/23. 
30pp. 


P. Dperating license stage documents b correspondence 


7908010339 Notifies of status of rept on reactor cavity annulus seal. 
Host PHH user* remove ring during normal operation. Others 
store seal ring In raised position during normal operation. 
LAINAS.O. Plant Systems Branch (Pre 791030). 79/07/03. 7pp. 


7912030201 Discusses f«C review of LEHs fc Tech Spec requirements re 
control HPI sys at Mestinghouie PWRs. Requeet* Tech Bpees 
rovlew to ensure requirement for rod »aint b API lys 
verified accurate within 12 steps. 

ZtEHANN. D. L. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912060175 Bummary of 791108 mooting w/utll In BethesdoiHO ro adequacy 
at oloctrle distribution sys voltages. 

BURGERrA. Operating Reactors Branch 2. 79/11/21. 4pp. 


7912170411 Bummary of 790920 moetlng w/utll in Bethssda>HD ro BEP 
rmview topics cancorning hydrologic description! flooding 
potential b protection requirements, safety-related water 
supfly b dam integrity. 

L^IH.H.A. Bystomatie Evaluation Progrim Branch. 79/11/27. 4pp. 


7712040308 Forwards Figure I as horieontal seismic response spectra. 
Dotmllad rept for site dependent rmsponsa spectra will bo 
forwarded soon. 

Snf}C£!R.H. Vantes Atosiic Elsctric Co. 79/11/29. App. 


'912040348 Comments on NUREO-oa77. "Potential for Low Fracture 
Toughnes* b Lamellar Testing on PHR Bteam Oenerator b 
Reactor Coolant Puaip Supports.” Hatl tost ropts for steam 
generator base matl and. 








-1-7912040382 lietl test rept for steam generator hate matl. 
a Oosiin-DiTminghem Hfg. Co. 70/03/01. . ip. 


7912145370 Provides info on adequacy of electric distribution sys 
voltage. Discuises nature of potential problem. 

0RDCE.R.H. Yankee Atonic Electric Co. 79/il/Ol. Spp. 


>12110314 Informs of voltage reguletoro to be Installed by 791208 to 
coTTOCt potential undervoltage problem. Requssts extsnston 
until mid-Jan 1980 to isaka voltage regulator final ties to 
evoid outage b mlnimita thermal stresses. 

HODOYtD.E. Yankee Atomic Electric Co. 79/12/03. Spp. 
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7912190763 Sumaariiat NRC Laisont Lsarnad Impleniintatlon Team 79101B 
talcon u/utll ra responta to NRC 79091S Itr. Foruiards list of 
itaai not aaating schadule tc liat of iteas neading 
clarification. 

BUROERiA. Oparatlng Raactort Branch 2. 79/12/03. Spp. 


7912210196 Forwards loss of offslta pouar survag. Reiponsa ra^uaatad 
within 90 dagi. 

ZIEKAIW.D.l.. Oparatlng Raactora Branch 2. 79/i2/0<l. Spp. 


7912120299 Changas util 791203 Itr ra installation of voltaga 
regulators by ranovlng 24-h raquiramant for plant trip. 
nOOOYiD. E. Yankao Atoaic Electric Co. 79/12/OA. Ip. 


7912130230 Responds to 79120A telcon to clarify util 791119 Itr which 
Included addl NRC raqulrsaant. Attachaant reaffirms 
coBaltaant to Increased scope of short-term raquiraments of 
Lessons Laarnad Task Force. 

HOOOY.O.E. Yankee Atoaic Elactrle Co. 79/12/07. 3pp. 


7912160611 Clarifies 791107 response to NRC 790912 Itr ra steam 
generator water haaaers. No water haaaar eiperlence since 
plant 1966 mod. 

HOOOY.O.E. Yankee Atomic Electric Co. 79/12/07. Ip. 


7912270030 Oiscussss future info needs to facilitate epidemiologic 
studies of health effects of low level esposure to ionlilng 
radiation. Contractor Is Equifax. 

ZlEKAtW.O. L. Operating Reactors Branch 2. 79/12/07. 2pp. 


7912200391 Forwards evaluation of draft NUREO 0630. "Cladding. 
Bwalling li Rupture Models for LOCA Analysis. " Recommends 
oiparimantal program not be limited in scope of temp Ic 
pressure conditlone. but focus on test matrix for LOCA model. 
VANOENBUROH. D. Yankee Atomic Electric Co. 79/12/10. Spp. 


— 7912200996 "Technical Evaluation of Draft NUREO-0630. 
a Yankee Atonic Electric Co. 79/12/10. 16pp. 


7912180190 Notifies that util no longer takas sxceptlon to Item 2.2.26 
In util 791207 Itr. Description of on-site technical support 
etr will bo lubmltted by BOOlOi. 

KAY.J.A. Yankee Atomic Electric Co. 79/12/14. ip. 


79121B019S Commits to full rsqulrsnsnts fc schedules of Lessons Learaed 
Task Force short-term requirements w/exception of items 
having difficulty w/equipmsnt proeurament. Provides schadule 
for Implementing exception items. Shutdown comnancing 800119. 

KAYiJ. A. Yankee Atomic Electric Co. 79/12/14. 2pp. 


7912270494 Bubmlts info re TMI Lesions Learnsd Task Fores short-term 
raquiremente. in rasponea to NRC 791210 request. Specifically 
dleeuBees auxiliary feedwater flow Indication. testability, 
powar supply t> indication accuracy. 

KAY.J.A. Yankee Atomic Electric Co. 79/12/14. 9pp. 


7912270203 Dlecuesee review of waste ges/covar gas eys ability to limit 
noble gas release u/o uia of three gas decay drume. Noble 
gases have not exceeded dose objactivee of 10CFH90>App l.Bys 
can keep offelta doeei within objectives. 

KAY.J.A. Yankee Atomic Electric Co. 79/12/17. 9pp. 


7912270932 Forwards rasponso to NRC rsqulremants for auxiliary 
feedwater eys re NURE0-097S li NURE0-09a9. Intent of NRC 
requirements are met or exeoedsd by design changes at 
facility. 

HOODY.D.E. Yankee Atomic Electric Co. 79/12/21. 19pp. 


7912310936 Reiterates that steam generator water hammer not axperianeed 
at facility subeequant to 1966 mods. 

HOODY.D.E. Yankee Atoaic Electric Co. 79/12/21. Ip. 


A. tnepectlen reports. IE Bulletins li correspondence 


7912120218 Responds to IE Bulletin 79-24. Facility ueas electrical beat 
trace, eteam heating or flow ti Ineulatlon to prevent lines 
from freaxlng. 

eROCE.R.K. Yankee Atoaic Electric Co. 79/10/10. Ip. 


7912140292 Responds to IE Bulletin 79-02. "Pipe Support Base Plate 
Daeigns Using Concrete Expansion Anchor Bolts. " Test 
program Instituted to aesure proper Initallatlon ef 
expansion anchor bolts. 

ORACE.R.H. Yankee Atomic Electric Co. 79/10/31. 3pp. 


7913060177 Ack receipt of 791016 itr informing NRC of steps taken to 
correct violations noted in IE Inep Rept 90-029/79-08. 

BHITH.O.H. Region 1. Philadelphia. Fuel Facility t Material* 
Safety Branch. 79/11/06. Ip. 


— 7912060189 Responds to NRC 790920 Itr re violations noted In IE Insp 
Rept SO-039/79-OB. Corrective actions; individuals 
reinstructed in proper wearing of dosimetry Ic extensive 
review begun. 

HOODY.D.E. Yankee Atomic Electric Co. 79/10/16. 4pp. 


'79120601B9 Forwards !E Insp Rept 90-029/79-03 on 790709-12 1. notice of 
violation. 

SHITH. D. H. Region 1. Philadelphia. Fuel Facility & Materials 

Safety Branch. 79/09/20. 2pp. 


—7912060193 Notice of violation from insp on 790709-12. 

* Region 1. Philadelphia. Office of the Director. 79/09/17. 

2pp. 


— 7912060201 IE Insp Rept SO-029/79-OB on 790709-12. Nonconpliance noted: 
Improper wearing of dosimeters, arrors in dosimetrg records 
& redwaste transfer in unauthorlied form. 

PLUnUEE.K. Region 1. Philadelphia. Office of the Director. 
6TOIIR.J.P. Region 1. Phlledelphia. Fuel Facility I< Katerlals 

Safety Branch. 79/09/17. 10pp. 


7912260301 Forwards IE Insp Rept SO-029/79-11 on 791017-19. No 
nancompllancB noted. 

BRUNNER. E.J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/11/08. 2pp. 


-7913260302 IE Insp Rept SO-029/79-11 on 791017-19.Na noncompliance 
noted. Hejor areas inspected; plant operations 4c areas 
applicable to selected LERs & IE bulletins. 

KEIHIOiR.R. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. LAZARUS. M.J. Region 1. Phi ladelphia. Office of 
the Director. 79/11/07. 7pp- 


7912130096 Provides supplemental response to IE Bulletin 79-14. 
"Beisislc Analysis For As-Built Safety-Related Piping." 
Program initiated to mssure that all 2. S inch 6 larger 
pipes meet design requirements. 

ORDCE.R.H. Yankee Atomic Electric Co. 79/11/14. 2pp. 


79120SD067 Forwards IE Circular 79-22. "Stroke Tines for Power Operated 
Relief Valves." No response required. 

QftlER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912050311 Forwards IE Info Notice 79-37. "Steam Canerator Tube 
Ruptures et Two PHR Plants." Ho response required. 

ORIER.B.H. Region 1. Phtladalphla. Office of the Director. 
79/11/16. Ip. 


791210D197 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Leads." No response required. 
ORIER.B.H Rsglon i. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912200474 Ack receipt of 79101S Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-029/79-07. 

NARTlN.ti, 0. Region 1. Philadelphia. Safeguard* Branch. 79/11/16. 

»P- 


•7912200475 Forwards IE Imp Rept 50-029/79-07 on 790709-13 li notice of 
violation. Notice of violation withheld (raf 1(K:FR2. 790. > 

HARTIN.H.O. Region 1. Phlladalphla. Safeguards Branch. 

79/09/20. 2pp. 


•7912200478 IE Insp Rept 50-029/79-07 on 790709-13. NoncompUance noted: 
Infraction re eomniunlcatian t< deficiency in records t. rept*. 

Details withheld (ref 10CFR2.790. S 

DEVLINiJ. Region 1. Philadelphia. Safeguards Branch. 

BAtLEY.R-J-. jate8.E.N. Region 1. Philadelphia. Office of the 
Director. 79/09/07. Ip. 


7913110490 Forwards IE Info Notice 79-29. "Loss of Nonxaf ety-Related 
Raactor Coolant Bye Inctruaentation During Operation." No 
apscifle action or rasponse required. 

BRli^.B.H. Region 1. Phlladalphla, Office of the Director. 
79/11/19. Ip. 


7912050337 Forwards IE Bulletin 79-26. ‘Boron Loss From BHR Control 
Blade*. " No rasponse required. 

DRIER, B.H. Region 1. Philadelphia, Office of the Director. 
79/11/20. Ip. 


7912060600 Forwards IE Circular 79-24. "Proper Installation h Callbr of 
Cara Spray Pipe Braak Oatactlon Equipment on BHfla. " No 
response required. 

ORIER.B.H. Region 1, Philadelphia, Offlco of the Director. 
79/11/26. Ip. 
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7913110096 Forward* IE Circular 79-33. "HotOT Btartara 6 Contactors 
Fallad to Dperot-e. " No resporsa reqolrad. 

ORIEB.D.H. Region 1. Philadelphia. Office of the Director. 

79/11/36. Ip. 

7913S10033 Ootllnei MRC untferataaiJ In® of status of IE Bulletin 79-14 re 
selstnlc analysis for as-tuilt safety-related pip log. Request s 
prompt notification if situation differs. 

GRIER. Q.H. Region 1. Philadelphia. Office of the Director. 

79/11/30. 3pp. 

7913190099 Forwards IE Bullotin 79-37. "Loss of Nan-Class JE 
Instrumentation t Control Pouer Sys Bus Duplnp Operation. " 

Written response roqulred. 

GRIER. D.H. Region 1. Phllado 1 phla. Office of the Director. 

79/11/30. Ip. 

7912310334 Forwards IE Info Notice 79-30. "Reporting of Defects fc 
Honcompllances. lOCFRSl. " No action required. 

CRIER. D.H. Region 1. Phi ladel phla. Office of the Director. 

79/12/06. 4pp. 

7912190772 Forwards IE Bulletin 79-20, "Possihle Malfunction of Naisco 
Model EAiao Limit Switches at Elevated Tacn.ps. " Written 
response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director, 

79/12/07. Ip. 

79t22H02S2 Forwards IE Infp Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

CRIER. B.H. Region 1, Philadelphia. Office of the Director. 

79/12/13. Ip. 


R. Periodic operating reports b related correspondence 


7912100341 Forwards monthly operating rept for Nnv 1979, 
KOGDY.D.E. Vankee Atonic Electric Co. 79/12/13. Ip. 


— 79I21BD349 Monthly operating rept for Nov 1979. 

SJOOREN.R.H. Yankee Atomic Electric Co. 79/12/12. Qpp. 


DOCKET SO-94 UNIOH CARBIDE RESEARCH REACTOR 


F. Security, medical. CRiergency b fire protection plans 


7912120206 Forwards draft Reg Guide 3. XX. "Std Format b Content for 
t-lceneee Physical Security Plan for Protection of SNM of 
(toderate or Low Strategic Significance." U/o end. 

REID.R.U. Operating Reactors Branch 4 IPro 791030), 79/0S/22. 

2pp. 


Q. Inspection reports. IE Bulletins correspondence 


7912260094 Ack receipt of 791025 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-054/79-03 fc 
70-0687/79-01. 

KARTIN.H.O. Region 1. Philadelphia. Safeguards Branch. 79/11/19, 

Ip. 

— 7912260061 Responds to NRC 790919 Itr re Violations noted In IE Insp 
Repts 90-094/79-03 b 70-0687/79-01. Correc tlvB actions: 
incraasing mgfc control of training program b schedule of 
audits pronulgated. 

HCOOVERNr J. J. Union Carbide Carp. 79/10/S5. Ip. 


—7912260068 Forwards IE Insp Repts SO-OS4/79-03 b 70-0687/79-01 on 
790424-27 b notice of viola tlon. Not ice of violation 
withheld iref 10CFR2. 7901. 

NAnTIN.H.O. Region 1. Philadelphia, Safeguards Branch. 

79/09/19. 2pp. 


— 7912260074 IE Insp flopts 90-054/79-03 b 70-0607/79-01 on 790424-27. 
Noncoapliance noted: failure to perform required training 
sf personnel. Detai Is of insp withheld <ref 10CFR2.790>. 

HOUlIiy. D. J. , ilBULSKV.H. Region 1, Philadelphia. Office of the 
Director. JOYNER. J.K, Region 1. Phlledelphla. Safeguards 

Branch. 79/03/20. Ip. 


DOCKET S0-S7 STATE UNIV. OF NEW YORK REBEARCH REACTOR 


F. Becurltg. asdicai. emergency b fire protection plans 


B. Reportable occurrences. LERs b related corrospondencB 


7912060662 PN0-I-79-O13; on 791026. computer study indicated that if LOCA 
occurs during startup modo.u/four main coolant pumps 
operating. possibility of safeguards bus voltage degradation 
0 cists. Interim corrective actions under review. 

LAZARUS.U,. MARTINiT.T., BRUNNER. E. <J. Region 1. Philadelphia. 
Office of the Director. 79/10/26. ip. 


7912070437 Forwards LER 79-027/03L-0. 

AUTIQ.H.A. Yankee Atomic Electric Co. 79/12/04. Ip. 


7912120206 FoTuapds drofb Reg Guide 9. XX. “8td Format b 
Licensee Physical Security Plen for Protection of SNM 
Hoderate or Low Strategic Significance." U/o end. 
REIDsR.U. Operating Reactors Branch 4 iPr# 791030). 


Content for 
of 

79/09/22. 


2pp. 


Q. Inapectlon reports. IE Bulletins b correspondence 


1912120141 Act receipt of 790924 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-097/79-01. 

BHITliiO.H. Region i> Philadelphia. Fuel Fecility b Haterlals 

Branch. 79/10/17. iP. 


— 7913070444 LER 79-027/03U-0: on 791 105. during plant etortup in Mode 3t 
post-accident hydrogen control sys HV-ODV-1 b 2 foiled to 
seat proper 1 y. Caused by oil b dirt buildup on valve 
Internals. Valves cleaned. retested b returned to svc. 

FRENCH, L.D. Yankee Atomic Electric Co. 79/12/04. Ip. 


-7912120144 Besponds to NRC 790612 Itr re violations noted in IE Inep 
Root 30 - 037 / 79 - 01 , Corrective act ions; campuc security 
instructed In safety procedures b copy of 10CFR20 posted at 
reactor bridge access. 








7912100292 ForwariTs LER 79-02B/03L-0. 

AUriO.H.A, Yankee At'Onlc Electric Co. 79/12/05. Ip. 


•791S100296 LER 79-02B/03L-0; an 791 105. timing teat not performed after 
repair of containment Isolation valve. Caused by paroonntl 
error. Importance of using proper procedurss pointed out tu 
appropriate personntl. 

MAY.E.U, Yankee Atonic Etsctrlc Cp. 79/12/09. ip. 


7912120147 Forwards IE Insp Rept 90-057/79-01 on 790226-28 b notice of 

SMlTHtO.H. Region 1. Ph 1 ladelphlo. Fuel Facility 4 Materials 

Safety Oranch. 79/06/12. 2pp. 


—7912120149 Notice of violation from Insp on 790236-28. 
« Region 1. Philadelphia. Office of the Director. 
Ip. 


79/06/06. 


7912110237 Forwards LER 79-039/03L-0. 

AUTID.H. A Yankee Atonic Electric Co. 79/12/06. Ip. 


—7912110390 LER 79-029/03L-0; on 791106. during testing of pos t-acc 1 dant 
hydrogen venting syi.HV-SOV-l b 2 failed to seat properly. 

Caused by oil b dirt buildup on valve inttrnals. Valves 
cleaned. inspected b returned to svc. 

FRENCH.L.D. Yankee Atomic Elsctric Co. 79/12/06, Ip. 


79121 10S91 Foruardi LER 79-030/03L-0. 

AUnO. H. A. Yankee Atomic Electric Co. 79/12/07. Ip. 


—7912110293 LER 79-030/03L-0: an 791109, during safety Injection 
accumulator time delay verlflratton procedure OP-4630>TDC4 
setpoint discovered to be beyond Tech Spec Unit, Cause under 
Investigation. Tenpor.srllv replaced time delay relay. 

HAY,E.L. Yankee Atomic Electric Cd. 79/12/07. Ip. 


-7912120159 IE Insp Rept 90-057/79-Oi on 790226-89. Noncompllanea noted; 
failure to provide notice to radiation workers b to pos. 

DONALDSON. "^"sTOHR, J. P. Region 1. Phi led tlphia. Office of the 
79/06/06. lOOD. 


BOCKET SO-59 TEXAS AbM UNIV. RESEARCH REACTOR 
F. Security, medical, emorgoncy b fir# protec tion plans 


>12120206 Forwards draft Rag Ouide 
Llcaneaa Physical Security Plan for P*-®**' 

Hodarate or Low Strategic Significance. •voinao) 

REID.R.H. Operating Haaetors Branch 4 (Fre 791030). 

2pp. 


Content for 
of 


79/0B/2S. 
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J. Iniuranct & Sndtnnlfcy information 


7912100303 Feruardf ixacutod Anand 19 to Inda/nnitu Agraemant E-12 
nodlfging prafaterg language> “In couraa of tranaportstlon. ' 
FENNER. e.H. Taiac A «c K Univ. 79/12/03. 2pp. 


DOCKET 50-ii2 UNIV. OF VIROINIA RESEARCH REACTOR 


F. Sacurity. madical. amargancy Si fira protection plana 


7912120206 Foruarda draft Rag Ouldi 9. XX. “Std ForinAt Si Content for 
Llcanaaa Phyaical Sacurity Plan for Protection of SN(i of 
Modarata' or toy Strategic Significance." M/o and. 

REIDiR.H. Operating Reaetora Branch 4 IPre 791030). 79/08/22. 

2pp. 


Q. tnapection raporta. IE Bulletins b corraspendance 


7912210034 Act receipt of 791116 Ur Inforning NRC of atcpt taken to 
correct violation b daviatlon noted in IE Inap Rapt 
90-062/79-02. 

SUTHERtAND. J. T. Region 2. Atlanta. Fuel Facility t< Hatariajs 

Safety Branch. 79/12/12. Ip. 


— 7912210038 Raaponda to NRC 791024 Itr re vlolationa noted in tE Inap 
Rept 90-062/79-02, CorrectiVB actlona:door to poaalbla high 
radiation area lockid. Pockat doaimetera reaponae ti leak 
tasted. 

BHRIVEH.B.N. Virginia. Univ. of. 79/11/16. Bpp. 


— 7912210043 Forwarda IE Inap Rept 90-062/79-02 on 790910-21 S< notices 
of violation b deviation. 

SUTHERLAND. U. T. Region 2. Atlanta. Fuel Facility b Haterlals 

Safety Branch. 79/10/24. 2pp. 


—7912210046 Notice of violation from Inap on 790918-21. 

a Region 2. Atlanta. Office of the Director. 79/10/24. Ip. 


— 7912210048 Notice of deviation from inap on 790918-21. 

H Region 2. Atlanta. Office of the Director. 79/12/04. Ip. 


— 7912210191 IR Inap Rept 90-062/79-02 on 79091G-31. Noncoir.pUance noted: 
failure to lock high radiation area b failure to source b 
leak teat pocket doaimetars. 

EUAtO. 8. C. . MRAY. J. R. Region 2. Atlanta. Office of the Director. 
OIBBON.A.F. Region 2. Atlanta) Fuel Facility b Materiata 
Safety Branch. 79/10/23. 7pp. 


DOCKET 90-70 GENERAL ELECTRIC TEST REACTOR 
F. Security, medical, emergency b fire protection plana 


7912120206 Forwarda draft Rag Ouide 9, XX. “Std Format b Content for 
Llceniae Phyaical Security Plan for Protection of 8NH of 
Moderate or Low Strategic Significance. “ W/o end. 

REIO.R.U, Operating Reactors Branch 4 (Pro 791030). 79/08/22. 

2pp. 


0. Adjudlcatery correspondence 


7912170004 Forwards NRC reply to OE rayueat for aapadltleua raviiu of 
E!8 for OETR. 

KENDRIE.J.M. Commiaalon. 79/09/07. 3pp, 


— 7912170007 Biiggeata NRC ignore OE requoat that EIS be expedited. OE info 
re OETR la unrollahle. Safety evaluation ahould ha carafully 
tonaidsred. . 

PALDUlrl. U. A. Frlanda of thi Earth. 79/06/06. 3pp. 


7912170013 Forwards order to ihow cause for shutdown b schsdulo for 
eomplstlon of OETR seismic revtsu. A8LB ruling axpactsd 
791024. 

HENDRIE. J. M. Commission. 79/09/07. 7pp. 


—7912170017 Rsqussis sxptdltlous rtvliw of facility b Issuance of safety 
evaluation. Mads mads according to mors conservative design 
bases. Safety evaluation completion da^es have repeatedly 
slipped. ' 

BEATON. R.H. Ointral Electric Co. 79/09/31. 3pp. 


7912070296 Request for Intirloeutory appial from A8L6 791010 memorandum 
b order re denial of RV Dellums roquest to participate in 
proceedings fa to be rsprsisnted by staff members not 
admitted to practice before federal or stats bars, 

DELLUMBiR. V. House of Rep. 79/10/26. 3pp. 


7912130103 Seeks denial of intervenor RV DalluaiB 791026 request te 
certify Interlocutory appeal re portions of ASLB 791009 
order. Intervenor failed to show rulings are adverse to 
public Interest or create unsuual delay or expanse. 

6WM480N.D.T. Hearing Branch 1. 79/11/16, 9pp. 


P. Operating license stage documents b correspo-ndcnce 


7912140243 Forwards info in response to NRC 790214 request for addl 
info re request for revision to Tech Specs for License TR-l. 

Tech Specs nods and. 

CUrmNOHMi. 0. E. General Electric Co. 79/12/10. Ip. 


■791214036S Forwards supplemental info to 7Q0116 application re License 
TR~1. Revisions to Tech Specs Included. 

DARMITZEL.R.N. General Electric Co. 79/12/11. 11pp. 


Q. Inspection reports. IE Bulietins b correspondence 


791S38{ra7S Forwards IE Insp Repts 50-070/79-03 b 50-073/79-02 on 
791107—09 fa notice of deviation. Ends withheld 
(re# 10CFR2. 790). 

NDRDERHAUO.L. R. Region 3. Ban Francisco. Safeguards Branch. 

79/12/12. 2pp. 


DOCKET 90-72 UNIV. OF UTAH RESEARCH REACTOR 


F. Security, medical, emergency b fire protection plans 


7912120206 Forwards draft Reg Ouldo 3. XX. "Std Format b Content for 
Llcanses Physical Security Plan for Frotection of SNH of 
Hoderata or Lou Strategic Significance," U/o end. 

RElDtR. U. Operating Reactors Branch 4 CPrs 791030). 79/08/22. 

2pp. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


F. Security, medical, emergency b fire protection plans 


7912120206 Forwards draft Reg Ouide 5. XX.. "Btd Format b Content for 
Licansae Physical Security Plan for Protection of 8NM of 
Moderate or Low Strategic Significance. “ H/o end. 

REIDtR.U. Operating Reactors Branch 4 iPre 7910301. 79/0D/23. 

2pp. 


P. Oparatiilp license stage documents b correspondence 


7912270017 Act receipt of 79060B Itr transmitting revised 
requallf icatlon progrem for OETR. Program approved. 
C0LL7M.P.F. Dpvrator Licensing Branch. 79/12/10. 2pp. 


0. Inspection reports. IE Oullttins b correspondence 


79I2Mro7S Forwards IE Insp Repts 30-070/79-03 b 50-073/79-02 on 
791107-09 fa notice of deviation. Ends withheld 
(raf 10CFR2.790). 

NORDBIHAUO.L. R. Region 5. San Francisco. Safeguards Branch. 

79/12/12. 2pp. 


DOCKET 90-77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 


F. Sacurity. medical, emergency fa fire protection plans 


7912120206 Forwards draft Reg Guide 9. XX. “Std Format fa Content for 
Licenaea Physical Security Plan for Protoeiion of SNH of 
Moderate or Low Strategic Significance. " U/o end. 
flElDtR.U. Operating Reactors Branch 4 <Pre 791030). 79/08/22. 

3pp. 


DOCKET 50-B3 IMIV. OF FLORIDA TRAINING REACTOR 


F. Sacurityi medical, emergency fa fire protactlon plena 


7912120206 Forwards draft Reg Guide 9, XX. “Btd Format fa Content for 
Licensee Physical Security PUn for Protection of BNM of 
Moderate or Low Btrittgle Stgnlficonce. " M/o and. 

REID.R.W. Opsratlng Reactors Branch 4 <Fre 791030). 79/08/22. 

3pp. 
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P. operating licence stage documents ti correspondence 


791S2601B0 Discusses revlcu of rsviseiS reiioallf 1 cat Ion program. 
Provtslon should be included For operator evaluation. 
CtM.LIHS<P. F. Operator Licensing Branch. 79/11/36. Ip- 


— 79ia(»0i93 JE l.nsp ttapt S0-09d/7*?-Ol On 79090-4-06. No noneompliance 
noted. Major araos tnsp ec tod; phy s lea 1 status li timetable re 
iilar fQT Tvactor. 

800KkH.E. ^ Region 3. Ban Francisco, Fuel Facility b 

Safatv Branch. CURTIS. J.R. Ragion 3. Ban Francisco. Office of 

tha Dlractor. 79/10/16. Sop. 


0. Inspection reports. IE Bulletins tc correspondence 


7912210053 Ael receipt of 791130 Itr Informing NRC of steps taken, to 
correct violations noted in IE Insp Rept 30-083/79-03. 

LEHia.R.C. Region 2, Atlanta. Reactor Operations Nuclear Bupport 

Branch. 79/13/U. Ip. 

— 79I321003D Responds to NRC 791120 Ur re violations noted In IE loop 
Rept 30-083/79-03. Corrective act Ions; started meeting agenda 
b approval of minutes of previous meotlng b In-depth review 
performed for 1978. 

D1A2.H.J. Florida, Univ. of. Oalnesville. 79/11/30. 3pp. 


DOCKET BO-97 CORNELL UNIV. ZERO POWER REACTOR 
F. Beeurltg. medical, emergency & flra protection plana 


7912120206 FoTwerds draft Reg Guide 9. X*. "Btd Format b Content for 
License* Physical Sacurlty Plan for Protection of SNM of 
Haderata or Low Hlratagle Si gnif 1 canc a. " H/o •"=}• 

REIOaR.M. Operating Haaetors Branch 4 <Pre 791030). 79/08/32. 

2pp. 


J. Inauranca b indemnity information 


— 7913310061 Forwards IE Insp Rept 50-083/79-03 on 791032-33 b notice aP 
violation. ,, , 

LEWIS, R.C. Region 2. Atlanta. Reactor Operations Nuclear 

Bupport Branch. 79/11/20. 3pp, 


7912100339 Forwards aeaeuted Amend 12 to Indemnity Agreement E-4 to 
■odiftt prefatory language. "In cours# of transportation.' 
VBlBAOErP.A. Cornell Univ. 79/12/03. 2pp. 


--791S210063 Notice of violation from imp on 791022-35. 

* Region 2. Atlanta. Office of the Director. 79/11/30. Sp. 


DOCKET 30-9B tWlV. OF DELAWARE RESEARCH REACTOR 
F. Spcwrity. medical, emergency b fire protection plant 


—7912210069 IE Insp Rapt S0-0B3/79-02 on 791022-25. Noncoapl ianc* noted: 
failure to make written raeords of monthly meetings b 
failure to make intensive review of facility operations 
during 1977. 

JVLIAN.C. Region 2, Atlanta, Office of the Director. 

BURNETTjP. T. Region 2. Atlanta. Reactor Operations Nuclear 

Bupport Branch. 79/11/20. 6pp. 


7912124206 Forwards draft Reg Quid# 9. XX. "Std Format b Content for 
Llcanaa* Fhyelcal Security Plan for Protection of BNM of 
Modarata or Lou Strategic Significance. " H/o 

RElDiR.U. Operating Reactors Branch 4 (Pre 7910301. 79/0B/22. 

2pp. 


DOCKET 90-07 HEBTIHOHOUSE CRITICAL EXPERIMENT 


F. Security, medical, emergency b fire protection plane 


7912120206 Forwards draft Rog Guide S. XX. ”8td Format b Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Lou Strategic Significance." H/o enel. 

RElDiR. H. Operating Reactors Branch 4 iPre 791030). 79/0S/23. 

2pp. 


OOCl«T 90-99 BABCOCK b HILCOX TEST REACTOR 


F. Becurlty. medical, emergency b fire protection plans 


7912120206 Forwards draft Reg Guide 3. XX. "Std Format b Content for 
Llcenae* Physical Security Plan for Protection of SNM of 

Hodirate or Lou Strategic Significance.'' H/o end. 

REID.R. H. Operating Reactora Branch 4 iPre 791030). 79/0B/22. 

2pp. 


P. Operating license stage documents b correspondence 


7912070341 Requests 2-yr deferral for nonpouer reactor llcenieei to 
comply w/upgrade rule. Training reactor will not operate as 
Category 1 safeguards facility. Description b functions of 
training reactor b upgrade rule options end. 

ROTH.J.M. Hestlnghoose Electric Corp. 79/11/19. 5pp. 


DOCKET 90-106 OREGON STATE UNIV. 

F. Security, medical, emargency & fire protection plant 


791S120S06 Foruarda draft Reg Gold# 3. XX, "Btd Format b Content for 
Llcanaae Physical Security Plan for Protection of BNM of 

Moderate or Lou Strategic Significance. '■ H/o end. 

iSlDtR.M. Operating Reactor* Branch 4 (Pre 791030). 79/0B/22. 

2pp. 


DOCKET 50-87 OENERAL ATONIC CO. 

F. Security, medical, emergency b fir# protection plans 


7912120306 Forwards draft Reg Guide 3, XX. “Btd Format b 
Licensee Physical Security Plan for Ppotectlon of BNM 
Moderate or Low Strattglc Slgnlfleanee. " H/o end. 
REIDtR.H. Operating Reactors Branch 4 (Pre 7910301. 


Content for 
of 

79/0B/22. 


Spp. 


0. Inspection reports. IE Bulletin* b correspondence 


7912070179 Forward* IE Insp Hepts SO-OB9/79-02 b 80-163/79-02 on 
790912-14. No noncompllance noted. 

CHEHSrJ.L. Region 9, San Francisco, Reactor Operations Nuclear 

Support Branch. 79/10/19. 3pp. 

— 791207019B IE Insp Repts S0-0B9/79-O2 b 80-163/79-03 on 790912-14. No 
noncompliance noted. Major areas inspected: organi letlon. logs 
b records. review b audit. procedures b rsportatle events, 
FAUUKENBERRY. B. Region 9, Ban Francisco. Reactor Operations 

Nuclear Bupport Branch. JDMNSON, A. D. . MORRILL. P. J. Ragion S, 
San Francisco, Office of the Director. 79/10/19. 4pp. 


DOCKET 90-94 RBCkuEUL INTERNATIONAL RESEARCH REACTOR 
Q. Inspection reports, IE Bulletin* b corretpondence 


7913090691 Foruardi IE Imp Rept 30-094/79-01 on 790904-06. No 


none omp I lance noted, 

BOOKiH.E. Region 5, San Francisco. 
Safety Branch. 79/10'/16, Spp. 


Fuel Facility b Natarlala 


Doctor 90-111 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR 
F. flecsiTltye esedlcel, emergency b fir# protection plans 


7912120206 Forwards draft Rey Guide 3. XX. "Btd Format b Content for 
Llcansaa Physical Security Plan for Protection of SNM of 
Nadarita ar Lou Strateyic Bignlfdcance. " H/o 

REID.R.H. Operating Reactor* Branch 4 (Pre 791030). 79/0B/32. 

2pp. 


P. Operating llcensa etage documents b correspondence 


7912130432 Modlfla* r#<iua*t for eetenelon of License R-63 to change 
aiplratlen date to 830219 b to dlacontlnue area b stack 
•M>nitBr««delly air samples b uaaVly smear survey. 

SAXEiR.P. North Carolina State Univ. 79/12/07. Spp. 


DOCKET 50-112 UNIV, OF OKLAHOMA RESEARCH REACTOR 
F. Bacurltyi medical, emargency b fir* protee tion^lens 


7912120206 Forward* draft Rag Guide 8. XX. "Btd Content for 

Liesnae* Physical Security Plan for Protection of SNM of 

Hodarato or Lou Btrataglc Signif Icanet. '' H/o end. 

REIO.R.U. Operating Raaetors Branch 4 (Pre 791030). 79/00/23. 

2pp. 
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DOCKET SO-113 UNIV. OF ARIZONA RESEARCH REACTOR 


F. Bscurltvi madicali (mergencg ti firt prottction plant 


79i81S0S06 Faruard* draft Rag Guide S. XX> "Std Format f/ Cantant for 
Lieaniaa Phgileal Sacurltg Flan for Protaction of BNM of 
Kaddrata or Lou Btrataglc Blgnlficanco. " U/o end. 

REIOiR.H. Operating Raactori Branch 4 (Pr# 791030>. 79/QB/22. 

2pp. 


DOCKET SO-UB IOWA STATE UNIV. RESEARCH REACTOR 


F. Sacurltyi ffladicali tmarganeg (■ fire pratoctlon plant 


7918180206 Forwarda draft Rag Oulde 9. XX. “Std Format 1. Content for 
Lieaniaa Phgiical Baeuritg Plan for Protaction of SNH of 
Hederata or Low Btrataglc Slgniflcanca. ” U/o and. 

REID. R. U, Operating Raactori Branch 4 (Pra 7910301. 79/0B/22. 

2pp. 


DOCKET 90-123 UNIV. OF HIBSOURI RESEARCH REACTOR 


F. Baeuritg. nadical. efflirganeg t. fire protection plana 


791S1S0206 Forward! draft Rag Ouida 9. XX> "Std Format It Content for 
Lieaniaa Phyilcal Sicuritg Plan for Protaction of SNH of 
Hodarata or Low Strategic Significance. " U/o and. 

RBIDtH.U. Operating Raaetort Branch 4 (Pri 7910301. 79/08/22. 

8pp. 


7918200364 Feruardi Phgiical Sacuritg plan. Plan withheld 
(ref 10CFR2. 790). 

EDUARDB.D.R, Mlatouri. Univ. of. Rolla. 79/18/14. Ip. 


P. Operating llcania itaga documinti h eorraipondonca 


7912070499 Application for rtnawal of Lleania n-79 for 10 gri. Coaiplata 
lat of aupportlng documentation will be forwarded bg 791220. 
KARCfCLLO. J. M. Hlifourl. Univ. of. Rolla. 79/10/19. 2pp. 


7918040267 Conflrma that llcinia rtntwal application will be cooploted 
by 791217 .au documintatian ii eomplata ixcapt for ravieion 
of Tech Space. 

EDUARDB.D.R. Hleeourl. Univ. of. Rolla, 79/11/27. tp. 


7913800482 Foruarda Tech Spaei. hazard analgili. amaroancy praparadnaia 
planii financial liability itatamant ti EIA In lupport of 
licantf renewal application for Llcania R-79. Baeuritg plan 
withhild (raf 10CFR8.790), 

EDUARDB.D.R. Niiiourl. Univ. of. Rolla. 79/12/14. Ip. 


— 791820049B Forwardi financial itatamant In lupport of renewal of 
Llcania R-79. Currant operating budget for FY79-B0 and. 
HARCHELLO. J. K. Hliiourl. Univ. of. Rolla. 79/12/14. Upp. 


—7912200460 Bmargtncg Preparadntti Plana. 

• Hiitourl. Univ. of. Rolla. 79/10/31. 48pp. 


—7918200463 Tech Spaci. 

• Hiaaourl. Univ, of. Rolla. 79/12/11. 22pp. 


’-7918800469 Hazard. Analyili Bummary Rapt, 

• Hiaaourl. Univ. of. Rolla. 79/18/M. e7pp. 


—7918800469 EIA aupportlng ranawal application for llcania R-79. 
» Hiiiourl. Univ. of. Rolla. 79/18/11. 13pp. 


DOCKET 80-124 VIROINIA POLYTECH INST, TRAININO REACTOR 


F. Sicurity. nadical. anargtncy fc flra protection plant 


7918180806 Forwardi draft. Rag Ouida 9, XX. “Btd Format ic Cantant for 
Lieaniaa Phyilcal Bacurlty Plan for Protection of SNH of 
Hodarata or Low Btrataglc Bignifieanea. " U/o and. 

REID.H.U, Operating Raaetort Branch 4 (Pra 791030). 79/08/28. 

8pp. 


DOCKET 90-188 TEXAS AlcH UNIV. RESEARCH REACTOR 


F. Bacurlty. medical, emergency t< fire protection plan* 


7918180206 Foruards draft Reg Oulde 5. XX. "Btd Fermat b Content for 
Lieaniaa Phgiical Security Plan for Protection of BNH of 
Hodarata or Low Strategic Significance. " U/o end. 

RElDiR. U. Operating Reactor* Branch 4 (Pro 791030). 79/08/88. 

8pp. 


0. Impaction report*. IE Bulletins & correspondince 


7918090675 Forward* IE Insp Rapt 50-128/79-03 on 791101-08. No 
nonconpllanca noted. 

HADSEN.a.L. Region 4. Dallas. Reactor Qparations Nuclear Support 

Branch. 79/11/14. 8pp. 


— 7912080680 IE Imp Rapt 50-120/79-03 on 791101-02. No noneomp 1 lance 
noted. Hajor area* Inspected; sicuritg plan.SNH protection, 
aacurltg orgoni zatlon. accais control.alarm igs. 
coBfflunitatloni & lurvaillance. 

KADSEN.O.L. Region 4. Dallas. Reactor Operations Nuclear 

Support Branch. CALDUELL, R. A. Region 4. Dallas. Office of the 
Director. 79/11/13. ip. 


DOCKET 90-129 WEST VIROINIA UNIV. RESEARCH REACTOR 


F. Baeurlty. medical, tmergincy b fire protaction plans 


7918120806 Forwards draft Reg Ouida 9. XX. "Btd Format b Cantant for 
Lieaniaa Physical Security Plan for Protictlon of SNH of 
Hodarata or Lou Strategic Slgniflcanca. " U/a and. 

REIDiR. U. Operating Raactori Branch 4 (Pra 791030). 79/OB/SS. 

8pp. 


P. Operating llcensa itaga documents b correspondence 


7918040449 Bubmitl info reguiitid bg P Erickson tilcon ri 790987 
request to dismantli b dispose of AON-SltP reactor. Outl Ines 
plans for handling irradiated reactor components b storage 
of source. 

BLACK»IAU. 0. L. Uait Virginia Univ. 79/11/30. 8pp. 


DOCKET 90-131 OMAHA VET. ADHIN. HOSP, RESEARCH REACTOR 


F. Bacurlty. medical, atnargincy b fire protaction plan* 


7912180206 Forwards draft Rag Oulde 9. XX. "Btd Format b Content for 
Llconsoa Physical Bseuritg Plan for Protaction of BNH of 
Hoderate or Lou Btrataglc Slgniflcanca. " U/o and. 

RElDiR. M. Operating Raactori Branch 4 (Pra 791030). 79/0B/S2. 

app- 


a. Impaction reports. IE Bullatlni b correspondance 


7912130396 Foruards IE Imp Rapt 50-131/79-01 on 791019-16. No 
nencompManca noted. 

HADSEN.O.L. Region 4. Dallae. Reactor Operations Nuclaar Support 

Branch. 79/10/29. Spp. 


— 7918130399 IE Imp Rapt SO-131/79-01 on 791015-16.No noncompl lance 
noted. Hajor araai inipictid; organl zatlon. reactor logs b 
rocords. aud Iti. raguatlf Ication training. procadurit. - 
aurvaillanct tasti. azperlmanti b radiation control. 

HADSEN.O.L. Region 4. Dallai. Reactor Opiratiom Nuclear 
Support Branch. KELLEY. D. L. Raglan 4. Datlai. Office of the 
Director. 79/10/2B. 4pp. 


DOCKET 90-133 HUHBOLDT DAY PQUER PLANT. UNIT 3 


F. Security, midical. imirgancy b flra protection plans 


7918800028 Dlseuiies NRC 791109 melting rt imirganeg praparadnass team 
ravlaw objaettvaa. Frovidas guidance for improving lieaniaa 
amrgancy praparadnass b assuring capability of offslti 
agandas to taka appropriate amargincy actions. 

ORIMES.B.K. Bmirgineg Praparadnass Task Force. 79/11/83. 30pp. 


0. Adjudicatory corraipondanea 


7918090347 Raguaat for leave to reply to Intarvanori' 791016 Memorandum 
In support of answir In opposition to lictnsaa request to 
hsld proeaadlngs In abiganea. 

LOCKE. R.P. Pacific Oas b Electric Co, 79/10/31. Ip. 
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— 79taOS03Sl H»ply to intBTvonors- 79101fa iriemor anduB In suppart of ansMar 
in opposition to licensee request to hold proceedings in 
abeyance- Proceed ings must be delayed IS months to allou 
completion of geological studies. 

LOCKE. R.F. Pacific Gas 1< Electric Co. 79/lO/Jl. dpp. 


— 79120503Sdj Foriuards annual statistical rept 
body eiposure for cy77- 

CRfiME.P.A. Virsinla Electric !. Power Co. 


of recorded 
78/03/14. 


personnel 

2pp. 


uhoLe 


—7912050360 Forwards tabulation of porsonna 
work t( job function for 1977. 

CRANE. P. A. Pacific Cas 8i Electric Co. 


I aipDSure 
7B/03/14. 


to radiation by 
3pp. 


— 79120503'fr4 Forwards annual statistical 
body eiposura fer CY7B 
CHANEiP.A. Pacific Oas t< Electric Ci 


rept of recorded p 
I, 79/03/27. 2pp. 


ersonnal 


whole 


Inlpactlon reports, IE Bulletins fa eorresp ondeneo 


7912 I 00 S 73 Forwards IE Info Notice 79-28, "Overloading of Structural 
EL«n«nt» Du» to Pip* Support Laado. “ No ratponi# . 

ENOELKENiR. H. Region 5, San Francleco, Office of the Director. 
79/11/16. Ip. 

7912110810 Forwards IE Info Notice 79-29, "Loss of Nonsafety-fielatod 
RoactoT Coolant 3ys instrumentation During Operation. No 
specific action or response re(iulrod. 

ENBEUiEN.F- M. Region 5, Ban Francisco, Office of the Director. 
79/11/16. Ip. 


79ia070«22 Forwards IE Circular 79-24. "Proptr Installation fa Calibr of 
Cora Spray Pipe Break Detection Equipment on DHRe. " No 

E^ELH^.B*H. ^ Region S. Ban Franelsce, Office of the Director. 


.to<i < /gjL 


7912050369 Forwards tabulation of parsonne 

uork fa job function for 1973. Cert i ficate 
CRANE. P. A. Pacific Oai fa Electric Co. 


1 saposure to radiation by 
of Svc and. 

79/03/27. 4pp. 


7912060251 Forwards Hooduard Clyde Consultants 791026 Ur outlining 
status of geologic fa seismic investigations Involving plant. 
Certificate of Svc end, . 

LaCilE.R.F. Pacific Oas fa Electric Co. 79/11/09. 6pp. 


7918260097 Requssts that A Baldwin. counsel for Friends of the Earth, be 
placed on mailing list for all correspondence re util. 

BSOHN, L. J. Jones. Brown fa Clifford. 79/12/03. Ip. 


7912280574 Requests immediatt closing of faellitg due to prailalty of 
earthquake faults. „ _ 

WHEELER. R. A. Affiliation Unknown. 79/12/22. 2pp. 


791311026B Forwards 
Failed to Operate 
EMEEU^.R.H. 
79/11/26. Ip. 


IE Circular 79-a3i "Motor Startars fa Contactors 
, " No response required. 

Region 5. San Francisco, Office of the Director. 


7912110494 Notifies that NflC Intends to routinely forward to 
appropriate state public util regulatory groups fa state atty 
general ofee enples o# escalated enPareiment correspondence 
•ant by NRC to licensees. 

ENSELKENi R. H. Region 5, San Francisco, Office of the Director. 
79/11/26. Ip. 


7912190143 Foruerds IE Bulletin 79-27, "Loss of Non-Class IE 
Instruaentation fa Control Power Byi Bus During Operation." 
Written response required. 

EHOELl^.n.H. Region 5. Ban Francisco. Office of the Director. 
79/11/30. ip. 


7912310510 Response to applicant 790927 motion to hold proeoBding. in 
abeyance until SOIODl. Applicant request praservei status quo 
w/o prejudlct to rights of partlBS-NHC has no objections to 
granting motion until solinlc fa geologic studies conducted. 
GOLDDERO.B.C, Hearing Branch 2. 79/12/26. 5pp. 


7912310269 Forwards IE Info Notice 79-30. "Reporting 
Hancompllancos, 10CFR21. ’■ No action required. 
ENOEtKEKi H. H. Region 5, Ban Francisco. Office of 
79/12/06. 4pp. 


of Deficts & 
the Director. 


—7912310312 Affidavit attesting that delay In resumption of wbll 
activities until BOlOOl will preserve status quo. Prof 
qualifications fa Certificate of Svc end. 

OAH-MILL. W. P. Division of Operating Readors. 


79/18/20. 7pp. 


7912190001 Forwards licensee responses to IE Bulletin 79-23, "Potential 
Failure of Bmergancy Diesel Generator Field Eiclter 

CR^B.J.L. Region 3, Son Francloeo, Reactor Opsratlons Nuclear 

Support Branch. 79/12/07. ip. 


P. Operating license stags docuraoats fa torrtspondencs 


79J21001B9 Biscusses NRC 791101 meeting u/PEpresentatlves of 
vendors fa fuel suppliers re discussion of respective 
portions of ECCS evaluation nodals dealing w/fual cladding 
swelling fa Incidence of rupture. Vendor responses and. 
EIBENHUT. D. 0. Division of Operating Honctore. 79/11/09. 


— 7912100255 Responds to NRC 791101 request rs noncompllane e 
HestlnghoUBS ECCS evaluation model under requirements 
of 10CFR30 App K. Evaluation of three fuel rod models 
indicates no safety problems for Restlnghousa plants. 
ANDERSON. T. M- Heetlnghous# Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re OfiNL cladding swaillng fa 
rupture data RbvIbui of analytical aodols fa taste indicates 
compliance w/iOCFRSO App H.All GE spoes for calculated peak 
cladding temp remain uncnanged. 

aUCHHQLZ. n. H. Seneral Electric Co. 79/12/07. 2pp. 


NSt&S 

ASpp. 

of 


— 7912101)407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel model# 
used in vendor evaluation motfali 1 that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OHStEV,O.F. Elion Nuclear Co,. Inc. (suba. of Exion Corp. >. 
79/11/03. 5?p. 


— 7912100456 Forwards addl info re evaluation of Impact of NRC propesed 
rupture/b lockage model used In vendor evaluation isodel- 
Nu edvvrsc impact from new rupture burst data or use of NBC 
rupture/bleckags model cn ilcenelng calculation resulto. 

0U8LEY.0.F. Siion Nuclear Co., Inc. Isubs. of Eiion Carp.). 
79/11/04. aspp. 


7912300439 Notification of cancelled 791211-13 /seetiug u/utlJ fa 
Woodward fa Clyde in EurekarCA to discuss proposed 
continuation of salsmic fa geologic investigation. 

ROOKEY.V.L. Operating Reaetar# Branch 3. 79/12/06. 2pp. 


— 79i219000a fleiponds to IE Bulletin 79-23, "Potential Failure of 
Emergency Dieeel Oensrator Field Eicitsr Transformer." 
Facility will conduct roqulrod mstalnsd full load operation 
test of emergoncy generator prior to startup. 

CRANE, F.A. Pacific Oas fa Electric Co. 79/10/26, Ip. 


—7912190003 Roeponds to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel Ganeretor Field Eseitsp Transformer." 
Facility will conduct load tost of emergency diesel 
generator prior to recovery from refueling shutdown. 

CODDMIN, S. Portland General Electric Co 79/10/11. ip. 


—7912190006 Responds to IE Bulletin 79-23, "Potential Failure of 
Eeierganey Diesel Oenerotor Field Exciter Transformar. " 

I will conduct test of emergency diesel generators 


Facility 

precaedlng Mar 1980 refueling outage. 
SEAOiJ.O. Oouthern California Edison Co. 


79/10/22. 2pp. 


7912200236 Forwards IE Bulletin 79-88, "Possible Malfunction of Hemco 
Nodal EA190 Limit Switches at Elevated Tamps." Action 

E^^KEN.R.K. Region S. San Francisco. Office of the Director. 
79/12/07. Ip. 


7912880619 Forwards IE Info Noblce 79-31, "Use of Incorrect Amplified 
Respante Spectra." Nu written response roqulrid. „ 

ENOSLHEN, R. H. Region 5, Ban Francisco, Office of the Director. 
79/12/13. Ip. 


R. Periodic operating report* fa related eorrtspondsnee 


7912120346 Forwarde monthly operating rept 
HEEK9,E.D. Parlflc Oas fa Electric Co. 


for Nov 
79/12/04. 


1979. 

Ip. 


•79121S03SO Month ly operating 
OErry,D.C. pacific oai fa 


rept for Nov 1979. 
Electric Co. 79/12/03. 


4pp. 
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DOCKET 80-134 HORCEBTER PDLVTECH INBT. RESEARCH REACTOR 
F. Baeuritiji m#dlcal. iim«ra«ncg ti fire protection plans 


7912180206 Foruards draft Rag Guide 3. XX. "Std Format ti 
Uleansea Physical Security Plan for Protection of BNM 
Hoderate or Lou Strategic Significance. " M/o end. 
REIDiR.U. Operating Reactors Branch 4 (Pre 7910301. 


Content for 
of 

79/0B/S3. 


8pp. 


0. Inspection reports. IE Bulletins & correspondence 


7912260330 Forwards IE Insp 
noncoApliance noted. 
MARTIN.H.O. Region 1. 

3pp. 


Rapt 30-134/79-01 on 790903. No 
Philadelphia. Safeguards Branch. 


79/11/02. 


—7912050637 Foruards Amend 10 to License R-71 p negative dedarotiun. ElA 
b eafaty evaluation No signlficonl environ impact associated 
H/oacratlon. No EI8 needed. 

LEMliO. Operating Reactors Branch 3 (Pre 791030). 76/02/03. 

app. 


— 79180BOMO Amend 10 to License R-7li mod If y ing Tech Specs re production! 
nonltarlng !* release of AR-41. changes to restrictions on 
In-corc eiperlments L administrative changes. 

LEAffiO. Operating Reactors Branch 3 (Pro 791030). 76/02/05. 

10pp. 


— 79120S0646 Negative declaration re issuance of EIS.No significant 
environ impact associated w/proposed license amend. EI3 not 
siarranted. 

REQANiU.H. Assistant Director for Environmental Projects. 

75/12/19, Ip. 


7912260331 IE Intp Rept 50-134/79-01 on 790908. No noncompliance AOtad. 

Major areas inspected: mati control b accounting. 

UOVNER.J.H. Region 1. Philadelphia. Safeguards Branch. 

BUW1ERB.R. T. Region 1. Philadelphia. Office of the Director. 

79/10/23. 3pp. 


DOCKET 80-139 UNIV. OF HABHINOTON RESEARCH REACTOR 


-7912OS0649 EIA supporting negative declaration 
£IB. 

• Assistant Director for Environmental 

app. 


re need 
Projects. 


for separate 
75/12/19. 


—7912030651 Safety evaluation supporting Amend 10 to License R-71. 

9 Assistant Director for Environmental Projects, 76/02/03. 

4pp. 


F, Security, ffledleal. emergency U fire protection plans 

7912120206 Forwards draft Reg Quids 3. XX. "Std Format b Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance." M/o end. 

BEID.R.M. Operating Reactors Branch 4 (Pre 791030). 79/09/82. 

8pp. 


B. Reportable oeeorrencos. LERs t: related correspondence 


—7912050660 Foruards responses to guestions raised by D Jaffe b Black in 
790922 telcon re unlv b Nuclear Energy Lab commitment to 
tuo-yr environ TLD program b radiation eiposures to 
personnel ulthln matcoraloglcal lab. 

RASTENBERO. H. E. California. Unlv. of. Los Angelos. 73/11/03. 

7pp. 


—7912090661 Forwards application for amend of License R-71,TE Hicis Itr 
to UCLA environ health b safety officer end. 

HOBSON. d.H. California. Unlv. of. Los Angeles. 73/05/22. 2pp. 


7918280608 RO: on 791211. while reactor shut down. graduate student 
spilled five gallons of water on reactor top. Matsr absorbed 
by graphite moderator resulted in negative reactivity. 

Facility currently resolving problem. 

GHALK.H.B, HashlngtoA. Unlv. of. 79/18/21. 2pp. 


DOCKET 30-142 UCLA TRAININQ REACTOR 

F. Security, medical, emergency b fire protection plans 


7918120206 Forwards draft Reg Guide 9. XX. "Std Format b Content for 
Licensee Physical Security Plan for Protection of BNM of 
Hoderata or Lou Strategic Significance. '' H/o end. 

REID.R.U. Operating Reactors Branch 4 (Pre 791030). 79/00/22. 

2pp. 


— 791B090664 Proposed Amend 10 to License R-71. Util safety analysis 
a California. Unlv. of. Los Angeles. 7S/05/16. 18pp. 

— 7912090663 Amend 9 to License n-71. Inc orporat ing end Tech Qpeco into 
license. , 

BRDVHDLT. D. J. Atomic Energy Commission. Directorate of Licensing. 
71/03/01. 3pp. 

79120S066B Rsvlsed Tech Specs transmitted u/Anend 9. reflecting Amend 10 

changes. 

a California. Univ. of. Los Angtles, 71/03/01, 16pp. 
a. Innjiactlan reports. IE Dulletlno b correspondence 


0. Adjudicatory eorrespondonce 


7912190091 Ad recalpt of 791003 requeet to shut down faclllt||. Request 
being treated as request for action under iOCFRS. 206. 

FR notice end. _ 

OTELLO.V. Office of inspection b Enforcement. Office of the 
Director. 79/11/30. Ip. 


— 7912190098 Notice of request for action under 10CFR2. 206. 

STELLO. V. Office of Inspection b Enforcement. Office of the 
Director. 79/11/30. 2pp. 


'91MS0346 Foruards IE Insp Rept 50-142/79-04 on 790927-89. No 
noncomp 1 lance noted. 

aOOKiH.E. Region 5. San Frondsco. Fuel Facility b Haterials 

ni.ani:h. 79/10/22. 2 dd. 


791S0S0399 IE Insp Rept 30-142/79-04 on 790927-20. No nonccmplianco 

noted. Major areas inspee to d: UCLA-basad group concerns re 
eeceeeiye Ar-41 eiposure from stack effluent. 

BOOK.H.E, Region 3. Ben Francisco. Fuel Facility b Molerialo 

Safety Branch. BAIRD.O, I). Region 5. Ban Francisco. Office of 
the Director. 79/10/19. Bpp. 


— 7912190109 Requests shutdown of facility b public hearings ra 
relictnsing b intervenor status. Newspaper artidas re eafaty 
question end. 

HIRSCH. 0. 0. Committee to Drldge the (5ap. 79/10/03. 6pp. 


— 7912190119 "UCLA Nuclear Reactor - Is It Safe." 

e Committee to Bridge the Oap. 79/10/03, 39pp. 


—7912190129 IE Insp Rept 30-142/79-01 on 790123-24. Noncompliance noted: 
error in callbr curve of gaseous effluent monitor b 
ventilation exhauetair not properly diluted or released. 
MEM3LAW8KI.F. A. . BODK.H.E. Region 9/ San Francleeo. Office of 
the Director. 79/02/il. 11pp. 


P. Operating license stage documente b correspondence 


7912090639 Reeponds to FOIA request for UCLA Nuclear Energy Lah 
Facility Llcsnse R-71>BAn b application for licansaa Amend 
lO.Purwardt info listed in App- A. 

CARR.J.C. Division of Rules and Records. 79/11/16. 2pp. 


DOCKET 90-146 SAXTON NUCLEAR EXPERIMENTAL FACIUTV 
8. Ropovtabli oecurroiieesi LERs b rslated eorrespondonce 


7912260000 PND-I-79-008A: on 7910022. fol louup survey was performed by 
Inettector to verify cleanup of unrastrlcted area where 
contaminated soil was discovered on 790920. Identified small 
radioactive araa.approi tue ft in dlamstar, Monitor planned. 
PLWLEE.X.. SMITH.D.H, Dffica of Inspection b Enforcement. Office of 
the Director. 79/10/22. 2pp. 


KKRET 80-147 ROCKWELL INTL. CORP. CRITICAL FACILITY 

Q. Inspection reports. IE Bulletins b correspondence 


'912060021 Foruards IE Insp Rept 30-147/79-01 on 790904-06. No 
noncompllanee noted. _ ..... , , 

BOOK.H.E. Region 3. aan Francisco. Fuel Facility b Materials 
Safety Branch. 79/10/17, 2pp. 
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— 7912060031 IE Insp Rept 6a-147/79'01 on 790904-06. No poncaaptlancs 
noted. Kajor areas Infpected: phtfsica 1 statue of focilltija 
surveillance program {< tioetable re dlsaantling plan. 

EOOK.H.E. Region 9. Ban Francisco. Fuel Faellltu >< Hateriais 

Safety Branch. CURTISiJ.R. Region S. San Francisco. Office of 
the Director. 79/10/16. 3pp. 


DOCKET 90-143. UNIV. OF K6NEA9 RESEARCH REACTOR 


F. Security, medical, emergency ti fire protection plans 


7912120206 Forwards draft Rep Guide 9. XX. ’Std Format t Content for 
Licensee Phyeical Security Plan for Protection of SNH of 
Moderate or Loui Strategic Significance." U/o end. 

REIDiR.U. Operating Reactors Branch 4 (Pre 791030), 79/00/22. 

2pp. 


a. Inspection reports. IE Bulletins l< correspondence 


7912120229 Forwards IE Insp ftept 30-149/79-02 on 791022-24 Ic nottea o* 
violation. 

MADSEN. O.L. Region 4. Dallas. Reactor Operations Nuclear Support 

Branch, 79/11/07. 2pp. 


—7912120233 Notice of violation from insp on 791022-24. 

• Region 4. Dallas. Office of the Director. 79/11/03. tp. 


—7912120239 IE Insp Acpt 30-148/79-02 on 791022-24. Nonconpllatice nmted: 
failure to Implement design change properly. 

BPANQLER. R. 0. I RUCKER.H. J. Region 4. Dallas. Offica of the 
Director. MADSEN. O.L- Region 4. Dallas. Raaetor aperatlans 

Nuclear Support Branch. 79/11/03. 9pp. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


F. Security, medical, energencg 6 fire protection plans 


7912120206 Forwards draft Reg Quide S. XX. *Btd Format t. Content for 
Licensee Physical Security Plan for Protection of 8NH of 
Moderate or Lou Strategic Significance.' H/o end. 

REIDiR.H. Operating Reactors Branch 4 (Pre 7910301. 79/0B/22. 

2pp. 


DOCKET 90-131 UNIV. OF ILLINOIS RESEARCH REACTOR 


F. Saeurlty. aedical. emergency b fire protection plane 


7912120206 Forwards draft Rag Ouide 9. XX. 'Bbd Format t. Contant for 
Llcansea Physical Security Plan for Protection of 8NM of 
Moderate or Low Strategic Significance. ' W/o end. 

REID. R.M. Operating Reactore Drench 4 (Pre 791030). 79/08/22. 

2pp. 


DOCKET 30-159 919 ROCK POINT WKLEAR PLANT 


F. Securlttfi medical, eetergency b fire protection plans 


79121S0339 Notifies of delay in Plant Sys Branch Taam 1 evaluations of 
faellltu fire protsction sys. Outlines of assistance needed 
end. 

LAINAS.O. Plant Syetetis Branch. 79/11/16. gpp. 


7912200022 Diecuesas NflC 791109 eieatlng re amergancy praparedness taaa 
review objectives, Provides guldancs for Improving llcsnsie 
enargeneij prsparadnssi b assuring capability of offslta 
agendas to tale appropriate tmergancij actions. 

CRIMES. B.K. Emergency Preparedness Task Feres. 79/11/23, 30pp. 


7912200129 Notifies of completion of. design detail review of fire 
protection sys re util 790S31 raspenia to KRC 790404 eafity . 
evaluation. Design criteria for mods are accaptablc. 

LAINAS.O. Plant Systems Branch. 79/11/23, 3pp. 


7912310092 Rsqussts installation ef backup power for red emergency 
telephanes.es dlscussad In 791116 telcon. 

KEPPLER.vf. 0. Raglon 3. Chicapo. Office of the Director. 79/11/30. 
Ip. 


7912180604 Notifies that plant red emergency telephone has amargency 
kaekup power, in raspenst to NRC 791130 ra<iuast, 

HOFFMAN.D.P. Cansumars Pouar Co. 79/12/13. Ip. 


B. Adjudicatory correspondence 


7912170419 Agrees w/J Dul 791030 Itr re nuclear power plant, 
a Cbrlsta-Maria. 79/10/31. Ip. 

— 791217041B Requests that NRC demand plant maintain shutdown condition 
tm protect cltiiens. 

BUI.a Affiliation Unknown. 79/10/30. 2pp. 


7912130199 Comments on intervenars charges that plant is unsafe. 
Allegatlens are inaccurate b w/a merit, at evidenced by 
recent insp b return to operation. 

VfHMSDAia.. R.C. Consuaers Power Co. 79/11/14. Ip. 

7912070470 itaguosts to make llnlbed appearanca statement at special 
prehaarlng conference. 

JM>H1N.0. Affiliation Unknown. 79/11/15. Ip. 

791S0&013S ReyuBSts to make United appearance statement at licensing 
prshcaring. 

UETARTE.R Affiliation Unknown. 79/11/17. Ip. 

79X2060640 Rastateaent of cotituntlons. Allagss that NRC cannot allow 
spent fuel pool eipanslon until storage b permansnt disposal 
prohleas solved. Urges review of possibility of Class 9 
accident. Certificate of Bve end. 

StELCH]N>X. P. Chrlsta-tfaria. SHELDON.K. P. Sheldon. Harmon b Heiss. 
79/11/20. 9pp. 


791211^74 Contentions questioning whsthar Big Rack old pool msets 
present raquiremanks for spent fuel pool. Urges postponement 
of licensing until long— tarn waste disposal problsm is 
solved. 

O'NElLL.if.P. Affiliation Unknown. 79/11/20. 10pp. 


7912070006 Motion for approval of NRC. Chrlsta-flarls b CPC stipulation 
re Christa-Marla 791030 contentions. Restatsmsnt of 
emntantions filed on 791LS0.NRC b CPC objactlons will be 
filed on 791129. 

KOORE.J.E. Hearing Branch 3. 79/11/26. 2pp. 


— ^7912070344 Stipulation of contentions rs Christa-Harlm petition to 
intervene as mambar of 24 citliens associations In arse, 
atatsmint re consolidation w/Crlsta-Marla will be filed at 
791209 prehearing conference. U/Cartlflcata of Svc. 

HOOREiO.E. Haarlng Branch 2. OAU.O.J. Consumers Power Co. 
BHEUKHi. K. P. Christa-MaTla. 79/11/26. 8pp. 


7912100319 Order shifting sits of 791209 prshoartng confersnea to 
Holiday Inn.t/S Route 131 South.Patoskay.HI.. 

OROSSMAK.H. Atomic Safety and Licensing Board Panel. 79/11/29. Ip. 


7912070076 Rasponsa to Christa-Maria b OP O'Nalll 791120 contantiona. 
Chrlsta-Narla Centantions 1 b 7-9 era Inadmissible b 
Csntantlona 2-6 are subj to 791126 stipulation. JP □'Neill 
Contantions 1.B.9.2.8.2.E.3.2.F b 4 admissible. 

IFXME.J.E. Hearing Branch 2. 79/11/29. 32pp. 


•—7912070102 Forwards raspmnss to ABLB question. TNI occurancs was 
Class 9 accident from peaslbla standpoint rather than 
actual. Two Cartlftcatas of Bve and. 

MATTSON. R. J. THI-2 Lassons Learned Task Fores. 79/0B/16. Bpp. 


7912100322 Notice of appearance In procasdlng. Certificate of five and. 
BOLOBEROi 8. C. Antitrust Division. 79/11/29. 3pp. 


7912170179 Raiponst objecting to Christa-Maria 791030 Cententlens 1 b 
7-9. Contention l.ra stay af precaadini pending rulemallng. 
cantradlcta NRC 791029 notice. Contentions 7 b B laprselse b 
lack bases for assertion. Contention 9 is outside proceeding. 
niU.ER.H.1. > BAIXO. J.. BTePTOe. P. Consumers Power Co. 79/11/29. 
Xlpp. 


79i217OOO0 Request for order grantinf sitension until 791203 to respond 
ta Intervanor JP a'Neill 791120 rastatamsnt of centantions. 
Restatsmsnt has caused NRC to completaly raurlte draft 
reeponia. 

OMXO.J. Consumers Power Co. OALLO.J. Ishaa. Lincoln b Beals. 
79/12/01. 3pp. 


791217009a Response to Intervanor JP O'Neill 791030 b 1120 contentions. 
No abjection to Contentions I. 9 b XI. C. Csntsntions II. E. 3 b 
II. B Mill be mcetpted if oddl Info provided. All other 
contantions should bs rejocted os too gontrol or Irrelovont. 

HALLO. J.. MILLER. M. 1.. BTEPTOE. P. Consumers Power Co. 79/12/01. 

lepp. 
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— 791B1700i3 For»i»ril« rBqu»it for addl info re SEP Topic IX I 
Btorage. * Certificate of Svc end. 

ZIEMAWiD.L. Qporatinp Reactors Branch 2. 79/11/27. 3pp. 


Fuel 


7912130082 Forwards request for eddl 
Storage. 

ZIEHANM' D. L. Operating Reactors 


info re BEP Topic IX-l.Fuel 
Branch 2, 79/11/27. 3pp. 


791219020A Forwards proposed prehearing conference agenda !■ hearing 
schedule. Requests detereiinatlon on how prehearing conference 
will proceed li foreiolation of schedule for parties to 
follow. 

HOORE. J. E. Hearing Branch 2. 79/12/03. 3pp. 


7912190310 Forwards “Hept on Systesatic Evaluation of Operating 
Pnellltiesi " os possible background info ra spent fuel pool 
proceeding. 

tIDORE.J. E. Hearing Branch 2. 79/12/03. tp. 


'Rept on BysteBatlc Evaluation of Operating Facllitlos. “ 
» Office of Nuclear Reactor Regulation. 79/11/25. 3Bpp. 


7912210438 Ack receipt of 791104 petition to delay facility restart* 
oandlng resolution of seven identified issues. Request was 
not received before restart. Petition will be treated under 

DENTW»H?R. Office of Nuclear Reactor Regulation. 79/12/04. 2pp. 


•7912210441 Notice of request for action under 10CFR2. 206 re delay In 
DENTON.K.R. Office of Nuclear Reactor Regulation. 79/12/04. 1pp. 


7912170042 Requests Class III fee re review b approval of rad 
effluent Tecb Spec changes. Fee for 790927 request due IS 
days upon receipt of Itr- 

Mi l I cn . u n License Fee Manageaent Branch. 79/11/27. 


lolog 

ip- 


ic 


al 


79121SS112 Forwards request for addl info re proposed ecpanslon of 
spent fuel pool storage capacity, 
n I " ^ 








7912140107 Forwards assessment of repair of reactor vessel 
drive penetration. Repair acceptable. 

ZXEMANNiD.i- Operating Reactors Branch 2. 79/11/30. 


control 

2pp. 


rod 


7912050497 Responds to NHC 791016 Itr re 791129 t 1228 submittals re 
fuel handling accidents in conteinment purge sys. Final 
solution on containment isolation sys will be submitted by 
800201. 

HOFFMAN.D-P- Coniuaers Power Co. 79/12/03. Ip. 


7912060621 Requests NRC review of end draft matls re proposed Tech 
Spec change concerning radiological affluents. Draft Dose 
Calculation Manuals, draft process control programs b 
radiological effluent Tech Specs end. 

HOFFKAN. 0. P. Consumers Power Co. 79/12/03. 2pp. 


■7912210443 Petition to intervene. Identifiec seven issues that aust be 
resolved prior to facility restart. School sys should have 
workable evacuation plant.All NRC requirements should be 
lapleaented w/o chenges. 

BIER.J.. J0WI8.8.J. Affllietlon Unknown. 79/11/04. 2pp. 


'7912060622 Draft radiological effluent Tech Specs for Palisades, 
e Consuoiirs Power Co. 79/11/30. 9pp. 


'7912060623 Palisades draft Offsite Dose Calculation Manual, 
e Consumers Power Co. 79/11/30, 90pp. 


H. Oeneral correepondsnee 


7912060908 Notifies thot offsite radiation protection training course 
for me inspeciors B satisfactory. Requests advance 
notification of arrival of NBC personnel. 

LOUDENSLAOERi T. Consuaers Power Co. 79/12/03. Ip. 


J. Insurance h ifideanity Inforoation 


7912040447 Forwards Aasnds 9 b 17 to Indemnity Agreements B-40 h D-22. 
rospsctivsly.mHlfylng prefatory language re course of 
transportation. 

IRELAND.J.H. Conouaert Power Co. 79/11/29. 3pp. 


P. Operating license stage docuaents b correspondence 


—7912060624 Palisades health physics procedure for laundry raduaste 
batch calculation b releasa authoriiation. 

* Consumers Power Co. 79/lO/OB. 11pp. 


—7912060629 Palisades health physics procedure for modified raduaste 
calculation b ralease authoriiation. 

* Consumers Power Co. 79/10/09. 9pp. 

— 7912060626 Palisades health physics proetdurt for sampling waste gas 
dacay tank. 

a Consuaiers Power Co. 79/04/10. 2pp. 

— ^7912060627 Palisades health physics procedure for analysis of wasts 
gas decay tank samples, 
a Goniuairs Power Co. 79/04/18. Ip. 


7912100189 Dlecusies NRC 791101 aeeting w/repres antatives of NSB3 
vandors b fual suppliars ra discussion of respective 
partions of ECCB evaluation modats dealing w/fual cladding 
ewBlllng h indidanca of ruptura. Vandor rasponsas and. 

EIBENHUT>D. 0. • Divielon of Oporatlng Reactors. 79/11/09. 69pp. 


— 7912100299 Reqpondi to NRC 791101 request re noncompllanca of 
WestlnghBUie ECCB evaluation aodol undar raqulreaents 
of tOCFROO App K. Evaluation of thraa fuel rod models 
Indicates no safety problems for Hestlnghouse plants. 
ANDERflONtT.H. Nastlnghouso Elactrlc Corp. 79/11/02. 4pp. 


— 7912100330 Rasponds to NRC 791101 raquest ra URNL cladding swelling It 
rupture data. Review of analytical models fc tests Indicates 
compliance W/10CFR90 App K.All QE space for calculated peak 
cladding taap remain unchanged. 

BUCHKOLZt R. H. Oeneral Elactrlc Co. 79/12/07. 2pp. 


'7912060628 Palisades health physics 
gas decay tank. 

a Consuaers Power Co. 79/10/10. 


— ^7912060629 Palisades health physics 
ft iadint sampling, 
a Consuaers Power Co. 79/10/10. 


— ^7912060630 Palisades health physics 
counting. 

* Consumers Power Co. 79/10/10. 


•7912060631 Palisades health physics 
cantainment purge. 

•a Consumers Power Co. 78/03/30. 


procedure for calculation of waste 
13pp. 

procedurs for stack gas particulate 
2pp. 

proesdursi for stack gas sample 
Ip. 

proeadures for authorliatton of 
4pp. 


— 7912100407 Forwards rasponsa to NRC 791101 raqusst ra rod burst ta«t 
data.Concludas that data properly represented by fuel aodele 
used in vendor evaluation models ft that analyses dsaonstrate 
■11 criteria of 10CFR90. 46 satlsflod. 

OHBLEYtO.F. Eicon Nuclear Co.. Ine. Isubs. of Eiion Corp. ». 
79/11/02. 9pp. 


— 7912100496 Forwarde addl Info to evaluation of Impact of NRC proposed 
rupture/blackage model used in vendor evaluition model. 

Ne edverse Impact from new rupture buret data or use of MtC 
Irupture/blockago medal on lleanelng calculation results. 

OWBtfY.O.F, Eison Nuclear Co. > Inc. Isubs. of Eicon Corp. >. 
79/11/04. 22pp. 


7912110018 Forwards updated lists of SEF topics not roquirlng sito 
revtow duo te ongoing gonoric licensing activltias outside 
BEP er becauee ef inapplicability to facility. 

ZIEHANN.D.L. Operating Reactors Branch 2. 79/11/16. Bpp. 


—7912060632 Pallsodss health physics proetdure for calculation of 
cendsnsar offgas sfflusnts. 

• Consuasrt Power Co. 79/10/10. Ip. 

— 7912060633 Palisades health physics procedure for turbine b dirty waste 
sump calculations. 

• Consumer! Power Co. 79/10/06. Ip. 

— ^7912060634 Pollsadee draft procasi control program. Nov 1979. 
a Ceniumers Power Co. 79/11/30. 3pp. 


— 7912060636 Palisades operating procedures for gaseous radwaste sys. 
* Consumsrs Power Co. 79/10/18. 17pp. 


— 7912060637 Palisades operating procedures for solid raduaste sys. 
* Consurntrs Power Co. 79/10/10, 2gpp. 
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— 7912060641 Palisade* operating procedures for spent reitn handling 
sg«. 

* Consumers Pcuer Co. 79/10/'10. IQpp. 

— 7912070413 Operating procedures for liquid raduaste sijs. 

* Consumers Fouer Co. 79/10/23. 34pp. 


— 7912070414 Handling procedure for radioactive mail shipnent. 
a Consumers Power Co. 79/0S/3O- I7pp. 


— 7912070419 Draft process control program for packaging of dry solid 
waste. 

• Consumers Power Co. 79/12/03. Qpp. 


— 7912070421 Rad i 0 c h eail s trig procedure for sampling. 
• Consumers Power Co. 79/12/03. 3pp. 


— 7912070423 Radiochemlstrg procedure for changing stack gas sampling 
f 1 Iters. 

* Consumers Powe)- Co. 77/06/27. 6pp. 


— 7912070429 Radlecheisistrg procedure for sampling 6 analgsia; lake laater 
dally & monthly conpesite samples, 
a Consumers Power Co. 76/10/lB- 4pp. 


— 7912070432 Radiochemistry procedure for offgas composition analylio. 
a Consumers Power Co. 76/03/20. 3pp, 


— 7912070435 Radiochemistrij procedure for analysis of offgas, 
a Consumers Power Co. 77/01/12. Spp. 


—7912070441 Radlochemistry procedure for analysis of liquid radioactive 
batch. 

a Consumers Power Co. 79/12/03. 16pp. 


— 7912070449 Radios h imi stry procedure for analysis of stack gas flltera. 
a Consumers Pouor Co. 77/03/02. 19pp. 


—7912070496 Draft Offsite Dose Calculation Manual. 
« Consutnors Power Co. 79/11/30. 39pp. 


— 7912070465 Draft radiological effluent fach Bpacs. 
• Consunoro Power Co. 79/11/30. 14pp. 


— 7912070467 Health physics procedure for stack gas calculations ti 
effluent records at Palisades, 
a Conouneri Power Co. 79/12/03. Vpp. 


7912070129 Forwards license fee for review of App I sutnlttal re 
radiological affluent Tech Spec changes. 

F000> If. 0. Consuners Power Co. 77/18/04. Ig. 


7912100374 Responds to NRC 791009 request for c larlf lea t Ion of limit 
switch development for valves shown on util Drawing 
0740030103. Faruards info re limit switch development. Torque 
switches will be verified during outage. 

HDFFHAN. D- P. Consumers Power Co, 79/18/04. 2pp. 


7912210133 Continuing review of proposed spent fuel pool storage 
capacity eipanslon. Requests addl info re SEP Topic IX-I.tnfo 
on proposed Bcpanslon Insp t> test precedures for rack 
lifting 6 transporting devices. 

ZIEMANM.D.L. Operating Reactors Branch 2. 79/12/07. 2pp. 


7912170233 Hotlflas that response to HRC 791023 Itr re operation w/opan 
purge ti vent valvos during normal operation ie dvlayed 
pending receipt of Info frora AlHs-ChalmeTS. Response will be 
forwarded by 791221. 

HOFFMAN. D, P. Consumers Power Co. 79/18/13. ip. 


7912210146 Responds to NRC 791030 itr re THl-2 Loesens Learned Task 
Force Status rept 6 short-term recommendatl ons. & provides 
Implementation schedule, 

KUSTON. R. IJ, CGnsumerg Power Co. 79/12/17. 2pp. 


79133101B2 Forwards response to NRC Itr re irterlm poeitlon for 
conte inment purge & vent valve operation pending resolution 
of isolation valve operah til ty. Final data received & 
operations in conplianct. 

HUSTON.R.U, Consumers Power Co, 79/12/17. 6pp. 


7912310496 Forwards tabulation of actiont addressing requirements 
resulting from NRC review of THI-a Inc ident. Buoarsedes 
791030 Itp, 

HOFFMANiD, P. Consumers Power Co. 79/12/27, 64pp. 


— 7912310464 ’'Proyect Requirements for Steam Drum Safety Relief Valve 
Position Indicators PRD-CPR-OOl. " controlled copy. Supporting 
dDCuaentatlan end. 

• Energii Incorporated. 79/12/06. 13pp. 


— 7912310463 Const specs for inside containment portion of steam drum 
safety relief valve position indication tys, 

TfiOHKlHO!NEN,2. Energy Incorporated. 79/12/06. 2Bpp. 


—7912310469 Const specs for outside containment portion of steam drum 
safety relief valve position indication eys. 

TROI«1NOINEN.O. Energy Tneorporated. 13090-000. 79/12/14. 17pp. 


— 7918310473 Test spec for prassurixar relief valve position indication 
sys. 

OREENrH.H. Energy Incorporated. 79/12/14. 47pp. 


7912310355 Responds to 791129 request for addl info re proposed 
espanelon of spant fuel storaga. New spent fuel racks will be 
Installed par detailed procedures re specific transit paths 
t> Installation sequences. 

KOFFMANi D. P . Consumers Power Co. 79/12/23. Spp. 


a. Inspection reports. IE Bulletins Ic correspondence 


7918050119 Forwards IE Circular 79-22. ''Stroke Times for Power Operated 
Relief Valves." No response required. 

KEPPLERtJ.O. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip. 


7918100886 Forward* IE Info Notice 79-29. "Overloading uf Structural 
Elenents Due to Pipe Support Loade. “ No response required. 
KEPPL£R>J.a. Region 3. Chicago. Office of the Director. 79/11/16. 

Ip. 


7912110571 Forwards IE Info Notice 79-29. “Loss of Nonsaf ety-Rclated 
Reactor Coolant Bys Instrunientation During Operation." No 
specific action or rosponse required, 

KEPFLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 
>P- 


7912260140 Forwards IE Insp Rept 50-135/79-13 on 791024-26 U 29-31. 
No noncomplience noted. 

HEIBHHAN. R. F. Region 3. Chicago. Reactor Operations Nuclear 

Support Branch. 79/11/16. 2pp. 


-7912860144 IE Insp Rept S0-1S3/79-13 on 791024-26 t. 29-31. No 
noncoopllancB noted. Major areas inspected : completion of 
insp raqulrrmont of IE Bulletin 79-09 fc followup actions 
relative to LERs. IE bulletins t. open insp items. 

RIDOHAV. K. R. . oaVD.D.C. Region 3. Chicago. Office of the 
Director. 79/11/16. 6pp. 


7912050363 Forwards IE Bulletin 79-26. "Boron Loss Fran OUR Control 
Blades." Response roquired. 

KEPFLER.J.O. Region 3. Chicago, afflcc of the Director. 79/11/80. 
>P- 


7912100428 Feruards IE Circular 79-24. "Proper Installation fa Callbr of 
Core Spray Pipe Break Ootaetton Equipment on DHRs. " No 
written response required. 

KEPFLER.J.O. Region 3. Chicago. Office of the Director. 79/11/86. 
»P- 


7912110252 FuTwards IE Circular 79-23. "Kotor Starters fa Contacturs 
Failed to Dpirale, " No response required. 

KEFPL^.J.O. Region 3. Chicago. Office of the Diractor. 79/11/26. 
tp- 


7912110403 Notifies that NRC intends to routinely forward to 
appropriate 'State public util regulatory groups fa state atty 
general afes copies of escalated enforcement correspondance 
sent by NRC to licensees. 

KEPFLEn.J.O. Region 3. Chicago. Office of the Director. 79/11/28. 
Ip- 


7912190216 Forwards IE Bulletin 79-27, "Loss of Non-Claqe IE 
Instruaentation fa Control Power Sys Bus During Operation. " 

Nritten response required. 

KEPPLERjJ.e. Region 3. Chicago. Office of the Diractor. 79/11/30. 
Ip. 


7912140079 Forwards IE Info Notice 79-30. "Reporting of Defects fa 
Nancompllances, lOCFRSl. " No action or rasponec required. 

KEPPLER.J.O. Regions, Chicago, Office of the Director. 79/12/06. 
*P- 
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79t3tS0432 Foruardt ravlilon to 790201 Inftpvtca Iroft program for 
pumpi (i valva«> Incorporating changoi ratultlng froni 7?0S1£ ti 
17 ilti malting u/NRC. Riquaitt cotntninti. 

F1ELD8>H. Coniumin Pouitr Co. 79/1S/07. ip. 


-■-791212043& ''Daacriptlon of Intarvici Taat Program for Pumps b Valvas ti 
Raquaati for Rtllif from Spacific ASMS Coda Raqulrtmanba. " 

• Contumira Pouar Co. 79/12/07. 41pp. 


7912200106 Foruarda IE Bullitin 79*-28> "Postlbla Holfunctlon of Naaico 
Modal EAIBO Limit Bwltchtt at Elavatad Tampa. “ Action 
raqu irad. 

KEPPLERiJ.O. Raglon 3> Chleagoi Offlea of tha Olractor. 79/12/10. 
Ip. 


S. Reportabla occurrincai. LERa b ralatid eorraapondanci 


7912070070 PNO-II 1-79-34: on 791104. util achievid criticality folloulng 
rafualing b malnt outaga. Cauaad bq liakaga in control rod 
driva F-2 b loosa inlat dlffuaar plata. Rapalri raqutrad 
ranoval of cora b vaaaal tntarnala. 

niDOWAV. K. R. I BOYDiO.C. Ragion 3. Chicago. Offlea of tha Diractor. 
79/lt/OS. Ip. 


7912060446 Forwarda LER 79-026/03L-0. 

HOFFMAN. D.P. Conaumara Poyar Co. 79/12/03. Ip. 


—7912060450 LER 79-026/03L-0: on 791101. during monthlv apactflc gravity 
checks on raactor dapraaaurliing lys. battary C.call 48 rtad 
baleu Tech 8pac limit. Plant in ahutdoun ataga.Causa 
undatarminari. Call raplacad an 791103 prior to plant startup, 
a Censumars Pouar Co. 79/12/03. Ip. 


7912140407 Forwarda LER 79-027/03L-0. 

HU6T0N. R. H, Conaumara Pouar Co. 79/12/11. Ip. 


— 7912140409 LER 79-027/03L-0: on 791115 during pouar oparation. anargancy 
condansor ays tamps Indicated leakage at outlet valve.Cauoe 
will be invaatlgatad at future shutdown. No leakaga from 
primary ays occurred. 

• Conaumara Pouar Co, 79/12/11, Ip. 


7912140412 Forwards updated LER 78-04B/03X-1. 
HUSTON. R.M. Conaumara Pouar Co. 79/12/11. Ip. 


—7912140413 Updatad LER 7B-04B/03X-1: on 781 108. during pouar oparation. 
noted amtrgoncy cendanaar shall aide tamp was 203 F. Tamp 
returned to normal lavala uhan inlat vaWa in loop 2 cloaad, 

Cauaad by Improperly fitted pate valve disc. 

« Conaumara Power Co. 79/12/11. Ip. 


7912310483 Foruarda LER 79-020/017-0. 

FIELDBiH. Consunara Power Co. 79/12/26. Ip. 


—7912310492 LER 79-02B/OIT-0: on 791213. daalgn review of CV4097 It CV4099 
containment isolation valves indicated valves might nab 
cloiB under uorat LOCA pressure conditiona unltaa already 
partially closed. Caused by Inadaquata ipacb. 
a Coniumari Pouar Co. 79/12/26. 2pp. 


T. Hearing transcripts on non-antltruat matters 


7912190344 Transcript of ASLB 791203 prahaaring confaranca In Patoakcy. 
Ml re ipant fuel expansion. Pp i-2S4. 

OROaBKANiH.t 8KON1F.J.. PARIB.O.H. Atomic Bafety and Llcanolng Board 
Panel. 79/12/05. 23Spp. 


U. Congraialonal/Eiacutiva Corratpondanca 


7912120570 Raapunda to 790914 Itr re facility raatart.Laak waa found in 
reactor coolant praasura boundary. Facility shut down to 
correct problama. Technical roviau b onsite inap provide 
adequate assurance of safe oparation. 

0038ICK.L.V. Office of tha Executive Director for Dparationa. 
79/10/12. Ip. 


— 7912120S74 Forwarda R Bayar 790912 Itr opposing rtopaning of facility. 
Requests comment. 

ALQ08TA.D. House of Rip. 79/09/14. 2pp. 


7912140530 Forwards M Drake b BbC Urlght Itrs of concern for plant 
operations. Raquasti rasponsa to iesuas raised. 

LEVIN, C. Binata. 79/11/09. 4pp. 


DOCKET 50-156 UNIV. OF UISCONSIN RESEARCH REACTOR 


P. Bacurity. medical, amargencg b fire protection plans 


7912120206 Forwards draft Reg Ouide 5. XX. "Std Format & Content for 
Liceniaa Physical Security Plan for Protection of SNH of 
Moderate or Lou Strategic Significance." U/o end. 

REIO.R. W. Operating Reactors Branch 4 (Pra 791030). 79/08/22. 

2pp. 


DOCKET 50-137 CORNELL UNIV. RESEARCH REACTOR 


F. Bacurity. medical, emergency b fire protection plans 


7912120206 Forwards draft Rag Ouide 5. XX, "Btd Format & Content for 
Lleenaaa Physical Security Plan far Protection of ENM gf 
Mudarata or Lou Strategic Significance. " U/o end, 

RE2D.R.H. Operating Reactors Branch 4 (Pre 791030). 79/08/22. 

2pp. 


J. Insurance b indemnity information 


791210(X]33 Forwards axecuted Amend 12 to Indemnity Agraeatent E-4 to 
■odlfy prefatory language, "in course of transportation." 
VERBAOE.P.A. Cornell Univ. 79/12/03. 2pp. 


DOCKET SO-160 OEOROIA IN5T. OF TECH. RESEARCH REACTOR 


F. Seeurltf, medical, emergency b fire protection plans 


791212(006 Forwards draft Rag Guide 5. XX> "Btd Format b Content for 
Ltcansaa Physical Security Plan for Protection of 6NM of 
Koderata or Lou Stratiglc Bigniflcanci. ” U/o end. 

RE1D.R.M. Operating Reactors Branch 4 <Prt 791030). 79/08/22. 

2pp. 


DOCKET 30-163 GENERAL ATOMIC COMPANY 


F. Becurlty. medical, omargancy b fire protection plans 


7912120206 Forwards draft Reg Oulda 5. XX> “Btd Format b Content for 
Llcansea Physical Becurlty Plan for Protection of SNK of 
Moderata or Lou Strategic Significance. " Vf/o and. 

REID.R.H. Operating Reactors Branch 4 (Pre 791030). 79/08/22. 

Spp. 


O. Inspection reports. IE Bulletins b cerrespendanca 


7912070179 Forwards IE Insp Repis 5O-OB9/79-02 b 50-163/79-02 on 
790912-14. No nancomplianca noted. 

CREH8.J.L. Region 5. San Francisco, Raactor Operations Nuclear 
Support Branch. 79/10/19. 2pp. 


— 7912070198 IE Insp Repts 50-089/79-02 b SO-163/79-02 on 790912-14. No 
noncompllancB noted. Major areas Inspected: organiiat 1 on. log s 
b racorda. review b audit, proceduros b rsportabli events. 
FA(A.KENBERRy, D. Ragion S. San Franciico. Reactor Operations 

Nuelear Support Branch. JOHNSON, A. 0. . MORRILL.P.J. Region 5. 
San Francisco, Office of the Director. 79/10/19. 4pp, 


DOerfT 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 


F. Bacurity. fitidicali amergancy b firs protection plans 


7912120206 Forwards draft Reg Ouide 5. XX. "Std Format b Content for 
Licansee Physical Security Plan for Protection of SNM of 
Hedarate or Lou Strategic Significance." U/o end. 

REID.R.U. Operating Reactors Branch 4 (Pre 791030). 79/0B/22. 

Zap. 


DOCKET 30-170 NATIONAL NAVAL MEDICAL CENTER 


F. Security, medical, amergancy & fire protection plana 


7912120206 Forwards draft Reg Ouide 3. XX. "Std Format b Content for 
Llcansea Phyiical Security Plan for Protection of SNM of 
Hadcrata or Lou Strategic Signlficanct. " U/o and. 

RE1B.R.U. Operating Reactora Branch 4 (Pre 791030). 79/08/22. 

Spp. 
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DOCKET 50-171 PEACH BOTTOM ATOMIC POUER STATION. y«tT I 


P. Ojiirifcing llccnit stage docuoints & corretpondince 


7911190143 Forvjrde ’Discussion of Tfif Lesions Learnef Short— Tam 
Regulreaents. * Rtviilons to end ImpleiiisntetiDn schedule for 
NURE0-4S7B requlreaents should be submitted w/ justification 
stlthln 15 dagiilf schedule re^uirenents cannot be met. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/30. 8pp. 


SOCKET 50-187 SPACE RADIATION RESEARCH REACTOR 


P. aecurtty. /nedUal. emergencg t< fire protection plans 


79121S020b Poruariif draft Reg Oulde S. TX. “Std Format <• Contanfe for 
Licansee Phgslcal Security Plan for Protection of 8NM of 
Hodarate or Lou Strategic Significance. " H/o end. 

REfO>fl. R Operating Reactors Branch 4 (Pre 791030). 79/00/au. 

8pp. 


DOCKET 50-102 PUtDUE UN!V. RESEARCH REACTOR 
F. Security, atdical. eaergency h fire protection plane 


791218020A Farwards draft Reg Oulde S. XX. "Std Fornet !• Content for 
Licensee Physical Security Plan for Protection of SNM of 
Kodirate or Lou Strategic Significance. ’ M/o end. 

REID. R. H. Operating Reactors Branch 4 CPre 791030). 79/03/22. 

2pp. 


J. Insurance fa fndeanity infornatlon 


79I20S0SS3 Forwards eiecuted Amend 10 to indennlty Agreeacnt E-A> 
modifying prefatory language re “course of transportation. ■ 
BERTRAM, K.D. Purdue Unlv. 79/11/21. 2pp. 


DKKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 
F. Security, aedical. eaergency fa fire protection piano 


7912180204 Forwards draft Reg Oulde 8. XX, “Std Format fa Content far 
Licensee Physical Security Plan for Protection of BNM of 
Korlerate or Lou Strategic Significance.* H/o end. 

REIO.R.U. Operating Reactors Branch 4 IPre 791030 ) 79/08/22. 

2pp. 


79121008M Foruardi aaand to security fa lifeguards plan. Amend vithheld 

10CFr 2. r tOJ . 

= Katlonal Bureau of Standards. 

7t/ 12/05. Ip. 

®_ rapopti, IE Bulletins fa correspondence 


7912050079 Forwards IE Ins 
noneoaplianei noted. 
MARTIN. U.O. Region 1 
ip- 


ip Rept 50-134/79-04 on 790B29-31.No 
. Philadelphia. Safeguards Branch. 


79/10/05. 


791205«^ JE tntp Rept 50-184/79-04 on 790329-31. Wa nsncGaptiance 
notfd. Majpr areas inspected: teeurl ty plan, protec t ion of Shfri, 
security organiiation. access control, alarm sus fa 
surveillance. Datalis lalthheld Iref 10CFn2.790). 

Region I, Phi ledelph ia, Offlca of the 
79?!^53 *' 9-».B«4rd. 


80-^4^^V. OF MISSOURI RESEARCH REACTOR 
F. Security , aedl cal. eaergency fa fir# protaetlen plans 


uiS! I PhViieal Becupity Plan for Protection of SNM nf 
filfj S i " '‘n“ Significance. - U/o end. 

FEID.R.H. Operating Reactors Branch 4 iPre 7910301. 79/08/22. 


a. In i psction repo rts. I^Bullstins & carrespondenca 

79/U/2?.®“’;p!’' ‘ fl.t.rlal. S.fat, 


IMFR/f 54 ' *hlp-ints included in scope of 

^BON.aL.: BRUDOER.fl.K, Missouri, Unlv. of. Columbia. 79/10/3 


0. Inspection reports. IE Bulletins fa correspondence 


7918050312 Foruards IE Insp Rept 50-167/79-02 on 791014-1B. No 
noneompl lance noted. 

CREUSiJ.L. Region 5. San Francisco. Reactor Operations Nuclear 
Support Branch. 79/10/30. 2pp. 


"7912050316 IB Insp Rapt 50-187/79-02 on 791016-18. No noncomp 1 lance 
noted. Major areas impacted: operating fa malnt procedures, 
review & audit. 

STERNBERO. D. H. Region 5. San Francisco. Reactor Oparabions 

Nuclaar Support Branch. CARLSON, J, D. . MORRILL. P.J. Region 3. 
San Frendfco, Office of the Director. 79/10/89. 3pp. 


DOCKET 50-iaQ KANSAS STATE UNIV. RESEARCH REACTOR 
F. Security, medical, emergineg fa fire protection plans 


7912120206 Fopuiardi draft Reg Oulde 5. XX. "Std Format fa Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Lou Stretegle Significance." H/o end. 

RElD.fl.H. Operating Reactors Branch 4 <Pre 791030). 79/08/22, 

»PP. 


DOCKET 50-192 UNIV. OF TEXAS RESEARCH REACTOR 
F . Se curity, medical, cmergincy fa fire protection plane 


T912120206 Forwards draft Reg Oulde 5. XX, "8td Format fa Content for 
Llceneee Physical Security Plan for Protection of SNM of 
^derate or Low Strategic Significance. " H/o end. 

KEIOfR.U. Operating Reactors Branch 4 (Pre 791030). 79/0B/22. 


DKRET 50-193 RHODE ISLAND fa PROVIDENCE PLANTATIONS AEC 
F. Secu rity, medical, emergency fa fire protection plans 


horwerds draft Reg Oulde 5. XX, "Std Format fa Content for 
Licensee Physical Security Plan for Protection of BNM of 
SoirS u ‘■r aionlflcanct, " H/o end. 

miWiH.H. Operating Reactors Branch 4 (Pre 791030). 79/08/22. 

iiZ*"** ‘•ocuments fa correspondence 


reoueet Branch review of science 

Midi L!? s ' “♦"‘letlon of eluminldi fa 

f«sl- Propoied mods are acceptable. 

OCCR.p.a. Reactor Bafety Branch. 79 


79/11/27. 2pp. 


R. Perladtc op erating reporte fa related corraepondtnce 


7912880657 Responds to FOIA 
facilities In RI. Forwards 
end. 


request fop access to Info re 
doeumenti listed In App A. H/o 


nuclear 


CARR.J.C. 


Division of Rules and Recordi. 79/12/18, 2 pp. 


B- flap ortable oecurrtneee, LBRt fa related 


eorretpondinet 


‘ procedure etraisid to 

DIMEOLIO.A, F. Rhode Island. State of. 79/11/28. jp. 

DIME«HD,A. F. Rhode lelend, State of. 79/12/03, Ip. 
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79iai909'?0 NotiflBt of trror in 791203 Itr ro RD 30-193/79-03. Date In 
first lino of (•cond parasroph should rsad 791129. 

DIHEOLIO. A. F. Rhoda Island. Stats of. 79/12/07. Ip. 


DOCKET 80-199 MANHATTAN COLLEGE RESEARCH REACTOR 


F. Sscurlty. madlcali smirgsney Si firs protsctlon plans 


791212020& Forwards draft Rsg Ouida S. XX. “Btd Format Si Contsnt for 
Licenses Physical Security Plan for Protection of 8NM of 
Moderate or Leu Strategic Significance.” U/o end. 

REID.R.U. Operating Reactors Branch 4 (Pro 791030). 79/08/22. 

2pp. 


DOCKET 80-201 WEST VALLEY REPR0CES91N0 PLANT 


F. Sscurlty. medical, emergency Si fire protection plans 


7912040022 Reciussts submittal of category F fee for safeguards 
contingency plan Si security personnel training ti 
qualification plan approved 790814. 

MILLERiU.O. License Fee Management Branch. 79/11/OD. Sp. 


0. Inspection reports. IE Bulletins Si correspondence 


7912060208 Ack receipt 791008 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 80-201/79-02. 

SHlTHiO.H. Region 1. Philadelphia. Fuel Facility Si Materials 
Safety Branch. 79/11/06. Ip. 


"7912060213 Responds to NRC 790913 Itr re violations noted in IE Inap 
Rept 80-201/79-02. Corrective actions: requirements for hand Si 
foot counter posted. rad iatlon area sign posted i proper 
labeling emphasiied. 

DUCKUORTH. J. P. Nuclear Fuel Barvices. Inc. <subs. of Qetty Oil 
Co. >. 79/10/03. 3pp. 


—7912060233 Foruards IE Insp Rapt 30-201/79-02 on 790606-08 Si notice of 
violation. 

SMITHiO. H. Raglon !• Phi lada Iphla. Fuel Facility Si Materiale 

Safety Branch. 79/09/13. 2pp. 


--7912060237 Notice of violation from insp on 790606-00. 

• Region 1. Philadelphia. Office of the Director. 79/07/11. 

2pp. 


--7912060240 IE Insp Rspt 80-201/79-02 on 790606-0B. Noncomp lienee noted: 
failure to follou procedures in usi.of hand & foot counter, 
to post radiation arsa Si to label container. 

CLEHONBi P. E. Region ii Phi lade tphlai Office of the Director. 
STOHRiJ. P. Region 1. Philadelphia. Fuel Facility Si Materials 
Safety Branch. 79/09/11. 8pp. 


DOCKET 80-206 BAN ONOFRE NUCLEAR STATlONi UNIT 1 


F. Beeurltyi medical, emergency Si fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
rsvisw objictlves. Provides guidance for improving licensee 
emergency preparedness Si assuring capability of offsite 
agenclei to taka appropriate emergency actions. 

ORIHESiB.K. Emergency Preparedness Task Foret. 79/11/23. 30pp. 


7912120443 Ritponds to NRC 791002 Itr re radiation safety certification 
of NRC personnel. NRC radiation safety course meets 
requirements of util training program Si is acceptable. 

HAYNEBi U. 0. Southern California Edison Co. 79/12/08. Ip. 


7912180872 Forwards addl info re emergency planning In response to NRC 
791031 request. Addl copies of responses re Units 2 Si 3 ulll 
be trenemitted w/Amend 17 of F8AR. Info is rtsponslve to 
sptcific questions tc NRC ovsrall action plan. 

BASKINiK. P. Southern California Edison Co. 79/12/10. 23pp. 


7912310009 Forwards proprlstary request for addl info to complsto 
review of tafaguarde contlngancy plan. Details withheld 
(ref 10CFR2. 790). 

ZIEHANNiD.L. Operating Reactors Branch 2. 79/12/11. 2pp. 


0. Adjudicatory correspondtnee 


7912110038 Confirms rscaipt of sncl 790329 petition to suipend OLt for 
all PMRt. Forwards FR notice indicating that petition ulll be 
treated in accordance W/10CFR2. 206. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/11/23. tp. 


— 7912110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PNRs. 

HULLER.D.R. Office of Nuclear Reactor Regulation. 79/11/33. 
39pp. 


7912310002 Ltr to all CA residents. Notifies that petitions to suspend 
or revoke OL will be treated as requests for action under 
10CFR2.206 .fr notice end. 

OENTONilLR. Office of Nuclear Reactor Regulation. 79/12/13. 2pp. 


—7912310004 Notice of receipt of identical petitions submitted by CA 
residents requesting action under 10CFR2. 206. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/12/13- ip. 


■7912310006 Requests suspension or revocation of OL due to new info re 
earthquake-caused ground motions not taken into account when 
OL Issued. 

SNITHiJ.L. Affiliation Unknown. 79/11/14. ip. 


I. Financial information 


7712270361 Forwards 8EC Form 10-K l< 1979 intsrnal cash flow projection 
In coMpliance U/10CFR140. 21. 

HUOHE6iU.O. Southern California Edison Co. 79/12/lB. 2pp. 


P. Operating llcinse stage documents ti correspondence 


7911090248 "Summary of Operating Esperitnee H/Recirculatlng Steam 
Oaneratore. “ 

E18ENHi/r>D.O, Division of Operating Reactors. NUREO-0823. 
79/01/31. S9pp. 


7909010339 Notifies of status of rspt on reactor cavity annulus seal, 
Host PIR users rsmove ring during normal opsration, Dthsrs 
store aaal ring In raised poiltlan during normal operation. 
LAINASiC. Plant Systems Branch (Pre 791030). 79/07/09. 7pp. 


7912030187 Dlscuises NRC review of LERs (■ Tech Spec requirements re 
control RPI ays at Neitinghouse PURs, Requasts Tech Specs 
review to ensure rsquiroment for rod maint to within +/- 12 
■tops indicated 6 RPI sys verified accurate within 12 steps. 
BCHHENCERiA. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912100189 Discusses NRC 791101 meeting u/rspreiontatlves of NBBB 
vondori li fuel suppliers re dlscuselon of riipective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling fa Incidenci of rupture. Vendor rtsponses sncl. 

EISENHUTi D. 0. Division of Operating Reactors. 79/11/09. 60pp. 


”*7912100283 Responds to NRC 791101 request rs noncompliance of 
Wostinghouse ECCS evaluation model under requirements 
of 10CFR90 App K. Evaluation of three fuel rod models 
indicates no safety problems for Hestinghouse plants. 
ANDERSQNi T. K. Uestlnghouso Electric Carp. 79/11/02. 4pp. 


—7912100330 Responds to NRC 791101 request re ORNL cladding swelling fa 
rupture data.Revisw of analytical models fa teats indicatss 
compliance w/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHOLZiR.a General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models fa that analyses dtaonstrate 
all critaria of lOCFRSO. 46 satisfied. 

OHSLEYiO.F. Eicon Nuclear Co, i Inc. (subs, of Eiion Carp. >. 
79/11/02. app. 


—7918100496 Forwards addl info re evaluation of impact of NRC propoiod 
rupturs/blockage model used in vender ivaluation model. 

No adverse Impact from new rupture burst data or uss of NRC 
rupturo/bleckage model on licensing calculation results. 

DHSLEVi 0. F. Elion Nuclear Co. i Inc. (subs, of Eiion Corp. }. 
79/11/04. 22pp. 


7912200068 Forwards NRC generic fa plant-specific requiremants for 
auilllary feeduattr sys. Designs fa procedures of facility 
should be evaluated against requiraments to determine dagrae 
uf cunferNlty. 

E18ENMfT> D. 0. Division of Operating Reactors. 79/11/19. 31pp. 


7912110032 Foruards updated lists of SEP topics not riquiring site 
review due to ongoing generic licensing activities outside 
SEP or because of Inapplicability to facility, 

ZIEHANNiD.L. Operating Reactors Branch 2, 79/11/16. Bpp. 
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79IS060170 Sunmary oF 791024-SS mtatlng u/util in Ba thaida- Hd ra util 
rasponia to lessona learned from TMI. 

SHEAiJ. J. Operating Heactors Branch 2. 79<'11/18. 13pp. 


7913110412 Bunnary of 790918 meeting u/util b consultants in Datlisstfar 
MD ra details of specific earthguate study. 

LBVIM, H. A. Systematic Evaluation Program Branch. 79/11/19. B2pp. 


7912170198 Foruards evaluation of SEP Topic XVII "□psratlonal OA 
Program." Assessment incorporates util 781003 suggested 
mods. 

ZIEHANN.D. L. Operating fleactors Branch 2. 79/11/20. 4pp. 


7912170189 Foruards evaluation of SEP Topic XVII "Operational OA 
Program," Revieiii camplated. Assessment incorporates util 
781207 suggested nods. 

Z1EHANN.D. L. Operating Reactors Branch 2. 79/11/27. 8pp. 


7912100306 Forwards corrected Page 3 of 791116 risponie to NM 790921 
Itr re policies t> procedures for surveillance tests oP 
reactor safeguards sys. 

DASHIH.K.P. Southern California Edison Co. 79/12/03. 2pp. 


7912210332 Foruards "Revicu of Rapts on Simulation of Oreund Hotiens. 
DERNREUTER. D. L. ■ TOKARZ.F.vJ. Laurence Livertaore LaboratoTy. 
79/12/06. Ip. 


— 7912210343 "Review of Repts on Simulation of Ground Motions." 

BERNREUTEft. 0. L. Lawrence Livermore Laboratory. 79/12/04. 16pp. 


7912140340 Notifies of change In eceluiion area boundary distance frsm 
containment. List of SEP topic assessments referring to 
exclusion area boundary distance and. 

iiAYNES.J.O, Qouthern California Edison Co. 79/12/07. 2pp. 


7912190791 Foruards luastlons re study, "flept of Evalualon of Has 
Earthquake li Sits Ground Motion Parameters Assoclattd u/ 

Offshore Zone of Deformation Facility." 

DEVlfS.J.F. Interior. Dept. of. Otologlcal Survey. 79/12/07. 4pp. 


7912180919 Notifies of completed rivleu of Tech Bpecs re control rod 
position Indication sys. Control rod inlsallgnment limitations 
not Ineludail in Tech Specs. Evaluations u/Hestinghouie re 
corrective actions underuay. Detai 1 s available by 791228. 

BASKIM.K.P. Southern California Edison Co. 79/12/10. 2pp. 


7912210369 Responds to NRC 79I0S3 Itr re operation of containment purfs 
& vent valves pending resolution of isolation valve 
opereblllty. Purge valves closed during reactor operation 
until 'operability under design basis LDCA is proven. 

DAEKIN.K.P. Southern California Edleon Go. 79/13/14. 3pp. 


7913270904 Foruards revisions to util 790913 comnl tmsn ts re compliance 
w/fhort-tern THI Lessons Learned Taek Force requirements par 
NURE0-aS7B. 

BASKINiK.P. Southern California Edison Co. 79/13/14. 2pp. 


G. Inspection reports. IE Bulletins L correspondence 


79I20S0094 Foruarde IE Imp Rapt 90-206/79-14 on 790907-08 ti 10-13. No 
nonconpliance noted. 

CREUSi \J. L. Region 9> Ban Francisco. Reactor Operations Nuclear 

Support Branch. 79/10/26. 2pp. 


—7912050096 IE Insp Rept 50-206/79-14 on 790907-08 & 10-13. No 
noncampl lance noted. Major areas inepec ted: OA/QC. 
adminlstratlani procurements, receipt, s torage b handling of 
equipment k matli. 

HILLER. L.F.. HORN. A. Region 5. San Francisco. Office of the 
Director. FAULKEMBERRY, B. Region 5. San Franclico, Reactor 

Oparatlone Nuclear Support Branch, 79/10/26, 7pp. 


7912100380 Forwards IE Info Notice 79-38. "Overloading of Structural 
Elamente Due to Pipe Support Loads. ’■ No response required. 
EMCELKEN. R. H. Region 9. San Francisco. Office of the Director. 
79/11/16. Ip. 


7912110917 Foruarde IE Info Notice 79-39. "Lose of Nonsafe ty-Related 
Reactor Coolant Byt Instrunentation During Opiratlon. " No 
epaciflc action or response required. 

ENOELKEN.R.H. Region 9. 8an Francisco. Offlca of the Director, 
79/11/16. !p. 


79IS0700S3 Foruerds IE Circular 79-24. "Proper Installation tc Callbr of 
Core Spray Pipe Oreek Detection Equipment on BMRa." No 
responia required. 

ENOELKEN.R.H, Region 9. Sen Francisco. Office of the Director. 
79/11/36. Ip. 


7912110272 Foruerds IE Circular 79-23. "Motor Btarters fc Contactors 
Failed to Operate. " No response required. 

ENDELKEM. R. H. Region 5. San Francisco. Office of the Director. 
79/11/26. Ip. 


7912110496 Notifies that NRC Intends to routinely forward to 
appropriota state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to llcensaei. 

ENOELKBf. R. H. Region 5. San Francisco. Office of the Director. 
79/11/26. ip. 


7912190153 Forwards IE Bulletin 79-87. "Loss of Non-Class IE 
Instrunentation b Control Power Sys Dus During Operation. " 
Written response required. 

ENOEUIEN. R. H. Region 5. San Francisco. Office of the Director. 
79/11/30. Ip. 


7912310373 Forwards IE Info Notice 79-30. "Rsportlng of Defects b 
Nencaiepliancesi iOCFRSl. " No action required. 

ENOELKENifl.H. Region 5. San Francisco, Office of the Director. 
79/12/06. 4pp. 


7912ia0479 Forwards util 790911 b 1005 replies to IE Bulletin 79-17. 
CREHSaJ.L. Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch. 79/12/07. Ip.. 


7912190001 Forwards licensee responses to IE Bulletin 79-23. "Fotential 
Failure of Emergency Diesel Generator Field Exciter 
Trensfornir. " 

CflEHSoJ.L. Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch. 79/18/07. ip. 


— 7912190006 Responds to IE Bulletin 79-23. "Potential Failure of 
Eairgency Dlasel Generator Field Exciter Trensformer. " 
Facility will conduct test of emergency diesel generators' 
proceeding Mar t9B0 refueling outage. 

BEAD.O.a. Southern California Edison Co. 79/10/32. 2pp. 


7912200344 Forwards IE Bulletin 79-36. "Possible Malfunction of Namco 
Model EAIOO Limit Bwitchee at Elevated Tamps." Action 
required. 

EmELMQd.R.H. Region 5. San Francisco. Office of the Director. 
79/12/07. Ip. 


7912210132 Forwards responses to IE Bulletin 79-21, "Tamp Effects on 
Level Measurements. " 

CREMSiJ.L. Region 5, San Francisco. Office of the Director. 
79/12/07. Ip. 


—7912210136 Responds to IE Bulletin 79-21. "Temp Effects on Level 
Keaeursaents. ” Correcte idantifieatlon of six liquid level 
Measurement Instruments inside containment, 

DRM^J.H. Southern California Edison Co. 79/09/33. Ip. 


•79122101S9 Responds to IE Bulletin 79-21. "Temp Effects on Level 
Instrumentation." Evaluated liquid level measurement sys 
pnst-accldent ambient, temp on indicated water laval, safety b 
central setpoints & emergency procedures. 

HATTlHaE, J. O. Sacramento Municipal Utility District. 79/09/14. 
Spp. 


—7912210162 Responds to IE Bulletin 79-21. "Tsmp Effects on Level 
Instrumentation." Discusses liquid Itvil ncasuriment sys. 
paet-accldenb ambient tamp on indicated water, safety b 
control letpolnte b emergency procedures. 

COOWlNiC. Portland Oineral Electric Co. 79/09/14. ISpp. 


7912210142 Rasponds to IE Bulletin 79-21 "Tamp Effects on Level 
Heaauraaanti, " re liquid level measurement sys, post- 
accident ambient tamp on Indicated water level, safety b 
central setpoints b emergency procedures. 

HEAO.J.T. Southern California Edison Co. 79/09/14. 9pp, 


7912360163 Act receipt of 791120 Itr informing NRC of steps taken to 
correct violations noted in 791105 notice of violation re 
physical protection insp. 

NDRDERHAUGi L. R. Region 5. San Francisco, Safeguards Branch. 

79/12/10. Ip. 


7912280625 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Rasponse Spectra." No written response required. 

ENOEUiEN, R. H. Region 5. San Francisee, Office of the Director. 
79/12/13. Ip. 


R. Perlodle operating reports b related correspondence 


7912110212 Forwards monthly operating rapt for Nov 1979. 

CURRMfi-,!. M. Southern California Edison Co. 79/12/05. Ip. 
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— 79ISU0219 Monthly opirstlng ntpt for Nov 1979. 

MORANiR. 0 . Bouthtrn California Ediaon Co. 79/12/09. 9pp. 


a. Raportablt occurrtnctsi LERt & nlattd corratpondanca 


791&060906 PNO-V-79-009: on 791 107> manual ihutdoun of unit occurrad. 
Cauaad by alactrlcal fault on 400-volt but l.Btnoka li odor of 
burning Inaulation datactad. Llcanaaa inapection affacted 
awitchgaar for damagaa. 

FAULKENBERRVi B. Cffica of Inapaetion & Enforeamant. Offlca of tha 
Dlraetor. 79/11/07. 2pp. 


7912040468 Poruarda LER 79-Oie/OlT-O. 

HEADiJ.T. Beutharn California Ediion Co. 79/11/26. 2 pp. 


— 7912040473 LER 79-OlB/OiT-O: on 791109> lupport dlacovarad ntaaing on 
lliiuld radwaata dlapoaal aya piping outalda eontainmant. 

Cauaad by fallura to Inatall aupport during flald eonat, 

Naw aupport inatallad during 791110 unralatad outaga. 

GURRANi J. M. Southarn California Edlaon Co. 79/11/26. Ip. 


7912030176 RO: on 791127.aa raault of Inap par IE BuUatln 79-14> aiaalRg 
valva eparater aupport ti ineorractly Inatallad valva 
eparator aupport Idantifiad for valva 09-828 on llna 2014 
3'-lnch 191R 8 aal uatar raturn llna. Prob lam eorractad. 

CURRANiJ.H. Boutharn California Ediaon Co. 79/11/27. ip. 


7912040397 Poruarda LER-79-017/01T-1. 

HEADrJ.T, Southarn California Ediaon Co. 79/11/29. 6 pp. 


—7912040406 LER 79-017/01T-1 : on 791107i follouing loaa of poutr to 
aavaral alactrlcal aya b 4 kV room fira alarmi 4eo-volt bui 
aupply broahar 1 automatically trtppad. Cauaad by pedant 
bridging two anargiiad phaiaai ahort-clrcuiting bua. 

CURRANiJ.H. Southarn California Ediaon Co. 79/11/29. 7pp, 


7912180928 Poruarda LER 79-019/OiT-0. 

HEAOiJ.T. Southarn California Ediaon Co. 79/11/29. 2 pp. 


— 7912180932 LER 79-019/01T-0: on 791 1 16i during flald varificatlsn/inap> 
thraa aupperta utra niaatng on piping uaad to tranafar fual 
to diaaal ganarator. Supporta uara net Inatallad during 
conat.Nau auppopti Inatallad on 791116. 

CURRANiJ.H. Southarn California Ediion Co. 79/11/30. Ip. 


7912170292 Poruarda LER 79-020/01T-0. 

HEADiJ, T, Southarn California Ediaon Co, 79/12/07. 2pp. 


—7912170293 LER 79-020/017-0: on 79t 126i ml aalng valvt oparator aupport 8 
Ineorractly waldad valva oparator aupport dlacovarad during 
inapaetion. Cauaad by poor conat.Nau aupport configuration 
cenforma piping aya to laiamlc input Info. 

CURRANiJ.H. Southarn California Ediaon Co. 79/12/07. Ip. 


7912170311 Poruarda LER 79-023/03L-0. 

HEADiJ. T. Southarn California Ediion Co. 79/12/11. 2 pp. 


—7912170314 LER 79-0S3/03L-0! on 79i010i during OA aud iti var iabla lou 
praaiura trip aattlng on praaaura ehannal not aqual to 
praacribad eomputad trip valua. Cauaad by tait procadura not 
containing accaptanea crltarla. Procadura ravliad. 

CURRANiJ.H. Southarn California Ediaon Go. 79/12/11. Ip. 


7912180609 Forward! LER 79-021/OIT-0. 

HEAOiJ.T. Southarn California Ediaon Co. 79/12/12. 2 pp. 


•7912160617 LER 79-021/01T-0: on 791114. uhlla making routlni rounds, 
oparator found 19 volt dc pouar aupply on Y aubchannal of 
load aiqutncar Numbar 2 had trlppad off. Cauaa unknoun. Pouar 
aupply rasat fa aiquanear aucaiifuUy taatad. 

CURRANiJ.H. Boutharn California Edison Co. 79/12/12. Ip. 


7912270981 Poruarda LER 79-0S2/01T-0. 

ENOELKENiR.H. Boutharn California Ediaon Co. 79/12/17. 2 pp. 


—7912270987 LER 79-082/<ilT-0: on 791 ISOi aupporti on componant cooling 
uatar aya aupply haadar found miaslng. Supports not inatallad 
during flald conat.Nau aupporti inatallad 79120Si conforming 
piping aya to aalamic analyala Input Info, 
a Boutharn California Ediaon Go. 79/12/17. Ip. 


DOCKET SO-20B COLUMBIA UNIY. RESEARCH REACTOR 


F. Bocurltyi mtdlcali imergtncy fa fira protection plans 


7912120206 Poruarda draft Rag Ouidt 9. XX. "Std Format fa Contant for 
Llcanaaa Physical Security Plan for Protactlon of 8 NH of 
Hodarata or Lou Strategic Significance." U/o and. 

REID 1 R.H. Qparating Raactori Branch 4 (Pre 791030). 79/00/23. 

2pp. 


J. Inswranca fa Indemnity information 


7912180S44 Eiacutad Amend 3 to Indemnity Agreement E- 6 O 1 mod Ifying 
prefatory language re "courie of tranaportatlon. " 

SALTlMANiJ. Antitrust fa Indemnity Group. CARTER. P.D. Columbia 
UntV. 79/12/11. Ip. 


DOCKET 30-210 NASA CRITICAL FACILITY 


Q. Inapaetion raports. IE Bulletins fa correspondsnet 


79I220039S Haste packaging Insp Rapt 79-02A. No noncomplianci noted. 
Major araas inspictad: shipping paper fa DOT placarding 
raiiulramantsi rad latlon livalti renovabla contamination. DOT fa 
NRC packaga featuraa. 

BRaUNiR.A. Region 2. Atlanta. Offlca of tha Dlraetor. POTTER. J.P. 

Raglan 2i Atlanta. Fual Facility fa Hatarlals aifaty Branch. 
79/11/06. 6 pp. 


DOC)^ 90-213 HADDAH NECK PLANT 


F. aacurlty, midlcal. emargincy fa fira protection plans 


7912160167 Poruarda request for addl info re safeguards contingency 
plan lUbmltted 790329. Request ulthhild <ref 10CFR2. 790). 
ZIEHAMiiD.L. Oparating Raactori Branch 2 . 79/11/20. 2 pp. 


7912800<S2 Biscuaaas NRC 791109 miatlng ra amargancy prapartdnaas team 
ravlow objactlvaa. Providaa guidanci for improving llcansea 
amargancy praparednaii fa assuring capability of offalta 
aganctas to taka appropriate amargancy actions. 

0RIW8.B. K. Emargancy Praparedniaa Task Force. 79/11/23. 30pp. 


7912130499 Poruarda addl raaponsa to NRC 790913 fa 1030 Itra re Improved 
In-plant ledini instrumintation under accident conditions. 

Air monitors in control room area at tach fits will ba 
inatallad fay 800101 . Improved portable aya ulll ba davaloped. 
CIH»eiL,U.«. Northaait Utllitiaa. 79/12/07. ip. 


O. Adjudicatory corraapondence 


7912110038 Confirms receipt of end 790329 petition to suspend QLs for 
oil PHRa. Poruarda PR notica indicating that petition ulll ba 
traatad in accordance W/I0CFR2. 206. 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/11/23. ip. 


— 7912110126 Notice of request for action pursuant to 10CPR2.206 ra 
Environ Coalition on Nuclaar Pouar 790329 pitltion 
raq.uastlng auapinaton of all DLi for PHRs, 

HtR.l^>D.R. Office of Nuclear Raactor Rigulatlon. 77/11/23. 
38pp. 


P. Qparating llcenii staga documents fa corraspondenca 


7911090248 "Summary of Oparating Eiparlanct U/Racirculating Steam 
Oanarators, " . 

EXffiNHUT.D.O. Division of Operating Reactors. NUREO-0923. 
79/01/31. 69pp. 


7912090167 Dlacuasas NRC ravlau of LERs fa Tach Spac rsquiramanta re 
control RPI sya at Hastinghousi PHRs. Riqussti Tsch Spies 
ravlow to ensure raquirtment for rod msint to ulthln +/- 12 
otapa Indlcatsd fa API aya variflid aecurata ulthln 12 itapa. 
8CWENCER.A. Oparating Reactors Branch I. 79/10/29, 7pp. 


7912100189 Diacuiaai NRC 791101 mieting u/rapraiantattvaa of N 88 S 
vandera fa fuel suppllirs ra diacuaaion of raapactlva 
portions of ECCB evaluation models dealing u/fual cladding 
awolllng fa incldanci of rupture. Vinder reaponata and. 
EI 8 ENHUT 1 D.O. Division of Oparating Raactori. 79/11/09. 6 Spp. 


'7912100298 Raaponda to NRC 791101 raquiat ra noncomplianea of 
Uasblnghouaa ECC8 evaluation modal under riquiraminta 
of 10CFR90 App K. Evaluation of thru fual rod modili 
indlcotai no aafity problama for Haattnghoua* plants, 
ANDERSON. T. H. Uiatlnghouaa Electric Corp. 79/11/03. 4pp. 
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—7913100330 Reipond* to NRC 791101 requtst r# ORHL claddlnj •u(»lllnfl t> 
ruptura dala.RsvlBu of analytical models «■ tests Indlcatas 
compliance ui/10CFR50 App K.All OE specs for calculated paak 
cladding temp remain unc^angcd. 

BUCHHOLZ. R. H. Oenopal Electric Co. 79/12/07- 2pp. 


7913180279 Provides eommUsJent to Implement necomoendation 3.2. l.fr n 
■hlPt technical advisor In compliance u/sJioPt-t#rm Lessons 
Learned Task Force renulrements. Hill submit compllenee for 
confeeilinent pressure Indlcatlone *i RC8 venting by 810101. 
CDlffffllL.W.O. Northeast Utilities. 79/18/10. 2pp. 


—7912100407 Foru-ardi response to NRC 791101 reiiuest re rod burst beet 
data Concludes that data properly represented by fuel models 
used In vendor evaluation models & that analyses dseionitrate 
all criteria of 10CFR50.44) satisfied. 

□HSLEVi 0. F. Exion Nuclear Co. . Inc. (subs, of Exxon Corp. 1. 
79/11/02. Spp. 


7912180478 Responds to request for Info re control rod position 
indication sys (■ rod mlsallgnmeiit Per safety analysis 
asstinptlons. Tech Spscs do not permit comparison to guidance 
provided in NRC 79110S Itr. 

COUHEIL< H. 0. < LEEiH.F. Connecticut Yankee Atomic Payer Co. 
79/12/10. 2pp. 


— 79121Q04S6 Foryards addl info re evaluation of Impact of NRC propoeed 
rupture/blockage model used In vendor evaluation model. 

No adverse Impact from ney rupture burst data or us# of NRC 
rupture/blockage model on licensing calculation results. 

OVIBLEV.O.F. Elion Nuclear Co.. Inc. (subs, of Exxon Corp. ». 
79/11/04. 32pp. 


7912170294 Formally documents 791311 verbal commitments to develop 
procedures for Item 2. l.a.b re Increessd range of radiation 
aonibers in accordance w/criterla delineated In NRC 791030 
Itr be all operating nuclear pouer plants. 

COlWeiL. M. 0. • FEE.H.F. Connecticut Yankee Atomic Foyer Co. 
79/13/12. 2pp. 


7912110033 Foryards updated lists of BEP topics not requiring site 
revieu due to ongoing generic licensing activities outside 
SEP or because of Inapplicability to facility. 

ZIEHANN.D.L. Operating Reactors Branch 2. 79/11/16. Spp. 


7912030173 Foryards addl Info re steam generator yater hatamer. Present 
d^iljn operatJnB procedures found sde^uats to prsciuds 
steam gtnarator uater hammer events. nn— 

COUNBIL.H.O. Connecticut Yankee Atonic Pouer Co. 79/11/26. <iypp. 


7913040306 Foryards addl info re steam generator uater hammer. Incllldee 
info re feedring- No occurrences of atsan generator weter 
hanners noted beyond Instances discussed In DC Sultier 
79071S Itr to RA Purple. -d ^ 

COUNBIL.H 0. Connecticut Yankee Atomic Power Co. 79/11/86. 8ypp. 


7912060303 Foryards calculations re automatic initiation of auiitiary 
feedwater 6 supporting statement that longer time Is 
available for Haddem Ned steam generator dryout than for 
f 11 UBtone- 2 . 

C0UN8IL<H.O. Northeast Utilitias. 79/11/30. ISpp. 


7913180476 Provides partial response to HR Denton 791030 Itr. Prevention 
of loss of eontalnisent isolation upon rtset of containment 
isolation signal will be aehlevtd by nods to valvt switches. 
CoKpletlon expected BOOIOI. Valve list and. 

COUr^ILi M. 0. . FEE.H.F. Connecticut Yankee Atomic Payer Co. 

79/12/13. 7pp. 


7913210283 Netifies of commitment 
Force requirements of Item 3.1.4 
Iteoctor operation ulll continue 
designed & implemented, 
COUN81L.M.O. Connecticut Yankee 


to comply y/Liitont Learned Task 
re containment isolation, 
until hardware mods can be 

Atomic Poyer Co. 77/13/14. Ip. 


791327031B Provides Info on compliance u/TMI Lesions Learned Task Force 
short-tern Item re auxiliary feedwater sys floy indication, 
in response to NRC 791311 request. Vtil Installing single 
control grade flow indication channel per feedllne. 

COUNSIL. H. 0. Northeast Utilities. 79/12/18. 3pp. 


791SS704K3 Foruardi drawings re automatic initiation of auxiliary 
feadwster. Draydngs to Central Files only. ....... 

CQUNSILiM.B. Connecticut Yankee Atomic Payer Co. 79/12/10. app- 


7912190261 Discusses commitment made by CT Yankee Atonic Power Co li 
Northeast Nuclear Energy Co to implement automatic 
initiation of auxiliary feeduater. Addresses util conclusion 
that Implementation not rveceexary for safe operatlon. 

CCUN91L.P. a. Northeast Utilities. 79/11/30. 6pp. 


7912370989 Responds to NRC 791113 Itr re SEP Topic 111-0. C. 
■Irradiation DemagatUse of Sanslbiied Steel fc Fatigue 
Resistanco. ■ Portion of evaluation. re braies on control rod 
Bpl d er. requires revision to melntein factual accuracy. 

COUNBILiW-D. Connecticut Yankee Atomic Power Co, 79/12/13. 3pp. 


7912190702 Sumraariies NRC Lessons Learned Implementation Team 791119 
telcon w/util re response to NRC 790913 Itr. Forwards list of 
items for which util schedule nob acceptable. I terns in 
noneompl lance 6 requiring clarification. 

SILVER. B.D. Operating Reactors Branch 2. 77/12/03. Vpp. 


7912070400 Responds to request for review of auxiliary feedwater eys. 
per NRC requirements. Hod s completsd sllminating need for 
SVC water turbine driven pump lube oil coolers. 

CDUNSILiH.O. Connecticut Yankee Atomic Power Co 79/12/04- 6pp- 


79121002S4 Forwards "Proposed Automatic Initiation Echema for Auxiliary 
Feedwater Bys. " in response to NRC request for specific 
design details U demonstration of compliance u/HH Denton 
791030 itr. 

CQUNSIt.U, 3. Northeast Utilities. 79/12/06, 2pp. 


Q. Inspaction reports. EE Bulletins L correspondence 


7913108193 Ack receipt of 791002 Itr informing NRC of steps taken to 
correct violation noted In IE Insp Rept 50-213/79-13. 

BRUNNERiE.J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Eranch. 79/10/18. Ip. 


7913100196 Responds to NRC 790913 Itr re violation noted in IE Insp 

Sept 30-213/79-15. Corrective act ions: survel 1 lenee procedure 
revised. 

COUNSILiH.O. Connecticut Yankee Atomic Power Co. 79/10/02. 3pp. 


—7913100197 Forwards IE Insp Rept 50-213/79-15 on 790814-16. 

BRlfffNERi E. J. Region 1. Philadelphia. Resetor Operations Nuclear 

Support Branch. 79/09/13. 3pp. 


— 79I2100'2?4 "Proposed Automatic Initiation Bchemc fur Auxiliary 
Feedwater Sys. " 

> Northcest Utilities. 79/12/31. 7pp. 


7912120390 Forwards rept re proposed automatic Initiation of auxiliary 
feedwater sys in response to NRC request for sipclftc design 
dstails t for demonstration of compliance u/NRC 791030 Itr 
to ell operating nuclear power plants. 

COUNBILi W. 0. Northeast Utilities. 79/12/06, 10pp. 


7912130321 Discusses interim procedures for Recommendation 2. 1. B- h. 
until hlgh-range capability is available ra increased range 
of radiation monitors requiranent. 

CDUNSIL.H.O. Northeast Utllltlee. 79/12/07. 4pp. 


7912100240 Responds to 791023 Interim Position 3. b requiring 
containment purge ft vent isolation valves to be closed when 
reactor not in cold shutdown made. Util cannot block valvt 
automatic closure operations. 

COUNEILi M. C. . FEE.H.F. Connecticut Yankee Atomic Pouer Co. 
79/12/10. 2pp. 


— 7912100199 IE Insp Rapt SO-213/79-15 on 790814-16. Noneompllance noted 
failure to perform required lurvelllance tests. 

LAZM1V3.H. Region 1< Phi ladelphia. Office of the Director. 
KEiniO.R.fi, Region 1. Philadelphia. Rsoctor Operations Nuclear 

Support Branch. 79/09/13, 6pp. 


7912190787 Forwards IE Insp Rept 30-213/79-16 on 791002-05.ND 
nonconpliance noted. 

BAUNhSRtE.J. -Region i. Philadelphia. Reactor Operations Nuclear 
Support Branch. 79/10/26. 2pp. 


7913190797 IE Insp Rept 50-213/79-16 on 791002-03. No noneompl lance 

noted. Major areas inspected: I iceneee actions enneerning 
several IE bul letlns . plant conditions L licensee activities, 
KElMlO.R.fi, Region I. Philadelphia. Reactor Oparatlons Nur.lear 

Support Eranch. LAZARUS. H. Region 1. Philadelphia. Office of 
the Director. 79/10/25. Spp. 


7913140233 Rosponds to IE Bulletin 79-24. 
meaeures considered adequate to assure 
safaty-ralated lines. 

COUNBIL. U. O. Connecticut Yankee Atomic 


"Froxtn Lines. " Present 
frteie protection of 

Pouer Cn. 79/10/31. 8pp. 
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7918210109 Foruardi raiponit to IE Bullttin 79-14i "Stlimlc Analgilo 
for A«-Bullt eafotg-Rolattd Piping Sgt. " Lilt incl of 
nonconfoToanei ropti Pop which igi repair* uera ricommended 
after anginaering ravlaw. 

COUNBILiU. 0. Connecticut Yanlaa Atotalc Power Co. 79/11/01. 9pp. 


791S170Z44 Forward* retponie to IE Bulletin 79-13< "Cracking In 
Feedwater 8gi Piping." Sunmarg of imp raiult* and. No 
unacciptable component* identified. 

C0UN8IL.U. 0. • FEEiU.F. Connecticut Yankee Atomic Power Co. 
79/li/OS. 8pp. 


7918200344 Forward* waete packaging Imp Rept 79-02A on 790985-86. No 
noneonpllanee noted. 

BUTHERLANDi J. T. Region 8> Atlantai Fuat Facllitg ti Hatcrldla 

SaPetg Branch. 79/11/07. Spp. 


--7918800399 Uatta packaging Imp Rept 79-OSA. No noncompliance noted. 
Hajop area* Intpected; shipping paper t> DDT placarding 
raRuiraeiantii radiation levelsi removable contamlnationt DOT fc 
NRC package feature*. 

BROHNrR. A. Region Z> Atlanta. Office of the Director. 79/11/06. 

6pp. 


7918090034 Forwards IE Circular 79-88. "Strok* Time* for Power Operated 
Relief Valve*. " No reipons* required. 

ORIERiB.H. Raglan 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7918050839 Forwards IE Info Notice 79-27. "Steam Oenerator Tub* 
Ruptures at Two PUR Plant*. " No riipom* required. 

ORIER.B.H, Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7918100119 Forward* IE Info Notice 79-88. “Overloading of Structural 
Elaaienti Due to Pip* Support Loads." No response required. 
<»IIERiO.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7918110400 Forward* IE Info Netlca 79-89. "Lo«* of Nonsafetg-Ralated 
Reactor Coolant Sgs Instrumentation During Oparation." No 
specific action or response required, 

ORIERiB.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


7918090286 Forwards IE Bulletin 79-S6> "Boron Loss From BUR Control 
Slades." No response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Dlraetor. 
79/11/80. Ip. 


7918060867 Forwards IE Circular 79-84. "Proptr Installation 6 Celibr of 
Cora Spray Pipe Break Detection Equipment on BUR*. " No 
rasponse raquired. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/86. ip. 


7918110039 Ferwarde IE Circular 79-83. "Motor Starter* 6 Contactors 
Failed to Operate." No response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Dlrsetor. 
79/11/26. Ip. 


79181*70080 Forwards IE Bulletin 79-87.' "Loss of Non-Class IE 
Instrumentation 6 Control Power Sgs Dus During Operation." 
Written response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director, 
79/11/30. Ip. 


7918860113 Ack receipt of 791010 Itr Informing NRC of steps taken to 
correct violations noted in IE tnsp Rapt 90-213/79-11. 

BRUNNER. E.J. Region 1. Philadelphia. Reactor Operations Nuelaar 
Support Branch, 79/11/30. Ip. 


— 7918260116 Responds to NRC 790916 Itr re violations noted In IE Inep 
Rept 90-813/79-11. Corrective actions: survelHanes procedures 
8URB.3-6 being revised to Insure recording of all required 
plant parametars on data reduction sheets. 

COUNBIL.U.O. Connecticut Ysnkas Atomic Power Co. 79/10/10. Spp. 


—7918360118 Forwards IE Insp Rept 90-813/79-11 on 790717-20 li notice of 
violation. 

BRlMiER.E.J. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch. 79/09/lB. 2pp. 


--79182601BO Katies of violation from Insp on 790717-20. 

o Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch. 79/09/17. Ip. 


—7913260122 IE Insp Rept 90-213/79-11 on 790717-20. NoneompI lance noted: 
fallura to implement plant procedure* ti failure to review 
iaaporarg procedure change prior to implementation. 

CM’HTON. D. L. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. DETTENHAUSEN. L. . ORAHAH. P. D. Region 1. 

Philadelphia. Office of the Director. 79/09/13. 13pp. 


79iSS200637 Notifies of proposed Imposition of civil penalties for 
violations identified In 790214-16.26-28 b 0309-09 insps of 
radiation protection program. 

BTELLOiV. Office of Inspection b Enforcement. Office of the 
Director. 79/12/06. 2pp. 


—7912200641 Notice of violation from insp on 790214-16. 26-2B b 0309-09. 
* Region 1. Philadelphia. Office of the Director. 79/12/06. 

9pp. 


— 791iE200646 Notice of proposed imposition of civil penalties for 
violations Idsntlfied In 790214-16.26-28 b 0305-09 insps of 
radiation protection program, 

* Offlca of Inspection b Enforcement. Office of the Dlrectar. 
79/13/06. Ip. 


7912310810 Forward* IE Info Notie* 79-30. "Rsportlng of Defect* b 
Nenconpllancssi 10CPR21. " No action raquired. 
imiERjD.H. Raglan 1. Philadelphia. Office of the Dlrictor. 
79/13/06. Ip. 


7918190736 Forward* IE Bulletin 79-2B. "Possibl* Malfunction of Namco 
ilodel EAISD Limit Switches at Elevated Temps. " Urittsn 
responst raqulrsd. 

ORIERffl.H. Rsglon 1. Philadsiphla. Offlct of the Director. 
79/12/07. Ip. 


7918280190 Forward* IE Info Notice 79-31. ”U** of Incorrect Amplified 
Response Spectra. " No written rasponse raqulrsd. 

ORIERIB.H. Region 1. Philadelphia. Office of the Diroetor. 
79/18/13. ip. 


R. Periodic operating reports b rslatid correspondence 


7912180437 Forwards' monthly operating rapt for Nov 1979. 

ORAVESiR.H. Connecticut Yankso Atomic Power Co. 79/12/12. Ip. 


— 7918180441 Monthly operating rept for Nov 1979. 

• Connecticut Yankee Atomic Power Co, 79/12/18. Spp. 


8. Reportable occurrences. LERs b related correspondence 


791S1B0041 PN3-I-79-0B; on 791 1 IS. during main gate search of tractor 
trallenO. 22 caliber handgun b ammunition discovered under 
seat of cab. Truck owned by Holms* Transport Co. Barnuel 1. BC. 
picking up low level waste shipment. Driver arrested. 

MAOl^N.H,. DEVLIN.J.. MARTIN.U-O. Region 1. Philadelphia. Office 
of the Director. 79/11/16. Ip. 


7918040901 Advises that on 791 116. approx 460 gallons of 12X sodium 
hypochlorite were ralaasad to river. Release exceeded total 
allowable chlorine concentration. Detailed rept fo follow. 
CRAVESiR.H. Connecticut Yankee Atomic Power Co. 79/11/26. 8pp. 


7918260268 RD 90-213/79-06: on 791216. unplanned reloasa of radioactive 
gat. Caused by control valve relay failure which Increased 
level in degasifier b activated rupture diaphragm. Rept will 
be submitted within 10 days. 

eRAVESiR.H. Connecticut Yankee Atomic Power Co. 79/13/17. Ip. 


JfflCKET 90-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. S*curlty> medical, emergency b fir* protection plans 


7918200090 Forwards Suppl 2 to 7S0303 fire protsctlon safety evaluation 
in retponae to 79091B b 1012 requests that Installation of 
remots ehutdown station be deferred. NRC position paper 
"Safe Shutdown Capacity" end. 

ZIEHANN.D.L. Operating Reactors Branch 8. 79/11/13, 8pp. 


—7912800096 Buppl 8 to 7B0303 firs protection safety evaluation. 
* Operating Rsactors Branch 8. 79/11/13. 4pp. 


■7913800099 "Safe Shutdown Capacity.” 

• Office of Nuclear Reactor Regulation, 79/11/13. 7pp. 


7918180399 Approves 790831 Itr containing design mods for fire 
protection lys. In reipons* to 780303 safety evaluation. 
Rivlew status sncl. 

LAINAS.O. Plant Systems Branch. 79/11/16. 3pp. 
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7912IS0333 Notifies of delaij in Plant Sys Qranch Team I evaluatisns of 
facility fire protection sij i. Out 1 ines of assistance needed 
end. 

LAINAS.O. Plant Systems Dranch. 79/11/1&. 3pp. 


7912200023 Discusses NPC 79110? meetlna re emergency preparedness team 
revieu object i vet. Provides guidance for Improving licensee 
emergency preparedness 2< assuring capability of offsite 
agencies to take appropriate emergency actions. 

OniKESi B. K. Emergency Preparedness Task Force. 7?/ll/22. 30pp. 


P. Operating license stage documents tc corraspondence 


7?12130003 Foruards sommary of methodology fc parameters for SEP 
seismic ravieus. Bumnary is interim guide for use In revieu 
of fael I it ies. Fteyuest s comments. 

HOFMAYER. C. H. Bystimatlc Evaluation Program Branch. 7?/lt70a. 
3pp. 


7?13k00187 Discusses NFIC 791101 meeting u/representat Ives of N9SS 
vendors (■ fuel suppliers re discuesion of respective 
portions of ECCB evaluation models dealing u/fuel cladding 
sisielllng U incldenea of rupture. Vendor responses end. 

EIQENHUTi D. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


— 791210023S Rasponds to NRC 79110t request rt noncoaiplianec of 
Uestlngbouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Usstlnghauss plants. 
AHDER60N. r. M. Uestlnghouse Electric Corp. 79/11/02. ‘fpp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding syalllng fc 
rupture data. Revl am of analytical models & tests Indicatss 
compliance w/iOCFRSO App K. All OE specs for calculated peat 
cladding tamp remain unchanged. 

BUCHHQLZ. R. H. Oeneral Electric Co. 79/12/07. 2pp. 


--79I2100407 Foruards response to NRC 791101 raquast re rod buret test 
data. Concludes that data properly raprasanted by fuel modslt 
used in vendor evaluation models b that analysts demonstrata 
all criteria of lOCFRSO. satisfied. 

OUBLEV.O.F. Escon Nuclear Co. i Ine. (subs, of Esxon Carp. I. 
79/11/02. 5pp. 


— 7912IOQ496 Forwards addl info re evaluation of impact of NRC proposad 
rupture/hlockage model used In vendor evaluation model. 

No adverse Impact from neu rupture bunt data or use of NRC 
rup ture/b loc kage model on licensing calculation rasulta. 

OWBLEYiO.F. Elion Nuclear Cd.j Inc, (subs, of Eiion Corp. I. 
79/11/04. 22pp. 


7911200339 Forwards Tech Spec Change Bequest TBiapplying Amend 23 to OL 
to all refueling cycles. 

FINFROCKi I. R. Jersey Central Powsr b Light Co. 79/11/16. ip. 


--79I2070404 Bafety evaluation supporting Tech Spec Change Request 78i 
which provides for single tc multiple control rod removals. 

• Jersey Ctntral Power l< Light Co. 79/11/16. 3pp. 


7912110026 Forwards updated lists of SEP topics not requiring site 
revleiu due to ongoing generic llceniing activities outside 
SEP or because of inapplicability to facility. 

ZIEMANN. B. L. Operating Reactors Branch 2. 79/11/16. Opp. 


7912060132 Summary of 791113 telcon w./utll in re lessons Iterned 
Implementation. 

NOMICKIiS. J. Operating Reactors Branch 2. 79/11/20. Spp. 


791204039S Forwards Drawings 4037. Sheets 1 b 2.4303-4307 b 4110 for 
input to seismic analy sis. Lists equipment weights used in 
developing dynamic model of reactor bldg. Equipment weights 
used in turbine bldg model encl.M/o drawings. 

NA8AI.Y. Jersey Central Power tc Light Co, 79/11/27. 6pp. 


7912170077 Approves 790831 design criteria for mod resulting from fire 
protection ravitw. Evaluation of inccmplebe item 3.2.1 
through 3.2.4 forthcoming. 

21EMANN. B. L. Operating Reactors Branch 2. 79/11/27. 2pp. 


7912040327 Forwards responses to NRC 790713 Itr re SEP Topic IX-3. 
"Station Sve b Cooling Hater Sys, " Alao forwards oparatlng 
procedures re sve water failure b cooling water sys failure. 
Three drawings, aval table In Central Files only. 

NAOAI.V. Jersey Central Power b Light Co, 79/11/2B. Spp. 


— 7912040331 Operating Procedure 304. Revision 3. "Bve Hater Failure." 
a Jersey Central Power b Light Co, 79/09/lB. Spp, 


——7912040334 Operating Procedure 907. 1. Revl s Ion 3. "Reactor Bldg Closed 
Cooling Hater Sys Failure." 

• Jersey Central Power & Light Co. 79/07/11. 4pp. 


—7912040336 Operating Procedure 907. 2. Revision 3. "Turbine Bldg Closed 
Coaling Hater Sys Failure." 

> Jarsoy Central Power b Light Co. 79/06/13. 4pp. 


7912040906 Forwards new schedule for completion of proposed mods for 
torus b load definitions. Long-term program plant unique 
analysis should be completed by fourth quarter. 19B0. 

FlfFROCK. I. R, Jersey Central Power b Light Co, 79/11/30, 3pp. 


7912070327 Informs NRC that revised radiological effluent Tech Specs 
will bo sirbinltted Mar 1980. prior to planned 1980 outage. 

FIMFROCKt I. R. Jereey Central Power b Light Co, 79/12/03. Ip. 


7918110260 Forwards response to NRC questions re Tech Spec Change 
Request 74. Requests prompt consideration. 

FIMFROCK. I. R. Jersey Central Power b Light Co. 79/12/06. 6pp. 


7912140209 Responds to 791109 telcon re communications betwstn control 
reoa (i safety-related plant areas. Repeater /base station 
communications sys will be installed by 800930. 

FlNFflOCKi I. R. Jersey Central Power b Light Co, 79/12/07. Ip. 


7912190631 Forwards response to NRC 790716 request for addl info rs 6EP 
Structural Topic III-2. Topic II1-3A. Topic III-7B b Topic 
X t I-7D. 

FlNFROCKi I . R. Jersey Central Power b Light Co. 79/12/07, 18pp. 


—7918190689 "Flood Level Btudles - Hurricane Tide Estimate." 
RAEUSBNEfl. T, E. Haeutsner. T, E. 70/04/87 . 6pp, 


—'*7918190664 "Rept on Probable Mai Hurricane Flood Level.” 
HAEUSSNER.T. E. Haaussner. T. E. 70/04/29. 92pp. 


—7912190671 "Circulating Hater Bys — Environ Considerations. 
EAT(M.R.O. Eaton. R. . P.E. 70/06/22. Spp. 


—7912190678 “Rept. Probable Hai Hurricane Flood Analysis." 
SHERLOCKjP. Dames Zc Hoots, 79/12/19. 36pp, 


-7912190683 "Eipansion of Dryuell Containment Vessel.” 

• Jersey Central Power b Light Co. 79/12/31, 41pp. 


— 791219D703 "Loads on Bpharlcal Bhslls. ” 

THULLEN.P. Chicago Bridge b Iron Co. 64/08/31, 3Spp, 


■7912190707 “Rept of Initial Overload Tests of Leakags Rate 
Dateralnation of Pressure Suppression Vasitls.” prspared far 
Burns fc Rostlnc, 

• Chicago Bridge b Iron Co. 66/03/31. 22pp. 


7912140417 Forwards Tech Spsc Changi Request 76 for License DPR-16, 
Change removes nondestructivs eiamlnation requlriaints for 
reactor coolent sys due to revised Ineervlce insp program. 
FIbdniOCKil.fi. Jersey Central Power b Light Co. 79/12/11. Ip. 


■79121404X9 Tech Spec Change Request 76 re surveillance requirements 
In Section 4.3 re revised inservico imp program. Certificate 
of 8vc and. 

FINHIOCK. I. R. Jersiy Central Power b Light Co. 79/12/11. 8pp. 


7912190964 Forwards primary containment isolation sys data. In response 
t« NRC request. Requeet for long-term sys info now coaplete. 

FIMmOCX. l.fi. Jersey Central Power b Light Ce. 79/12/14. 31pp. 

7912270944 Forwards respansa to NRC 790810 request for info re possible 
draining of spent fuel storage pool following pipe failure, 
per SEP Topic tX-1. "Fuel Storage. ” 

NAOAlfY. Jersey Central Power b Light Co. 79/12/14. 9pp. 


7912270364 Discussee intent to initiate valve qualification program for 
containaent vent b purge valves b to follow Interim position 
for contsinment purge b vent valve operation. Testing of 
valves will eemmtnce Apr or May 1980. 

FINFRDCR. I.R. Jersey Central Power b Light Co. 79/12/17. Ip. 


O.. Inspectio-n reports. IE Bulletins tc correspondence 


7912030349 Ack receipt of 790917 Itr Informing NRC of stops taktn to 
corrset violation noted In TE Insp Rapt 90-219/79-10. 

BRUNNERiE.J. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch. 79/10/24. Ip. 
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—TflSOSOS^S Rttpond* to NRC 790S28 Itr r» vlolatlont notid In IE Insp 
Rapt 90-819/79-10. Camctiv* action*: rcvliad Plant Emargincy 
Proeaduras 911.1.914 t< 932 to Includi riitrlctiont re opin 
valval, 

ROSSiD.A, Jariag Cantral Pouar b Light Co. 79/09/17. 4pp, 


—7918030391 Porwardt IE Imp Rapt 90-219/79-10 on 790903-04 b notlca of 
Violation. 

ORIER.B.H. Raglon 1. Ph lladalph la, Offica op the Diraetor. 
79/08/88. 3pp. 


7918110048 Forward* IE Circular 79-83. "Hotor Starters & Contactors 
Palled to Operat*. “ No rispons* required. 

ORIEA.B.K. Region 1, Philadelphia. Office of the Director. 
79/11/8&. Ip. 


7913190037 Foru/ardi IE Bulletin 79-37. "Loss of Non-Class IE 
Instruaantatlon ic Control Power 8gs Bus During Operation." 
Written responsa required. 

0RIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/30. Ip. 


-7913030393 Notice of violation from in«p on 790503-04. 

a Ragion 1. Phlladalphia. Offica of the Diractor. 79/08/32. 
3pp. 


— 7913030396 IE Inep Rapt 90-319/79-10 on 790903-04. Nonconplitnca notad: 
dafielant proeadural control* which ritultad in isolation 
Of all raclreulatlon* loopt w/conaaquent dropping of cora 
watar laval balew tafatg limit. 

BRieOS.L,. NEELY.D.R. Raglon 1. Phlladalphia, Offica of tha 
Diractor. 79/08/33. SOpp. 


7913300206 Forwards IE Insp Rapt 90-219/79-19 on 791009-11. No 
noncoapHanea notad. 

BRUNNER. E. Rsglon 1. Phi ladalph la. Raactor Oparations Nueltar 

Support Branch. 79/10/31. 2pp. 


—7913200213 IE Imp Rapt 90-319/79-19 on 791009-11. No noncompllance 
notad. Major araaa inspaetad: Indapandant affert. erganliation 
li adalnlstration. off lea ravlau b LER followup. 

BRI008.L. Raglon 1. PhiUdalphla. Offica of the Diractor. 
HCCABE.E, Raglon i. Philadelphia. Raactor Operation* Nuclear 
Support Branch. 79/10/30. 7pp. 


7913310060 Forward* IE Imp Rapt 90-219/79-13 on 790903-04. No 
noncompiianea notad. 

BMITH.e.H. Raglon 1, Phlladalph ia. Fuel Faellitg b Materials 
Bafotg Branch, 79/11/06. 3pp. 


•7913310069 IE Iiiip Rapt 90-319/79-13 on 790903-04. No noncompllance 
noted. Major areas inspsetsd: radiological conditions 
associated w/lew-low-lou water level Incident after 790902 
raactor trip. 

NEELY.D.R. Region 1. Philadelphia, Office of the Director. 
STOHRiJ.P, Raglon 1. Philadelphia. Fuel Facility b Haterlalf 
Safety Branch. 79/11/08. 3pp. 


7913200344 Forwardf waste packaging Insp Rept 79-OSA on 790939-36. No 
noncompiianea noted. 

SUTHERLAND. J. T. Raglan 3. Atlanta. Fuel Facility b Hateriale 
Safety Branch. 79/11/07. 3pp. 


—7913300399 Waste packaging Insp Rapt 79-03A. No noncompllance noted. 
Hajor area* Impacted: ehipping paper b DDT placarding 
requirements, radiation level*, removable contamination. DOT b 
NRC package features, 

BROWN.R.A. Rsglon 2. Atlanta. Office of the Director. 79/11/06. 

6pp. 


7913090033 Forwards IE Circular 79-33. "Stroke Timaa for Power Operated 
Relief Valvae. " No respeme required. 

ORIER.B.H. Ragion 1, Philadelphia. Offica of the Director. 
79/11/16. ip. 


79t3SS0019 Updatis 790921 respomt to IE Dullstln 79-18. "Audibility 
Problen Encountered on Evacuation of Personnel fron High 
Noise Areas. '' Btrobe lit* devices used for visual alarm in 
high noise areas. 

nOSS.D.A. Jersey Central Power b Light Co. 79/12/06. 2pp. 


791S31<K116 Forward* IE Info Notice 79-30, "Reporting of Defects b 
Nonconpliancet. 10CFR31. " No action required. 

ORIER.B.H. Region 1, Philadelphia. Office of the Director. 
79/13/06. 4pp. 


7913190746 Forward* IE Bulletin 79-88. "Possible Malfunction of Namco 
Nodal EAieO Limit Suitche* at Elevated Temps." Written 
rasponem required. 

ORIER.B.H. Region 1. Philadelphia, Office of the DirectOT. 
79/18/07. Ip. 


79m80199 Forward* IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra,” No written response required. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/13/13. 3p, 


R. Pertedie operating report* b related correspondence 


7913310306 Forward* monthly operating rspt for Nov 1979. 

R08B.D.A. Jersey Central Power b Light Co. 79/12/14. ip. 


—7918310310 Monthly operating rept for Nov 1979. 

HCCLAIN.C.M. Jersey Central Power b Light Co. 79/12/14. 8pp. 


8. Reportable occurrences, UERs b related correspondence 


7913070333 Forward* LER 79-040/03L-0. 

ROSB.D.A. Jersey Central Power b Light Co. 79/11/30. 3pp. 


—7913070388 LER 79-040/03L-0: on 791102.NRC audit notid standby go* 
traatnent ly* charcoal filter* not tasted por Tech Spec, 

Caused bg not including methyl iodide removal efficiency 
test on master test schedule b in-plant procedure. 

ROSSiD.A. Jersey Csntral Power b Light Co. 79/11/30. Ip. 


7913070334 Forward* LER 79-037/03L-0. 

ROSa.D.A. Jersey Csntral Powir b Light Co. 79/11/30. Ip. 


•7913O7m40 LER 79-037/03L-0; on 791 103. during monthly eurvelilance test, 
cere spray boostsr pump NZ03B failed to start. Pump brsaktr 
control power fuse checked. Caused by loose fuss. Fuse clip 
tightness checked b fuss replaced. 

ROffi.O.A. Jersey Cantral Power b Light Co, 79/11/30. 3pp. 


7912090293 Forwards IE Info Notice 79-27. "Steen Ocnirator Tube 
Rupture* at Two PWR Plants. " No responsa riqutrad. 

ORIER.B.H, Region 1. Philadelphia. Office of tha Director. 
79/11/16. tp. 


7913100120 Forwards IE Info Notice 79-2B> "Overloading of Structural 
Elanents Due to Pipe Support Loads. " No riiponts required. 
ORIER.B.H. Region 1. Phlladalphia. Offica of the Director. 
79/11/16. Ip. 


7912110409 Forwards IE Info Notics 79-39. "Loss of Nonsafety-Rilated 
Reactor Coolant Sys Ins trumontstion During Operation, " No 
specific action or response required. 

BRieRiB.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. ip. 


7913090237 Forwards IE Bullotln 79-26. "Boron Loss From BWR Control 
Blados, " Rooponso roquirod. 

ORIER.B.H. Region 1. Phlladslphle. Office of the Director. 
79/11/30. Ip. 


7913070399 Forwards LER 79-038/03L-0. 

RO8S.0.A. Jersey Cantral Power b Light Co. 79/11/30, ip. 


— 7913070369 LER 79-03B/03L-0; on 791 i09. d lesal gensrator 1 failed to 
start during diesel gensrator 20X plus load test.Causad by 
component failure. Breaker position switch readjusted. 

ROeSiO.A. Jtrsty Csntral Powsr b Light Co. 79/11/30, 4pp. 


7913070333 Forwards LER 79-041/03L-0. 

R06B.D.A, Jersey Central Power b Light Co. 79/12/03. ip. 


•7912070349 LER 79-041/03L-0; on 791102. noted that no effluent data 
regartad for radwast* bldg vtntllatlon monitoring sys sines 
Oct 1976. Caused by inadaquata design ef effluent noniterlng 
sge.Mods made to tnable calibr of detectors. 

ROSSiD.A. Jersey Central Power b Light Co. 79/13/03. 3pp. 


7913070390 Forward* LER 79-039/03U-0. 

ROSSrO, A. Jirsey Central Power b Light Co. 79/13/03. ip. 


7913060973 Forwards IE Circular 79-34. "Proper Installation b Calibr of 
Care Spray Pipe Break Detection .Equipment on BURs, " No 
reeponee required. 

ORIER.B.H. Rsglon 1. Philadelphia. Office of tha Director, 

79/11/26. Ip. 


-7918070364 LER 79-039/03L-D; on 79tl09.whiU performing average power 
range monitor surveillance test b calibr. lOOX flow rod block 
setpoint on Channel 1 found to be 107X of rated neutron 
flux. Caused by Instrument drift, Channel 1 readjusted.. 

ROSSiD.A. Jersey Central Power b Light Co. 79/13/03. 3pp. 
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771S{1031S Foruoms LEn 77'042703L-0- 

ROSa-D. A. Jarseij Csntrdl Fau«r L Light Co, 79/13/0,6. Ip. 

— 79121103J7 LER 79-042/03L-0: on 791106. valve ERV NR lOBA opened during 
operation for no reason. After calibrivalve mal f une t loned 
ulthln 1 -h. Caused tig coraponent failure. Pressure suitch 
replaced. 

ROSS.D-A. Jersgy Central Power & Light Co. 79/12/06. 3pp. 

7912310330 Forwards BO 7g-3B/03L. 

ROSS. 0. A. Jersey Central Power 6 Light Co. 79/12/14. ip. 

7912210394 BO 79-38/03L; or 791108. during degraded aode operation & 
surveillance test. diesel generator failed to start. Caused by 
diesel generator breaker position switch being out of 
adjustnent. Switch readjusted. 

• Jerseg Central Power Ii Light Co. 79/12/14. 2 pp. 


U. Congr eesional /Eiecut 1 ve Correspondence 


7912310163 Forwards NRC response to Ocean County Doartf of Choien 
Freeholders 790316 resolution re Cotigreeslonal action to 
establish Indapendent agency for eontlnous radiological 
eionlterlng of facility, AP King 790B21 Ur (, resolution end. 
C 0 S 8 ICK.L. V. Office of the Eierutive Director for Operations 
79/10/24, 3pp. 


7912210190 Forwards NRC responst to Board of Chosen Frirholders 
resolution re Congressional action to establish indtpendent 
agencg for continuous radiological nonltorlng of facility. 
OOESrCKiL.V, Office of the Eiecutive Director for Operations 
79/10/24. Ip. 


— 791S100407 Forwards response to NRC 791101 request re rod burst test 
data. Cone ludei that data properly represented by fuel models 
used in vendor evaluation models tc thet analysts demonstrate 
all criteria of lOCFftSO. 46 satisfied. 

□UBLEyfO.F. Esion Nuclear Co.. Inc. (subs, of Eixon Cora, 1. 
79/11/02. 3pp. 


— 7918100496 Forwards addl info re evaluation of impact of NRC proposed 
ruptura/bldckage modtl used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupiure/blockage model on licensing calculation results. 

OlffitEYiO-F. Esion Nuclear Co., Ine. (subs, of Eixon Corp. ). 
79/11/04. 22pp. 


7912040462 Responds to NBC 791107 Itr I< forwards fat for review tc 
approval of request to amend Tech Specs to operati two 
recirculation loops Isolated. W/o end. 

DIBEpD.P. Niagara Mohawk Power Corp. 79/11/21, 3pp. 


7918040469 Forwards info re containment isolation barriers in response 
to tStC 790713 Itr. Fourteen overslie drawings, avallab le in 
Central Files only. 

DI^iD.P. Niagara Mohawk Power Corp. 79/11/28, 42pp. 


791TO50492 Notifies NRC that due to delays In const of administration 
bldg at tension! Instal iat 1 on of breathing air compressor will 
be delaijcd until BOOiSl. 

OlBEiD.P. Niagara Mohawk Power Corp, 79/11/20. ip. 


7918040313 Submits addl info re 790913 Itr on corrosion analysis 
reevlts. Results transmitted by 791231. 

DISEiO.P. Niagara Mohawk Power Corp, 79/11/30. Ip, 


“-7912210197 Forwards AP King 790021 Itr b Ocean County Board of Chasan 
Freeholders 790816 resolution concerning facility 
radioactive discharges. Request! comment. 

MILLIAf19.ll. A. Senate. 79/09/04. 3pp. 


7912210237 Forwards NBC response to resolution re Congreislona] actleei 
to establish independent agency for continuous radiological 
monitoring of facility. 

OSBSICK.L.V. Office of the Eiicutlve Director for Operatlocie 
79/10/24, Ip 


7912040346 Reiiueats com Idara tlon of new acceptance criteria for 
condenaatldn osc Illation loads. including margin added to 
pool swell net vsrttcel upload, pool swell Impact "Sweep" 
tiH on structures above pool l< vent header deflector load*. 
DISE.O.P. Niagara Mohauk Powar Corp. 79/11/30- 2pp. 


79181B0547 Forwards addl info re station electrical distribution eys. 
per NRC 791019 raiiuast. Addl deviation* from NRC guidelines 
have not been found. Onsite distribution sys test should not 

be nacesiery, 

SIBEiD.P. Niagara Mohawk Power Corp, 79/12/07, 2 pp. 


DOCKET 80-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Secorlty, medical, emergency h fire protection plans 

7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for Improving license* 
emergency preparedness 4 c assuring capability of offsite 
agencies to take appropriate emergency actions. 

CR1ME0.B.K. Emergency Preparednest Task Force. 79/11/23. 3 Qpp. 


7912210377 Forwards interim position on containment vent h purge 
valve*. In response to NRC 791022 Itr. Presently verifying 
operability for containment vent (c purge velvet. 

DIBEiD. P. Niagara Mohawk Power Corp. 79/12/17. 3pp, 


791827^9 Changes 791126 commitment to install relief (i safety valve 
pefltion indication seven days after equipment delivery. 

Ralaeatlen of charge empllfiars outside dryuell it required 
due to operating b accident environ conditions, 

DIBE.O.P. Niagara Mohawk Power Carp. 79/12/19. 2pp. 


7912100839 RequeBti NRC approval by 000131 to modify fire protection 
sys mod included in Amend 33 to 0Pa-63-Plans to Install 
autoffiatic 6 K Halon 6 gs»ui /manual carbon dtoslda 91 J 1 as 
bact:up. 

DISE.D.P. Niagara Mohauk Power Corp. 79/18/11, Ip. 


79128703^ Forwards riquastad clarification of NURE0-0S7S commitments 
In util 791126 Itr.Fecillty relief valves not air operated, 

Coeitral room staff to be augmented by addition of assistant 
■upervlsoT by 800101 . 

2WDE.0.K. Niagara Mohawk Power Corp, 79/12/80. 8pp. 


^^lrBf*i 0 CFR 2 '^ 790 )* **'“”®** lecurity plan, Plan withheld 

BARTLBTT.J. Niagara Mohauk Power Corp. 79/18/11. Ip, 


Commits to install rectreulation pump trip by 601831, 
BMTlfTTiif. Niagara Mohauk Power Corp. 79/12/81. ip. 


P^^Oporatlng llcanse stage documents t corrstpondence 


7912800411 Notifies that rasponee to 791010 request for info re 
refueling outage forthcoming, 

DENTWJ.H.R. Office of Nuclear Reactor Regulation. 79/11/03, 2 pp. 


Q. rnepeetlan reportsi IE Bulletin* (■ c orretpondenc* 


7912100203 Act rtceipt of 793920 Itr informing NRC of step* taken to 
correct violation* noted In IE rn«p Rapt 80-220/79-18. 

HMTlHtH.O. Region 1. Phlladal ph la, Eafeguards Branch. 79/10/23, 


79121001B? Discusses NRC 791101 meeting w/rupresentatlves of M8S8 
vendOTi h fuel suppliers re dlerusslon of rospactive 
portions of ECCa evaluation models daellng w/futl cladding 
» ‘"'idence of rupture. Vendor reiponses end. 

EIBEWUT, D. 0.- Division of Operating Reactors. 79/11/09. 65pi 


— 7912SOO8O0 Responds to NRC 790912 Itr re violations noted in IE Inep 
Kept SO-220/79-1S. Corrective actions uithhsld (ref 
10Cm2. 790). 

2ASTI.ETT.J. Niagara Mohawk Pouier Corp. 79/09/20. Ip. 


re noncoiepllanee of 
evaluetlon model under raquirenente 
of lOCraSO App K. Evaluation of three fuel rod models 

ANDEBBnwVS PFo"-*'"* 'OF Uestinghouie plants. 

ANOERBDN, T. M. Mestlnghouse Electric Corp. 79/11/02 , 4pp. 


request re ORNL cladding iwalling 
•"•Wfcltal models Ic tests IndlcaUs 

clJSd n- L ‘P"* c*lculated peak 

*«mp remain unchanged. 

BUCHH0L2, R. H. Oensral Electric Co. 79/12/07. 2pp. 


— 79121(Nttn Forwards IE Insp Rept 80-280/79-18 on 790908-1 1, Notle e of 
vlslatien withheld (ref 10CFR2. 7901. 

KARTlNiN.O. Region li Philadelphia, Eafiguardt Branch. 
79/09/12, 3pp, 


— 7912100219 IE Insp Rapt 80-220/79-19 on 790900-11. Noneompllanee noted: 
regulatory requirements re alarm response procedure* tc 
p*«ardk*«plng, OataiU wlthh*ld (ref iOCFRS. 790). 

SHEPHERD, R. E. Region 1, Philadelphia, Offlct of the Director. 
SEVLlNaO.H. Region 1> Philadelphia, Safeguard* Branch. 

79/0S/S3. Ip. 



DOCKETED ITEMS 


741&t70l6a Rtipondi to IE Bullitln 79-S4> "Froztn Lino*." Bafcty- 
ratattd procatt. InotruMont !■ lanpllng llnat do not fraoia 
during cold waathar. 

SCHNEIDEIl. R. R, Niagara Mo^awk Powar Corp. 79/10/24. Ip. 


7912260090 Foriaardt IE Imp Rapt 50-220/79-24 on 790914 ti 26-27. No 
naneoapllanca notad. Imp rapt withhold <rap 10CFR2. 790). 

KARTINiU.O. Raglan li Philadelphia. Bafaguarda Branch. 79/11/02. 

2pp. 


7912310427 Ratpenda to IE Bulletin 79-14. "Seioaic Analgaio for Aa— 
Built SafatgrRalatad Piping 8ga. * Foruarda auaaarg of work 
parfaraad to data 6 updated lehadula for coaplation of 
TOBalnlng Itana par 790B17 Itr. 

SCHNEIDER. R. R. Niagara Hohawh Power Corp. 79/11/07. 4pp. 


7912140187 Raaponda to IE Bulletin 79-01. "Environ Qualification of 
Clafa IE Edulpaant, ** Electrical penetration connactora 
pretently being toated. 

SCHNEIDER. R.R. Niagara Hohawk Power Corp. 79/11/09. Ip. 


7912050040 Forwarda IE Circular 79-22. "Stroke Tinea for Powar Qperatad 
Rallef Valvaa. " No reaponaa reRUired. 

ORIER.B.H, Region 1. Philadelphia. Office of the Director. 
79/11/16, Ip. 


7912050274 Forwarda IE Info Notlc# 79-27. ‘Siaan Oenerator Tube 
Rupturaa et Two PHR Planta. ” No reaponae raguired. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912100134 Forward! IE Info Notice 79-28. ‘Overleading of Structural 
Elenanti Due to Pipe Support Loada. " No raaponaa required. 
ORIER.B.H, Region 1. Philadelphia. Offlca of the Director. 
79/11/16. Ip. 


7912110449 Forwarda IE Info Notlea 79-29. "Loaa of Nomafotv-Relatad 
Reactor Coolant Bye Inatrunontation During Oporatlon. " No 
optclfle action or reiponao required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


7912050263 Forwarda IE Bullatin 79-26. "Boron Loaa Fren BUR Control 
Blad'aa. ' Reaponaa requlrod. 

ORIER.B.H. Region i. Philadelphia. Office of the Director. 
79/11/20. Ip. 


7912200303 Ack receipt of 791105 Itr Infornlng NRC of atepa taken to 
correct violation! noted in IE Imp Rapt 50-220/79-23. 

BRUNNER. E.J, Region 1. Philadelphia. Raactor Oparationa Nuclaar 
Support Branch. 79/11/21, Ip. 


—7912200313 Raaponda to NRC 791015 Itr rt violation! noted in IE Intp 
Rept 50-220/79-23, Corrective actlona: reactor analyaio 
pereonnal will provide eloaar euparvlaory review. 

BCWCIDER.R.R, Niagara Hohawk Power Carp. 79/11/05. 2pp. 


■7912200316 Forwarda IE Inap Rept 50-220/79-23 on 790918-20 6 notice of 
violation. 

BRUMCRiE.J. Region 1. Philadelphia. Reactor Oparationa Nuclaar 
Support Branch. 79/10/15. 2pp, 


•7912200324 Notice of violation froa Inep on 790918-20. 

• Region 1. Philadelphia. Offlca of the Director. 79/10/11. 
Ip- 


—7912200332 IE Inap Rapt 50-220/79-23 on 7909ie-20.Noncanpllanca noted: 
failure to properly docuaent h review plant teetlng 
proceduraa. 

ORAHAN.P.D., BETTENHAUSEN. L. Region 1. Philadelphia, Office of 

the Director. CAPHTON. D. L. Region 1, Philadelphia. Reactor 

Operatiene Nuclear Support Branch. 79/10/11. 10pp. 


7912060580 Forwarda IE Circular 79-24. "Proper Inatallatlon li Oallkr of 
Cera Spray Pipe Break Dateetien Equlpaant on BHRa. ' No 
reiponae requirad. 

ORIER.B.H. Region 1. Philadelphia, Office of the Director. 
79/11/36. Ip. 


7912110066 Ferwerde IE Circulor 79-23. "Hoter Startera 6 Contactora 
Failed to Operate. " No reeponet roqulred. 

ORIER.B.H. Region 1. Phlladelphiai Offict of tho Director. 
79/11/26, Ip, 


7912040277 Forwarda raoulta of faadwatar 6 control rod drive noaili 
inapa ptrforaad during Spring 1979 rafuallng outage. No 
reportable indicationa of cracking found. 

DtBEiD.P. Niagara Hohawk Power Corp. 79/11/26. Ip. 


7912190044 Forward! IE Bullatin 79-27. "Loaa of Non-CIaas IE 
Inatruaantation tc Control Power Biga Due During Operation." 
Written reaponaa required. 

(m!ER,B.H. Region 1. Philadelphia. Office of the Director. 
79/11/30. Ip. 


7912310228 Forwarda IE Info Notice 79-30. "Reporting of Defecte (i 
NoncoBpllancea. I0CFR31. " No action required. 

0RIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 


.7912190757 Forward! IE Bullatin 79-2a. "Poaaible Malfunction of Noneo 
Nodal EAIBO Linlt Switchee at Elevated Teeipi, " Uritten 
reaponaa required. 

ORlBt.B.H. Region 1. Philadelphia. Office of the Dirictor. 
79/12/07. Ip. 


7912280019 Revlaea 791107 reaponae to IE Bulletin 79-14. "aeltielc 
Analyala for Aa-Built Bafaty-Related Piping Bya. ' Util will 
Inapeet piping ayt within drywell (. verify raatralnt 
location 6 deaign for aya where OA docuaintatlon exlfta, 
SCHNEIDER, R. R. Niagara Hohawk Power Corp. 79/12/07. 2pp. 


7912290215 Forward! IE Info Notice 79-31, "Uae of Incorrect Amplified 
Reaponaa Spectra." No writtin raeponae raquirad. 

MIER.B.H. Rtglon 1, Philadelphia. Office of the Director. 
79/12/13. tp. 


N. Parlodlc operating report! 6 relatad correapondancf 


7912260267 Forward! aonthly operating rept for Nov 1979. 
SCHNEIDER, R. R. Niagara Mohawk Power Corp. 79/12/10. Ip, 


— 7912260268 Monthly operating rept for Nov 1979. 

PERKINS. T.J. Niagara Hohawk Power ‘Corp. 79/12/10. 4pp. 


8. Reportable aecurrencea. LERa 6 relatad correapondenca 


79m702S9 Raaponda to NRC 790916 Itr ri loea of offaiti power ivinta. 
One event occurred on 731117 during which all power loot 
CAuaing failure of one 115 kV line. 

BARTLETT. J. Niagara Hohawk Power Corp. 79/12/21. 3pp. 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


F. Beeuritv. aidical, toiergency 6 fire protection plena 


7912120206 Forward! draft Reg Oulde 5, XX. "Btd Foraat 6 Contint for 
Llceneae Phyalcal Security Plan for Protection of 8NM of 
Haderate or Lew Btratagic Significance. “ U/o end. 

REXDiR.U. Operating Reactora Branch 4 (Pra 791030). 79/06/22. 

app. 


J. IneurancB 6 Indaanltu inforaation 


7912180579 Executed Aatnd 9 to Indeanlty Agreeaent E-94. Modifying 
prefatory language re "courae of traniportatlon. * 

BAl-TZHAN, J. Antitruat li Indeanlty Croup. DUFF.J.D. Lowell. Unlv. 
of. 79/11/30. Ip. 


SOCKET 50-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


F. Security, aadieal. energancy 6 fire protection plena 


791212<KK>6 Forwarda draft Rag Oulde 5. XX. "Std Foraat 6 Content for 
Lleamee Phyalcal aacurlty Plan for Protactlon of 8fM of 
Haderata or Low Btratagic Significance. " W/o end. 

ReiD,R.H. Operating Reactora Branch 4 <Pra 791030), 79/08/22. 

2pp. 


0, Adjudicatory correipondenea 


7912180612 Enderaea Frianda of tha Earth requaet for action aaklng 
parMnent ravecatlon of Rtgenta of Univ of CA OL. 

OEOROE.J. Alaweda County. CA. 79/10/30. Ip. 


7912140425 Raquaita auapenalon of all activitlaa of TRIOA raactor. 
raoMval of all Pu 6 othar radloactlva laatl. permnant 
rawocatlon of OL 6 holding of public hearing! in Birkeley. 

CA, feaPara any raauaptlon of raactor oparationa. 

HART1N0.1.. BALDHIN,M. A. Frianda of the Earth. 79/12/11. 21pp. 
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rating tlcense ttage documcnta h c arrespondcnca 


p. Operating license stage doeerasnti «. correspondence 


0616 EnflOTsas Friends of the Earth request that reactor activity 
tcheverry HalliUnlv of CAibe suspended. CA Assembly 
11 endorsement end. 

□N.H. Derkeley, CA. 79/0Q/'01. Spp. 


79121001B9 Dlecussss »«C 791101 meeting ^/representatives of N9BS 
vandiire t> fuel suppliers re discussion of „ 

portions of ECCa evaluation models dealing w/fuel cladding 
ssielllna «■ Incidence of rupture. Vendor responses *2' • 
eiSENHUT. D. e. Divielon of Operating fieactors. 79/11/09. 68pp. 


so-aas RPI CRITICAL EXPERIMENT 
uritg< medical, etnergancg L fire protection plans 


:0B06 Forwards draft Reg Guide 5. XX. “Std Format 8. Content for 
■nsee Physical Security Plan for Protection of 9NM of 
rate or Loui Strategic Significance." H/o end. 
l.R.H. Operating Reactors Branch 4 (Pre 7910301. 79/03/82. 


• ao-aao aerdtest radidoraphv t research reactor 

:UTlty> medical, emergency <■ fire protection plans 


10206 Forwards draft Reg Oulde 9. XK. "Std Foraat & Content for 
insee Physical Security Plan for Protection of 8NM of 
irate or Loui Strategic Significance." N/e end. 

)jR. H. Operating Reoctore Branch A iPre 791030). 79/0G/S2. 


ipection reports. lE Oulletlns 6 correspondence 


>0138 Ack receipt of 791803 Itr informing NRC of steps taken to 
•set violations noted in lE Insp Rept 50-28B/79-08. 
li H. E. Region 9. San Francisco. Fuel Facility 6 Hoterlals 

itg Branch. 79/12/11. ip. 


1260134 Responds to MAC 791113 Itr re violations noted in IE Insp 
ipt 80-228/79-08. Corrective ac tions: eval ution of neutron 
>aes for personnel in QA lab l< reactor eonsot* completed by 
10119. 

•MACIIECK. R. L. Aerotost Operations. 79/12/03. 8pp. 


-7912100299 Responds to NRC 791101 request re nonconp I lance of 
Ksstlngbouse ECCS evaluation model under requirements 
of 10CFR90 App R. Evaluation of thrao fuel rod models 
indicates no safety probleme for Hastlnghouee plants. 

ANDERSON. T. N. Westinghouse Electric Corp. 79/11/02. 4pp. 

-7912100330 Responds to NRC 791101 request re ORKL cladding swelling tc 
rupture data.Revlew of analytlcel models *t tests Indicates 
eeeiplianee U/10CFR90 App H-All CE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ.S. H. General Electric Co. 79/12/07. 2pp. 


-7912100407 Ferwerds response to NRC 79U01 request re rod burst test 
data. Concludes that -data properly represented by fuel modelt 
UBtd in vendor <v*luatlon nodil* i< 4nilv»** df«Dn*tr«fe# 

•It KTiUrlm of iOCfRW. 46 fiatl»fl«d. 

OUBLEYiO.F. Enon Co.* Ine. (lufci. of E*»t>n Corp.). 

79/tl/02. 9pp. 


-7912100496 Forwards addl info re evaluation of impact of NRC proposed 
ruptstre/felockage modal used in vsndor evaloetion model. 

No adverse Impact from new rupturt buret date or use of ISKC 
ruptura/klockaga model on licensing calculation results. 

QWBLEV.e.F. Eicon Nuiltar Co,. Ine. (sulii. of Eikon Corp.), 
79/11/04. 22pp. 


7912100172 Responds to 790313 Ur re completion of draft evaluation 
of 8EP TOPIC IV-1. A. Review complete 6 evaluation will be 
bmatc Input Into integratad safety assaaament. 

ZIEKANN.D.L. Operating Reactors Branch 2. 79/11/13. 2pp. 


7912040261 Forwards plant staam bypass capacity sheets, parcant rated. 
Info provided to OE for incorporation Into NEDQ-2470B. 

PEOPLES.O.L. Commonuitalth Edison Co. 79/11/16, 800pp. 


1260139 Foruarde IE Insp Rapt 90-823/79-08 on 791018-17 «< notice of 
lolatlon. , 

lOK.H.E, Region S. Ban Francisco. Fuel Facility » Materials 
ifety Branch, 79/11/13. 3pp. 


7912110019 Forwards updated Hats of BEP topics not requiring i 
review due to ongeing generic lieenilng actlvltlea outside 
SEP or bflcausa of Inapplieebllity to ^•9**^*'*' _ _ 

ZIEflANN. D. L. Operating Reactors Branch 2. 79/il/l6, 8pp. 


2260106 Notice of vlolotlon from insp on 771019-17. 

Region 8. San Francisco. Office of the Dlreetop. 79/11/13. 

3 . 


7912170204 Ferwardi evaluation of BEP Topic XVII "Operatianal OA 
Program.* Rtview completed. Assessment incorporates util 
781023 suggested mods. . 

ZIEHANN.O.L. Operating Reactors Branch 2. 79/11/20. App. 


2260139 IE Insp Rept 90-28B/79-02 on 791018-17. Noncomp Uance noted; 
slled to adequately evaluate neutron espoaures. 

MRDi J, 0. Region 8. Ban Francisco. Office of the Dlrietor, 

OBK.H.E. Region 8. San Francisco. Fuel Facility fc Materials 

afety Oraiich, 79/11/13, Bpp. 


7912090322 Otscusses 791113 * 14 site visit re solid raduastl 
processing 6 taaipoTery storage. Fad 1 Ities have Instituted 
laproved wests mlnlaiiation programs. 

ORANTiP. • LO.R. Environmental Evaluation Branch. 79/11/23. 


Spp. 


r 80-237 DREaCEN NUCLEAR POWER STATION. UNIT 2 
curity. medical, emergency tc fire protection plans 


7918070417 Coaaants on and Fugro. Ine review of LLL/TGRA rept re 
silamic berard analysts. Variance in eipert opinion suggests 
that propraa output Is inaccurate. Ouestionable areas must be 
rasolvad in order for methodology to bs useful, 

JANECEKiR.F. Commonwealth Edison Co, 79/11/29. 2pp. 


00082 DlseuieoB NRC 791109 meeting re amargency preparedness team 
leu objoetlves. Provides guidance for improving licensee 
rgency preparedness I. assuring capability of offsite 
ncies to take appropriate emergency ectlons. 

HEB.B.K, Emergency Preperedness Task Force. 79/11/83. 30pp, 


70063 Forwards list of specific items requiring updating in 
rgency plans. Emergency plans were evaluated using code 
uiramenls.Heg Oulde 1.101 i Emergency Planning Review 
dclinei Numbor 1. Revision 1. 

DLITD. T. A. Operating Reaeters Branch 3. 79/11/30. 7pp. 


iTOOBQ Ack receipt of 790B16 Itr transmitting 
Ining 6 qualification plan. Requests submittal 
II fees totalling 44.000. 

.LERiN. Cl. License Fee Manage.nent Branch. 


security personne 
of Class I 

79/18/10. Ip. 


L 


naral correspondence 


7918O7O4S0 "Critique of LLL/TERA Repts on Seismic Hasard Analysis." 

erapared for Nuclear Svci Corp, 

e FURSO Consultimp Englnoars ti Oaologlsts, 79/10/26, 7pp. 

791211039B Suamary of 7910U maetlng w/utll re BEP seismic review. 
LEVIN 1 H.A. Bysteeiatlc Evaluation Program Branch. 79/H/29. Spp. 


7918310361 Bubalts requested Info on SEP Topic IX-3. "Station Bvc li 
Ceollno Hater ^s. " Totsl residual heat raliessd during cool 
down froei normal oporating tamp to 212 F appros 479.3 
ailllLon BTU. 

JANECEKjR.F. Commonwealth Edison Co. 79/11/89. 6pp. 


7912040297 Forward* supplementary ratpanss to be incorporated into 
791018 Itr re lesson* learned commitments to meet near-term 
requirements. 

REEOtC. Comeonwaalth Edison Co. 79/11/30. 7pp. 


'8060B Discusses 791204 title change of manager of nuclear 
rations to vice president. Organization structure not 
lared.Ho rsvielon will ho made to OA program topical rept 
•1-A until orgenlzotlon structure it delirsatid. 
lECEK. R. F. Commonwealth Edison Co. 79/18/19. Ip. 


7912040489 Submits updated schedule* for installation eP recirculation 
pMtp trip mods par 790329 Itr, 

FEQPLE8iD.L. Coamonuialth Edison Co, 79/11/30. 2pp. 


7918120411 Forwards suppliAsntary respons* re commitment to meat 
ibort-term raquiremonts of Lesson* Leerntd Task Force, 

REEDtC. Comnionwaalth Edison Co. 79/11/30. 7pp. 
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791S1S04S9 Foruurd* f upp lemintal reiponte to 79101B Itr r* caBaltaBtiti 
to Lotioni Ltarntd Talk Forci raconunindatlans. 

PEOPLES. D. U. COfiiinDnutaUh Edison Co. 79/12/03. 2pp. 


7912110390 Proposif to amend Tech Specs. a> tend Ing mai average planar 
linear heat generation rate to larger eipoiure va lues. Errata 
1< addenda sheets for “LOCA Analgsls Rept.” Tech Specs page 
changes tc Class III fees end. 

PEOPLES. D. L. Commonuealth Edison Co. 79/12/04. 2pp. 


““7912110306 Errata fc addenda sheets for "LPCA Analgsls Rept." 
a Oenaral Electric Co. NED0“24146. 79/10/31. 3pp. 


•7912110391 Tech Spec page changes: Page BlC-1 for Dresden-E t, Figure 
3. 9“1 for auad“Cltles-l. 

• Commonuealth Edieon Co. 79/10/31. 3pp. 


7912140266 Foruards design drauings re uatcr euppreesion ag s. dateettan 
age b l/nlt 1 fire pump. Draulngs available in Central Files 
onlg. Kgdraulie calculation info b Fairbanks morse manual 
daecrlblng fire pump end. 

JANECEK. R. F. Commonuealth Edison Co. 79/12/04. 2pp. 


7912270006 Requests that ang Info re less of offsite pouar at facllitg 
ba fo'ruardad. Info should be submitted ulthln 90 dags of Itr 
racelpt. 

ZIEHANNiD. L. Operating Reactors Sranch 2. 79/12/04. 3pp. 


7912210349 Foruards cover sheet for CE-l-A. Revision iO. inadvartantlg 
omitted from 791116 transmittal. 

NAUOHTONi M. F, Commonwealth Edison Co. 79/12/13. 2pp, 


7912100831 Forwards info documenting evaluation of purge b vent valve 
operabilltg verification. Util committed to purge b vent egt 
In conformance u/NRC Interim poeitlon. Comp late conflrmatorg 
anelgtei not available for 30-40 uk. 

PEOPLES. D. L. Commonuealth Edison Co. 79/12/14- 6pp. 


7912190342 Forwards "Adenuacg of Station Electric Distribution Sys 
Voltages. “ addressing 4B0-valt undtrvoltage conditions. 
UANECEK.R.F, Commonuealth Edison Co. 79/12/14. Ip. 


-“7912190349 "Adequacg of Station Electric Distribution 9gs Voltages," 
* Commonwealth Edison Co. 79/12/14. Spp. 


7912270469 Foruards response to NRC request for addl Info on TMI 
Lessons Learned Task Force Recommendations 2. 1.7a b 2.1.7b. 
PEOPLEBiD.L. Commonusalth Edison Co. 79/12/14. Rpp. 


7912270470 Advises that qualification program for remaining purge b 
vent containment velvet is In progress. Drosd sn b Quad-Cities 
butterfly valves will close. regardless of degree of opening. 
Response to NRC interim position end. 

PEOPLEBiD.L, Commonuealth Edison Co, 79/12/14. 6pp, 


7912270997 Advises of compllanet w/Catigory A THl Lessons Learned Task 
Force items identified In NRC 790913 b 1030 Itrs. Compliance 
will be achieved by BOOlOt.or prior to return to power fnr 
units In outages on 000101. 

PEOPLES. D.L. Commonuealth Edison Co. 79/12/17. Ip. 


7912310370 Forwards Sargsnt b Lundy rapt Indicating sufficiency of 
torus swag rods. Rubbpr mats ars glued to steel battery rack 
b glees battarg cells sit on rubber mats, providing factor of 
3 conservatism in coefficient of friction. 

JANECEK.R.F, Commonwealth Edison Co. 79/12/10, 2pp, 


7912270499 Confirms discussions re proposed Tech Spec amend to aitend 
mas average planar linear heat-generation rate curves. Ko 
fuel tgpe Is expected to exceed peak pellet exposure above 
40. 000 HH0/8T. 

JANECEK.R.F. Commonwealth Edison Co. 79/12/20. Ip. 


7912200833 Rasponds to NRC 791031 request for plant-unique 
implementation ichadule for additional condonsatlon taste 
re Hark I full scale test fad 1 Itg. Analysis dependent on 
final reeolutlon of aepiptance criteria. 

PEOPLES.D.L. Commonwaalth Edison Co. 79/12/20. 2pp. 


7912310340 Foruards ravlsed pages to CE-l-A. "Comm Ed OA Program for 
Nuclear Oaneratlng Stations." Revision 11. 

JANECEK.R.F. Commonwealth Edison Co, 79/12/20. Ip, 


"7912310389 Revised pages to CE-l-A. "Comm Ed QA Program for Nuclear 
Oaneratlng Stations.'' Revision 11. 

« Commonwealth Edison Co. CE-l-A- 79/11/21. 16pp. 


0. Inspection reports. IE Bulletins & correspondence 


7912090013 Forwards IE Insp Repts 30-010/79-19.90-237/79-23 b 
90-249/79-21 on 790904-20 b notice of violation, 

HEISMiAN. R. F. Region 3. Chicago, Reactor Operations Nuclear 

Support Branch. 79/10/10, 2pp. 


—7912090020 Notice of violation from insp on 790904-2B. 

* Region 3. Chicago. Office of the Director. 79/iO/iS. 2pp. 


— 7912090037 lE Insp Repts 30-010/79-19190-237/79-23 b 30-249/79-21 on 
790904-23. Noncompllance noted: fal lure to control access to 
high radiation areas b failure to fallow procedures. 

BARKER.J.L., UALKER, R. 0. , SPESSARO. R. L. Regions. Chicago. 
Office of the Director. 79/10/19. 9pp. 


7912050204 Notice of violation from insp on 790904-30. 

e Region 3. Chicago. Office of the Dlroctor. 79/10/13. 2pp. 


7912200344 Forwards uaite packaging Insp Rept 79-02A on 790925-26. No 
noncompllanct noted. 

SUTHERLAND. J. T. Region 2. Atlanta. Fuel Facility b Hstarlals 
Safety Branch. 79/11/07. 2pp. 


—7912200399 Uaste packaging Imp Rept 79-02A. No noncompllance noted. 
Major areas inspected: shipping paper b DDT placarding 
raqulremints. radiation level s. removable contamination. DOT b 
NRC package features. 

SROHNiR.A. Region 2. Atlanta. Office of the Director. 79/11/06. 
6pp. 


7912130679 Forwards IE Imp Repts 30-010/79-21.30-237/79-24 b 
90-249/79-22 on 791009-12 b 13-10 b notice of violation. 

Inep repts b notice of violation withheld (rtf 10CFR2. 790>. 

HIND.J.A. Region 3. Chicago, Safeguards Qranch. 79/11/09. Rpp. 


7912090106 Foruards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves. " No response required. 

KS’PLER.J.e, Region 3. Chicago. Office of the Director. 79/11/16. 
ip. 


7912100213 Forwards IE Info Notice 79-2B. "Overloading of Structural 
Elements Due to Pipe Support Loads," No responsi rtquired. 
REPPLERiJ.g. Region 3. Chicago, Office of the Director. 79/11/16. 
Ip. 


7912110997 Forwards IE Info Notice 79-29. "Loss of Nonsa fetg-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
■pacific action or responee required. 

KEPPLER.J.e. Region 3. Chicago, Office of the Director. 79/11/16. 

ip. 


7912210029 Forwards IE Insp Rspts 50-237/79-29 b 30-249/79-23 on 
790917-18 b 24-27. No noncompllance noted. 

KEPPLERiJ.D. Region 3, Chicago, Office of the Director. 79/11/16. 

2pp. 


— 7912210031 IE Insp Repts 90-237/79-23 b 50-249/79-23 on 790917-18 b 
24-27.Na noncompllance noted. Major areas inspect ad; cooling 
lake const, sail borings on north dike b review of monthly 
BUFvelllance repte on dike structure. 

BALLAOHBRi B. J. . OEBTMANN, M. J. Region 3. Chicago. Office of tho 
Director. HAYES.D.U. Region 3, Chicago, Reactor Cane true tion b 
Engineering Support Branch. 79/11/14, 26pp. 


7912100013 Notifies of delay In implementation of IE Bulletin 79-14 re 
aecaselble areas comparison b svatuatlon phase. Current 
program provides for sarllest detection b evaluation of 
etgnlftcant discrepancies. 

PEOPLES, D.L. Commonwealth Edison Co. 79/11/19. 2pp. 


7912090390 Forwards IE Oullotln 79-86, "Boron Loss From BUR Control 
Bladas." Responsi requlnd. 

KEPPLER.J.O. Region 3. Chicago, Office of the Dlroctor. 79/11/20. 
ip. 


7912040009 Ack receipt of 79110S Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-010/79-19. 
90-237/79-23 b 90-249/79-21, 

HEI8HMAN. R, F. Region 3, Chicago. Reactor Operatlone Nuclear 
Support Branch, 79/11/21. Ip. 


— 7912040011 Rtsponds to NRC 791018 Itr re vioUtlons noted in IE Insp 
Repts 90-010/79-19,90-237/79-23 b 90-249/79-21, Corree tlve 
actions: personnel Instructed to lock door to high radiation 
area. 

PEOPLEBiD.L. Commonwealth Edison Co. 79/11/08. 9pp. 
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7712100417 Foruurd* IE Circular 77-24. "Propar 
Cort Bpraij Plp« Braak Datactlon Eqolpmant on 
wrtttan raiponia required 

KEPPLER.J.O. Rajlon 3. Chtcajo. Qfflte of 
Ip- 


initallatlon 8. Calibr of 

EUR*. " No 

the Director. 77/ll/2i. 


7712140187 Foruardi IE Circular 77-23, "Motor Starter* 4 Contaeter* 
Failed to Operate." Ho uritten response ^ wiW2i 

KEPPLER.J.O. Region 3. Chicago. OfFlce of the Director. 79/1 
ip. 


7912110378 Notifies that NRC intends to routlnelg foruard to 
aopTopriate state public util regulatory groups li state atc« 
general ofe* copies of escalated enforcement eorraspondenca 
tent tg ISC to licensees. ...... .. -ra/n/aa 

KEPPLER.J.O. Region 3. Chicago, Office of the Director. 79/11 
Ip- 


7912170199 Fortjerd* IE Bulletin 79-27. “Los* of Non-Claia IE 
Instrumentation 4 Control Pouer Sys Do* During Operation. 

Written response required. _ . -jo/iwio 

KEPPLER.J.O. Regions. Chicago. Office of the Director. 79/11/30. 

IP- 


7912140056 Foruiard* IE inio Notice 77-30. "Reporting of Defteta t, 
Noneoapllancas. 10CFR21. " No action or response fejulred. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 77/12/06. 
IP- 


.CD 7g-063/03U-0; on 771 1 14. dur 1 ng weakly surwalllanci 

«Hbr initiated rod block at 102B5 count, per 
second Caosad by eloctTonic Instrument drift. Source range 
....lanr readjusted & uilll bo tested uieokly. 

KORCHVNSKV. M- CDHimonwealth Edison Co- 79/11/30. 2pp- 


7912l4<ra9B ForuardS LEfl 79-Oil/03L 0. 

gTEPHENSQH. B. B. Commonuoalth Edison Co. 


79/12/06. Ip. 


WI3I4O404 LER 79-061 /03L-0; on 791 109. during normal operation, found 
cfidM stwaye tank b.loui Ttch Spec I Iml t. Caused by drift In 
.erlno satPPlot Of pilot valve 2009197. Spring wa# adjusted. 
HQLLAND^P. Cofliflionuisalth Ed lion Co, 79/12/06, 3pp, 


7912I404S9 Fnruards LEft 79-062/03L-0. 

BTEPHENStttl.a. B. Canmonuealth Edison Co. 


79/12/06. 


»p. 


-7013140491 LER 79 - 06 a/ 03 L- 0 : on 79U10.u/Unit 2 at stsadg power, Unit 3 
scraisnad b Oreus 2 isolation occorrad. Standby gas treatment 
BUB A tripped aPtsr start b sys B. in standby, started. Caused 
hu blown Puss in sys A heetsr control circuit. 

BADRANiS. Commonwealth Edison Co. 79/12/06. 2pp. 


79I227D34S Responds to NRC requssts for Info re loss P""" 

Bvatits at facility. Forwards aniusrs to question* re 691112 
L 7H01S2 svants.LER 7B-009/03L-0, 7B0122 dsviatlon rept b 
flit orsaS "v b 138 kV line failure, during 1974-1979. 

JANECEKiR.F. Co/nmonuealth Edison Co. 79/12/19. 2lpp. 


7912200086 Forwards IE .Bulletin 79-28. "Possible Malfunction of Namco 
Model EAIBO Limit Switches el Elevated Temps." Action 

KEPPLER? j. 0. Regions, Chicago, Office of the Director, 79/12/10. 

IP- 


7912200443 Notification of 791213 meeting w/utll to discuss 
79-02 anchor bolt fa base plate analysis. 

JORDAN.E.L. Division of Reactor Operations Inspections. 
3pp. 


IE Bullstln 
79/12/11. 


R. Ptrlodic opsrating rsports fa related correspondance 


79121B0377 Forwards monthly oparatlng repls for Nov 1979. 
STEPHENSON. B. B. Coanonwealth Edison Co. 79/12/07. Ip. 


-7912180306 Monthly operating repti for Nov 1979. 

CIE8ZK1EUICZ. 8. Coamonaealth Edison Co. 79/12/03. 19pp. 


7912270294 Forwards LER 79-064/03L-0. 

STEPHENSON. B. B. Comnonwaalth Edison Co. 


79/12/21. 


Ip. 


-7912270269 LEfl 79-064/03U-0; on 791 124. tarus-to-dryusll vacuum breaksr 
found Inoperabla. Causail by swollen teflon shaft bushings. 

Bushings siachlnsd to required clearancu b study inltlatsd rs 
applicability of teflon as bushing matarlal. 


DOCKET 90-243 OREODN STATE UNIV. RESEARCH REACTOR 
F. Bacority. •sdleal. emergency fa fire protection plans 


1912120206 Forwards draft Reg Quids 9. XX, "Std Format b Content for 
Llcansea Phgsleal Security Plan for Protection of BNH of 

Hodarata ur Law Strategic Significance. •' H/o end. 

RElDiR. U. Operating Raactors Branch 4 IPra 7910301. 79/00/22. 

2pp. 


B. Raportable occurrences, LERe fa related correspondence 


7912120060 PND-ll 1-79-025: on 791025, essential sves motor generator let 
tripped. resulting in tripping of Unit 3 reactor. Caused by 
slaaalng of assintlal sves electrical panel door. 

CREED, J.. DONAHUE, J. F. , HIND, J. A- Region 3, Chicago, Offlca of the 
Director. 79/10/26. 2pp. 


7912170166 PNO-IU-79-2SA; threatening telephone calls came from eourt- 
coneltted patient.All affected licenseei notified. 

BELANQER.J,. DONAHUE. J. F. , HIND. J. A. Region 3, Chicago, Office of 
the Director- 79/10/29. Ip. 


7912030088 PNO-1 1 1-79-031: on 791023, Federal Highway Administration 
Bureau of Motor Carrier Safety Issued notice of shipping 
violation for laproper packaging of low specific activity 
radioactive matl.Utll fined. 

BARKER.J.L.. 6PE88ARD,R., HEISHHAN, R. P. Region 3, Chicago. Office 
of the Director. 79/11/01. Ip. 


P. Oparating license stag# dacuinantf b eorrespondunca 


7912260237 Forwards safay evaluation ra mods to THIOA reactor console 
electranice. 

LAINABtO. Plant Byetams Branch. 79/11/19. ip, 

"7912260S33 Safety evaluation ro proposed mods to TRIOA reactor consols 
elachranlcB. 

a Plant Systems Branch. 79/11/19. 6PP. 

0. Inspactlon rsports. IE Oullatins b corrospondsnci 


7912110100 Forwards IE tnsp Rapt 80-243/79-02. No noncompliance noted. 
Insp rapt withheld (raf 10CFn2, 7901. 

NDRDERKMA, L. R. R.oglon 5. Ban Francisco, Bafaguarae Drench. 
79/11/13. 3pp. 


7912200546 PNO-1 1 1-79-036; on 791U0,Unlt 3 tripped while performinci of 
lew vacuum trip surveillance In progress. Unit 2 tripped when 
insiruaent mechanic Isolated feedwater pump suction 
traniaitter resulting In feedwater pump tripping. 

BARKER, J., SPE88ARD. R. Region 3,. Chicago, Office of the Director. 
79/11/13. '8pp. 


7912030192 Forwards LER 79-060/03L-0. 

STEPHENSm, B.B. Cenaonwealth Edison Co. 79/11/2B. Ip, 


DOCKET 80-244 HOEERT EMMET OINNA NUCLEAR PLANT, UNIT I 
F. Sacurlty, medical, emergency b fire protection plane 


7912200022 Diacusess NRC 791109 meeting ra emergency preparednese team 
review objectivas.Provldas guidance for Improving licensta 
eaergancy prspartdneis b assuring capability of offsite 
agenciaa to take oppropriati imergancy actions. 

0RII1E8,e.K. Emsrgsncy Preparedness Task Force. 79/11/23. 30pp. 


—7912030196 LER 79-060/03L-0: on 791030, while Units 2 b 3 were at steady 
poweriditcevered that annual requirement to cycle testable 
valves in flow path for firs water supply had not bean 
psrforeed. Cauatd by filluri to Identify eiletlng procedure, 

KERBERT.B. Coanenwealth Edison Co. 79/11/28. Ip. 


7912140462 Forwards LER 79-063/03L-0. 

STEPHENSON, B. 8. Conmonwealth Edison Co. 79/11/30. Ip. 


7912270392 Responds to NRC 790214 flra protsctlon safety evaluation 
rapt rcqulreasnts for addl Info rs doors, piping b duct 
ponotrattons, priflrs strabogles fa osposod structural stoel. 
HHITE.L.D. Rochasttr Oas fa Elactric Carp. 79/12/18. 2pp. 


7912310391 Forwards "Safo Shutdown -- Fir# Study." 

HHITE.L.O. Rachssfear Oas b Elietric Corp. 79/18/2B. Ip. 


—7913310394 "Saft Shutdown - Firs Study. " 

o Rochasttr Oas b Eloctrle Corp, 79/12/31. 40pp. 
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0. Adjudicatory eorratpondinca 


7912110038 Confirm raetlpt of tncl 790329 potltion to luipond OL* for 
all PUR*. Forwards FR notles Indicstlnp that pttltlon will ba 
traatsd in aeeordanci U/10CFR8. 20A. 

DENTON. H.R. Off let Of Nueltar Rsactor Rtgulatlon. 79/11/23. If. 


•7912110126 Notica of rs^usst for action pursuant to 10CFR8, 806 ra 
Environ Coalition on Nuclsar Pouitr 790329 pititlon 
rtquostlng susptnsion of all OLs for PMRs. 

NULLERi D. R. Offict of Nuclsar Rsactor Rigulatlon. 79/11/83 
3epp. 


7912200822 Btlpulation tsrninatlng procstdlng as to Rochsstsr Coaalttta 
for Sclsntifie Info. Inc. RCBI agrsts that applicant has 
fulfillsd Paragraphs ltd rs^ulrsmsnts of 740312 
stipulation. Csrtiflcats of Bve sncl. 

ROSENBAUM. H, E. Roehtstsr Cotsnlttss for Bcisntific Informtlen 
VOtOT.H.H. Rochastsr Oas b Etsctric Corp. VOIOT.H.H. LsBoauf. 

Laab. Lsiby V HacRas. 79/12/10. 4pp. 


H. Osnsral corrsspondsncs 


7918140167 Concurs w/updatad Cartlflcata of Bve.Rsqussts that RN 
Plnknsy of Ontario.NY bs addsd to svc list tc Btrvsd 
coplas of all applications for llctnsts b amsnd. 

FAR0N.R.8. LsBosuf. Lanb. Uslby b MacRas. 79/11/20. Ip. 


7912870012 Raiponds to Itr rt Impact of THI Incidant on facilita. 
Forwards NUflEe-037B, U/o and. 

DENTON. H.R. Offiea of Nuclsar Raactor Regulation. 79/18/06. 8pp. 


7918270068 Rssponds to Itr rs impact of THI incident on facllttu. 
Forwards NUflE0-0S7e. U/o tncl. 

DENTON. H.R. Offict of Nuclear Reactor Regulation. 79/18/06. 2pp. 


7912270365 Forwards Certificate of Svc omitted from time stamped Itr 
noting filing for util. Certificate of Bve should be placed 
w/filing. 

ANDRA8. R,F. UsBoeuf. Lamb. Lelby b MecRae. 79/12/20. 3pp. 


0, Insurance b Indemnity information 


79121SOSBO Submits list of complainants rs Dec 1973-Fsb 1974 
ovsreiposurs alligation. 

ALTONiC.O. Amsrlcan Nuclsar Insursri. 79/12/12. Ip. 


P. Opsrating llcsnst stage documents b correspondence 


791109024B "Summery of Dpereting Esperience H/Reclrculatlnp Steam 
Oenerators. " 

EISENHUTi D. 0. Division of Operating Reactors. NUREB-0S33. 
79/01/31. B9pp. 


790B030S7B Forwards list of seismic projects. Reviews findings re 
lafety-releted piping sys reenalysis for plants 
w/algobralcally combined earth(iuike componente discussed. 

HERRINO. K. B. Engineering Drench fPre 791030>. 79/06/15. 6pp. 


7912050178 Discusses NRC rsvlsw of UERs b Tteh Spec requirements re 
control RPI sys at Usstlnghouss PURs. Requists Toch Specs 
rsvlsw to snsurt rsqulremint for rod mint to ulthln +/- 12 
stsps Indlcatid b RPI sys verifitd aceurets within 12 stops. 
aCHHENCER.A. Opsrating Rsaeters Branch 1. 79/10/29. 7pp. 


7912100189 Discusses NRC 791101 misting w/representetlves of N89B 
venders b fuel suppliers re discussion of rispsetivs 
portions of ECC8 svaluitlen modsls dseiing ut/fuel cladding 
twilling b Incldincs of rupturs. Vsndor reiponies snd. 

EISENHUTi D. 0. Division of Opiratinp Rsactors. 79/11/09. 68pp. 


— -7912100255 Responds to NRC 791101 request re noncomplienee of 
Weetinghouee ECCB evaluation model under requirementt 
of lOCFRSO App K. Evaloetlon of three fuel rod models 
indicates no safety problems for Nattinghouss plants. 

ANDERSON. T. M. Uestinghouse Electric Corp. 79/11/02. 4pp. 

“7912100330 Reeponds to NRC 791101 request re DRNL cladding iwalling b 
ruptura data.Reviaw of analytical models b tssts indicates 
compliance w/lOCFRSO App K.All OE epees for calculated peak 
cladding tamp remain unchanged. 

BUCHHOLZiR. H, Oeneral Electric Co. 79/12/07. 2 pp. 


--7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data proptrly reprisentsd by furl models 
used in vendor evaluation models b that analyses dimonstrats 
all crltsrle of lOCFRSO. 46 satisfied. 

ONSLEYiO.F. Esion Nuclear Co.. Inc. isubs. of Exxon Corp.), 
79/11/02. 9pp. 


•7912100456 Forwards adtfl info re evaluation of impact of NRC proposed 
rupture/blockage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

IWSLEYiO.F. Exon Nuclear Co,. Inc. (tubs. of. Exxon Corp.). 
79/11/04. 22pp. 


7918040144 Summsry of 791101 mieting u/utll in Bethssds.tlD re plans to 
insert mixed oxide fuel ateemblitt into plant core during 
Mar 1980 refueling outage. 

SHEAiU.J. Dpereting Reactors Branch 2. 79/11/16. 17pp. 


7912110030 Forwards updated lists of SEP topics not requiring sits 
review due to ongoing generic licensing activities outside 
BEP or because of Inapplicability to facility. 

ZlEMANN.D.L. Operating Reactors Branch 2, 79/11/16. 6pp. 


7912170079 Requests addl info rs review of 79101B submittal on tendon 
surveillance program. 

ZIEHANNiD.l.. Operating Reactors Branch 2. 79/11/20. 3pp. 


7918060117 Summary of 791109 telcon w/util rt lessons learned 
implementation. 

SHEA.J.J. Operating Reactors Branch 2. 79/11/21. App. 


7912050494 Forwards response to NRC 791022 requeet for evaluation of 
auxiliary feedwater eys b Informt that eddl Info re 
auxiliary feedwater sys flow requirements will be forwarded 
in seven months. 

HHlTEiL.D. Rochester Oas b Elictrlc Corp. 79/11/28. Slpp. 


7912120447 Risponds to NRC riquest for structural model of containment 
structure b Internals for ust In SEP seismic analysis. 

Advises that appropriate sketches b models have been sent to 
LLL. Application for withholding info end. 

UHITEiL.D. Rochester Oas b Electric Corp. 79/11/30. 6pp, 


79181900S7 Forwards safety avaluetion re potential for water hammer In 
feedwater piping b technical evaluation by EObO. 

LAINA&O. Plant Syiteme Branch. 79/12/03, 2pp. 


-7912190062 Safety evaluation re potential for water hammer in feedwater 
piping. Acceptable precautions taken to mlnlmiie uatar 
haewar occurrence. 

a Office of Nuclear Reactor Regulation. 79/11/30. 3pp. 


•7912190066 "Bteam Oenerator Water Hammer Technical Evaluation." 
a EO b 0. Inc. 79/10/31. I5pp. 


7912180450 Forward! "Dailgn Analytis Adequacy of Station Electric 
Distribution Sys Voltages. " Some operating conditions have 
potential to cause spurious separations of safety buses 
from offsite power sourct. Available in Central Files. 

WHlTEiL.O. Rochoitir Oas b Elictric Corp. 79/12/06. 2pp. 


79121202B9 Rssponds to 791I0S Itr ri control rod position indication. 
Present Tech Spec dsfinltlon of Inopirabli control rod 
includes statsment rt misalignment by more then IS inches 
w/bank. 

HHlTEiL. D. Baltimore Oas b Electric Co. 79/12/07. Ip. 


791212044S Notifies that util concurs w/NRC 791113 draft evaluation 
of SEP Topic ill-B.Ci "Irradiation Oamage:Uie of Bensltiied 
Stainless Steel b Fatigue Resistance. 

WMITEiL.D. Rocheeter Oas b Electric Corp. 79/12/07. Ip. 


79181604IB Forwards evaluation of prestrossed tendon fercesiin response 
to NRC 791120 Itr. 

UHITEiL.D. Rochester Oes b Electric Carp. 79/12/12. Spp. 


“7918180426 "Evaluation of Prestpessed Tendon Forces. " 

« Ollbsrt/Commonwealth Cos. OAI-2074. 79/11/20. 300pp.- 


79181B0S16 Rtsponda to NRC rsquist for info rs suxlllary feeduatsr eys 
b TNI short-tsrm Lisions Learnad Task Fores riquirsnenta, 

Eilsting auxiliary feedwater flow Indication complies 
w/clarlficatlon C. 1. Drawing available In Central Files only. 
HHITEjL.D. Rochister Oas b Elsctric Corp. 79/12/14. 8pp. 
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79i210O9S7 Rsspanils to MRC 7910S3 Itr r« conta Innvii t purging during 
narnal plant opsrat ions. Pur ping dan* to improve uorklng or 
environ cond 1 1 1 ons. Valve openings ret tr I c ted. Vent 1 latlon 
Isolation tys modified requiring valve reset Individually. 
UHlTEiL.D. Roelietter Oas h Electric Carp. 77/13/14. 3pp. 


7912310360 Forwards Gilbert Associates Drauiings D-001. OlSi Rewltlon 
D-001-022 i FtevUton 13, D-003-00&. Revl t ion & & D-0DI-033i 
Revision 9 in response to NRC request for cpntainnsnt 
drawings. M/o snc 1. 

WHITE. L.D. Rochester Oas «< Electric Corp. 79/13/14. Ip. 


79123B0147 Advises of ualver of Class 111 license amend fee on 791114 
application for Tech Spec change re fire pro tec tl on. Refund 
being processed. 

MILLER. H.O. License Fee Management Branch. 79/13/14. Ip. 

7912380301 Forwards three addl copies & one aperture card for Draulng 
33013-S44, Revision 4. 

WHITE. L.D. Rochester Oas & Electric Corp. 79/12/19. Ip. 


7912S8019B Forwards application to ensnd License DPR-18. 

VarOT.H.H, LeBoeuf. Lamb. Lelby tr HacRae. 79/13/30. Spp. 


— 7913880306 Application to amend License DPR-IS, changing Tech Specs re 
mlied oxide fuel aisetnbllet In fuel to be loaded for Cycle 
10 . 

UHITE.L. D. Rochester Oas ti Electric Corp, 79/13/14. t7pp. 


— 7913280213 "Fuel & LOCA Evaluetion of Hlied Oxide Fuel Attinblies. ■ 
SKARITKA, J. HestinohousB Electric Corp. 79/13/31. lOpp. 


—7913380822 "Plant Transient Analysis," Revision 1. 

MARDQUBKI, F. , KAKif, J. D. , LEACH, C.E. Exxon Nucliar Co., Inc. 
(iubs. of Exxon Corp.). XH-NF-77-40- 79/07/03. 21pp. 


— 7913380332 "Addendum to Criticality Analyili for Fuel Storage Racks to 
Address Storage of Mixed Oxide Fuel Assemblies." 

SCHWARTI,n.H. Pickard Lowe t> Garrick. Inc. 7?/ll/2a. lEpp. 


— 79I32B024O "Cycle 10 BAR U/Kixed Oxide Asssmblifi." 

aIOHNSON, B. L. • BUSSELHAN, 0. J. . SOFER.O.A. Exxon Nuc I ear Co. . Inc. 
(subs, of Exxon Corp. I. XN-NF-79-103. 79/13/14. 33pp. 


Q. Inspection reports, IE Oullstins h correspondence 


7913140047 Responds to IE Qullstin 79-23. Ho connection exists between 
kVA generator t low kVA rated transformers. Potent 1 el for 
saisrgeney generator failure will be determined by 24-h loed 
test before end of next refueling outage, 

HH1TE,U.D, Rochester Oas t Electric Corp. 79/10/19. 54pp. 


7913170247 Responds to !E Bulletin 79-17, "Pipe Cracks in Stagnant 
Berated Water Sys at PWR Plants. " Examination of stagnant 
portions of sys not previously psrformid wire completed on 
791010. 

MHITE,L.D. Racheiter Oas h Electric Corp. 79/10/24. Spp. 


7913040048 Forwards rssponss to IE Bulletin 79-14. ''Stlsnilc Analyses 
for Aa-Euilt Safety-Related Piping Syl. " Plans to defer Insp 
until resins are removed. 

WHITE, L.D. Rochsttsr Oas b Electric Corp. 79/10/30. 30pp. 


7913210357 Forwards IE Insp Rapt 90-344/79-13 on 790917-20. No 
noncotnpllance noted. 

BRIMNER.E, J. Region 1, Philadalphla, Reactor Operations Nuclaai* 

Support Branch. 79/11/01. Spp, 


—7912210363 IE Insp Rspt 90-344/79-13 on 790917-20. No noneomp I lane# 
noted. Major areas lnfpectsd:plant oparatlons, nonroutlns 
event reporting program ti potential failure mschanli'n of 
pressurlier power operated relief .valve yoke. 

KARKOWSKI, R. 8. Region I, Philadelphia, Offica of the DlrectaT. 
KEIHIO.R.R. Region 1, Phi ladoiphle. Reactor apeTatloni Nuclear 

Support Branch. 79/10/24. Spp. 


7912090061 Fopuardi IE Circular 79-32, "Strok# Tlfflos for Power Operateil 
Relief Valves.” No responei required. 

OSIER, B.H. Region 1. Phi ladslphle. Office of the Director, 

79/11/16. Ip. 


7912090304 Forwards IE Info Notice 79-27, ''ateem Oenerator Tube 
Hupturee at Two PHR Plants." No reiponss required. 

CRIER, B.H. Region 1. Ph 1 ladslpb is, Office of the Director. 
79/11/16. Ip. 


7913100199 Forwards IE Info Notice 79-20, "Overloedlno of Structural 
Elements Due to Pipe Support Loads." No response required. 
ORIER.S.H. Region 1. Philadelphia, Office of the Director. 
79/11/16. Ip. 


7913110473 Forward! IE Info Notice 79-39, "Loss of Monsafety-Related 
Reactor Coolant Byi Instrumentation During Operation. " No 
•pacific action or response required. 

ORIER.S.H. Region 1. Philadelphia, Office of the Director. 
79/11/19. Ip. 


7912090330 Forwards IE Bulletin 79-36, "Soron Loss From BUR Control 
Blades." No response required. 

ORIER.B,H. Region 1, Phllsdelphla, Office of the Director. 
79/tl/SO. Ip. 


7913D60S97 Forwards IE Circular 79-34. "Proper Installation li Calibr of 
Core Bpray Pipe Break Detection Equipment on DHRs. " No 
reiponse required. 

GRIER.O.H. Region 1. Philadelphia, Office of the Director. 
79/11/26. ip. 


7912110091 Forwards IE Circular 79-33, "Motor Sterteri t Contactors 
Fallod to Operate. " No response rtquired. 

ORIER.S.H. Region 1, Ph i ladalph la, Offica of the Olrsctor. 
79/11/26. tp. 


7912264K>33 Risponds to IE Bulletin 79-17, Ravi sion 1 re pipe cracks In 
stagnant boratad water sys. Hill Inspect seven addl utlds 
during next annual refusllng outags. During Intsrlm monthly 
insps lelll be conductsd. 

UHITEfL.D. Rscfisstar Oas «< Eltctrlc Corp. 79/11/36. Spp. 


7912190094 Forwards IE Bullstin 79-37, "Loss of Non-Class IE 
Instriiaentstiiin i Control Pousr Sys Dus During Oparation. " 
Written responsa rtquired, 

ORlERtB.H. Region 1, Ph i lads Iphls, Office of the Oirsetor. 
79/11/30. Ip. 


7912310390 Forwards IE Info Notice 79-30. "Reporting of Dsfscts «< 
Noncanpllances. lOCFRSl, " No action required, 

ORIER.S.H. Region 1, Philadelphia, Office of the Director. 
79/12/06. 4pp. 


7913190769 Forwardt IE Bulletin 77-28, "Possible Malfunction of Nemco 
Model EAlfiO Lieiit Sultchss at Elevated Temps." Nrlttan 
raapansa required. 

ORIER.B.H. Region 1, Ph 1 ladalphla, Offica of the Director. 
79/12/07. Ip. 


7919300022 Forwardt responsa to IE Bullitln 79-03,Rsvisian 3. "Pips 
Support Saso Plate Designs Using Conerste Expansion Anchor 
Bolts." Testing program initiated for supports using 
structural stssl shapss. 

MHITE.L.O. Roebester Oat ti Electric Corp. 77/13/07, 9pp. 


7912380344 Forwards IE Info Hotlcs 79-31, "Use of Incorrect Amplified 
Raapansa Spactra. " No written rasponss requirsd. 

ORIER.B.H. Rigion 1. Fhl lad t Iphla. Office of the Director. 
79/12/13. Ip. 


R. Periodic operating reporta h related carraapondsnea 


7912160348 Forwards monthly operating rapt for Nov 1979. 
&N0U.8.A. Rochsstar Oas Ic Electric Corp. 79/12/11. Ip. 


•7918180391 Monthly operating rept for Nov 1979. 

MCIIANMA>A,E. Rocheeter Oas l< Eltctrlc Corp. 79/12/11. 9pp. 


8. Raportabls occurrsness. LERs l< rilatsd corratpondanca 


7912130926 RO: on 791801, air ejector radiation monitor was ditactad 
trending upwards on radiation mpnltoring recorder. Leak test 
iseaaurad approx 0.007 gal lons/minuta. Faci 1 ity shut down on 
791803. 

8Nau.S. A. Rochsstar Oas l< Electric Corp. 79/12/03. Ip. 


7912270603 RO 79-033; on 791807, 1 iquld penetrant examination of safe- 
end of 4-lnch rslitf noxila adjacent to natili to aafe-and 
weld rmvaalad 6-inch long indication. Further analyals 
rsqulrod to dotarmlno cauto, 

aN[lH.B.A. Rochsstar Oae «< Etsctrlc Corp. 79/18/it. Spp. 


7912190919 Forwards LER 79-023/01T-0. 

HH1TE.L. 0. Rochastar Oae li Electric Corp. 79/12/14. Ip. 
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“79iai?09ai CER 79“02i?/01T-0: on 79120ti during normal operatlonit found 
tuo laaklng tuba* tc tltvtn othar tubat w/pluggabla dafoeba. 

Cauaad by poiilbla thernali hydraulic (c machanlcal loading In 
wadga araa It by pottibla rasldual eauatlca concantratlon. 
CUflTZStA.E. Baltlmora Oaf It Elaetric Co, 79/12/14. 2pp, 


7912270434 Forward! LER 79-023/01T-0. 

WHITE. L.D, Rochaatar Oaa 1. Elactrlc Corp. 79/12/21. Ip. 


““^^18270442 LER 79“0a3/01T-0: on 791207. during Inatrvict inap of 
prtaaurliar raliaf nojila-to-aafa-and uald, liquid panatrant 
aiaainablon ahowad llnaar Indication!. Poffibly cauaad by 
original fabrication contamination or chlorlda. 

CURTIS. A. E. Rochaatar Oaa It Elactrlc Corp. 79/12/21. 4pp. 


7912040229 Forward! risponfa to NRC quaction! ra SEP Topic VI-9 re 
combuBtibla gai control. Two drawing! and. aval labl a in 
Cantral Filai only. 

COUNSILrW.O. Northaait UtiUtlei. 79/11/23. gpp, 


79121902A1 Diicuisaa commlttnant made by CT Yanbaa Atomic Powar Co It 
Northaait Nuclaar Enargy Co to Implamant automatic 
initiation of auxiliary faaduatar. Addrafit! util eoncluclon 
tbat Inplamantatlon not naciiaary for aafa operation. 

COlmSIL.U.O. Northaaat Utllltia!. 79/11/30. 6pp, 


7912130321 Diicuafai Interim proctdurai for Raeanmanda tlon 2. l.a.b. 
until hlgh-ranga capability is available ra Incraaiad range 
of radiation monitors raquinmtnt. 

CDOHBIL.U.O, Northaatt Utilltlas. 79/12/07. 4pp. 


DOCKET 90-249 MILLSTONE NUCLEAR POWER STATION. UNIT i 


F. Bacurlty. madlcal. amargancy It fira pretaction plans 


7912200022 Dltcuffas NRC 79,1109 mating ra amargancy praparadneaa team 
ravlaw objactlvas, Providai guldanca for improving llcantae 
aatrganey preparadnaia It assuring capability of offaita 
agoneiaa to taka apprepriata amargancy actions, 

ORIHES.B, K. Emirganey Praparadnaas Task Force. 79/11/23. 30pp. 


7912130499 Forwards addl raaponaa to NRC 790913 It 1030 Itra ra improvad 
in-plant ledlno Inatrumantatlon undar accidant conditions. 

Air monitors in control room arts at aach site will ba 
inatallad by 800101, Improvad portabla ays will ba dtvalopad. 
COUNBIL.M.O, Northaaat Utllltisa. 79/12/07. Ip. 


7912310392 Forwards raaulta of ravlaw of util 790731 raaponaa r# 
ineomplata Itam 3.2.2 of flra protactlon lafaty avaluatlon. 
LAINAS.O, Plant Syatama Branch. 79/12/17. 4pp. 


P. Oparating licanaa itaga doeumanta It eorraapondanea 


790S03097B Forwards list of atlanlc projaets, Ravlawa findings r# 
aafaty-ralatad piping ays raanalysia for plants 
w/algobraically eomblntd asrthquaka componanta diacuasad, 
HERR1N0.K.8, Engineering Branch (Fra 7910301. 79/06/19. 6pp. 


7912100189 Diaeuaaaa NRC 791101 meeting u/rapraaantativaa of NB3S 
vandera It fual auppllara ra diacuaaion of raapactlva 
portions of ECCS avaluation modala dialing w/fual cladding 
awalllng It incldanea of rupture. Vandor raaponaai and. 

EI8ENHUT>D. 0. Divlaion of Oparating Reactors. 79/11/09. 6Spp. 


““7^^210029.9 Raaponda to NRC 791101 raquaat r# noncomplianca of 
Waatlnghouia ECC8 avaluatlon modal undar raquiramanta 
of 10CFR90 App K, Evaluation of thraa fual rod modala 
Indlcataa no aafaty probltmi for Waatinghouaa planti. 
ANDERSON. T. M. Waatinghouaa Elactrie Corp. 79/11/02. 4pp. 


“7912100330 Raaponda to NRC 791101 raquaat ra ORNL cladding awalllng li 
rupture data. Ravlaw of analytical modala It taata indlcataa 
compllanea W/10CFR90 App K. All OE apaca for calculatad peak 
cladding tamp remain unchangad, 

BUCHHOLZ. R. H. Oanaral Elactrlc Co. 79/12/07. 2pp. 


—7912100407 Forwards raaponaa to NRC 791101 raquaat ra red bunt taat 
data. Condudaa that data proparly repriaantad by fual modala 
uatd in vandor avaluatlon modala It that analyaaa damonitrata 
all criteria of 10CFR90. 46 aatisfiad. 

OWBLEV. 0. F. Exxon Nuclaar Co.. Inc. (subs, of Exxon Corp.). 
79/11/02, 9pp. 


--7912100496 Forwards addl Info ra avaluatlon of Impact of NRC propoaad 
ruptura/blockaga modal used in vandor avaluation modal. 

No advaraa impact from naw ruptura burst data or uia of NRC 
rupturt/bloekago modtl on licanalng calculation raaults, 

OWSLEY. e.F. Exxon Nuclaar Co.. Inc. <auba. of Exxon Corp.). 
79/11/04. 22pp. 


7912180279 Providat eommltmant to implamant Racommandatlon 2. 2. 1. b ra 
shift technical advisor in compliance u/ihort-tirm Laaaons 
Learned Task Foret raqulramsnts.Mlll submit compliance for 
eontalnmsnt pratsura Indications 1. RCB vsntlng by 810101. 
GOONSIL.H.O, Northeast Utllitlss. 79/12/10. 2pp. 


7912170294 Formally documents 791211 varbal commitments to davslop 
procaduras for Item 2. 1.0. b re incraaied range of radiation 
manltara in aecordanct u/critaria dallnaatid In NRC 791030 
Itr to all operating nuclear powar plants. 

C0UN8IL.W. 0. I FEEiW.F. Connsctlcut Yankss Atomic Powtr Co. 
79/12/12. 2pp. 


7912260276 Rsafflrms util commitmsnt to Implamsnt short-term 
racoamandations of TMl Lassons Learned Task Foret by BOOIOI. 
aseapt for Item 2. 1.9. Commitmsnt contingent upon aitarnal 
vendors supplying aqulpmtnt an schadula. 

COIWSIL.W, 0. Northtaat Utilitlis, 79/12/17, 3pp 


7912270293 Olacuasta aceaptanci criteria for Mark I long-term program 
Elaborataa on LO Sobon 791130 Ur to DO Eiaanhut by 
providing plant-unlqua' info on program U by Hating araoa of 
concern which jaopardixa compliance w/crltaria. 

COWJBIL.M.O. Northaaat Utilities. 79/12/17, 3pp. 


7912310376 Provldss addl info for NRC safity avaluation of Amend 64 to 
provlaienal OL. Insarvlcs Intp 1. tasting program for Class 
1.2 li 3 components will ba revised. Diagram inel. 

C0UN6IL.ro. Northeast Utilitiif. 79/12/19, Spp 


B. Inapaction reports. IE Bullatlnt b eorraapondanea 


7912170228 Raaponda to IE Bulletin 79-24. "Froian Linas. " Review of 
frmaia protactlon of lafaty-rslatad sya indicates existing 

aiamBuras adaquata. 

CDUNaiL.W.e. Northaaat Utilitiif. 79/10/31, ip. 


7912130363 Forwards rasponss to IE Bulletin 79-14. "Saiirslc Analysis 
for Aa-Suilt Saf sty-Ralatad Piping Sys, " Updated rapt of 
progratf in verifying aaismic analysis Input for 
amfaty-Falatid piping ays end. 

COWHSILiH.O. Northiast Utllitlss. 79/11/00. 9pp, 


7912090039 Forwards IE Circular 79-22. "Stroks Timas for Pousr Opsritsd 
Valvtt. " No rtiponit rtctuirtd. 

OfllERjB.H. Region 1. Phi ladalphia. Office of tha Director. 
79/11/16. Ip. 


7912090266 Forwards IE Info Notlc# 79-27. "Stsam Oanarator Tube 
Rupturea at Two PWfi Planti, " No rfsponsa required. 

MIQl.B.N. Region 1. Phi ladalphia. Office of tha Director. 
79/11/16. Ip. 


7913100(31 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elamanta Due to Pipe Support Loads, " No risponsa rtquirad 
ORIER.B.H. Region 1. Philadelphia. Office of th# Director. 
79/11/16, ip. 


7912110029 Forwardi updated lists of SEP topics not requiring tike 
ravlaw dua to ongoing generic licanalng actlvitias outiida 
SEP or bacauaa of inapplicability to facility. 

ZlENANNiD.L. Oparating Raactora Branch 2, 79/11/16. app, 


7913110422 Forwards IE Info Nottca 79-29. "Loss of Nonsafaty-Rilstsd 
Reactor Coolant Bys Inatrumantatlon During Oparatlon. *' No 
ipaelflc action or raaponaa riquirid. 

ORIER.B.H. Region !■ Philadelphia. Office of ths Oirietor. 
79/11/19. Ip. 


7912080904 Bubmita eorractad info aubmlttad in 790918 Ur concarnini 
Tech Bpaei shutdown margin in startup phyaiei tasting 
program for Cycla 7 rapt. 

COUN8IL.W.O. Northaaat Utllltiai. 79/11/20, ip. 


7912030206 Forwards aaiamle daalgn info in raaponaa to NRC 790828-29 
matting raquaat ra SEP aattmlc ravlaw. Saven'ty-aavan 
ovaralxa drawinge and. Drawing! avallabli in Cantral Files 
only. 

COUNSIL.W.e. Northaaat Utilltlas, 79/11/26, 320pp. 


7912090258 Forwards IE Bullatin 79-26. “Boron Lota Fro* BMR Control 
Blades." Rasponit required, 

ORIER.B.H. Region 1. Philadalphla. Office of tha DlTSctor. 
79/11/20. Ip. 


7912060879 Forwards IE Circular 79-24. "Propar Inttallatlon b Callbr of 
Coro Spray Pipe Braak Datactlon Equlpmant on BWRa, " No 
raaponaa raqulrad. 

ORIER.B.H. Ragien 1. Philadalphla. Offlc# of tha Dlraetor, 
79/11/36, Ip. 
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12110060 Forwards IE Circular 79-23. “Hofeor Starters & Contactors 
Failstf to aparate. ° No raspanae ri(|ulrad. 

ORIER.B.H. Raglcn 1, Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912270S97 Advises of compliance w/Cattflory A TMI Lessons Learned Task 
Force Itaas (dantifled in NfiC 790913 I. 1030 Itrs. Coapllonce 
Hill be achieved by SOOlOl.or prior to return to pouer for 
unite in outages on BOOIOI. 






'12190039 Forwards IE Oulletin 79-27. “Loss of Non-CIase IE 

Instrunentation fc Control Power 9gs Bui During Operation- " DOCKET 511-347 INDIAN POINT BTATIPN. UNIT 2 

Written response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. Beeurlte. uedlcal. eeergoneg b fire protection plane 

79/11/30. Ip. 


>12310226 Forvards IE Info Notice 79-30. “Reporting of Defect# b 

Noneoopllantos.lOCFn21." No action required. 

ORIER.B.H. Region t. Philadelphia. Office of the Director. 
79/12/06. 4pp. 


7913100335 Notifies of delay in Plant Sys Branch Tean 1 evaluations of 
facility fire protection sye. Outlines of assistance needed 

UlNAS.a. Plent Systsms Branch. 79/11/1*. Spp. 


>12190794 Forwards 1£ Bullstln 79-28. “Possible Malfunction of Neaco 
Model CAIGO Halt Switches at Elevated Teops. ' Written 
response required. 

ORIER.B.H. Region 1. Philadelphia. 

79/12/07. Ip. 


□ fflca of the Director. 


fl2280207 Forwards IE Info Notice 79-3i. "Use of Incorrect Aapllfied 
ReeponsB Bpeetra." No written response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/13. Ip. 


791S170S61 Discusses proposed task force review of eaiergency 
preparednass. Task force should study alternatives for 
reduction of probebillty b consequences of sevsrt accident. 
EISQMir.O.D. Division of Operating Raactors. 79/11/21. Spp. 


7912200DK Olscuases MRC 791109 nsotlng re aaargoncy preparsdnsss team 
ravieH objectives. Provides guidance for Improving licensee 
eaergancy preparednoes U aseurlnp capability of offeita 
agencies to taka appropriate emergency actions. 

CRinES.a.H.. COLLINB.H. . 8NIEZEK. J. Eaergoncg Preparedness Task 
Forco. 79/11/33. 30pp. 


Periodic operating reports b related correspondence 


i'i21B0363 Forwards aonthly opsrating rapt for Nov 1979. 
OPEKA.J.F. Northeast Utilities. 79/12/07. ip. 


791S2001S3 Notification of 791209 moating u/utll in Bathasda.MD. t 
rovlsH eaargincy praparednass capabi 1 Itlas, List of NRC 
conaidaratlons end. 

E18ENMUT.D.D. Division of Opsrating Raactors. 79/11/29. 3pp, 


-7912180365 Monthly operating rapt for Nov 1979. 
YQUNO.R. Northeast Utilities. 79/12/04. 6pp. 


7913360003 Notification of 79121B meeting w/utll In aielning.NV re 
aaergancy planning. 

CUBHiVI. L. H. Operating naactors Branch 1. 79/12/07. 3pp. 


Reportable eccurrincet. LERs b related correspondence 


712030104 PN3-r-79-007; on 791 108. former contractor employee was 
arrested, after making khrsate against farmer supervisors in 
facility parking tot. Shotgun found In car of implogsa. 

BHODLOSRy.T. Office of Inspection b Enfareamsnt. Office of the 
Director. KEIHID.R.. BRUNNER. E. J. Region 1. Philadelphia. Office 
of the Director. 79/11/08. Ip. 


712180309 PNO-I-79-022ron 791120. conet worker Injured in fall from 
scaffold at plant site.Eitent of injurlee unknown. No 
radisaetlvs matl involved. 

ZIKHERHAN.R. P. . KEIHIOiR.R.. BRUNNER.E.J. Region 1. Philadelphia. 
Office of the Director. 79/11/29. Ip. 


7I207&343 Forwards LER 79-032/03L-0. 

OPEKA.J.F. Northeast Utilities. 79/12/03. Ip. 


-7912070346 LER 79-032/031.-0; on 791106. during Toutlni aonthltf 
surveillance on reactor protection sys drywsll pressure 
switches. discovered PS 2206-1*210 b PS 2206-16210 tripped 
at values outside Tech Specs. Caused by eetpoint drift. 
VOUNO.R.H, Northeast Utilities. 79/12/03. 3pp. 


0. Adjudicatory corraspondonct 


7913060*44 Btatamant in support of UCB 790917 petition for 
daeoMlbstenlng of Unit 1 b suspension of Units 2*3 OLs, 
Raquesta institution of proctedlng per 10CFB2, 202. Affidavit. 
Cartlficato of 6vc b supporting documentation end. 

ADRAhffi.R. . DIALIK.E, I. New York. Statu of. 79/11/1*. 19pp. 


7913110038 Confirms reeaipt of and 790329 petition to suspend OLs for 
all PURb. F arnards FR notice indicating that potltlon will be 
treated In accordance w/lOCFRS. 206. 

DENTCN.H-R- DfriCB of Nuclear Reactor Regulation. 79/11/23. Ip. 


-7913110136 Netica of request for action pursuant to 10CFR3.20* re 
Environ Cemlitlon on Nuclear Pouiar 790339 petition 
requesting ouapeneion of all OLs for PWRs. 

HWXEn.D.R. DfflcB of Nuclear Raactor Ragulatlon. 79/11/23. 
3Bpp. 


79i:s00270 Ferwarda statement made in support of UCB pstltlon for 
dacoemlBslenlng of Iftilt 1 & suspension uf operation at 
Units 3 b 3. 

BROHN.P.D.C. Mid-Hudson Nuclear Opponents. Inc. 79/11/27. Ip. 


912100299 Forwards LER 79-(>33/03L-0. 

QPEK.A.J.F. Northeast Utilities. 79/12/04. 3pp. 


-7912100304 LER 79-033/03L-0: on 791113. while ptrfornlng routine 
surveillance.nain steam line P switch failed to trip at 
proper setpoint. Caused by setpoint drl f t. Swl tch adjusted b 
satisfactorily tested. 

YQUNO.R.H. Northeast Utilities. 79/12/04. Ip. 


912270515 Forwards LER 79-034/0:n.-0. 

OPEKA.J.F. Northeast Utilities. 79/12/14. Spp. 

-7912270542 LER 79-034L-0;on 791119, wMls performing routine 
surveillance. electrical fault in motor controller rendered 
LCPI inboard Isolation stop valve inoperable. Caused by 
contactor arcing. 

YOimo.R.H, Northeaat Utilities. 79/12/14. Ip. 


0CK6T 50-246 ADVANCED CRITICAL REACTOR EXPERlfENT 


. Operating lleanie stage documents beorrespendsnet 


912370469 Forwards responst to NRC request for addi info on TMI 
Lessons Learned Task Fores Recomnendations 2. 1. 7a b 3. I. 7b. 
PEDPLE8.D. L. Camwonusalth Edison Co. 79/12/14. Bpp. 


— 7913300376 Statemant of FDO Brown in support of UC8 pstltlon for 
procesdlng to institute diconmissioning of Unit 1 b 
suspanslon af operation at Units 2 b 3 pending safoty 
revleu. 

DRQMN.F.O.e, Mid-Hudson Nuclear Opponents. Inc, 79/11/26, Bpp. 


7913040074 Natlcs of withdrawal from procasdlngs tffsetlvo 791130. 
BNITHiB.H. Hearing Branch 2. 79/11/39. ip. 


791304007Q Hatica of appearance on behalf of NRC. Certificate of Bve 
end. 

HOCMErJ.E. Hearing Branch 3. 79/11/39. 3pp. 


7913360368 Requests extension until 800300 to respond to interveners 
NV State Energy Qfr b Citlxsns' Committee for Preteetlon of 
Environ petitions for review of ALAB-436 b ALAB-96I re 
ealBMlc issues. Csrtlficate of Sve end. 

MOORE. J.E. Hearing Branch 2. 79/12/07. 4pp. 


7912180410 Requests conf iroiatlon of 800136 deadline for NRC response 
to Intervsnar UCB 791119 request for action under 
10CFR3.a06.Alsa requests meeting to discuss Issues to be 
used to farmulata raeponse. 

NEI8S.E.R. Bhsldon, Harmon b Woles. 79/13/10. Ip. 
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■-7912160422 Requsttt that Commlstion rscontldtr 790423 itacldon to rafer 
Intcrvanor UCS 79032G siiamlc raanalgsls petition to staff. 

Cotntni iiion must assume jurisdiction since staff has issued 
no reply to UCS In si< months. 

UEIS6.E.R. Union of Concerned Scientists. UEISS.E.R. Sheldon< 
Harmon ti Meiss. 79/12/10. 3pp. 


791231007S Three Itrs requesting favorable action on petition to shut 
doun facility. 

ESTEROUITZ. R. , KAHZAN, L. . BRODESKY.N. Af fi 1 lat Ion UntnoMn. 
79/12/10. 3pp. 


7912190239 Order granting extension until 200208 for NRC to respond to 
NV State Energy Ofc b Cltiiens Committee for Protection of 
Environ petitions for revleu. 

CHILKiS.J. Office of the Secretary of the Commission. 79/12/14. 

Ip. 


7912310109 Tuo Itrs requesting favorable action on petition to suspend 
operations at facility. 

OHINOER.O.. KAMZANiL. Affiliation Unknouin. 79/12/15. Spp. 


7912190107 Foruards 791217 Itr to Commissioner Ahearne re UCS poitlon 
on eafety li site location Issues. 

FISH.H, House of Rep. 79/12/17. Ip. 


7912060126 Bummary of 791114 telcon u/util re lessons learned 
implementation. 

ai.SHM4.L.N. Operating Reactors Branch t. 79/11/21. 6pp. 


7912040470 Notifies NRC that turbine manufacturer has reported stress 
corrosion cracking in kcyuay areas of same lou pressure 
discs of turbines at other p lants. Current missile generation 
probability within guidelines of Reg Guide 1. 113. 

CAHILL.H.J. Consolidated Edison Co. of Neu Yorl. 79/11/27. ip. 


7912044466 Notifies NRC of current development of safety analysis 
capability using reactor sys transient analysis code RETRAN. 
Currently using code to perform In-hojise plant specific 
analysis to better understand reactor transients. 

CAHILLiH.J. Consolidated Edison Co. of New York. 79/11/29, Ip. 


7912060649 Notification of 791203 meeting u/utils In Dethesda.HD to 
discuss alternatives to reduce probability b consequences of 
severe reactor accident. 

ZECHiO. Division of Operating Reactors. 79/11/29. 4pp. 


79121302B4 Foruards application for amend to OL changing ETS b required 
foe. Fee paid under protest. 

CAHILL. H. J. Consolidated Edison Co. of Neu York. 79/12/03. Ip. 


-*-7912190114 Requests quick response to UCB petition re resolution of 
site location b safety Itiues, 

FISH.H, House of Rep. 79/12/17. Ip. 


K. Oeneral correspondence 


7912140198 Requests that EJ Back be deleted from employee list b that 
JP Davis be added as replacemtnt. 

OAVlSiJ.P. Consolidated Edison Co. of Neu York. 79/11/27. Ip. 


P. Operating license stage documents b correspondence 


7912090163 Discusses NRC revleu of LERs b Tech Spec requirestents re 
control RPt tys at Uestinghouss PMRs. Requests Tech Specs 
review to ensure requirement for rod melnt to within +/- 12 
steps Indicated b RPI sys verified accurate within 12 steps. 
BCHUENCER.A. Optratlng Reactors Branch 1. 79/10/29, 7pp. 


7912100189 Discusses NRC 791101 meeting u/reprasentatives of N9SS 
vendors b fuel suppliers rt discussion of respective 
portions of ECC8 evaluation models dealing u/fuel cladding 
swelling b incidence of rupture, Vendor responses end. 

E18ENHUT. 0, 0. Division of Operating Reactors. 79/11/09. 6Spp. 


— 7912100233 Responds to NRC 791101 request re noncomp llanca of 
Ueitinghouie ECCB svaluation model under requirements 
of 10CFR30 App K. Evaluation of three fuel rod models 
indicates no safety problems for Usstinghouse plants. 
ANDERSON. T. M. Heitinghouse Electric Corp. 79/11/02. App. 


"7912100330 Responds to NRC 791101 request re ORNL cladding fwalling It 
rupture data, Revleu of analytical models b tests indicates 
compliance W/I0CFR30 App K.All OE epees for calculatsd peak 
cladding temp remain unchanged. 

BUCHHQLZ.R. H. Oeneral Electric Co. 79/12/07. 2pp. 


—7912100407 Foruards response to NRC 791101 request re rod burst test 
data. Concludes that data properly representsd by fuel modals 
used in vendor evaluation models b that analyses demonstrate 
all criteria of 10CFR90. 46 satisfied. 

OMBLEY. 0. F. Exxon Nuclear Co,. Inc. (subs, of Exxon Corp.). 
79/11/02. 9pp. 


—7918130291 Application to amend ETS distinguishing limiting conditions 
b monitoring requirements. el iminat log repetitive specs, 
ruporting requirements b bases b updating ETS rept to 
reflect present technology. 

CAHILJ..M.J. Consolidated Edison Co. of Neu York. EARLY. A. E. 

Power Authority of the State of New York. 79/12/03. 23pp. 


-7912130306 Revised Pages 1-1 through 9.6-1 of ETS re limiting 
conditions b monitoring requirements. annual environ 
operating rept b nonroutine reportable environ occurrences. 
Affidavit of SVC end. 

• Consolidated Edison Co. of New York. 79/12/03. 46pp. 


7912130667 Forwards revisions to util schedule for implementing Tlil-2 
Lessons Learned Task Force short term requirements 
described in NUREO-0370. 

CAHILL.U. J. Consolidated Edison Co. of New York. 79/12/07. 3pp. 


—7912130664 Provides addl info re draft NOREO-0630 data. Ues tlnghouse 
fuel rod model used in App K. ECC8 evaluation model b interim 
b long term recommendations for resolution of noncompliance. 
ANDERSON. T. H. Usstinghouse Electric Corp. 79/12/07. 7pp. 


7913160561 Responds to NRC 791029 ttr re control rod posltien 
Indication sys. Tech Specs revised to limit rod mlsel Ignnent 
b Unit 1 shutdown awaiting decision on ECCS. 

CAH1LL.H. J. Consolidated Edison Co. of New York. 79/12/07. Ip. 


791220D41S Notifies of 79121B site visit of NRC Emergency Planning Task 
Force to evaluate upgrading of emergency planning since TNI 
accident. Requests participation of NY State Energy Ofc. 

COLLINS. H.E. Assistant Director for Emergency Preparedness. 
79/12/07. «p. 


7912270232 Forwards response to NRC 791210 request for addl detailed 
Info re responses to TMl Lessons Learned Task Force 
recomnendat ions. Oversi re drawings available in Central Filee 
only. 

CAHILL.H.J. Consolidated Edison Co. of Neu York. 79/12/14. 2Bpp. 


—7918270236 "Spec for Flow Transmitters." prepared for Westinghouse b 
Con Ed. 

• United Engineers b Constructors. Inc. (subs, of Raytheon Co. 1. 
67/06/13. Spp. 


—7912100436 Forwards addl info re evaluation of Impact of NRC prepaaed 
rupture/blockage modal used in vendor evaluation model. 

No adverse impact from new rupture buret date or use of NRC 
rupture/blockage model on licensing calculation results. 

OUSLEYi 0. F. Exxon Nuclear Co.. Inc. (tubs, of Exxon Corp.). 
79/11/04. 22pp. 


7912070263 Partially responds to FOIA request for document re Pawllngi 
NV site. Forwards requested Info. Submits addl lnfD:iodiuis 
deuterium reactor never built at site, no metl ever used at 
flte b no radloactiva matl disposed of in lake. 

CARR.J, C, Division of Rules and Records. 79/11/16. 3pp. 


7912070291 Submits partial response to FOIA raquasi’ for documeRts ra 
Nuclear Development Assoc iatlon. United Nuclear Corp.Bulf 
United Nuclear Corp b ATCOR. Ine. concerning facility cite. 

Forwards requiited info. Provides addl info re site. 

CARRiU. C. .Division of Rules and Records. 79/11/16. 3pp, 


— 7912270243 "Spec for Indicators - Panel Mounted." prepared for 
Uastlnghousa b Con Ed. 

e United Enginoers b Constructors. Inc. (tubs, of Raytheon Co. >. 
67/04/06. 4pi>. 


7912260060 Requests submittal of Class III amend fee re 790907 
application concerning reracklng of spent fuel pool. NRC 
79101S Itr requesting fee has not been answered. 

HILLER.H.a. License Fee Management Drench. 79/12/14. Ip. 


79I827D31S Discusses Implementation of NRC Category A Lessons Learned 
requirements. Requirements will be implemented or facility 
will be shut down until completion of implamentation. 

ZARAKAB, P. Consolldeted Edison Co. of Neu York. 79/12/17. ip. 


7918270339 Foruards "Program Plan for Performance Verification of PUR 
Safaty/fielieP Valves b Sys" b supplemental info In responsa 
to TNI Lessons Learned Task Force Recommendations 2.1.2. 

CAHILL.U.U. Consolidated Edison Co. of New York. 79/12/17. 7pp. 
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— 7912270373 "ProgT'am Plan for P arf o rraance 
Relief Valves fc S\js. " 

* Electric Pouer Research Institute. 


Verlficatj 

79/12/13. 


in OF PM) Bafetg/ 


79122701(30 Forwards "NRC Requ i f etnent s for Ao. i 1 iarg Feedwatop Sgs- ’ In 
response to NRC Bulletins !. Orders Tasl Force review of 
aperatlnp reactors. 

CAHILL, W.J. Consolidated Edison Co. ofMeuiVork. 79/12/19. If- 


7«?ia270190 "NRC Requ i r emeti t s for Auilliarg Feeduator 

^ Consolidated Edison Co. of New Yerl. 79/11/07. 


Bgs. ” 
19pp. 


7912310303 Forwards response to 791023 Itr per lOCFRBO. 5A<f ». Valve 
qualification program for contain«iBnt purge J. pressure 
relief valves Initiated on eipeditefl basis. Valves ulU 
perform satisfactorily after LOCA. vc 5 /. 3 /*» Bdd 

CAHILL, W.J. Consoimated Edison Co. of New York. 79/12/19. PP- 


79122702A7 Forwards 791220 conference 
site studies. Requests paper be made 
PEOPLES. D.L. Coranionuiealth Edison Ci 
Meui York. * Power Authorltg of thi 

Ip- 


paper re Indian Poirt/Zion near 
part of public record. 

I. • Consolidated Edison Co. of 
I State of New York. 79/12/21. 


— 7912270273 "Indian Point/lion Near Sit 
» Comraorwealth Edison Co •» Conso 
• Power Authorltg of the State of 


e Studies," presentation to NHC. 
lidatsd Edison Co. of Hew York. 
New York- 79/12/20. 31pp. 


Q, Inspection reports, IE Bulletins 8, c orre spondence 

7912130213 Responds to IE Bulletin 79-10. Evacuation announcement sgs 
testa In Dec 1979 vevc^l several defitieni: i es which were 
corrfrctBd. Audibility testing ujU Ii« continued annuoUy. 

CAHlLtfW. J. Comrnonwea I th Edison Co. 79/10/15. ^pp. 


7912170106 Responds to IE Bulletin 79-23, "Potontlal Failure o 
Emergeneu Diesel Oeneratur Field E«clter Transformer. 
Described cunditlons re connections neutral of generator 6 
neutral of prlmarg windings of EPT not applicatle. 

CAHILL, W.J. Consolidated Edison Co. of New York. 79/10/29- 


2pp. 


791220003*1 Forwards IE Insp Rept 50-297/79 12 on 790019-0913. Mo 

BfiUNNEH.^E!*J^° "'**'negion 1. Philadelphia, Reactor Oporatlons Nuclear 
Support Branch. 79/10/30. 3pp. 

—7912200067 IE Insp Rept 50-247/79-12 on 790019-0913. No noncompUance 
noted, major areas inspect od ; shi ft logs *. rec nrds. tours of 
facility 8, stagnant borateJ water sys. . ... 

REDELOIISKI, T. . J0HN3DN,R. Region 1, Philadelphia, Office pF ine 
Director. KE1MI0,R.R. Region I, Philadelphia, Reactor 

Operations Nucloar Support Branch.. 79/10/29. llpp- 


-7912050192 IE Insp Rept 50-247/79-16 on 790 B 0 B- 1 O. None amp I i anc e noted: 

c“SHroS^DT‘’*''"‘Reg^on'“l.''phUade?p*^^'Reacto^ Opftations Nuclear 
sSJpart Branch. FDLEY.T. Region I, Philadelphia, Office of the 




7912200344 Forwards waste packaging loop 
noncoapltance noted. 

SUTHERLAND, J. T. Region 2, Atlanta, 

Safety Branch. 79/11/07. 2pp. 


Rapt 

Fuel 


79-02A on 790923-26. No 
Facility (i Materials 


-791220039S Mast, packaging Insp Rept 79 - 02 A. No noncompl lance noted. 
Major areas Inspoetod: hhipplng paper t. DOT placarding 
requlreeionts, radiation levels, removab le c on taminat Ion, DDT b 

Atlanta, Office of the Director. 79/11/06. 


7912050023 Forwards IE Circular 79-22, "Stroko Times for Power Operated 
Relief Valves." No raspotisB required. . .u r,, 

MIERiB.H. Region 1. Ph lladelph la, Office of the Director. 

79/11/16. Ip. 

7912050234 Forwards IE Info Notice 79-27, "Bteam Oenerator Tube 
Ruptures at Two PUR Plants. " No response required- 
CRIER, B. H. Region 1, Philadelphia, Office of the Director, 

79/11/16. Ip- 

7912100113 Forwards IE Info Notice 79-20, "avorloadlng of Structural 
Elements Doe te Pipe Support Loads." No 

eRlER,O.H. Boglon !, Philadelphia, Office of the Director. 

79/11/16. Ip. 

7912110396 Forwards IE Info Notice 79-29, "Loss ef Nonsafety-nelated 
Reactor Coolant Sys rnstrumentotion During aperatlon. No 
Boecific action or response required, 

CRIER, D.K. Region 1, Philadelphia, Office of the Dlreetor. 

79/11/19. Ip. 

79120S0221 Forwards IE DuUotin 79-26, "Doron Lots From BWH Control 
Dlados. " No response roquirod. 

eRTER,B.H. Region 1. Philadelphia, Office of the Director. 
79/11/20. ip. 

7912060366 Forwards IE Circular 79-24, "('Topor Installation !, Calihr of 
COTO Spray Pipe SreaW Detection Equipment on DWfis." No 
response reesiirod. , 

GnlER>D.H. Roglon I, Philadelphia, Office of the Director. 

79/11/26. Ip. 


7912110031 Forwards IE Circular 79-23, "Motor Starters U Contactors 
Failed to toerale. " No response required. 

oniER.D.H. Region I, Phi led elph la, Office of the Director. 
79/11/26. Ip. 


7912200159 Forwards IE liisp Rept 50-247/79-19 on 790904-11. Mo 

nenromp llance noted. _ . . 
CARLSON, B. T. Region 1, Philadelphia, Reactor Lonstructlon a 
Engineering Support Branch 79/U/OI. 2pp. 


—7912200167 IE Insp Rept 50-247/79-19 on 790904-11. No noncompUance 
noted Major areas inepec ted: re view of adequacey of llconseo 
respunsc to IE Bulletin "Seismic Analysis for As-Dullt 
Bafety-Rolatod Piping Sys. " 

FEIL-H. , FDLEV,T. Region 1, Philada 1 pl,ia. Office of the 
Director. TRIPP. L Region 1, Philadelphia, Reactor 

Construction b Engineering Support Branch. 79/10/24. iOpp. 


912040469 Provides suppl/nontal response to IE Bulletins 79 02 b 79-07. 
B^Petu-rolatsd pipelines eeismically roanalyied ui/dynamlc 
computer itrese code !, considered in evaluating adequacy of 


pipe supports using cipansion anchor bolts. 






7912190010 Forwards IE Bulletin 79-27, "Loss of 
Instruieentatinn t. Control Power 8ys Bus During 
Uritten response required. 

ORlERaO.H. Region I, Ph Uadelphi.T, Office o 
79/11/30. ip. 


Non-Class IE 
Operation. " 

f the Director, 


7912050164 Act receipt of 791024 Itr informing NRC of steps taken to 
coTToct violations noted in IE Insp Kept 30-247/'/9-16. 

DnUNNER,E. J. Region 1, Philadelphia, Roactor Uperations Nuclear 

Support Branch- 79/11/06 Sp 


fl2310209 Forwards IE Info Notice 79-30. "Reporting of Dofocts b 

WancompUancos. 10CFR21. ■' No action roquirod. 

CRI^,B.H. Region 1, Philadelphia, Office of the Dlrecto,. 
79/12/06. Ip. 


—7912050172 Responds to NRC 790926 Itr re viol.itlons noted in IE Insp 
Hopl 50-247/79-16. CorroctivD a 1 1 iop s : raspon slh I o personnel 
retnstructed in proper procodures *, test procedures rovisoi. 

CAHILL, H.J. Consolidated Edison Co. of Now York. 79/10/34. Ip. 


7912190734 Forwardo IE Bulletin 79-20, " 

tiailsl EAiaO Limit Switches at Elevated 
response required. 

QRIEH, D. H. Region 1, Philadelphia, 
79/12/07. Ip- 


PoBsibto Malfunction of 
Temps. " Written 

Office of the Director. 


Nameo 


— 79120SOI79 Forwards IE Insp Rept 50-247/79-16 on 790300-ID *< notice of 
violation. 

BRUNNER, E.J. Region 1, Ph I lade I p h 1 a. Reactor Uperations Nuclear 

Support Branch. 79/U9/26. 2pp. 


79t22a(>lBB Forwards IE Info Notice 79-31 
Rmsponoe Spactra, " No written response 
eRIER,B.H. Roglon I, Philadelphia, 
79/12/13. Ip. 


, "Use of Incorrect Amplified 
required. 

Office of the Dlrnctor. 


— 7912050105 Notice of violation from insp on 770B0I1-10, 

* Region 1, Philadelphia, Ufflce of the Dtroctar, 79/09/25. 

2pp. 


R. Perladic operating reports b related correspondence 


7912140333 Forwards Nov 1979 data re 
401 certification to NY State Dept 
MONTI, U. A. Consolidated Edison Co, 


fish speciaB specified in 
of Environ Conservation, 
of New York. 79/12/10. 


Section 

I7pp. 
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7?1S170849 Foruards manthly operating rept Por Nov 1979. 

CAHILL.H, J. Consolidated Edison Co. of New York. 79/12/14. Ip. 


—7912170899 Monthly operating rept for Nov 1979. 

KAUULAiL. Consolidated Edison Co. of New York. 79/12/04. Bpp. 


7912170302 Foruards dally records of fish collection for Nov 1979. 
CAHILL.W. J. Consolidated Edison Co. of New York. 79/12/14. Ip. 


— 7912170307 Tabulation of daily records of fish collection for Nov 1979. 
• Consolidated Edison Co. of New York. 79/11/30. 9pp. 


9. Reportable occurrences. LERs b related correspondence 


7912300979 PNS-I-79-002: R Pi enc lak. Assoc iated Press reporter 
interviewed 20 to 30 guards at facilities b plans to write 
article describing guard force perforaiance. util physical 
security programs b weaknesses In programs. 

DEVLINiJ.U,. MARTIN.H.O,. ALLAN.J. Office of Inspection b 
Enforcementt Office of the Director. 79/10/09, tp. 


7912200490 PNB-I-79-004: on 79l01i, 1 Icensee received notification via 
telcon u/NY State Police of bomb threat against facility. 

State Police assisting in bomb search. No evacuation of 
facilities. 

DEVLIN. J.U.. MARTIN. U.O.. ALLAN.J. Office of Inspection b 
Enforcement. Office of the Director. 79/10/16. Ip. 


7912200444 PNS-r-79-004A: on 791017. PeeksklU Evening Star. Peekskill.MV. 
statas receiving bomb threat extortion Itr re facilities b 
three phone calls on 791016 re same bomb threat. Search of 
facilities revealed no bomb. 

DEVLIN.J.U.. MARTIN, U.O.. ALLAN.J. Office of Inspection b 
Enforcement. Office of the Director. 79/10/17. 2pp. 


7912200073 PNS-t'-79'004B: on 791021. bomb threat received by NY 
Telephone Co operator from unidentified male who said 
bomb would go off in 1-h at plant. Search conducted at 
Units 2 b 3. No bomb found. 

SHEPHERD. R. E. . DEVLIN.J.U,. KARTIN.U.O. Office of Inspection b 
Enforcement. Office of the Director. 79/10/32. Ip. 


79I212046S Forwards LER 7Q-009/01X-1. 

CAHILL. U.J. Consolidated Edison Co. of New York. 79/12/07. Ip. 


'**'7912120469 LER 78~‘009/01X— 1: on 7B03O1. one-third of hydraulic snubbers 
tested were below functional teat acceptance criteria. Caused 
by mechanical defects b wear in Dergen-Patterson Models 
HS3A-3it0>80 b 50. DefBctive snubbers replaced. 

MAKEPEACE. J. M. Consolidated Edison Co. of New York. 79/12/07. 

2pp. 


7712140410 Forwards LER 79-033/03L-0. 

CAHILL.H. J. Consollriatcil Edison Co. of New York. 79/12/07. Ip. 


— 7918140411 LER 79-023/03L-0: on 791109, during normal oparatian.when 
terminating blowdown from steam generator 24. one aeries 
isolation valve. PCV-1217. in blowdown line. would not close. 

Caused by operator closure spring bearing plate dislodging. 
MAKEPEACE. J. K. Consolidated Edison Co. of Hew York. 79/12/07. 
Ip. 


7912310403 Forwards updated LERs 70-022/01X-1 b 79-013/03X-1. 

CAHILL.H, J. Consolidatad Edison Co. of New York. 79/12/21. Ip. 


— 7918310406 Updated LER 7B-022/O1X-1: on 700317, confirmed dlecrepaney 
between specified b as supplied value of relief valves. Cause 
not stated. Valves removed b replaced during 1979 refueling 
outage. 

MAKEPEACE. J. M. Consolidated Edison Co. of New York. 79/12/21. 
3pp. 


—7912310410 Updated LER 79-013/03X-1: on 790329, visual Insp revealed 
pinhole leak at socket weld connections on seal injection 
header downstream of fi Itere. Cause not stated. Psrmanent 
repair accomplished during 1979 refueling outage. 

MAKEPEACE, J.M. Consolidated Edison Co. of New York. 77/12/21. 
Ip. 


U. Congrassi anal /Executive Correspondence 


7912140S2B Concurs w/Kemeny Commission recommendation re emergency 
evacuation plans for power plant areas, NRC should rule 
directly on UCS petition to shut down plant. 

BINCHAM.J. House of Rep. 79/11/14. Ip. 
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F. Security, medical, emergency b fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency properedness teem 
review objectives. Provides guidance for improving licensee 
eoergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORIl^S.ll.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912270063 Forwards list of specific iteeis requiring updating in 
emergency plans. Emergency plans were evaluated using code 
requirements. Reg Guide 1.101 b Emergency Planning Review 
Ouidelines Number 1. Revision 1, 

IPPOLITO.T.A Operating Reactors Branch 3. 79/11/30. 7pp. 


79122700Eia Ack receipt of 790316 Itr transmitting security personnel 
training b qualification plan. Requests submittal of Class 1 
b III foes totalling «4.000. 

Hlll.ER.U.0. License Fee Management Branch. 79/12/10. Ip. 


II. General correspondence 


7912200603 Discusses 791204 title change of manager of nuclear 
operations to vice president. Organixatlon structure not 
altered. No revision will be made to QA program topical rept 
CE— I— A until organization structure is delineated. 
JANECEK.R.F. Conmonwealth Edison Co. 79/12/19. Ip. 


P. Operating license stage documents b correspondence 


79181001S9 Discusses NRC 791101 meeting w/representatives of NESS 
vendors b fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling b Incidence of rupture. Vendor responses end. 

EISENWT. D. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


—7912100255 Responds to NRC 791101 request re noncompliance of 
Hestinghouse ECCS evaluation model under requireaents 
af lOCFRSO App K. Evaluation of tlireo fuel rod models 
indicates no safety problems for Hestinghouse plants. 
ANDERSON. T. H. Hestinghouse Electric Corp. 79/11/02. App. 


—7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
compliance W/10CFR50 App K. All GE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ. R. H. General Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst teat 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of 10CFR50.46 satisfied. 

OiSLEYiO.F. Exxon Nuclear Co., Inc. (subs, of Exxon Carp. >. 
79/ll/Oa. 5pp. 


-79121004S6 Forwards addi info re evaluation of impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse impact From new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

□H&EViO.F. Exxon Nucloar Co., Inc. (subs, of Exxon Corp. >. 
79/11/04. 22pp. 


7912D40261 Forwards plant steam bypass capacity sheets. percent rated. 
Info provided to GE For incorporation into NED0-2470D. 

PEOPLES, D.L. Co/rwionwealth Edison Co. 79/11/16. 200pp 


79I20S0322 Discusses 791113 b 14 site visit re solid radwaste 
processing b temporary storage. Facilities have instituted 
improved waste minimiiation programs. 

GRANT/P., LO.R. Environmental Evaluation Branch. 79/11/23. 2pp. 


791KI40297 Forwards supplementary response to be incorporated into 
791019 itr re lessons learned commitments to meat near-term 
requirements, 

REED.C. Commonwealth Edison Co. 79/11/30. 7pp. 


79IS04040S Submits updated schedules for installation of recirculation 
pump trip mods per 790329 itr. 

PEOPLES.D.L. Commonwealth Edison Co. 79/11/30. 2pp. 


7912120411 Forwards supplementary response re eoeuiitment to meet 
short-term requirements of Lessons Learned Task Force. 

REEDaC. CoKMionuealth Edison Co. 79/11/30. 7pp. 


791212D42S Forwards supplemental response to 791018 Itr re coeuaitiiients 
to Lessons Learned Task Force recommendations. 

PEOPLES. D.L. CoAmonwealth Edison Co. 79/12/03. 2pp. 



44 


DOCKETED ITEMS 


T'JiailOaOO ProBOBea to omend Tech Specs, ei tending ma« average planar 
linear heal generation rate to larger eiposure values. Errata 
t. addenda sheets for 'LOCA Analysis Hept,'‘ Tech Specs page 
changes U Class III fees encl. - 

PEOPLES. D.L. Caaaomjeallh Edison Co. 79/12/04. 2pp. 


-79121 103Hi» Errata t adder 
• Genera] Electric Co. 


a sheets for "LOCA Analysis Hept. 
MEDO-24145. 79/10/31. Spp. 


7912050106 Forwards IE Circular 79-22. “Stroke 
Relief Valves- “ No response required. 
KEPPLERtJ.O. Region 3. Chicago. Office of 
Ip. 


Times for Power Operated 
the Director. 79/11/16. 


7912100213 Forwards IE Info Notice 79-2B. “Overloading of Structural 
Eleaents Doe to Pipe Support Loads." No response reguired. 
REPPLEF.J.8. Region 3. Chicago. Office of the Director. 79/11/16. 


7912140266 Forwards design drawings re water suppression sys. detection 
sus *> Unit 1 fire puap. Drawings available in Central Files 
only. Hydraulic calculation info 6 Fairbanks eorse aanual 
describing fire pump end- . 

JAMECCKf H. F. Caaaonirfealth Edison Co. 79/12/04, 2pp. 


7912110SS7 Forwards IE Info Notice 79-29. “Loss of Nonsafety-Helated 
Reactor •Coolant Gys Instrumentation During Operation." No 
specific action or response renuirad. 

HFPPt FB r-« o Region 3. Chicago. Office of the Director. 79/11/16. 


7912190622 Forwards proposed amend to License DPR 25 consisting of 
to Tech Specs. App A to inplenetit reload licensing 
D. L. Conss-onwealt h Ediao'O Co. 79/12/10. 5pp 


changes 

PEOPLES. 


7912190626 Proposed Tech Specs changes in support of reload licensing. 

e Commonwealth Edison Co. 79/12/10. 51pp. 

7912210349 Forwards cover sheet for CE-l-A. Revl si on lO. InadvertentliJ 
oaltted from 791116 transmittal. 

NAUCHTOM, H. F. Conmonweal th Edison Co. 79/13/13, app. 

79I21B0331 Forwards info documenting evaluation of purge & vent valve 
operability werif icat ion. Util committed to purge 6 vent sgi 
in conformance w/NBC interim pos 1 1 ion. Complete confirmatory 
analyses not available for 30-40 uk. 

PEOPLES, D. L. Commonwealth Edison Co. 79/12/14. 6pp. 


7912190342 Forwards “Adequacy of Station Electric Distribution Sys 
Voltages.’ addressing 4BO-volt undervoltage conditions. 

JAftCEK.B. F. Comnonweallb Edison Co. 79/12/14. Ip. 

“7913190545 "Adequacy of Statlo'n Electric Distribution Sys Voltages." 
* Commonwealth Edison Co. 79/12/14. 8pp. 


7912270470 Advises that qualification program for remaining purge t< 
vent containment valves is in progress. Dresden 8. Ouad-Clties 
butterfly valves will c lose. regardless of degree of opening. 
Response to NRC interim position encl. 

PEDPLEB.D. L. Cotmonwealth Edison Co. 79/12/14. 6pp. 


7912280533 Responds to NBC 791031 request for plant-unique 
implementation schedule for additional condensation tests 
re Harl I full scale test fac 1 1 i ty. Analysis dependent on 
final resolution of acceptance criteria. 

PEOPLES. D.L. Commonwealth Edison Co. 79/12/20. 2pp. 

7912310340 Forwards revised pages to CE-l-A, “Coma Ed dA Program for 
Nuclear Generating Stations." Revlsioli II. 

OANECEK.R.F. Commonwealth Edison Co. 79/12/20. Ip. 


7912210033 Forwards I£ Insp Repts 50-237/79-23 li 50—249/79 23 on 

790917-ia & 34-27.ND noncompUance noted. 

KEPPLER. J. 0. Regions. Chicago. Office of the Director. 79/11/16. 
3pp. 


-7913310031 IE Insp Repts 50-237/79-25 t. SO-249/79-33 on 790917-18 h 
24— 37.)la nencoepl lanco noted. Major areas inspec tod : cooling 
lake const. sail borings on north dike I. review of monthly 
surveillance repts on dike structure. 

G*U.AC1«R.E.J. . OEBTKANN.H. J. Region 3. Chicago. Office of the 
Director. HAVES, D.H. Region 3, Chicago. Reactor Construction 

Fnainaerlne SuDDort Branch. 79/11/14. 26pp. 


7912100013 Notifies of delay in implementation of IE Bulletin 79-14 re 
accessible anas eoaparlson h evaluation phase. Current 
program provides for earliest detection C. evaluation of 
eignifiemnt discrepancies. 

PEffi>LEB. S. L. Coamonuealth Edison Co. 79/11/19. 3pp. 


7912OS<K3S0 Forwards IE Bulletin 79-36 
Bledas. ” Response required, 
peopi ra..l a. Region 3. Chicago. 


, "Boron Loss From BUR Control 
Office of the Director. 79/11/20. 


*P. 


7913040009 Act receipt of 791108 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/79-19, 
50-337/79-23 It 50-249/79-21. 

HEiaHHMl. R. F. Region 3. Chicago. Reactor Dpermtione Nuclear 

Support Sraneb. 79/11/21. Ip. 


7912040011 Responds to NRC 791010 Hr re viotatlone noted In IE Insp 

Repts 50-010/79-19.50-237/79-23 h 50-249/79-21. Corrective 
actions; personnel instructed to lock door to high radiation 
area. 

PEOPLES.O.L. Commonwealth Edlion Co. 79/11/00. Spp. 


7913100417 Forwards IE Circular 79-24. "Proper Installation It Callhr of 
Core Spray Pipe Break Detection Equipment on BMRs. " No 
written response required. 

KEPPL^.J.e. Region 3. Chicago. Office of the Director. 79/11/36. 
Ip. 


— 79123103S9 Revised pages to CE-l-A. "Comm Ed DA Program for Nuclear 
Generating Btations. * Revision 11. 

e CoMonwealtb Edison Co. CE-l-A. 79/11/21. i6pp. 


O- Inspection reports. IE Bulletins 1. correspondente 


7912050013 Forwards IE Iivsp Repts 50-010/79-19.50-237/79-23 h 
50-249/79-21 on 790904-28 8. notice of violation. 
llEISiVIAN. n. F. Region 3, Chicago. Reactor Operations Nuclear 

Support Branch. 79/lG/lO. 2pp. 


■912140107 Forwards IE Circular 79-23, "Motor Btartere li Contactors 
Failed to Operate." No written reeponea required. 

KEPPLEfl. J. O. Region 3. Chicago, Office of the Dlractar. 79/11/26. 
Id. 


7913110395 Notifies that NRC tntande to routinely forward to 
appropriate state public util regulatory groups 6 state atty 
general ofes copies of escalated enforcement correspondence 
sent by MIC to licensees. 

KEPFLER.J.O. Rsgion 3, Chicago. Office of the Director, 
ip- 


79/11/28. 


—7912050037 IE Insp Repts 50-010/79-19,50-237/79-23 k 50-249/79-21 on 
790904-2B.Noncoapl lance notsd: failure to control access to 
high radiation areas fa failurs to follau procedures. 

BARKER.J.L.. UALHER.R.D.. Ef ESSARD, R. L. Region 3. Chicago, 

Office of the Dirsetar. 79/10/15. 9pp. 


7912190199 Forwards IE Bullatin 79-27. "Lost of Non— Class IE 
Instrumentation fa Control Power 8ys Bus During Operation." 
Mrltten response required. 

KEPPLERxJ. O. Region 3, Chicago. Office of th# Director. 


79/11/30. 


7912200344 Forwards waste packaging Insp Rept 79-02A on 790925-26.No 
noncompllance noted. 

SimERLANO.J'.T. Region 2. Atlanta. Fuel Facility fa Materials 

Safety Branch. 79/11/07. 2pp. 


912140Q56 Forwards IE Info Notice 79-30, "Reportlog of Defects fa 
Noncompliancee, lOCFBSl.” No action or reeponae required. 

KEPPLffliJ.O. Region 3. Chicago. Office of the Director. 79/12/06. 


— 7912300395 Waste packaging Imp Rept 79-02A.No noncoapliance noted- 
Major areas Inspected; shlpp ing paper fa DDT placarding 
requirements, radiation level s. rsaovable contaainat ion, DOT fa 
NRC package features. 

BRDUN.R.A. Region 3. Atlanta, Office of the Director. 79/11/06. 
Ana 


79ia300t»6 Forwards IE Bulletin 79-38, “Poaslble Malfunction of Namce 
Model EA180 Limit Switches at Elevated Temps.* Action 

KEWL^> j.O. Region 3. Chicego. Office of the Director. 79/12/10. 
Ip- 


79iK!00443 Notification of 791213 meeting w/utll to discuss IE Bulletin 
79-ra anchor bolt fa base plate analysis. 

JCmOAN.E.L. DIvlBion of Reactor Operations Inspections. 


79/13/11. 
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R, Psriodic operating reports li related correspondence 


791S1S0377 Forwards nonthlv operating repts for Nov 197?. 
STEPHENSON. B. B. Comnonuealth Edison Co. 79/12/07. Ip. 


-79121B03S6 Honthlg operating repts for Nov 1979. 

CIESZKIEHICZ.S. CoMonwealth Edison Co. 79/12/03. 19pp. 


DOCKET SO-350 TURKEY POINT PLANT. UNIT 3 


F. Security, nedical. emergency !< fire protection plans 


791S200D22 Discusses NFIC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for improving licensee 
eeiergency preparedness L assuring capability of offsite 
agencies to take appropriate emergency actions. 

BfllfES.B.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


8. Reportable occurrences. LERs & related correspondence 


7912070143 PNO-IIl-79-023: on 791029. spent Fuel pool overfilled. Caused 
by personnel valving error. Areas affected roped off ti 
cleanup in progress. 

BARKER.J.L.. SPE88ARD. R. L. . HEISHHAN. R. F. Regions. Chicago. 
Office' of the Director. 79/10/26. Ip. 


791212006B FNO-I I 1-79-029: on 791029. essentiel svcs motor generator set 
tripped. resulting in tripping of Unit 3 reactor. Caused by 
flasMing of essential svcs alectrlcal panel door. 

CREEOiJ. Region 3. Chicago. Office of the Director. 79/10/26. 

2pp. 


7912170166 PN0-I1I-79-29A; threatening telephone calls caaa from court- 
coMltted patient. All affected licensees notified. 

BELANOER.J. Region 3. Chicago. Office of the Director. 79/10/29. 
Ip- 


7912030008 PfiO-1 11-79-031: on 791023. Federal Highway Administration 
Bureau of Motor Carrier Safety issued notice of shipping 
violation for improper packaging of low specific radioactive 
matl.Utll fined. 

BARKER.J.L. Region 3. Chicago. Office of the Director. 79/11/01. 
If- 


7912200946 PNO-l 11-79-036; on 791110.Unlt 3 tripped while performance of 
law vacuum trip surveillance In prograes. Unit 2 tripped when 
instrument mechanic isolated feedwater pump suction 
transmitter reeultlng in feedwater pump tripping. 

BMKER. J. . SPE83AR0. R. Region 3. Chicago. Office of the Director. 
79/11/13. 3pp. 


7912030162 Forwards LER 79-094/03L-0. 

STEPHENSON. B. B. Commonwealth Edison Co. 79/11/28. Ip. 


7912200618 Notifies of Fee assessment For 790817 review of security 
training & iiual ificatl on p Ian. Requests payment. 

DI068.R.H. License Fee Management Branch. 79/12/06. Ip. 


7913270429 Forwards preliminary equipment descriptions 1. drawings re 
switchgear room b diesel generator room Fire detection sys. 
Drawings available in Central Files only. 

UHRZe.R.E. Florida Power & Light Co. 79/12/20. 9pp. 


0. Adjudicatory correspondence 


7912120129 Request For eitension to respond to util objections to 
interrogatories. Opposes util attempt to dismiss intervenor 
interrogatories. Requests hearing to ensure that ABLB 790813 
orriar Ic fairly eiecuted. 

R{»aU.B.S. Qncavage.Mark. ROODH. B. B. Rogow. B. 79/11/13. Bpp. 


7912060203 Order cancelling 791130 deadline for responses to discovery 
requests. Directs parties to File responses within 30 days 
frna date oF order. Awaits parties' responses to intervenor 
HP Dncavagc motion For e< tension. received on 791113. 

SDNERBiE. S. Atomic SaFety and Licensing Board Panel. 79/11/15. 

9pp. 


7912130050 No objection to intervenor M Oncavage motlan For lO-day 
eetenslen to respond to util abjections to Interrogatories. 
Certificate of Svc end. 

COU..N.A. Florida Power b Light Co. COLL. N. A- Steal. Hector b 
Davis. 79/11/19. 9pp. 


7912110038 Confirms receipt of end 790329 petition to suspend OLs for 
all PHRs. Forwards FR notice indicating that petition will be 
treeted in accordance u/10CFR8. 206. 

DENTDN.H.R. Office of Nuclear Reactor Regulation. 79/11/23. ip. 


— 7913030166 LER 79-094/03L-0: on 791101. survaillance DOB 700-4 found 
intermediate range monitor to have rod block b hi hi half 
■cram tripe oiceeding Tech Specs. Caueed by dirty contacts on 
selector switch. Contacts clsaned. 

HOLLANOiP. ConHaonwealth Edison Co. 79/1I/2B. ip. 


7912140431 Forwards LER 79-030/03L-O. 

BTEPiEN80N. B. B. Commonwealth Edison Co. 79/12/06. Ip. 


— 7912140430 LER 79-030/03L-0: on 79tll0i during scram testing In refuel 
mode. substantial loss of position indication notad for 
control rod drivollns H-9. Cauis unknown. Suspect rod poiiilon 
indicator probe 6 cabling to be inspected at next outage. 

HAflROW.R. Commonwealth Edison Co. 79/12/06. 2pp. 


7912160419 Forwards LER 79-031/03L-0. 

STEPHENSON. B. B. Coameonwealth Edison Co. 79/12/06. tp. 


-7912110136 Notice of request for action pursuant to iOCFR2.306 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs For PURs. 

HULLER.D.R, DfFlce of Nuclear Reactor Regulation. 79/11/33. 
OTpp. 


7912070168 Response to intervenor 791109 motion For eilBnaloti beyond 
time set in A3LD 791109 order re discovery. Has no objection 
ts granting addl ten days for intervenor to compel answers 
tn outstanding objections. CertiFlcate oF Svc end. 

ODLDBEROi 8. C. Hearing Branch 2. 79/11/27. 4pp. 


7912140014 Suppl per A8LD 79111S order, to licensee 791107 abjections to 
intervenor MP Oncavage 791029 interrogatories b request for 
production of documents. Urges ABLB to sustain objections if 
motion to compel filed. Certificate of Bvc end. 

CDLL.N.A. Florida Power b Light Co. COLL.N.A. Steel. Hector b 
Davis. 79/11/27. 11pp. 


-7912100431 LER 79-031/03L-0: on 791tt7.HSZV 3-203-2D had 3. 9 -b closure 
time. Caused by wear b valve environ heat. Valve adjusted. 

Tasting will continue quarterly. 

• Commonwealth Edison Co. 79/12/07. Ip. 


7912160376 Forwards LER 79'032/03L-0. 

BTEPIENSON. B. B. Commenwsalth Edison Co. 79/12/10. Ip. 


•7912100399 LER 79-033/03L-0: on 791120. pin hole leak found in Re fead 
pump min flow line. Caused by corrosion. Patch applied b 
perewnank patch echeduled for neet long outage. 

K0RCHVN6KY. M. Commonwealth Edison Co. 79/13/10. Ip. 


7912270349 Raeponds to NR6 requasts for info rs loss of offsite power 
events at facility. Forwards onswars to qusstions re 691112 
b 780123 aventa.LER 7B-009/03L-0. 760122 deviation rept b 
list of 349 kV b 138 kV line failures during 1974-1979. 

JAkECEK.R.F. Commonwealth Edison Co. 79/12/19. 21pp. 


H. Oenoral correspondence 


7913120019 Certifies that motion re proposed amend to Facility DL to 
permit steam generator repair was served on 791109. 

RDOOW.B. S. Oncavage. Hark. RDOOH.B.S. Rogow. B. 79/11/09. 2pp. 


H. Antitrust correspondence 


7912060020 Notion to lodge FERC 791004 opinion b order denying 
prehearing. Confirms reasons presented in FL Cities 790B09 
motion to lodge FERC 790BO3 opinion b order. Affirmation of 
Bvc b F0)C 791004 order end. 

JABLON.R.A. Florida Cities. 79/11/16, Bpp. 


7913110438 Response in opposition to FL Cities 791116 notion to lodge 
FERC Opinion 97-A. No relation eiiets between FERC findings 
rm tariff natters b findings in present proceeding re 
antitrust violations. Certificate of Svc end. 

SOUKNIQHT.J. A. > eRlBBON.D.M. Florida Power b Light Co. 

BOUKNIOHT. J. A. Lowenstaint Newman. Reis. Aielrad b Toll. 79/13/03. 
4pp. 
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7912110343 Answer to R. Cities 791114. action to loJge FERC 790003 
oainion re whether to conJoct proceeding under Atoalc E['«*;SSI 
Act of 1954 Section 1051a). Does not oppose lodging per NBC 
790823 previous answer. -^oi,r,tnL •»»» 

DENEY.U.S.. CHANANIA. F- D. Antitrust Divisior. 79/12/06. 3pp. 


P. Operating license stage docoaents & correapondenci 


79121103t}4 Infsras that NBC 
provide requested info bg 
lIHRIO.R.E. Florida Power 


791119 itr not received 
791207. 

(. Liglit Co. 79/11/30. 


until 791126. Uil 1 
IP- 


79131B0S43 Urges eipoditious revieuf & safety evaluation of RETRAN 
reactor sgs transient analgsis code. List of intended uses of 
RETRAN end. 

UHRtSrR.E. Florida Power fc Light Co. 79/12/07. 3flp. 


7911090249 "Bunaarg oF Operating Eiperience H/Recireulatlng Steao 

Generators. • i-iorn nso'i 
EISEIMUT. D. 0. Division of Operating Reactors. MfflEQ OSidJ. 
79/01/31. B9pp. 


7912140246 Agrees to revise Tech Specs for control rod misalignment tt 
position indication re NRC request. Tech Spec amend will be 
aubaittad by 600229. 

UfKie.R.E. Florida Power !. Light Co. 79/12/10. Ip. 


7908010339 Notifies of status of ropt on reactor cavi tg annulus seal. 
Most PWH users reaove ring during normal opera tion. Others 
store seal ring In raised position during normal , 

LA1NAS. e. Plant Systens Branch (Pro 791030). 79/07/05. 7pp. 


7912050174 Discusses NRC review of LERs & Tech Spec requirements re 
control RPI sys at Uestinghouse PHHs. Requests Tech Specs 
review to ensure requirement for rod maint to uithln +/— 12 
steps indicated t RPI sys verified accurate wltliin 12 steps. 
SCKNENCER. A. Operaliny Reactors Branch 1. 79/10/29. 7pp. 


7912100IB9 Discusses NRC 79I10I meeting u/reprosentativaB of JfSSS 
vendors l< fuel suppliers re discussion of respective 
portions of ECC3 evaluation models dealing w/fuel cladding 
swelling i incidence of rupture. Vendor responses end. 

EIBENNUTi D. 0. Olvision of DpoTSting Reactors. 79/11/09. 65pp. 


7912200808 Forwards info requested by NRC 791129 Itr re analyses b 
evaluations performed to resolve containment purge issue. 

Results of valve integrity evaluation anticipated bg June 
1900. 

UfftlOiR.E. Florida Power b Light Co. 79/12/13. 9pp. 


7912270391 Advises that proposed Tech Spec amends are being developed 
in rasponse to NRC 790726 Itr. Proposal to be submitted 
000331 will address undervoltage protectioTU proposal to be 
submitted 600131 will address diesel generator surveillance. 
UmiOrR.E. Florida Power b Light Co. 79/12/10. Ip. 


7912270^4 Doeunents current status re inpleaentatlon of short-term 
mi Lessens Learned Task Force items. All mods will be 
completed by 600125. 

UHRIOiR.E. Florida Power b Light Co. 79/12/19. 2pp. 


-79J21Q0255 Responds to WC 791101 request re noncomp 1 lance of 
Uestinghouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
. indicates no safety probleas for Uestinghouse plants. 

ANOERSONi T. M. Uestinghouse Electric Corp. 79/11/02. 4pp. 


79122703S0 Responds to NRC 791017 Itr re ouslllarii feedwater tgs. Amend 
to Tech Specs covering auiiliary feedwater pumps scheduled 
for submittal on 600131. Sys operability verified monthly by 
starting pumps b establishing flow to steam generators. 

UfftrOiR.E. Florida Power b Light Co. 79/12/20. 9pp. 


— 7912100330 Responds to MIC 791101 request re DRNL cladding suelling *c 
rupture data. Review of analytical models b tests indicates 
compliance w/lOCFRSO App K.All GE specs for calculated peat 
cladding temp remain unchanged. 

BUCMCLT.R. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards respnnse to ffflC 791101 request re rod hurst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of 10CFR5O 46 satisfied. 

DUSLEV.|G. F. Eison Nuclear Co.. Inc. Isubs. of Exion Corp.). 
79/11/02. 5pp. 


— 7912100456 Forwards addl info re evaluation of impact of NRC proposed 
ruptura/blockage model used in vendor evaluation model. 

Ho adverse lepact from new rupture burst data or use of NRC 
rupture/bloclage model on licensing calculation results. 

OUSLEV.e.F. Eicon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
79/11/04. a2pp. 


7912100246 Informs that no further action is required re 790B19 
response to NRC 790916 request for info concerning reactor 
vessel atypical weld matl. Safety evaluation end. 

SCHUENCER.A. Operating Reactors Branch 1. 79/11/13. Spp. 

— 7912100254 Safety evaluation supporting use of atypical weld wire in 
reactor vessels. 

e Office of Nuclear Reactor Regulation. 79/11/13. 6pp. 

7912170015 Notifies that no further action required re 790816 response 
to 790819 requests for addl info on possible use of atypical 
weld wire In reactor vessels. 

SCHWENCCR.A. Operating Reactors Branch 1. 79/11/13. 2pp. 

7912120070 Summary of 791114 telcon w/util re lessons learned 
i mp 1 erne nta tion. 

CHOTENKUIB.M. Operating Reactors Branch 1. 79/11/16. 6pp. 


7912270S13 Mithdraws proposed Tech Spec changes re fuel rod bowing. 
UHRIOiR.E. Florida Power b Light Co. 79/12/20, 2pp. 


7912200846 Notifies that 791213 rept. "Program Plan for Pmrformanee 
VeFlflcatlon of PUR 9afetg/Flel laf Valves fc Sys." is 
pespimslve to requirements listed In NtIREO— 0870. 

UHRIOiR.E. Florida Power b Light Co. 79/12/21. Ip. 


Q. Inspection reports. IE Bulletins &c corraspondenca 


7912060143 Forwards IE Info Notice 79-12A. "Atterap ted Damage to New 
Fuel Asseaiblies. " No specific action or response roquirad. 

□ 'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

79/11/09. ^p. 


7912100101 Forwards IE Info Notice 79-29. "avarloadlng of Structural 
Elements Due to Pipe Support Loads. " Ho response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912I10S61 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Relatad 
Reactor Coolant Sys Instrunontation During Dperatton. " No 
specific action or response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

79/11/16. 2pp. 


7912060616 Forwards IE Circular 79-24. "Proper Installation b Callbr of 
Core Spray Pipe Oreali Dstoction Equipment on BURs. " No 
rasponse required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 

7912110147 Forwards IE Circular 79-23, "Motor Storbers b Contactors 
Failed to Operate. • Mo response required. 

n'REILLV. J.P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912100174 Forwards request for add! info re steam generator repair 
prspnsal b cost update of repair project 

SCHUENCER. A. Operating Reactors Branch 1. 79/11/19. 5pp. 


7712040276 Plans to respond by 791221 to 790918 request far info re 
potential for steam generator water hammer at PHRs w/ 
feedrlngc that discharge from bottam. Manpower demands 
generated by MREG-OSTB prevent response at present. 
umiQ. R.E. Florida Power b Light Ca. 79/11/26. Ip. 


7912070127 Notifies that info requested by MRC 79002010927 b 1023 Itrs 
re eontainmant venting b purge during normal operation will 
be submitted on 791213. 

Utnie.R.E. Florida Power b Light Co. 79/11/29, Ip. 


'912190442 Forwards IE Bulletin 79-27. “Lose of Non-Class IE 
Instrumentation b Control Power Bys Bus During Operation. 
Urittai) rmipensm required. ...... 

□ 'REILLY. J.P. Region S. Atlanta. Office of the Director. 

79/11/30. Ip. 


7912200004 Responds to IE Bulletin 79-17. Revi sion 1 r* stagnant berated 
water sys.Addl drawings provided Identifying safety-related 
Type 016 stainless steel pipe sys containing stagnant 
sxyaanaied berated water. H/o end. 

tHtie.R.E. Florida Power b Light Co. 79/il/30. ip. 
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7912310297 Foruards IE Info Notice 79-30i "Reporting of Defects & 
Noncompliances. 10CFR21. " No action required. 

O'REILLV. J. P. Region 2. Atlanta, Office of the Director. 
79/12/06. Spp. 


7912200033 Foruards IE Bulletin 79-23, "Possible Malfunction of Naoco 
Model EA180 Limit Sultches at Elevated Temps." Action 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/07. 2pp. 


7912200402 Foruards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No uritten response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/13. 2pp. 


7912280136 Foruards IE Circular 79-2S, "Shock Arrestor Strut Assenblg 
Interference." No uritten response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/12/20. 4pp. 


8. Reportable occurrences, LERs U related correspondence 


7912180326 PNO-I 1-79-006: on 791006, during planned maint on socondoru 
steam sysinaln steam valve to moisture separator rehestar 
stuck open, Caused by stray hex nut from main steam line 
check valves. All check valves inspected. 

HARDIN, A. K.) DYER, J. A. Region 2, Atlanta, Office of tho Director. 
79/i0/09. Ip. 


7912140229 RO-250-79-33: on 791 lOt, vendor discovered error in current 
ECCS analysis input data. Correction resulted in allouable 
Fq limit reduction of steam gsnerator tube. Augmented 
surveillance or pouer limits applied. 

HAYES.J.K. Florida Pouer t< Light Co. 79/11/02. Ip. 


7912030152 Foruards LER 79-030/03L-0. 

BCHMIDT.A.D. Florida Pouer «. Light Co. 79/11/05. Ip. 


—7912030160 LER 79-030/03L-0; on 791004, rad la t ion monitors R-ll & H-12 
out of SVC for approx 14-h during pouer operation. Caused by 
failure of air sampling blouisr uhich supplies monitors. 

Dlouer replaced 6 monitors returned to svc, 

BCHOPPMAN. H. A. Florida Pouer Light Co. 79/11/05. tp. 


7912030211 RO 250-79-3S: on 791 109, during examination of large break 
enalysloiMestlnghouce discovered clad hoabup rates of less 
than 2 F per second uere possible. Adjustments made to 
augmented surveillance program. 

MODRE. J. E. Florida Pouer & Light Co. 79/11/13. ip. 


7912130653 Foruarde LER 79-033/01T-0. 

SCHMIDT.A.D, Florida Pouer 8. Light Co. 79/11/15. ip. 


—7912130658 LER 79-033/01T-0: on 791 101, vendor corrected Input error in 
LOCA analyses for steam-generator-tub plugging lov>lo<sfhlch 
resulted in reduction of max allouable frequency. Caused by 
vendor error. Revised procedures. 

BCHOPPMAN, M. A. Florida Pouer & Light Co. 79/lt/lS. 2pp. 


7912130632 Forwards LER 79-03S/01T-0. 

SCHMIDT, A.D. Florida Pouer tc Light Co. 79/11/23. Ip. 


— 7912130641 LER 79-035/01T-0: on 791109, based on reanolyscs prompted by 
vendor notification, earlier clod burst time it resulting 
change in calculated peak clad temp for LOCA transient 
indicated. CauBB not stated, 

BCHOPPMAN. M. A. Florida Pouer & Light Co. 79/11/23. Spp. 


7912130534 Foruards LER 79-032/03L-0. 

SCHMIDT.A.D. Florida Pouer i Light Co. 79/11/30. ip. 


—7912130536 LER 79-032/03L-0; on 791031, period tc surveillance of control 
on valVBS, locks Si switches revealed that circuit breakere 
30532 (, 30631 not locked. Caused by personnel error. Procedura 
revised it personnel reinstructed. 

BCHOPPMAN, H. A. Florida Pouer 8, Light Co. 79/11/30. Ip. 


7912190520 Forwards LER 79-034/03L-0. 

SCHMIDT.A.D. Florida Pouer «< Light Co. 79/12/05. ip. 


—7912190522 LER 79-034/03L-0: en 791105, during pouer operatiomauxiliary 
faiduater pumps tasted i< pump A failed to start. Caused by 
misalignment hetueon connections to associated pneumatic 
eontraller resulting in inoperability of valve CV-370S. 

BCHOPPMAN, M. A. Florida Pouer i< Light Co. 79/12/05. 2pp. 


U. Congress ional/Eiecutive Correspondence 


7912170395 Forwards SH Meyerson 791107 Itr re problems at plant 
Requests comment. 

CHILESiL. Senate. 79/11/19. 2pp. 


DOCKET 50-251 TURKEY POINT PLANT. UNIT 4 


F. Security, medical, emergency 2, fire protection plans 


79122001^ Discusses NfiC 791109 meeting re emergency preparedness team 
review ob jectlves. Provides guidance for improving licensee 
emergency preparedness S, assuring capability of offsite 
agencies to take appropriate emergency actions. 

miMESiD. K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


791220061S NotifiPS of fee assessment for 790817 review of security 
training b qualification plan. Requests payment. 

OICOSiR. n. License Fee Management Branch. 79/12/06. Ip. 


7912270429 Foruards preliminary equipment descriptions 8, drauings re 
switchgear room 8, diesel generator room fire detection sys. 
Drauings available in Central Files only. 

UHRIO.R.E. Florida Pouer !< Light Co. 79/12/20. 9pp. 


C. Adjudicatory correspondence 


7912120125 Request for extension to respond to util objections to 
Interrogatories. Opposes util attempt to dismiss intervener 
interrogatories, Requests hearing to ensure that ASLH 790813 
order is fairly executed. 

8DaOU,B.8. Oncavage.Mark. ROODU.n.S. Rogou. D. 79/11/13. Bpp. 


79IK160203 Order cancelling 791130 deadline for responses to discovery 
requests. Dine bs parties to file responses ulthin 30 days 
from date of order. Auaits parties' responses to intervenor 
HP Oncavage motion for extension, received on 791113. 

BOWERS, E.S. Atomic Safety and Licensing Board Panel. 79/11/15. 

Spp. 

7912130050 No objection to intervenor M Oncavage motion for 10-day 
extension to respond to util objections to interrogatories. 
Certificate of Svc end. 

CDLL,N.A. Florida Pouer 8- Light Co. COLL. N. A. Steel. Hector tc 
Davis. 79/11/19. Spp. 


7912110038 Confirms receipt of end 790329 petition to suspend QLs far 
all PHRs. Foruards FR notice indicating that petitlnn uill be 
treated In accordance U/10CFK2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


•7912110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalitian on Nuclear Pouer 790329 petition 
requesting suspension of all OLo for PURs. 

MULLER, D.R. Office of Nucloar Reactor Regulation. 79/11/23. 
30pp, 


7912070168 Response to intervenor 791109 mabion for extension beyond 
time sot in ASLB 791105 order re discovery. Has no objection 
to granting addi ten days for intervenor to compel onsuers 
to outstanding object ions. Certl ficate of Svc end. 

GOLDRERO. S. C. Hearing Branch 2. 79/11/27. 4pp. 


7912140014 Buppl per A8LD 791115 order. to licensee 791107 objections to 
Intervenor MP Oncavage 791029 Interrogatories t, request for 
production of documents. Urges ASLII to sustain objections if 
motion to compel fi led. Certificate of Svc end. 

caJ.,N.A. Florida Power *, Light Co. CDLL.N.A. Bleel. Hector & 
Davis. 79/11/27. 11pp. 


H. Sonoral correspondence 


7912120015 Certifies that motion re proposed amend to facility OL to 
poTnit steam generator repair uas served on 791109. 

RDSOM.S.B. Oncavage.Mark. ROQOH, D. S. Rogow. B. 79/11/09. 2pp. 


H. Antitrust correspondence 


7912060020 Motion to lodge FERC 771004 opinion 8, order denying 
prahearing. Confirms reasons presented in FL Cities 790809 
motion to lodge FERC 790802 opinion b order. Aff Irma tl on of 
Bye b FERC 791004 order end. 

JADLON,R.A. Florida Cities. 79/11/16. Bpp. 
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7?I211043a riesponse in oppoiition to FL. Cities 79Slli& ootian io toefse 
FERC Opinion S7-A.Ka relotion Bitsts Detueen FERC Flnilinge 
re tariff natters & findings in present proceeding re 
antitrirst vi o lat ions. Cer 1 1 f icate of Sve and. 

BDUKNIOHT. J. A. ■ GR 1 BDQN> D. t1. Florida Pouer t< Light Co. 

BOUKNIGHT' J. A. Louenstelni Neunan> Reis> Atelrad & Toll. 79/12/03. 
4pp. 


7912110349 Answer to FL Cities 791116 notian to lodge FERC 790803 
opinion re uhether to conduct proceeding under Atonic Energg 
Act cf 1954 Section 105<a).Does not oppose lodging per NRC 
790823 previous answer. 

DEI4EY.L.S.I CHANANIA. F. D. Antitrust Division. 79/13/06. 3pp. 


7712100346 Forwards draft input for steam generator tube failure eafetg 
evaluations. Bet t ions 2. I. 3i 2. 3. 3. 2. 3. 3 t< 2. 4. 3. Input for 
Doel Unit 2 reactor in Belgium end. 

SCHHENCER<A. Operating Reactors Branch 1. 79/11/28. Ip, 


— 79121B035D Draft input for steam generator tube failure safety 
evaluation. Sec tion 2. 1.3. 

• Office of Nuclear Reactor Regulation. 79/11/28. 3pp. 


-7912180354 Draft input 
Section 2. 2. 3. 

• Office of Nuclear 


for stoain generator 
Reac tor Regulation. 


tube safety evaluation. 
79/11/20. 4pp. 


P Operating license stage documents & correspondence 


7911090240 "Summary of Operating Eiperienee U/Rec Ireulat ing Staara 
Generators. " 

EIBENHUT. D. e. Division of Operating Reactors. NUREG-aS23. 
79/01/31. B9pp, 


79120S0174 Discusses NRC review of LERs & Tech Spec requirements re 
control RPI sifs at Ifestinghouse PURs. Requests Tech Specs 
review to ensure requirement for rod maint to within +/- 12 
steps indicated & RPI sys verified accurate within 12 steps. 
SCHUENCER.A. Operating Reactors Branch 1. 79/10/29. 7pp. 


— 79121803^ Draft input for steam generator tube failure safety 
evaluation.Bectlon 2. 4. 3. 

a Office of Nuclear Reactor Regulation. 79/11/2B. 3pp. 


7912070127 Notifies that info requested by NRC 790828.0927 b i023 Itrs 
re contalnaent venting h purge during normal operation will 
bn submitted an 791213. 

UI«ie>R.E. Florida Power b Light Co. 79/11/29. Ip. 


7912110304 Informs that NRC 791119 Itr not received until 791126. Hill 
provide requested info by 791207. 

UHRIO.R.E. Florida Power b Light Co. 79/11/30. Ip. 


7912100189 Discusses NRC 791101 meeting u/repres«ntatlves of NSSS 
vendors & fuel suppliers r< discussion of respactlve 
portions of EGCS evaluation models dealing u/fuel cladding 
swelling b incidence of rupture. Vendor responses end. 

EIBEMIUT. D. C. Division of Operating Reactors. 79/11/07, 6Spp. 


-7912100253 Responds to NRC 791101 request re none amplianca of 
Uestlnghouse ECC8 evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Uestlnghouse plants. 
ANDERSON. T. M. Uestlnghouse Electric Corp. 79/11/02. 4pp. 


--7912100330 Responds to NRC 791101 requeet re DRNL cladding swelling b 
rupture data. Review of analytical models b tests Indicates 
compliance w/lOCFRSO App K.All OE specs for calculated peat 
cladding teaip remain unchanged. 

aUCHHOLZ.R.H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation nodali b that analyses demonstrate 
all criteria of lOCFftSO. 46 latisfied. 

DUSLEY. 0. F. Erson Nuclear Co. Inc. Csubs. of Eiion Corp. 1. 
79/11/02. 8pp. 


— 79121004S6 Forwards addl Info re evaluation of impact of NRC proposed 
rupture/blockage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/hloctage model on licensing caleulatlon results. 

□USLEYiG.F. Elion Nuclear Co.. Inc. (subs, of Eiion Corp,). 
79/11/04. P2pp. 


79121Q(ffi43 Urges eipadltious review b safety evaluation of RETRAN 
reactor sys transient analysis code. List of intended uses of 
RETRAN end. 

Umie^R.E. Flarlda Power b Light Co. 79/12/07. 3pp. 


7912140246 Agrees to revise Tech Specs for control rod mlsal Ignmont b 
poulfelon indication re NRC request, Tech 8pec emend will be 
submitted by 800229. 

IMRIO.R. E. Florida Power b Light Co. 79/12/10. Ip. 


7912200SOB Forwards info requested by NRC 781128 Itr re analyses b 
evaluations performed to resolve c ontalniment purge issue. 

Results of valve integrity evaluation anticipated by June 
1980. 

UHRIO.R. E. Florida Power b Light Co. 79/12/13. 9pp. 


7912270391 Advises that proposed Tech Spec amends are being developed 
In response to NRC 790726 Itr. Proposal to be submitted 
800331 will address undervoltage protec t lam proposal to be 
submitted 800131 will address dlessl generator surveillance. 
UHRFOiR. E. Flarlda Power b Light Co. 79/12/18. Ip. 


7912270390 Responds to NRC 791017 Itr re auitliary feedwater sys. Amend 
t« Tech Specs covering auilllary feedwater pumps scheduled 
for submittal on 800131. Sys operability verified monthly by 
starting pumps b establishing flow to steam ginerators. 

UHRlO^R. E. Florida Power b Light Co. 79/12/20. 9pp. 


7912270S13 Ulthdraws proposed Tech Spec change* re fuel rod bowing. 
UHRia.R.E. Florida Power b Light Co. 79/12/20. 2pp. 


7912100246 Informs that no further action Is raqulred re 790819 
raspanse to NRC 790818 request for info concerning reactor 
vessel atypical weld aatl. Safety evaluation encl. 

SCHUENCERiA. Operating Reactors Branch t. 79/11/13, 2pp. 


—7912100254 Safety evaluation supporting use of atypical weld wira In 
reactor vessels. 

• Office of Nuclear Reactor Regulation. 79/11/13. 6pp. 


7912170015 Notifias that no further action required re 790818 response 
to 790819 requasts for addl info on possible use of atypical 
weld wire In reactor vessels. 

SCHWENCERi A. Operating Reactors Branch 1. 79/11/13. 2pp. 

7912120070 Suemary of 791114 talcon u/u.til re lessons learned 
implementation. 

OROTENHUlSi H. Operating Reactors Branch 1, 79/11/16. 6pp. 


7912100174 Forwards request for eddl info re steam generator repair 
propoaal b cost update of repair projact. 

BCHHENCERjA. Operating Reactors Branch 1. 79/11/19. Spp. 


7912040276 Plans to respond by 791221 to 790918 requret for info re 
potential for eteaa generator water hammer at PHRs w/ 
feedrlngs that dlecharge fro* bottom, ftanpower denande 
gansratad by MUREC-0978 prevent reaponee at praient. 

UHRIO.R.E. Florida Power h Light Co. 79/11/26, Ip, 


7912280548 Hotlfiee that 791213 rept. "Program Plan for Pirformanee 
Varlflcatian of PNR Safety/Rellef Valvae b 8yt. " le 
rasponelve to requiremente listed in NUREO-0578. 

UHRIO.R.E. Florida Power b Light Co. 79/12/21. Ip. 


fr. Inepectlon reparts. IE Bulletins b correspondence 


7912060143 Foruarde IE Info Notice 79-12Ap ''Attempted Damage to New 
Fuel AaeeNbllas. “ No specific action or response required, 
O'REILLY.^;. P. Region 2i Atlanta. Office of the Director. 
79/11/09. 2pp. 


7912100181 Fgrutards IE Info Notice 7?-28i "Overloading of Structural 
Elamenfea Due to Pips Support Loads." No response required. 
O'REILLVi J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110S61 Forwarde IE Info Notice 79-29. "Loss of Nonsafety-Relatsd 
Raaetor Coolant Sys Instrumentation During Operation." No 
epaclflc action or reaponsa required. 

□ 'REILLY. >J.P. Region 2. Atlanta. Office of the Director. 

79/11/16. 2pp. 


7912060616 Forwards IE Circular 79-24. "Proper Inetellation b Callbr of 
Cora Spray Pipe Break Detection Equipment on BWRs, " No 
reeponsa required. 

D'RElLLVfJ.P. Region 2. Atlanta. Office of the Director. 

79/11/26. tp. 
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7912110147 Foruiards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate." No response required. 

□ 'REILLV, J. P. Region 2, Atlanta. Office of the Director. 
79/11/26. Ip. 


7912190442 Forwards IE Dulletln 79-27, "Loss of Non-Class IE 
Instrumentation U Control Power Sgs Dus During Operation." 
Mrltten response required. 

O'REILLY, %).P. Region 2, Atlanta, Office of the Director. 
79/11/30. Ip. 


7912200004 Responds to IE Bulletin 79-17, Revision 1 re stagnant berated 
water sys.Addl drawings provided identifying safety-related 
Type 3t6 stainless stsel pipe sys containing stagnant 
osygsnated borated water. U/o end. 

UHRIO.R.E. Florida Powar & Light Co. 79/11/30. ip. 


7912310297 Forwards IE Info Notice 79-30, "Reporting of Delects <i 
Noncompliances, 10CFR21. " No action required. 

O'REILLY. J. P. Region 2, Atlanta. Offlca of the Director. 
79/12/06. Spp. 


7912200033 Forwards IE Dulletln 79-20. "Passible Malfunction of Naaco 
Modal EA10O Limit Switches at Elevated Temps." Action 
required, 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/07. 2pp. 


7912200402 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

O'REILLY. J, P. Region 2. Atlanta, Office of the Director. 
79/12/13. 2pp. 


79122B0136 Forwards IE Circular 79-23. "Shock Arrestor Strut Asseablg 
Interfsrsnce. " No written response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/12/20. 4pp. 


8. Reportable occurrences. LERs t< related correspondence 


7912030146 Forwards updatsd LER 79-01 i/03X-l. 

SCHMIDT. A. D. Florida Powsr Sc Light Co. 79/10/23. ip. 


— 7912030149 Updatsd LER 79-100/03X-1 : on 790622. charg ing sys perfornano 
noted to be degraded during routine startup operation. Caused 
by ruptured diaphram Sc damaged 0-ring on valve. Valvo 
repaired Sc pumps vented, 

SCHOPPMANc M. A. Florida Power Sc Light Co. 79/10/23. Ip. 


7912140229. R0-2S0-79-33: on 79i 101,. vendor discovered error In current 
ECCB analyelf input data. Correction resulted In allowable 
Fq limit reduction of steam generator tubs. Augmented 
surveillance or power limits applied. 

HAYE8.J.K. Florida Power Sc Light Co. 79/11/02. ip. 


U. Congresslonal/Executivi Correspondence 


7912170395 Forwards SU Mtysrson 791107 Itr re problems at plant. 
Requests comment. 

CHILES, L. Senate. 79/11/19. 2pp. 


DOCKET S0-2S2 UNIV. Op.NEM MEXICO RESEARCH REACTOR 


F. Security, medical, emergency Sc fire protection plans 


7912120206 Forwards draft Rtg Ouide S. XX, "Std Format S. Content for 
Llesnsee Physical Sseurlty Plan for Protection of BNH of 
Moderate or Low Btratoglc Significance." N/o end. 

REIDiR.W. Operating Reactors Branch 4 iPrs 791030J. 79/08/22. 

Bpp. 


DOCKET 30-234 QUAD-CITIES STATION. UNIT 1 


F. Security, medical, emergency Sc fire protection plans 


7912200022 Discusses NRC 791109 mseting re emergency preparedness team 
review objectives. Provides guidance for improving liceniee 
emergency preparedness Sc assuring capability of offsite 
aganeias to taka appropriate emergency actions. 

ORIMES.S. K. Emtrgency Preparednsss Task Foret. 79/11/23. 30pp. 


7912270063 Forwards list of sptclfic Itsms requiring updating In 
emergency p Ians. Emergency plans were tvaluattd using cods 
requirements. Rag Ouide 1.101 Sc Emergency Planning Review 
Ouldelines Number liRevislon 1. 

IPPOLITO, T. A. Operating Reactors Branch 3. 79/11/30. 7pp. 


7912200672 Requests payment of Class III foes for review of 790016 
nuclear security personnel training S. qualification plans. 
DIOOS.R. H. License Fee Management Branch. 79/12/07. Ip. 


H. Oeneral correspondence 


79I22B0605 Discusses 791204 title change of manager of nuclear 
operations to vice president. Organl zot ton structure not 
altered. No revision will be made to OA program topical rept 
CE-l-A until organization structure is delineated. 
JANECEKiR.F. Commonwealth Edison Co. 79/12/19. Ip. 


P. Operating license stage documents Sc correspondence 


79121200SB Submits info re release rates of gaseous Sc particulate 
foreis of radioactive metis during third quarter of 1979. 
KALIVIANAK18.N. Commonwealth Edison Co. 79/I0/S3. ip. 


791210018? Discusses NRC 791101 meeting w/reprosentatives of NBSS 
vendors 6 fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fual cladding 
siselllng Sc Incidence of rupture. Vendor responses end. 

EISENHUTi D. 0. Division of Operating Reactors. 79/11/09. 69pp. 


— 7912100253 Responds to NRC 791101 request re noncompliance of 
Mestinghouse ECCS evaluation model under requirements 
of iOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Uestinghouse plants. 
ANDERSON. T. M. Mestinghouse Electric Corp. 79/11/02. App. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling Sc 
rupture data. Review of analytical models Sc tests iniilcBtes 
ceapllance a/lOCFRSO App K. All 6E specs for calculated peak 
cladding temp remain unchanged. 

SUCfftiOLZ.R.H. Oeneral Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Cone ludos that data properly represented by fuel models 
used in vendor evaluation models t. that analyses demonstrate 
all criteria of IOCFRSO. 46 satisfied. 

OWSLEV.O.F. Elion Nuclear Co. , Inc. (subs, of Exxon Corp.). 
79/11/02. 3pp. 


— 7912100436 Forwards addl Info re evaluation of Impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

CWSLEY.O.F. Exian Nuclear Co., Inc. (subs, of Exxon Carp.). 
79/11/04 , 22pp. 


7912040261 Forwards plant steam bypass capacity sheets, percent rated. 
Info provided to OE for incorporation Into NEDU-24708. 

PEa>LES>D.L. Commonwealth Edison Co. 79/11/16. 200pp. 


7912040297 Forwards supplementary response to be incorporated into 
79101B Itr re lessons learned commitments to meet near-term 
requirements. 

REED.C. Cornmonwealth Edison Co. 79/11/30. 7pp. 


79I2O4O40S Submits updated schedules for installation of recirculation 
pump trip mods per 790329 Itr. 

PEOPLES. D. U. Commonwealth Edison Co. 79/11/30. 2pp. 


79121S0411 Foruirdt supplementary response re cemmitment to meet 
short-term requirements of Lessons Learned Task Force. 

REED.C. Commonwealth Edison Co. 77/11/30. 7pp. 


791212042S Forwards supplemental response to 791010 Itr re commitments 
to Lessons Learned Task Force recommendations. 

PEOPLES, D.L. Commonwealth Edison Co. 79/12/03. 2pp. 


7912110300 Propatfs to amend Teeh Specs, extending max average planar 
linear heat generation rata to larger exposure values. Errata 
(t addenda sheets For "LOCA Analysis Rept," Tech Specs page 
changes & Class III fees and. 

PEDPLES.D.L. Commonwealth Edison Co. 79/12/04. 2pp. 


•7913110306 Errata tc addenda sheets for "LOCA Analysis Rept. 
« Oentral Electric Co. NEDD-24146. 79/10/31, 3pp. 


— 7912110391 Tech Bpic page changes: Page BlC-1 for Drestlen-2 I, Figure 
3.3-1 for Ouad-CitIes-1. 

a Coaimonwealth Edison Co, 79/10/31. 3pp. 


7912200672 Requests payment of Class III Fees for raviau of 790B16 
nuclear security ptrsonnel training h qualificatlorv plans. 
DIOOa.R.M- License Fee Management Branch. 79/12/07. Ip. 



50 


DOCKETED ITEMS 


791BS10349 Faruerds cover sheet for CE-1 “A< Rev 1 s i on 1 Op inadvertent It} 
QOitted fron 791116 transmittal. 

NAUOHTONp U. F. ComitiOTiLjealth Fdiaoii Co. 79/12/13 2pp. 


79121SOS31 Forwards info docomantlng evaluation of purge fc vent valve 
operabl 11 fcii verl Ficat Ion. lit i 1 committed to purge h vent tgs 
In eanformancB u/NFlC interim poa 1 1 1 on. Comple t e conf 1 rmatorg 
analyses not available for 30-40 uk, 

PEDPLESjD.U. Conmonuealtli Edison Co. 79/12/14. 6pp. 


7912190542 Forwards "Adequacy of Station Electric Dlstrthution Byo 
Volttagcsp" addressing 4ao-volt undorvoltage conditions. 

JANECEKp ft. F. Comirontiealth Edison Co. 79/12/14. Ip. 


7912150543 "Adequacy of Station Elaclrlc Distribution Sys Voltages." 

* Comcnonwea 1 th Edison Co. 79/12/14. Spp. 


7912110395 Notifies that NRC Intends to routinely forward to 
appropriate slate public util regulatory groups i- state atty 
ganerat ofes copies of escalated an Fore omen t correspondence 
sent by NRC to licensees. 

KEPPt.Efi> J. 8. Region 3i Chicago. Office of the Director. 


79/11/28. 


Ip. 


7912190199 Fomards IE Bulletin 79-37. "Uoss of Non-Class IE 
Instrunentatlan b Control Power Sys Bus During Operation." 
Urltten rasponse required. 

KEPPLER.J.O. Region 3. Chicago. Office of tho Director. 
Ip. 


79/11/30. 


7912140096 Forwards IE Info Notice 79-30. "Reporting of Defects 6 
NoncempllanceSj 10CFR21. " No action or response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/12/06. 
ip. 


7912370469 Forwards rssponse to NRC request for add! Info on Leiaons 
Learned Task Force Rocomraondatlons 2.1.7a 6 2.1.7b- 
PEDPLEBi D. L. Comfnonweal th Edison Co. 79/12/14. Bpp. 


7913270597 Advises of compliance w/Category A THI Lessons Learned Task 
Force items identified In NRC 790913 6 1030 1 trs. Compllanc e 
will be achieved by BOOlOlior prior to return to power for 
units in outages on GOOlOl. 

PEOPLES. D. L. Commonsrealth Edison Co. 79/12/17. Ip. 


7912200006 Forwards IE Bulletin 79-20. "Possible Malfunction of Nemco 
Model EAieO Limit Switches at Elevated Temps. " Action 
r tf4|u ired. 

KEPPLERiJ.O. Region 3. Chicago. Office of tho Director. 79/12/10. 
Ip- 

7912200443 Notification of 791213 meeting u/utll to discuss IE Dulletln 
79-02 anchor bait Sc base plate analysis. 

JORDAN. E. L. Division of Reactor Operations Inspactions. 79/12/11. 
3pp. 


7912270459 Confirms discussions re proposed Tech Spec amend to extend 
max average planar linear heat-generation rate curves- No 
fuel type ts eipected to exceed peak pellet exposure above 
40.000 MND/ST. 

JANECEK-R.F. Commnnuealth Edison Co. 79/12/20. Ip. 


7913280533 Responds to NRC 791031 request for plant-unique 
impIeBientallon schedule for additional condensation tests 
re Mark I full scale test facility Analysis dependent on 
final resolution of acceptance criteria. 

PEOPLES. 0. L. Corsmonuealth Edison Co. 79/12/20. 2pp- 


7912310340 Forwards revised pages to CE-l-A. "Comm Ed OA Program for 
Nuclear Oenerating Stations." Revision 11. 

JANECEK.R.F. Commo nusa 1 1 h Edison Co. 79/12/20, Ip, 


— 7912310359 Revised pages do CE-l-A. "Comm Ed OA Program for Nuclear 
Oenerating Stations." Revision II. 

• Cormonwaaltlh Edison Co. CE-l-A- 79/11/31. 16pp. 


0. Inspection reports. IE Bulletins U correspondence 


7912050106 Forwards IE Circular 79-22. "Btroko Times for Power DpcTated 
Relief Valves. " No responsa required. 

KEPPLER.J-C. Region 3. Chicago. Office of tho Director. 79/11/16. 
Ip 

7912100213 Forwards IE Info Notice 79-20. "O'/erloadlng of Btructoral 
Elements Duo to Pipe Support Loads." No response required. 

KEPPLER.J.O. Region 3. Chicago. Dfflca of tho Director. 79/11/16. 

Ip. 


7912110537 Forwards IE Info NoSlce 79-29. "Loss of Nonsafety-Rolated 
Reactor Coolant Sys Instrumenta 1 1 on During aperatlon." No 
specific action or responso required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip. 


S. Reportable occurrences. LERs & related correspondence 


7912160084 PNO-l 1 1-79-4 1 A: on 791120. unit In cold shutdown mode to 
repair smalt crack in feedwater line. Leakage being collected 
in drua.Leak In 14-lnch long. 3/4- 1 nch drain line between 
weld 6 leeletion valve. Lie ensee will cut line L cap It. 
CHRieSOTIHDS.N. . 0QVD.O.C. Region 3. Chicago. Office of the 
Director. 79/11/30, Ip. 


7912070443 Forwards LER 79-033/03L-0. 

KALIVIANAKIB.N. Commonwealth Edison Co. 79/11/27. Ip. 


-791S07MS0 LER 79-033/03L-0: on 791030. suppression pool level discovered 
belen Tech Spot limits. Caused by suppression chamber narrow 
range level instrumentation rospondlng slowly to change in 
suppreaslen pool leval. Hera water added to suppression pool. 
VAHRENHALD. J. Commonwealth Edison Co. 79/11/27. 2pp, 


7912170410 PND-I I I-79-DS0: on 791 12Qi set pain t of ECC9 instruments 
eipariencad 4-lnch nonconformance. Caused by conservative 
setpoints from previous calitir. Calculations using new temp 
data revealed vessel level indlcatlans In 6-inch error. 
SPE88A6D.R. L. Region 3. Chicago. Offico of the Director. 
79/11/26. Ip. 


7912160392 Forwards LER 79-035/03L-0. 

KALIVIANAKIB.N. Comm.onwealth Edison Co. 79/11/30. Ip. 


— 7912180370 LER 79-039/03L-0: on 791109. RHR sve uiattp line supports found 
w/s«rety fector less than two. Containment cooling loop 
declareil Inoperable. Caused by doelgn d eficlency. Supports 
siadlfied for factor above four, loop returned to svc. 

LEECH.K. Commonwealth Edison Co, 79/11/30. Ip, 


7912270394 Foruards Info ro 750006.771106 6 700213 loss of offsite 
power events. In response to 790916 request, 

JANECEKifl.F. Csnihonueol th Edison Co. 79/12/20. 6pp. 


7912180013 Notifies of delay In imp I cmente t Ion of IE Birllotin 79-14 re 
accessible areas conparison ti evaluation phase. Current 
program provides for earlirst detection 6 evaluation of 
sign! f Lean t d tscr tpanclei. 

PEOPLES.D.L. Connonwealth Edison Co 79/11/19, 2pp. 


DOCKET 90-259 PALI8ADE8 NUCLEAR PLANT 

F. Security* medical, einorgency L fire protoctien plans 


7913DS03S0 Forwards IE Dulletln 79-36. "Baron Lose Fron DNR Control 
Blades.'' Response raquireil. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/20. 
Ip- 


7912100417 Forwards IE Circular 79-24. ".■’roper Installation & Callbr of 
Core Spray Pipe Break Detection Equipment on DWBs, " No 
written response required. 

KEPPLER.J.O. Region 3. Chicago. Office df the Directur. 79/11/26. 

Ip. 


7912160335 Nstlfieb of delay in Plant 6yB Branch Tea.m 1 evaluations of 
facility fire pretection sys, Outlines of asslstancs nesdod 
end. 

LAINA8.G. Plant Syatoms Branch. 79/11/16, Spp. 


7912800023 Slscussoi NRC 791109 meeting re emergency prsparednecs team 
review objectives, Provides guidance for improving licensee 
raergeney preparedness 6 assuring capability of offsite 
agencies to take appropriate emergency actions, 

CR1HE8.B.K. Emergwncy Preparedness Task Force. 79/11/23. 30pp. 


7912140167 Forwarde IE Circular 79-23. "Motar Otarters 6 Contaefeoro 
Failed to Operate." No written reiponse required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/26. 

1 *. 


0. Ad|udlcatdry correspondence 


7912110036 ConfiTias receipt of end 790329 petition to suspend OUs for 
all PWls.Forwards FB notice indicating that pitltlan will be 
treated in accordance vt/iOCFR2. 206. 

DENTIM.H.R. Office of Nuclear BeactDr Regulation, 79/11/83. Ip. 
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— 7912110126 Noticf at rciiutst for action pursuant to 10CFR2. 206 rc 
Environ Coalition on Nuclaar Pouiar 790329 patition 
raquasting suspension of all OLs for PHRs. 

MULLER- D.R. Office of Nuclear Reactor Regulation. 79/11/23. 
3Bpp. 


7912060334 Protests 791109 notice of proposed lAposltlon of civil 
penalties re containnent isolation noncompl lance. RaaltBlon 
or mitigation of civil penalties requested. Response to 
notice of violation submitted separately. 

YOUNODAHL. R. C. Consumers Poicar Co. 79/11/29. i3pp. 


— 7912060535 Responds to 791109 notice of violation re containment 
isolation noncoopllance. Disagrees u/noncompllances cited. 
Prompt h efficient actions taken to ramady deficiencies. 
DEHITTiR.B. Consumers Poisar Co. 79/11/29. 6pp. 


--7912060537 "Independent Review of Containment Penetrationsi * Vols 

1 «c 2. 

• MPR Associates. Inc. 79/11/15. il2pp. 


H. Oeneral correspondence 


7912O60S0B Notifies that offsite radiation protection training course 
for fnc inspectors B satisfectory. Requests advance 
notification of arrival of NRC personnel. 

L0UDEN6LA0ER. T. Consumers Power Co. 79/12/03. ip. 


0. Insurance ti Indemnity information 


7912040447 Forwards Amends 9 ti 17 to Indemnity Agreements D-4Q <> 8-32. 
respectively. modifying prefatory language re course of 
transportation. 

IRELANDiJ.H. Consumers Power Co. 79/11/29. Spp. 


K. Utility Flnel Safety Analysis Report (FBAR) h amends 


7912060519 Forwards F8AR. Revision 6. 

FOOO. U. 0. Consumers Power Co. 79/12/04. Ip. 


—7912060520 Revision 6 to F8AR. updating Pages a-20a. 
» Consumers Power Co. 79/12/04. 2pp. 


P. Opermting license stege documents i< correspondence 


7911090248 "Summary of Operating Eiperiance U/Reelrculating Steam 
Oencrators. " 

EISENHUT. S. 0. Division of Qparating Reactors. NUREO-0323. 
79/01/31. B9pp. 


7912130000 Forwards summary of msthodology b parametars far SEP 
saismlc reviews. Summary Is interim guide for use in rsvisu 
of facilities. Requests comments. 

HOFHAYER. C. H. Systematic Evaluation Program Branch. 79/11/06. 
3pp. 


7912100189 Discusses mc 791101 meeting w/ropresentatlves of NBSS 
vendors fa fuel suppliers re discussion of respective 
portions of ECC8 evolueilon models dealing w/fuel cladding 
swelling fa Incidence of rupture. Vendor responses end. 

EISENHUT. D. 0. Division of Operating Raactors. 79/11/09. 6Spp. 


— 7912100253 Responds to NRC 791101 request re noncomplianee of 
Westinghouse ECC8 evaluetlon model under requlremente 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Westinghouse plants. 
ANDERSON. T. M. Hestinghouse Electric Corp. 79/11/02. 4pp. 


-7913100330 Responds to NRC 791101 riquest re OHNL. ciedding swelling 4t 
rupture data. Review of analytical models fa taits indicates 
compliance w/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

SUChHOLZ. R. H. Oeneral Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwerds rdsponse to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models fa that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OWSLEY. e.F. Esson Nuclear Co.. Inc. (subs, of Eicon Carp.). 
79/11/02. Spp. 


•7913100456 Forwards addl Info re evaluation of impact of NRC proposed 
rupture/blockage model used In vendor evalumtion model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OWSLEY.e.F. Ellen Nueleer Co. . Inc. (subs, of Eixon Corp. >. 
79/11/04. 22pp, 


7912110020 Forwards updated lists of SEP topics not requiring site 
revlaw duo to ongoing generic licensing activities eutslde 
SEF or because of Inapplicability to facility. 

ZlQIANNiD.L. Operating Reactors Branch 2. 79/11/16. Bpp. 

7912120262 Summary of 791023 meeting u/C-E owners group re asymmetric 
LOCA loads. 

HOSFORD.S.B, Engineering Branch. 79/11/20. 4pp. 

7918170042 Requests Class III fee re review fa approval of radiological 
effluent Tech Spec changes. Fee for 790927 request due 15 
days upon receipt of Itr. 

NILLER.H. 0. License Fee Management Branch. 79/11/27. Ip. 


79121600B1 Forwards draft evaluation of BEP Topic Il-l.A. "Eiclusion 
Area Authority fa Control." SEP Topic II-l.D. "Population 
Distribution" fa SEP Topic II-l.C. "Potential Haiards Doe to 
Naarby Industrial. Transportation fa Military Facilities. " 
ZIEMANN.D.L. Operating Reactors Branch 2. 79/11/27. 19pp. 


791218020B Notification of 791130 meeting w/ulil in Washington. DC to 
discuss util implementation of order requiring review of 
checklists fa procedures to assure engineering safety 
features comply w/llmiting conditions for operation stds. 

* Office of Inspection fa Enforcement. Office of tho Director. 
79/11/28. Ip. 

7913190202 Review of 791031 proposal re startup physics test program, 
Conpleta program acceptable. 

ZIEMANNi D. L. Operating Reactors Branch 2. 79/11/29. 2pp. , 

7912060621 Requests NRC review of end draft matls re proposed Tech 
Spec change concerning radiological eff luants. Draft Dose 
Calculation Manuals, draft process control programs fa 
radiological effluent Tech Specs end. 

HIHTMAN.D.P, Consumers Power Co. 79/12/03. 8pp. 


— 7912060622 Draft radiological effluent Tech Specs for Palisades, 
e Consumers Power Co. 79/11/30. 9pp. 


— ^7912060623 Palispdes draft Offsite Dose Calculation Manual, 
e Consumers Power Co. 79/11/30, 50pp. 


—7912060624 Palisades health physics procedure for laundry radwaste 
batch calculation fa release authorliatlun. 

» Consumers Power Co. 79/10/00. llpp. 


— ^7912060623 Palisades health physics procedure for modified radwaste 
calculation fa release author! ration, 
a Consumere Power Co. 79/10/09. 9pp. 

—7913060626 Palisades health physics procedure far sampling waste gas 
decay tank. 

• Consuraors Power Co. 79/04/10 2pp. 

— 7912060627 Palisades health physics procedure for analysis of waste 
gas decay tank samplas. 
a Consumers Power Co. 79/04/18. Ip. 

— 7912060629 Palisades health physics procedure for cmlculation of waste 
gas decay tank. 

* Consumers Power Co. 79/10/10. 13pp. 

— ^791W)60629 Palisades health physics procedure for stack gas particulate 
fa Iodine eempllng. 

• Consumers Power Co. 79/10/10. 2pp. 

— 7912060630 Palisades health physics procedures for stack gas sample 
CBuntlng. 

* Consumers Power Co, 79/10/10, Ip. 

—7912060631 Pallsedes health physics procedurts for authoriiation of 
contalnmsnt purge. 

# Consumers Power Co. 78/03/30. 4pp. 

— 7912060632 Palisades health physics preceduro for calculation of 
condsnser offgas effluents, 
a Consumers Power Co. 79/10/10. Ip. 

"7912060633 Palisades health physics procedure for turbine fa dirty waste 
sump calculations. 

• Consumers Power. Ce. 79/10/06, ip. 

"7912060634 Palisades draft process control prograeiiNov 1979. 
a Consumers Power Co. 79/11/30, 3pp- 



DOCKETED ITEMS 




— 79I206063& Palisades 
t Consumers Pouer 


operating procedures fur gaseous 
Co. 79/IO/lB. I7pp. 


raduasie 


sgs. 


— 79ia060&37 Palisades 
» Consumers Power 


operating procedures for 
Co 79/10/18. 35pp. 


solid raduaste sgs. 


— 7912060t41 Palisades operating procedures for 


sgs. 

a Consumers Power Co. 


79/ 10/ IB. 


IBpp. 


Spent resin handling 


— 7912070467 Health physics procedure for stack gas calculations ti 
(Affluent records •at Palliades. 

» Cansuners Power Co. 79/12/0'3. 7pp- 


7912070125 Forwards license fee for review of /ipp r submittal re 
radiological effluent Tech Spec changes. 

FOBOiM. 0. Consumers Power Co. 79/12/04. Ip. , 


7912130239 Submits supplementary info on analysis of flow-rate * fil r 
performance b structural Integrity of purge bypass sys re 
containment Isolation noncompllance. Proposed civil penalties 
are eicessive. « 

VOUNODAHL.R. C. Consumers Power Co. 79/12/06. dpp. 


7912110303 Submits response to NOC 791002 Itr re Oat Ridge Associated 
Unlvs radiation safety course. Reriuests advance notification 
of personnel arrival to eliminate delay in site spEciflc 
training. 

FROBTrS. R. Consumers Power Co. 79/12/07. Ip. 


7912140415 Responds to NRC 791030 Itr re recommendatloiis concerning 
auiillary feedwater ays. Util will lock open valves In series 
in autiliary feedwater sys pump suction piping as well as 
valves In aeries that could interrupt feedwater flow. 

HUSTON. H.M. Consumers Power Co. 79/12/11. 15pp. 


— 791^1O50Q "Rept of Seismic Vibration 
Itens for DbW Under Purchase Order 
E5POS1TD. 8. . TOLF. M. L.. OILFOV. R. 

19pp- 


Testing of Various Electrical 
O337BB1.0. ‘ 

Affiliation Unknown. 79/02/20. 


— ^7912310513 
»tAUL. H. U. 


Results from Charge Preamplifier Temp Test, “ 
, LEXA.A.F... COBB.J.H. Babcock & Ullcoi Co. 


79/11/30. IBpp. 


BAU-1S90. 


— ^7912310517 'Installation b 
Hanitorins Sys. * 
SPlKELi-ItD. J. Consumers 


Checkout Procedures C-010-00 for Valve 
Power Co. 79/11/12. lOpP- 


— ^7912310533 "Post-TMI Evaluation Task 2. Conceptual Design for Reactor 
Vessel Level Honitoring Sys." Bisteen ovarsiie drawings 

• Coabostlmn Engineering. Inc, 79/12/21. L02pp. 


Q. Inspection reports. IE Oulletins h correspondence 


7912060310 Responds to IE Bulletin 79-23. Mo connections exist betwaen 
neutral of generator 6 neutral of prlaary winding of 
•acitatlon power tpanaformer.TBst of emergency diesels will 
be performed prior to coopletion of nest refueling outage. 
HOFFnAH.D.P. Consumers Power Co. 79/11/03. 2pp. 


79122W>67a Responds to IE Bulletin 79-23 re failure of enorgency diesel 
generator field eiciter transfopoor. Ho connections between 
neutral of generator 1. neutral of excitation power 
trmnsforeer. Plans full load test of both eetersoncy diesels. 
IfOFFHMI.D.P. Consumers Power Co. 79/11/03. 2pp. 


79121W7B6 Forwards IE Jnep Kept 50-253/79-16 on 790706.09.23-24. 
0813-14.0910, 29-30 fc lOOl. ^ 

itcpei sm . .1 a Region 3. Chicago. Office of the Director. 79/11/07. 
Sum. 


7912190466 Bubmits responso to NRC 791029 reyuest for addl Info re 
SEP structural Topic 1II-2. Topic I II-7. D. t. Topic II1-7.D.2. 

Topic 1II-7. B. 3. Topic 11 1-7. B. 4. Topic III-7.D.5, 

Topic III-7.C S. Topic III-7.D. 

HOFFHAN-D.P. Consumers Power Co. 79/13/14. 4pp. 


— 7912190437 "Containment Bldg Structural Integrity Test." 
* Bechtel Corp. 70/11/30. 129pp. 


—7912190496 "Defornat ion Measurements During Contalnaent Priisure lest, 
s Hiss. Janney. Elstner & Association. Inc. 70/10/03. 35pp. 


7912210146 Responds to NRC 791030 Itr re TI11-2 Lessons Learned Task 
Force Status rapt L short-term rocommondations I, providos 
implomontatlon schedule. 

HUSTDNrR. H. Consumers Power Co. 79/12/17. 2pp. 


7912310344 Discusses revised portion of branch technical position re 
direct radiation meaBUTemento in radiological environ 
monitoring program, Supp 1 to application for radiological 
effluent Tech Bpocs unneccsBary at present. 

FROST. S.R. Consumers Power Co. 79/12/26. Ip. 


7912310373 Discusses use of Heotlnghouso BFD/NDFD relays in safoty 
related sys. Facility dees not use or Intend to use relays. 

FROST. 8. R. Consumers Power Co. 79/12/26. Ip. 


7912310476 Responds to NRC 790913 I< 1030 Itrs re actions taken in 
response to tHI-2 acc ident. HI 1 1 not start up from rafuellng 
outage until plant cenplles w/encl mod commitment. Revises 
l< supersedes 791217 Itr re Inpl emantat ion criteria. 

HOFFKAN. D. P. Consumers Power Cn. 79/12/27. 94pp. 


— 7912310401 Draft "Input for Response to NRC Lessons Learned 
Rcqulraacnts for C-E N9BS. *• 

* Combustion Engineering. Ine. CEN-123. 79/12/31. 100pp. 


_79121<?0793 Motlc* of violation from insp on 790706.09.23-24.0813-14. 
^ 1001 

• Region 3. Chicago. Offica of the Director. 79/11/03. Ip. 


-7918190799 IE Insp Rept 30-235/79-16 nn 790706.09.23-24.0013-14.0910. 
29—30 Ic lOOl.Moncompliance noted: shipjeont of licensed aatl 
to licensed burlel facility in unauthorixed form. 

COOLEV.U.J.. DAVIB.A.D.. FIBHEB.H.U. Regions. Chicago. Office 


m,a nirartar. 


-?o/i « /xsn 


7918040219 Forwards response to IE Bulletin 79-14. “Belsoic Analysis 
for As-Built Saf aty-flelated Piping Bya. ■* Sevan ovaluatlons 
of pipo atresB revealed no nqncDnformaTicBs..One revealed need 
for addl pipe support. 

HCFFHANrO.P. Consumers Power Co. 79/11/09, 3pp. 


'ViaOKlllD Forwards IE Circular 79-22. “Stroke Times tor Power Operated 
Relief Valves.’ Mo response required. 

FP f mi.Q. Region 3* ChlcejOi Office of the Director. 79/11/16, 


^IBJOOMA Forwards IE Info Notice 79-20. -Overloading of Structural 
Elements Due to Pips Support Loads." Ho response required. 

HFPP I PP --i a Region 3. Chicago, Office of the Director. 79/11/16. 


r9iaill»71 Forwards IE Info Notice 79-89. "Uoss of Nonsafety-Rolated 
Reactor Coolant Sgs Instrumentation During Operation. ’ No 
epeaific action or rasponse required. 

REPPLER.J. O. Raglan 3, Chicago. Office of the Director. 79/11/16. 
IP- 


918090027 Notification of 791181 maating w/utll Ic Bechtal to discuss 
IE Bulletin 79-02 anchor holt insp program at facility. .on 

JQRDAN.E.U. Division of Haactor Operations Inspactions. 79/11/20. 

as*. 


— 7912310407 "Projact RsqulranaTits for Plant Pouer Conversion Sya Relief 
Valve Position Indication." Supporting docueentation and. 
a Energy Incorporated, 79/11/08. 37pp. 


7918090367 Forwards IE Bulletin 79-26. “Boron Lose From BWl Control 
Blades." Ho response required. . ^ -.ami’ui 

ucppi cp.-s p Region 3. Chicago. Office of the Director. 79/11/20. 


Ip. 


— 7918310495 Const specs For outside contalnaent portion of pressurlier 
relief valve position Indication sys, 

HENDERSON. 8. A. , TRCHiKTNOINEN. 0. , SHAHEL, U. H. Energy Incarporatad, 
79/12/06. 11pp. 


918180126 Reaponds to 790802 Itr ra short-term Action Item 1 
Bulletin 79-06C. Requests revision of LOCA procedures to 
conform outre cloealg w/lE Bulletin 79-<l6C, 


piErMtaiT. n. o. 


niulclan of Oaaratine Reactors. 79/11/24. 


■7912310301 Const spact For inside containment portion of pressurtiar 
relief valve position indication sys. 

TRDHKIHOINEN. e. . OREEN.U.M.. DIOESCH.T.E- Energy Incorporateil. 
79/11/13. 23pp. 


791810D42B Forseards IE Circular 79-24. "Proper Installation Ic Callbr of 
Care ^rag Pipe Break Detection Equipment on BURs. • Mo 

K^P^.J."c!"^"""R*gio«^3?‘chicain. Office sf the Director. 79/11/26. 
ip- 
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79i2110a92 Forward* IE Circular 79-23, 'Kotor Starter* t, Contsctors 
Failed to Operate." No response required. 

KEFPLERtJ.O. Region 3, Chicago, Office of the Director. 79/II/3&. 
if- 


7912110403 Notifies that NRC intends to routinelg forward to 
appropriate state public util regulatory groups E state atty 
general ofcs copies of escalated snforceaent correspondence 
sent by NRC to licensees. 

KEPPLERiJ. 0. Region 3, Chicago. Office of the Director. 79/11/20. 
If- 


7912190216 Forwards IE Bulletin 79-27, 'Loss of Non-Class IE 
Instruaentatton fa Control Power 8ys Bus During Operation. " 

Uritten response required. 

KEPPLERaJ.O. Region 3, Chicago, Office of the Director. 79/11/30. 
»P- 


791213019B Sueueary of 791121 Meeting w/util in Bathasda.HD re anchor 
bolt Insp prograsi at facility In accordance w/lE Bulletin 
79-02. 

JORDANiE.L. Division of Reactor Operations Inspactions. 77/12/06. 
13pp. 


7912140079 Forwards IE Info Notice 79-30. 'Reporting of Defects fa 
Honcoapliances, 10CFR2t. * No action or response required. 

KEPPLERiJ. B. Region 3, Chicago, Office of the Director. 79/12/06. 
tp- 


7912200106 Forwards IE Bulletin 79-2a. 'Possible Halfunction of Haaco 
Model EAIBO Liwit Switches at Elevated Teaps, ' Action 
required. 

KEPPLERaJ.O. Region 3. Chicago, Offica of the Director. 79/12/10. 
If. 


7912280499 Responds to NRC 791121 Itr re violations noted in IE Insp 
Rept 90-299/79-17. Corrsctivc actians:reviewed check sheets 
for 1979 refueling outege for verification that prlaary 
coolant sys boron concentration was within Tech Specs. 

FROST. 8. R. Consuaers Power Co. 79/12/22. 2pp. 


7912310296 Responds to NRC 791121 Itr re violations notad in IE Insp 
Rept 90-299/79-17. Corrective actlanB:1979 refueling outage 
check sheote esaained fa leatlng steaa generator dan fa 
reactor cavity liner repelred. 

FROST. 8. R. Consuaers Power Co. 79/12/22. 2pp. 


R. Periodic operating reports fa related correspondence 


7912130293 Forwerds aonthly operating rapt for Nov 1979. 
ADAMSaW.E. Consuaers Power Co. 79/12/07. 2pp. 


•7912130297 Monthly rept operating rept for Nov 1979. 
BODTKEaP. J. Consuaore Power Co. 79/12/09. 4pp. 


8. Reportable occurrences. LERs fa related correspondence 


7912210041 PNQ-IIl-79-ll:on 791009. licensee notified NRC of possible 
nonconservatlve safety analyete. Review of suin steaa line 
braab inside contalnaent revealed incorrect aseuaption ra 
reduction of aainfeedwater flow to stoea. gonarator. 

BOVD. D. C. Region 3. Chicago, Office of the Director. 79/10/09. 

If. 


79121B090S Forwards 791205 NPDES noneoapliance notification. 
HOFFMAN, D.P. Consuaers Power Ce. 79/12/14. Ip. 


— 7912180912 NPDES noneoapliance notlf ieetlon: on 791031. five oil fa grease 
■aaples collected Indicated dally average of 21.9 ag/l. 

Caused by probable failure of oil separator. Separator 
restored to proper operation. 

FOBEB.R.L. ConeusHirs Power Co. 79/12/09. Ip. 


— 7912180914 NPDEB noneoapliance notlf Icatlon: on 791019,23 fa 29.otl fa 
grease eaaples indicated 41.29 fa 24. 1 ag/l, respectively. 

Cauied by probable failure of oil eaparator. Separator 
rostored to propar oparatlon. 

FOBEB.R.L. ConsiMwrs Powar Co. 79/12/09. Ip. 


— 7912180917 NPDEB noncoaptlanca notification: on 791020.9.000 gallon* of 
laundry watar containing 2.98 ag/l phospborue was ralaasad. 

Causad by changa In typa fa quantity of datargent.Adjustad 
quantity of datargant used fa will evaluate testing reagents. 
FOBEB.R.L. Consuaers PesHir Ce. 79/12/09. Ip. 


7912310417 ForsMirdo NPDES noneoapliance netlflcatien on 790930. 
FROST. S.R. Consuaers Power Co. 79/12/26. Ip. 


—7912310425 NPDES nDncDapliencs notification; on 790930. daily average 
for suspended solids for laundry waste was hiyher than limit 
for Sept 1979.Cause untnown.but organic growth suspected in 
postfilter hold tant.Sys analysed for filter failure. 

FQBES.R.L. Consuaers Power Co. 79/10/S5. Ip. 


7912310436 Forwards NPDES noneoapliance notification on 790927. 
FRDST.S.R. Consuaers Power Co. 79/12/26. Ip 


—7912310441 NPDES noneoapliance notification: on 790927. approi 2.500 
gallons of laundry waste aeasuring 4.92 ng/l total 
phosphorous discharged. Caused by indiscriminate use of new 
laundry detergent. 

FOBES.R.L. Consuaers Power Co. 79/10/25. Ip. 


7912310364 Responds to 791213 fa 21 telcons re turbine disc cracking 
problea.Util instructed by Hestlnghouse to reasseable low 
pressure turbine, after cracks found on 791029. Reinspect ion 
of discs planned approi nine months after startup. 

HQFFHAN.D.P. Consuaers Power Co. 79/12/2B. 2pp. 


DOCKET 90-296 UNIV. OF MONTEVIDEO RESEARCH REACTOR 


P. Operating license stage docuaents & correspondence 


7908010339 Notifies of status of rept on reactor cavity annulus seal. 
Host PNR users reaove ring during noraal operation. Other* 
store seal ring in raised position during normal operation. 
LAINAS.S. Plant Systems Branch (Pre 791030). 79/07/09. 7pp. 


DOCKET 90-259 BROUNS FERRY NUCLEAR PDUER STATION. UNIT 1 


F. Security, aedical, emergency fa fire protection plans 


7912200022 Discusses NRC 791109 meeting re eaergincy preparedness team 
review objectives. Provides guidance for improving llcensoe 
•aergency preparedness fa assuring capability of offsite 
agencies to take appropriate emergency actions. 

CRIMES. B.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


P. Operating license stage docuaents fa correspondence 


7910010590 Notifies that HB Clayton will replace RJ McDermott as 
alternate on ASHE Subcoaaittee on Performance Testing. 

MIMIOUE. R. D. arflce of Standards Development. 79/O9/0S. Ip. 


7912100189 Discuscet NRC 791101 aeeting w/representatives of MSSS 
vendors fa fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling fa incidence of rupture. Vendor responses end. 

EI6ENHUT. 0. Q. Division of Operating Reactors. 79/11/09. 6Spp. 


— 7912100299 Responds to NRC 791101 request re noncompliance of 
Hestlnghouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Hestlnghouse plants. 
ANDERSON. T. M. Hestlnghouse Electric Corp. 79/11/02. App. 


-7912100330 Responds to NRC 791101 request re ORNL clodding swelling t* 
rupture data. Review of analytical aodels fa tests indicates 
compliance w/i0CFR90 App K.AIl CE specs for calculated peat 
cladding teap remain unchanged. 

BUCHHOLZ. R. H. Ceneral Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rad burst teat 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models fa that analyse* demonatrate 
all criteria of 10CFR90. 46 satisfied. 

□USLEY.B.F. Elion Nuclear Co., Inc. (sub*, of Eiion Corp. ). 
79/11/02. 9pp. 


— 7912100496 Forwards addl info re evaluation of impact of NRC proposmst 
rupture/blockage model used in vendor evaluation nodal. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OWSLEY. B. F. El son Nuclear Co. , Inc. <subs. of Elion Corp. >. 

79/11/04. 22pp. 

7912260018 Responds to 790629 fa 20 submittals r* proposei radiological 
effluent Tech Specs. Requests 791206 nesting w/utll in 
Bethasda. HO. Agenda items and. 

IPPOLITO.T. A. Operating Reactor* Branch 3. 79/11/26. 4pp. 


7912040439 Informs NRC that as member of BHR owners group'UtH commit® 
to accept fa implement owners group positions on NtRiEfl-OS78i 
Items 2.1. a. b fa 2.1.9. 

HILL8.L.H. Tennessee Valley Authority. 79/11/29. Ip. 
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913050508 F0T(iiapd4 Tenuest&d amend to Licensee DPH-33. DPR-52 E> DPR-iO, 
changing Tech Specs ta reflect Nuclear Safety Sevlew Board 
Class 1 U Class Z1 fees Porthc omt ng . 

MlLLBiL.1'1. Tennessee Valley Authority. 79/11/29. Spp. 


-7912050510 Proposed changes to Tech Specsr ref 1 ec ting Nuclear Safety 
nevieui Board charter. 

* Tennessee Valley Authority. 79, '11/29. SApp. 


912100023 Notification or 800110 maeting u/util to discuss reporting 
level of util QA & manager t< OA revieu of documonts. 

S-PRAVL. J. Q, Quality Assurance Branch, 79/12/05. Ip, 


912130483 FoTuards proposed amend to Licenses DPJi-33i DPR-53 & DPR-6B 
to change Tech Specs re isolation of main steam lines 
following main steam line high tamp logic actuation. 

MILLS. L.M. Tennessee Valley Authority. 79/12/05. 2pp. 


-7912130508 Tech Specs revision for isolation of main steam lines. 
* Tennessee Valley Authority. 79/13/05. 20pp. 


912140373 Responds tn 791022 Itr re containment purging li venting 
during normal opera t i on. Forwards caamltment to operate in 
conformance u/NRC interim position for containment purge & 
vent valve operation. 

CHOSSi\/.L. Tennessee Valley Authority. 79/12/10. Spp. 


912270251 Forwards amends to Licenses DPR-33, DPR-5a & DPR-iB 
changing Tech Specs re containment integrated leal rate 
teat. 

MILLS. L.M Tennessee Valley Authority. 79/12/17. 2pp. 


-791327029b Revised Pages 230 b 235 to Tech Specs re containment 
integrated leak rate test. 

e Tennessee Valley Authority. 79/12/17. 9pp. 


-79122702&2 "Nuclear Cpntainment Testing for TVA Nuclear Power Plants.'* 
presented at AN3 791111-16 winter meeting. 

CLARK) K. H. . UIIITE*. T. J, Tennessee Valley Authority. 79/11/16. 

50pp. 


?i2370527 Notifies that Unit 3 will be In full compliance u/NUREG-CS7a 
short-tsrm reyu irements by 800101. 

KILLSrL.M. Tennessee Valley Authority. 79/12/19. Ip. 


Inspection reports. IE Bulletins t< correspondence 


712050366 Forwards IE Insp Repts 50-259/79-31)30-260/79-31 !. 
50-296/79-31 on 791002-05. No noncompliance noted. 

LENISiR.'C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/10/26. 2pp. 


-791=050379 IE Insp Bepts 50-259/79-31 i 50-260/79-31 6 50-296/79-31 on 
791003-03. No noncomp 1 lance noted. Major areas inspec ted: core 
thermal power ralcui ations. core puucr limits. rad loactive 
discharge t. plant operations. 

DANCE. H.C. Region 2. Atlanta. Reactor Operatluns Nuclear 

Support Branch. PRICE.D. S. Region 2. Atlanta. Office of the 
Director. 79/10/36, 3pp. 


712060163 Forwards IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblies." No specific action or response rayvired. 

□ 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 3pp. 


713210203 Fprwordc IE Insp Repts 50-259/79-32.50-260/79-32 1: 
50-296/79-33 on 79t016-iB. No noncuap 1 iance noted. 

MURRHY.C-E. Region 2. Atlanta. Reactor Construction tn Engineering 

Support Branch 79/11/09. 2pp, 


-7912210210 IE Insp Repts 50-259/79-32.50-260/79-32 & 50-296/79-32 an 
791016-18. Nu noncomp 1 iance noted. Major areas inspertad: 
thermal sleeve attachment welds, (eedwa ter pump shaft 
failures 6 observation of work activities. 

VAN DOORH.P.K. Region 2, Atlanta. Office ef the Diructor. 
REROT.A.R, Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch. 79/11/07. 3pp. 


712070499 Forwards IE Info Notice 79-27. "Steam Generator Tube 
Ruptures at Two FUR Plants. " 

□ 'REILLY. 0. F. Region 2, Atlanta. Office of the Dirnctor 
79/11/16. 14pp. 


712100192 Forwards IE Info Notice 79-38. "Overloading af Structural 
Elements Due to Pipe Support Loads." No rosponsc required. 

0 'flelLLYi tJ. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110575 Forwards IE info Notice 79-29. "Loss of Nonsafsty-Related 
Reactor Coolant Sy a Instrumenta tt on During Operation." No 
specific action or response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912060620 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BMRs. '' No 
response required. 

O'REILLY. J. P. Region 3. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110197 Forwards IE Circular 79-23. "Motor Starters Ic Contactors 
Failed to Operate. " No response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912190472 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instruwentation b Control Power Sys Bus During Operation." 
Written response roquired. 

O'REILLY. J. P. Region 3. Atlanta. Office of the Director. 
79/11/30. Ip. 


7912210202 Forwards IE Insp Repts S0-2S9/79-40. 50-260/79-40 b 
90-296/79-40 an 791113-16. No noncompliance noted. Detal Is 
Withheld Tref 10CFR2. 7901. 

KEfMArU.B. Region 2. Atlanta. Safeguards Branch. 79/12/05. 2pp. 


-7912210212 IE Insp repts 50-259/79-40.90-260/79-40,50-296/79-40 on 
791113-16.No noncomp I lance noted. Major areas Inspected: 
security organ! tatlon. Details withheld (ref 10CFn2, 790). 

TILLMAN. A. Region 2. Atlanta. Office of the Oircctor. 

TD1IIN.H. J. Region 2. Atlanta, Bafeguards Branch. 79/12/04. 

Ip- 


7912310316 Fnrwards IE Info Notice 79-30. "Reporting of Defects b 
Honconpliances. 10CFn21. " No action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/06. 6pp. 


7912200060 Farwards IE Bulletin 79-29. "Possible Malfunction of Namco 
Model ^iflO Liait Switches at Elevated Temps." Action 
required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/07. 3pp. 


7912300426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Respense Spectra." No written response required. 

O'REILLY. J. P. negion 2. Atlanta. Office of the Director. 

79/12/13. 3pp. 


7912280150 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference." Ha written response required. 

O'REILLY.U.P. Region 2. Atlanta. Office of the Director. 

79/12/20. 4pp. 


R. Periodic operating Tepnrts fc related correspondence 


79I21403Q4 Forwards monthly operoting repts for Nov 1979. 
ABERCROMBIE. H. Tennessee Valley Authority. 79/12/10. Ip. 


—7912140393 Honthli) operating repts for Nov 1979. 

OREENiO. Tennessee Valley Authnrity. 79/12/02. 33p. 


Q. Reportable occurrencas. LEfls b related carrespondencs 


7912040301 Forwards updated LER 79-002/03L-1 . 

CALMOUIJ. >1. R. Tennessee Valley Authority. 79/11/23. Ip. 


— 7912040303 Updated LER 79-002/03L-1 . on 790129, SLC pump IB relief valve 
opened prematurely. Caused by deterioration in valve seating 
surface which caused chatter i ng. Replaced seating parts b 
verified proper pressure relief. 

* Tennessee Valley Authority, 79/11/23. Ip, 


7912100213 PNO-Il-77-034: on 791 127, Revision 2 emergency responses 
ctr activated when notified by TVA of planned drill re 
transport of radwaste. Inspectors u</survey equipment 
dispatched to site of simulated accident. 

JONEB.D. . 01LLE9FIE. F. f>. Region 2. Atlanta. Office of the 
Director. 79/11/27. Ip. 


7912130438 RO-90-259/79-3S: on 791128, during insp of restraints, typical 
hanger identified as possibly unacceptable. Caused by 
possible ■tsapplicatlon of hanger. Insp b analyses will be 
conducted to daiernlne effect on sys. 

ABERCRDMBlErH.L Tennessee Valley Authority. 79/11/29. Ip. 
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y-ytSlBOiia Foruards UER 79-032/017-0. 

CALHOUNiJ.R. Tennessee Valleg Autharttij. 79/12/11. Ip. 


— 7913180623 LER 79-032/01T-0: on 791 128. nes i d ua 1 liest reeiaval supply to 
D heat atchanger restraint ni6 determined [lonfunctional as 
installed. Caused by erronsnus application of typical hanger 
design. 8 ys ulll function during seismic event. 

» Tennessee Valley Authority. 79/12/11. 2pp. 


79121B06S3 Forwards LER 79-031 /03L-0. 

CALHQUN.J.R. Tennessee Valley Authority. 79/12/12. Ip. 


— 7912180629 LER 79-031 /03L-0: on 791 127. dryuiel 1 air sampling nDnitor.RM 
90-236. observed alarming downscale. Erratic indications 
recorded on previous occas Ions. Caused by failure of RAECO 
Hodel 1017 24-Volt transformer. Transformer replaced, 

« Tennessee Valley Authority. 79/12/12. 2 pp. 


7912200S09 Forwards LER 79-034/03L-0. 

CALHQUN.J.R. Tennessee Valley Authority. 79/12/21. Ip. 


•79122B0S13 LER 79-034/03L-0: on 791126.while conducting relay testing on 
Unit 3 recirculation pump boards. relays inadvertently tested 
on Unit 1 pump board. shut t Ing down both roc Irculation motor 
ganerator sets. Caused by personnel error. 

« Tennessee Valley Authority. 79/12/21. 2pp. 


DOCKET 50-260 DROWNS FEHRV NUCLEAR POWER STATION. UNIT 2 


F. Security, medical, emergency (< fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review ob jec tivos. Provides guidance for improving licensee 
emergency preparedness t< assuring capability of offsite 
agencies to take appropriate emergency actions. 

0R1HE8. B.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


Q. Adjudicatory correspondence 


7912110038 Confirms receipt of end 790329 petition to suspend CLs for 
all PWRs. Forwards FR notice indicating that petition still be 
treated in accordance U/10CFR2. 206. 

DENTQN.H. R. Office of Nuclear Reactor Regulation. 77/11/23. ip. 


—7912110126 Notice of request fur action pursuant to i0CFR2.206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of oil ULs for PWRs. 

HULLER.D.R. Office of Nuclear Reactor Regulation. 79/11/23. 
38pp. 


F, Operating license stage documents I. correspondence' 


7911090248 "Summary of Operating Eiperlence W/Rec Irculating Staan 
Oenerators. " 

EIBENHUT, U. 0. Division of Operating Reactors. NUREQ-0323. 
79/01/31, B9pp. 


7912100189 Discusses NRC 791101 meeting w/represontativas of NSBS 
vindors t. fuel suppliers re discussion of reopectivs 
portions of ECCB evaluation models dealing w/fuot cladding 
swelling t. incidence of rupture. Vendor respotisos end. 

EISENHUT. D. 0 . Division of Operating Reartors. 79/11/09- 63pp- 


--7912I00233 Responds to NRC 791101 request re nuncomptiance of 
Westinghouse ECC9 evaluation model under i-aqulremente 
of 10CFR50 App K. Evaluation of three fuel rod models 
indicates no safety problems for Westinghouse plants. 
ANDERSON. T. n. Westinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Renponds to NRC 791101 request re ORNL cladding smelling & 
rupture data, Review of analytical models & tests indicates 
compliance w/lOCFRSO App H.All OE specs for calculated peak 
cladding temp remain unchanged. 

SUCHHOLZ. R. H. General Electric Co. 79/12/07. 2pp. 


■^7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data proporly represented by fust modols 
uscd.^ln vendor evaluation models & that analyses demenstrate 
all eftterla of lOCFRSO. 46 satisfied. 

OWBLEYid>P. Exxon Nuclear Co. > Inc. (subs, af Exien Corp. >. 
79/11/02, 3pp, 


-•*7912100436 Forwards addl info re evaluation of Impact of NHC proposed 
rupture/blockagi model used in vender evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockaga model on licensing calculation results. 

OWSLEYiO.F. Exxon Nuclear Co.. Inc. (subs, uf Exxon Corp.). 
79/11/04. 22pp. 


7912260018 Responds to 7906S9 6 SO submittals re proposed radiological 
effluent Tech Specs. Requests 791206 meeting w/utlL In 
Dethasria. flD, Agenda Items end. 

tPPOLlTOiT. A. Operating Reactors Branch 3. 79/11/26. 4pp. 


7912040433 Informs NRC that as member of DWR owners group.util commits 
to accept li implement uuners group positions on NUHEG-057B. 

Items 2 . 1 . 3. b 6 2 1 9 

HILLS.L.M. Tennessee Velloy Authority. 79/11/29 Ip. 


7912030508 Forwards requested amend to Licenses DPR-33. DPR-32 6 DRR -681 
changing Tech Specs to reflect Nuclear Safety Review Doerd 
Class I h Class II Fees forthcoming. 

HILL 8 .L.H. Tennessee Val ley Authority. 79/11/29. 2 pp. 


— 7912050510 Proposed changes tu Tech Specs. ref I set ing Nuclear Safety 
Revlaw Doard charter. 

a Tennessee Valley Authority. 79/11/29. 24pp. 


7912130023 Notification of 800110 mooting u/util to discuss reporting 
level of util QA 1. manager 6 OA review of documents. 

BPRAULiJ.O. Quelity Assurance Drench. 79/12/03. Ip. 


7912130482 Forwards proposed amend to Licenses DPR-33, DPn-S2 6 DPK -68 
to chango Tech Specs re isolation of main steam lines 
folloielng mein steam line high tomp logic actuation. 

HILLB.L.H Tennessee Valley Authority. 79/12/03. 2pp. 


— 7913130S08 Tech Specs revision for isolation of main steam linos. 
* Tennessee Valley Authority. 79/12/03. 30pp. 


7912140273 Responds to 791022 Itr re containment purging l> venting 
during narmal operation. Forwards commitment to operate in 
conformance u/NRC Interim position for containment purge tc 
vent valve operation. 

CROSS.J.L. Tennessee Valley Authority. 79/12/10. 3pp. 


7912270251 Forwards amends to Licenses DPR-33i DPR-52 t DPH- 6 fl 
changing Tech Specs re containment integrated leak rate 
test. 

HILL8>L.n. Tennessee Valley Authority. 79/12/17. 2pp. 


— 79122702S6 Revised Pages 230 6 235 to Tech Specs r« containment 
integrated leak rate test. 

• Tennessee Valley Authority. 79/12/17. 4pp. 


“7912270262 "Nuclear Containment Testing for TVA Nuclear Power Plants," 
presontod at ANS 791111-16 winter moeting, 

Ci.ARKiK.M.i WHITE. T.J. Tonnossoo Valley Authority. 79/11/16. 

50pp. 


7912270527 Notifies that Unit 2 will be In full compliance w/NUREO-Orr/B 
short-term requirements by 800101. 

HILLB.L.K. Tennessee Valley Authurlty. 79/12/19. Ip. 


Q. Inspection ropurts, IE Bulletins b corrospondence 


7913050366 Forwards IE Insp Repts 30-239/79-31,50-260/79-31 b 
50-296/79-31 on 791002-OS. No rioncomp I ioncu noted. 

LEUIS.R.C. Region 2. Atlanta, Reactor Dporations Nuclear Support 

Branch 79/10/26. 2 pp. 


— 79120S0379 IE Insp Repts 50-239/79-31 b 30-260/79-31 b 50-296/79-31 on 
>91002-03. No nnncompl lanco noted. Major areas Inapoc ted: core 
thormal power calculotlans, core power 1 inti ts, radloac 1 1 vo 
discharge b plant oporationo. 

DAHCEtH.C. Raglan 2. Atlanta. Raactoi- Dperntlons Nuclear 

Bupport Branch. PRICE. D. 8 . Region 2, Atlanta, Office of the 
Director. 79/10/26. Spp. 


7912060163 Forwards IE Info Notice 79-12A, "Attempted Damage to New 
Fuel AssombllBS. " No specific action or respnnss required. 

□ 'IIEIl.t.Yj J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 3pp 


7912210203 Forwordo IE Insp Repts 50-259/79-32,50-260/79-38 b 
30-296/79-32 on 791016-18. No noncompliance noted. 

HURFHYtC-E. Region 2 . Atlanta. Reactor Construction b Engineering 

Bupport Branch. 79/11/09. 2pp. 


•7912210218 IE Insp Repts 30-239/79-32, 30-260/79-32 b 30-296/79-32 on 
791016-18. No noncompliance noted. Major areas inspected: 
thermal sleeve attachment welds, feedwater pump shaft 
failures b observation of work activities. 

VAN COQRNiP.K. Region 2, Atlanta. Office of the Director. 
HEROT.A.R, Region 2 . Atlanta. Reactor Construction b 

Engineering Bupport Branch. 79/11/07. 3pp. 
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791207049'? Foruards IE Info Notice 79-27, "Bteaiii Oenerator Tube 
Ru^^tures at Two PUR Plants. “ 

0’REII.LV. J. P. Region 2. Atlanta, Office of the Director. 
14pp 


7912100192 Foruards IE Info Notice 79-28, "Overloail Ing of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'REILLY, J. P- Region 3. Atlanta, Office of the Dlrector. 
79/11/16. Ip. 


791211057S Forwards IE Info Notice 79-29, "Loss of Nonsafatg-Rslated 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. 3pp 


7912060620 Foruards IE Circular 79-24, "Proper installation & Calibr of 
Core Spray Pipe Breat Detection Equipment on DURs. " No 
response required. 

O'REILLY, J. P. Raglan 2, Atlanta, Office of the Director- 
79/11/26. Ip. 


7912110157 Foruards IE Circular 79-23, "Motor Starters & Contactors 
Failed to Operate.'' No response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/11/26. Ip- 


7912190472 Foruards IE Bulletin 79-27, "Loss of Non-Class JE 
Instrumentation tc Control Power Sgs Qus During Dparetlon. " 
Written response required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/11/30. Ip. 


7912210202 Forwards IE Imp Repts 30-259/79-40.50-260/79-40 i 
50-396/79-40 on 791113-16. No noncomp 1 lane e not ed. Detai Is 
withheld (ref t0CFR2. 790). 

KENNA, W. B. Region 2, Atlanta, Safeguards Branch. 79/13/OS. 3pp. 


— 7912210212 IE Insp repts SO-259/79-40, 50-260/79-40. 50-296/79-40 on 
791113-16. No noncomp 1 lance noted. Major areas inspected: 
securltg organ! cat Ion. Detai 1 s withheld (ref 10CFR2.790i. 
TlLLMANiA. Region 2, Atlanta. Office of the Director. 
TODIH-M.vl. Region 2, Atlanta, Safeguards Branch. 79/12/04. 

>P- 


7912310316 Foruards IE Info Notice 79-30, "Rtporting of Defects & 
NoncQtnp 1 iances, I0CFR31. " No action required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. 6pp. 


7912200060 Forwards IE Bulletin 79-28. "Possible Malfunction of Nanca 
Model EAIBO Limit Eultehes at Elevated Temps." Action 
requ Ired. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Oiractor. 

79/12/07. 3pp. 


7912280426 Forwards IE Info Notice 79-31, "Use of Incorrect AmpliPied 
Rssponss Spectra." No written responsf required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/13. 3pp, 


7912200180 Forwards IE Circular 79-25. "Shock Arrestor Strut Assemblv 
Interference." No written response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/12/20. 4pp. 


R. Periodic operating reports t> related correspondence 


7912140364 Forwards monthlu operating repts for Mov 1979. 
ADERCRDMBIE. H. Tennessee Vallog Authority. 79/12/10. Ip, 


—7912140393 Monthly operating repts for Nov 1979. 

OREEN, D. Tennessee Valley Authority. 79/12/02, 33p. 


S. Reportable occurrences, LEfls l< related correspondence 


7912100213 PNG-1 1-79-034; on 791 127. Revision 2 emergency ratponses 
ctr activated when notified by T'/A of planned drill re 
transport of raduaste. Inspec tors w/survey equipment 
dispatched to site of simulated accident. 

JONEB.D. , OILLESPIE.F. P. Rtglon 2. Atlanta. Office of the 
Director. 79/11/27. Ip. 

7912040477 Forwards LER 79-023/03L-0. 

CALHOUN.J.R, Tennessee Valley Authority. 79/11/30. Ip. 


— 7912040483 LER 79-Oa3/03L-0: nn 791102, while performing surveillance 
tait. torus hydrogen sensor gave high indication for 4X 
hydrogen calibr gas. Caused by model sensor failing in 
conservative d irecton. Des i gn change planned to replace sys. 

• Tennessee Valley Authority. 79/11/30. 2pp. 


7912270299 Foruards LER 79-024/03L-0. 

CALHOUN.J.R. Tennessee Valley Authority. 79/12/20. Ip. 


— 7912270304 LER 79-024/03L-0: on 791121, uhilo in hot standby, setpoint of 
pressure switch observed below Tech Spec 1 1ml ts. Caused by 
tnodel R2T— Ai2ES switch drift. Switch recallbr & functionally 
tasted satisfactorily. 

a Tennessee Valley Authority. 79/12/20. 2pp. 


DOCKET 50-261 H. D. ROBINSON PLANT. UNIT 2 
F. Security, medical, emergency (, fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provide s guidance for improving licensee 
emergency preparedness t< assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORIKESiB.X. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912170298 Forwards DNL design review U supplemental racommindabions re 
fire protection. 

FEROUBON, R. L. Oroothaven National Laboratory. 79/12/li, 6pp. 


O. Adjudicatory correspondence 


791211(X}^ Confirms receipt of end 790329 petition to suspend OLs for 
all PHRs. Foruards FR notice indicating that petition will be 
treated In accordance W/10CFR2. 206. 

OENTONiH.R. Office of Nuclear Reactor Regulation. 79/11/23, ip. 


—7912110126 Notice of request for action pursuant to 10CFR2, 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requeeting suspeneion of ell OLi for PNRs. 

HULLERiD.R. Office of Nuclear Reactor Regulation. 79/11/23. 

aspp. 


J. IneurancB li indemnity information 


7912170254 Discusses 791220 transfer of funds to NRC constituting 
indemnity fee submitted for period 791204-801203. 

LANCASTER, J. L. Carolina Power & Light Co. 79/12/11, Ip, 


P. Operating license stage documents & correspondence 


7911090248 "Bueuiary of Operating Experience U/Reclrculatlng Steam 
Oenerators. * 

EISENMJT, D. S. Division of Operating Reactors. NUREO-0523. 
79/01/31. S9pp. 


79120S0165 Discusses NRC review of LERs b Tech Spec requirements re 
control RPI lys at Uostlnghouse PURs. Requests Tech Bpocs 
review to ensure requirement for rod malnt to within +/- 12 
stepe indicated b RPI sys verified accurate within 12 stepe. 
BCHUENCERr A. Operating Reactors Branch t. 79/10/29. 7pp. 


7912100189 Discusses NRC 791101 maetlng w/r#pret#n tat ives of NSS8 
vendors b fuel suppliers re dlscutslon of respective 
pnrttons of ECCS evaluation modals dialing w/fuel cladding 
swelling ti incidence of rupturt. Vendor responses end. 

EISENHUTi D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


— — 791210029S Responds to NRC 791101 requost re noncompllanee of 
Westlngliouse ECCB evaluation modal under requirements 
of 10CFR90 App X.Evaluetlon of three fuel rod models 
Indtcatse no safety problems for Nestlnghouse plants. 
ANDERSON, T. H. Neetinghouse Electric Corp. 79/11/02. 4pp. 


—7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
compliance w/lDCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

aU(:HHCB.Z,R.}l, Otneral Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod buret test 
data. Concludes that data proparly represented by fuel models 
used in vendor evaluation modalt b that analyses demonstrate 
all criteria of 10CFR50. 46 eatiefied. 

OUSLEYiO.F, Exxon Nuclear Co,, Inc. (subs, of Exxon Corp.). 
79/11/02. Spp. 
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7912100456 Forwards addi info r» ovaluation of Impact Of NHC proposed 

ruptoro/blockage model used In vendor evaluation model. 

No adverse Impact from neui rupture burst data or use of mC 
ropturo/blockage model on licensing calculation results. 

DHSLEY.O.F, Exxon Nuclear Co., Inc. (subs, of Exxon Corp. >. 
79/11/04. 22pp- 


7912050119 IE Insp Rept 50-261/79-21 on 790918-21 No none omp 1 ianc e 

noted. Major areas inspected : plan t operations, period ic t< 
special rep ts. LERs, IE bulletins & circulars t< previous 
enforcement matters. 

tKreNRY, T. J- Region 2, Atlanta, Office of the Director. 
KELLOGG , P. J. Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch. 79/10/16. 7pp. 


7912130068 Forwards Amend 44 to License DPR-23, safety evaluation !• 
notice of issuance b availability. on. 

SCHUENCERf A. Operating Reactors Branch 1. 79/11/17. «PP« 


—7912130071 Amend 44 to License DPR-23 establishing Tech Specs to assure 
insp b reporting reiiulrements for inservice insp of steam 
generator tubing consistent w/Revislon 1 of Reg Guide i-Ba- 
BCHHENCER. A. Opereting Reactors Branch I. 79/11/17. Itpp. 


7912130076 Safety evaluation supporting Amend 44 to License llPR-23. 

« Office of Nuclear Reactor Regulation. 79/11/17. 7pp. 


7912060121 Forwards IE Insp Rept 50-261/79-24 
noTicoeipl iance noted. 

SUTHERLAND. J. T. Region 2. Atlanta. Fool 

Safety Branch. 79/10/31. 2pp. 


on 791015-19. No 
Facility b Materials 


7912060134 IE Insp Rept 50-261/79-24 on 791015-19 .Nd noncompl iance 

nored. Major areas inspected: coordination ui/offslte 
support ag one i e s. emergent i es fac Hi ties, equipment b 
procedures. , , 

TAVLIW.P.A. , PERRDTTl.D. J. Region 2. Atlanta. Office of the 
Director. HUFHAM.J.U. Region 2. Atlanta. Fuel Facility b 

Matarlals’ Safety Branch. 79/10/31. 12pp. 


7912130080 Notice of Issuance b availability of Amend 44 to License 

8CHWENCER. A. Operating Reactore Branch 1. 79/11/17. 2pp- 


7912040340 Forwards rasponse to NRC 791002 Itr re Oak Ridge Associated 
Unlvs radiation safety training course. Requests 3-manths 
notice prior to implementation. so that site-specific 
orientation matl can be prepared. 

UTLEV.E.E. Carolina Power b Light Co, 79/11/29. ip. 


7912120305 Responds to inquiries by NRC re control rod guide tube wear 
maasurements. Guide tube wear measurements In discharged 
afsemblles are scheduled for Jan 1978. 

0H8LEY.0.F. Exxon Nuclear Co.. Inc. (subs, of bxion Corp. I. 
79/12/03. ip. 


7912120316 Submits supplementary response re revision to OA program. 
Indicated exceptions b provides alternatives to 
requirements. _ , 

UTLEV.E.E, Carolina Power b Light Co. 79/12/06, 6pp- 


7912200630 Notifies of fee assessment for review of 790817 sdcurlty 
parsonnol training b qualification plan. Requeets payment. 
DIOGSiR.M. License Fee Management Branch. 79/12/06. Ip. 


7912120360 Responds to NRC 791022 Itr re containment purge b vent valve 
operation pending resolution of isolation operability. Util 
commits to interim guidelines until testing b engineering 
analyses completed. (Jual 1 fication review duo by B00301. 

UTLEV.E.E. Carolina Power b Light Co. 79/12/07. 2pp. 

7912130548 Forwards Offsite Dose Calculatlonol Manual. Manual should he 
used In conjunction w/radiological effluent Tech Specs. 

UTLEV.E.E. Carolina Power b Light Co. 79/lH/tO. tp. 


7912130SS4 Offsite Dose Calculational Manual. 

• Carolina Power b Light Co. 79/12/10. 50pp- 


7912190359 Responds to NRC 791029 Itr re rod position Indication sya. 
Tech Specs rtquir# that control rods remain within 18 inches 
of bank positions. Intends to perform addl analysis to 
support praient Tech Specs. 

UTLEV.E.E. Carolina Power b Light Co. 79/12/14. 2pp. 


7912190141 Forwards IE Insp Rept 50-261/79-23 on 791015-18. No 
noncompl iance noted. 

HIWPHV.C-E. Region 2. Atlanta, Reactor Construction b EngineerlriD 

Support Branch. 79/11/06. 2pp. 

79J216014S IE Insp Rept 50-261/79-23 on 791015-18, Mo noncompl iance 

noted. Major areas inspectedilE Bulletin 79-19 nondestructive 
examination insp b inservice insp documentation. 

BLMtE.J J Region 2. Atlanta, Office of the Director. 

HERDT.A.R. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch. 79/11/05, 4pp. 


7912200344 Forwards waste packaging Insp Rept 
noncDsipllance noted. 

StmCRLAND. J. T. Region 2, Atlanta. Fuel 

Safety Branch. 79/11/07. 2pp. 


79-02A on 790925-26. No 
Facility b Materials 


•7912200395 Waste packaging Insp Rept 79-02A.No noncompl iance noted. 
Major areas inspected: slilpp ing paper b DOT placarding 
requirements. radiation levels. removab le contamination. DOT b 
MIC package features. 

BROWN. ft.A. Region 2, Atlanta. Office of the Director. 79/11/06. 

6pp. 


7912060106 Forwards IE Info Notice 79-12A, "Attempted Damage to New 
Fuel Asserablies, " No specific action or response required. 
O'HEILLV. J.P. Region 2. Atlanta. Office of the Director. 
79/11/09. 2pp. 


791203006B Ack receipt of 791107 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/79-22. 

SUTilEHLANDi d. T. Region 2. Atlanta. Fuel Facility b Materials 

Safety Branch. 79/11/16. Ip. 


—7912030073 Responds to NRC 791019 Itr re violations noted In IE Insp 
Rept 50-261/79-22. Corrective act ions: Implomental ion of 
written procedures for spent resin transfer b dewater b 
evaporator bottoms. 

BTARKEY.R-B. Carolina Power b Light Co. 79/11/07. 3pp- 


—7912530076 Forwards IE Insp Rept 50-261/79-22 on 790923 20 b notice of 
violation. . 

O'RElULY.d. P- Region 2. Atlanta. Office of the Director, 

79/10/19. 2pp. 


7912270338 Reaffirms commitment to complete short-term TMI Lessons 
Learned Task Force requirements by 800101. Due to equipment 
delivery delays. mod for automatic shedding of pressurlxer 
heaters may not be completed until 800228. 

UTLEV.E.E. Carolina Power b Light Co. 79/12/17- 2pp- 


7912270303 Confirms that mod allowing pressuriier heaters to shod 
automatically from emergency power sources upon safety 
injection initiation will be installed by BOOIOI. 

UTLEV.E.E, Carolina Power b Light Co- 79/18/19. 8pp. 


7912270334 Responds to NRC 791210 request for addl 
TMI Lessons Learned Task Force recommendations re 
feedwater Initiation b flow indication. Info to be 
transmitted by 791231. 

UTLEV.E.E, Carolina Power b Light Co. 79/12/19. 


info on shert-terai 
auxiliary 


ip- 


a. Inspection reports. IE Bollstins b corrospondenct 


7912050111 Forward! IE Rept 50-261/79-21 on 790918-21. No noncompliancs 

LEWI8.R.C. Region 2. Atlanta. Reactor Operations Muclsar Support 

Branch. 79/10/17. 2pp. 


-7912030079 Notice of violation from insp on 790925-28. 

# Region 2. At.anta. Office of the Director. 79/10/18. 


-7912030083 IE Insp Rept 50-261/79-22 an 790923-28. Noncomp 1 iance noted: 
inadequate radwaste pperating procedures. „ , 

OIOeON.A.F. Regian 2. Atlanta. Fuel Facility b Materials fiafetij 

Branch. JENHIN3.0. R. Region 2. Atlanta. Office of the Director. 
79/10/10 7pp. 


7912100160 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads." Mo response required. 
Q'RElLLVf J. P. Region 2. Atlanta, Office of the Director. 
79/11/16. Ip. 


7912110340 Forwards IE Info Notice 79-29, "Loss of Nansa f ety-Related 
Reactor Coolant Bys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
77/11/16. 2pp. 


12060603 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Cpre Bpray Pipe Break Detection Equipment on BWHs." No 
response required. . . 

D'REILLY.d. P. Region 2. Atlanta. OCfice of the Director. 

T«JII/9A. In. 
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7713110123 FDTMards IE Circular 79-23, 'Motor Starters » Contactors 
Failed to Operate. * No response required. 

□ •REILLY, J. P. Region 3. Atlanta. Office of the Director. 

79/11/26. Ip. 

791S1104B6 Act receipt of 79111^ l< 21 Itrs inforaing NRC of steps taken 
to correct violations noted in IE Insp Rept 50-261/79-19. 

L^IS.R.C. Region 2. Atlanta. Reactor Operaklons Moclear Support 

Branch. 79/11/30. Ip. 


— 7913110497 Responds to KtC 791012 Itr re violations noted in IE Insp 
Rept 50-361/79-19. Corrective act ions: procedures wilt be 
revised or nea procedures inpleaented to assure deviations 
properlq evaluated- 

Ftmn. B. J. Carolina Power fc Light Co. 79/11/02. 5pp. 

— 7913110502 Forwards IE Insp Rept 5<V-a61/79-t9 on 790910-14 k notice of 
violation. 

LEHIB.R-C. Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch. 79/10/12. 3pp. 


S. Reportable occurrences. LERs fc related correspondence 


7912130586 Notifies MIC that final rept re deficiencies in procoreaent. 
fabrlcafelon 6 insp of engineered plates for concrete 
eakedaent 6 support of safety-related loads will be 
coapleted on 791231. Delays caused by eitensive r^ork. 


79120404^ Forwards LER 79-O41/03L-O. 

BTARREV. R. B. Carolina Power & Ligbt Co. 


79/11/29. 


Ip- 


7912040432 UH 79-041 /03L-0; on 791030. investigation revealed wrong 

class of insulating aatl installed on contoinwent for =ool"7 
unit water leads to field cable connections. Caosos by lack 
of awareness of specific insulating requireoent. 

STARKEY. R. fi. Carolina Power 6 Light Co. 79/11/29. 2pp- 


79t205TC34 Forwards LER 79-040/03L-0. 

STAni^y.R.B. Carolina Powsr 6 Light Co. 


79/11/29. 


Ip- 


— 7913110505 Notice of violation frow insp on 790910-14. 

* Region 2. Atlanta. Office of the Director. 79/10/12. 2pp. 


7912110SI4 IE Insp 50-S61/79-19 on 790910-14. Noncoep liance noted: juaper 

installed w/o tagging or bagging in shift Pereaan juaper k 
wire reeaval log k deviation evaluation procedures not 
developed or iaplcaented. 

HESSHAN. R. H. Region 2. Atlanta. Reactor Dperations Nuclear 

Support Branch. BROlWLEE, V. L. . AS-ENDDi. M- C. Region 2. Atlanta. 
Office of the Director. 79/10/13. 18pp. 


7913190383 Forwards IE Bulletin 79-37. 
InstruaentatioTi k Control Power Sys 
Uritten response required. 

O'REILLY. J. P. Region 2. Atlanta. 
79/11/30. Ip. 


'Loss of Non-Class IE 
Bus During OpBratian. * 

Office of the Director. 


7912310053 Suhaits revised response to IE Bulletin 79—19 re packaging 
low level radwaste.All personnel ii^volved in transfer, 
packaging & transport of radwaste to use agt-approved 
detailed instruction 6 operating procedures. 

FIRIR.B. J. Carottna Power Ir Light Co. 79/12/04. 3pp. 


7912280172 Updates 790906 response to IE Bulletin 79-17. “Pipe Cracks 
in Stagnant Borated Uater Sgs at PHR Plants. ■ Esaainations 
CDopleted 791105. No evidence of intergranular stress 
corrosion cracking found. 

FURR.B. J. Carolina Power & Light Co. 79/12/06. 3pp. 


7913310285 Forwards IE Info Notice 79-30, “Reporting of Defects & 
Nonceepliances. 10CFI121. “ No action required. 

Q'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. 5pp. 


7913200006 Forwards IE Bulletin 79-28. “Possibls Malfunction of Nanco 
Kodel EAIBO Llnit Switches at Elevated Teaps. ■ Action 
requ ired. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/18/07. 2pp. 


7912210195 Responds to IE Bulletin 79-03, Revision 2.Ppovldet info re 
insp fc testing prograo of was support design loads. anchor 
bolt insp k testing effect of preload on cyclic capacity l> 
two uses of espanslon anchor bolts. 

FURR.B. J. Carolina Power l> Light Co. 79/12/10. 2pp. 


-7712050549 LER 79-O40/03L-0: on 791029. AE analysis for IE Bulletin 
79-14 indicated pipes in auxilairy feedwater sys nay be 
seibj to excessive stress. Caused by restraint deviations. 
Restraints aadifled k piping reanalyied. 

STARKEy.R.B. Carolina Power k Light Co. 79/11/28. 3pp. 


79I8I40445 Forwards LER 79-O42/03L-0. 

STADKEV.R.E. Carolina Power k Light Co. 


79/12/13. 2pp. 


^7912140491 LER 79-042/03L-0: on 791112.aaint trouble tickets raviewed fag 

OA. revealing that on 790731. w/plant at lOOX power, safeguard 
test switch was replaced in B train w/o approved operating 
work procedure. Caused by failure to racoiniie need. 

BTARl^V.R. B. Carolina Power k Light Co. 79/12/12. Ip. 


7912280529 Interla deficiency rept re defective Beisaic Class 1 banger 
uelds.Final rept will be forwarded on 800130. 

CHIAHOI.N.J. Carolina Power fc Light Co. 79/12/19. 2pp. 


llOCi^ 50-262 BRIGHAM VOUNO UNI V. REEEARCH REACTIg 
F. Socurltg. asdical. eaergency k fire protection plans 


7912120206 Forwards draft Reg Guide 9. XX. “Std Foroat k Content for 
Licenseo Physical Security Plan for Protection of 8M4 of 
Hoderate or Low Strategic Blgnifieance. “ M/o ei^l. 

REID.R.M. Operating Reactors Branch 4 IPre 791030). 79/08/22. 

afF- 


OOOiET 50-363 NOMTICELLO NUCLEAR O EICRATIHO PLANT 
F. Sacuritq. nedtcal. emergency k fire protection plans 


7912200(S3 Discusses HHC 791109 Bceting re eaergency preparednoBs teoa 
roview BbjaEtlves. Provides guidance for laproving licensee 
eaergency preparedness fc assuring capability of offsite 
agonciei to take appropriate eaergency actions. 

nniHnt.B.K. Enernencu Preoaredness Task Force. 79/11/23. 30pp. 


7912070431 Discusses fire barrier Installation required hy firo 
praiectloa safety evaluation. Proposes 3-hr fire barriers 
for load ctrs. Bechtel drawings of addl aods end. 

MAYER.t.. 0. Northern Stales Power Co. 79/11/30. 4pp. 


79122BO370 Forwards IE Info Notice 79-31. “Use of Incorrect Aaplified 
Response Spectra. * No written response required. 

O'REILLY. J. P. Region 3. Atlanta. Office of the Director. 
79/12/13. 2pp. 


7912280119 Forwards IE Circular 79-25. “Shock Arrestor Strut Aiseably 
Interference. “ No written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/20. 4pp. 


R. Periodic operating reporti k related correspondence 


7912130285 Forwards menthly operating rept^for Nov 1979. 
STARNEViR. B. Carnltna Power k Light Co. 79/12/10. Ip. 


— 7912130388 Monthly operating rept for Nov 1979. 

UATFORD, N. Carolina Power k Ligbt Co. 79/12/06. 3pp. 


912100369 Advises that sve water puaps are sufficiently separated to 
prevent damage to both dlvs in single fire.Review perforaed 
par me 790B29 eafety evaluation indicated 30— ft separation 
of cabling at pumps. Drawing end. 


•dfcwnt- 








912310098 Requests installation of backup pouar for red eaergency 
telephones. aa discussed in 791115 talcon. 

p«ypi Fii..l ft Region 3. Chicago. Office of the Director. 79/11/30. 
ip- 


7913190167 Advises that coaaitnent to re-avaluate drywell area for 
safe shutdown rsquirements. per 790839 fire protection safety 
evaluation. will bo fulfilled during Feb 1980 refueling 
outage. Results by 800331. . 

mVER. 1-0. Northern States Power Co. 79/12/12. Ip. 


7913)70304 Discusses results .of evaluation of hose station flowrate 
calculations required by fire protection sefety evaluation, 
re 790829 coowitaent. All stations capable of exceeding 
too gpa,6S psi residual pressure requlreoont. 

HA'^R.L.O. Northern States Power Co. 79/12/13- Ip- 
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791B1903M Respond! to NRC 790B29 fire protection safety evaluetion. No 
hose stations exist In vicinity of dryuel 1 . Approi 200-ft 
hose required to provide coverage for all dryuiell areas. 

Discusses proposed nods. 

MAY6R»L.O. Northern States Power Co. 79/1S/14. app. 


7912310369 Forwards design Info re installation of fire detectors. 
lonlJotion-type detectors will be Installed to detect fires 
in closed cabinets in control room. Drawing showing detector 
placement end. 

MAYERi L. Q. Northern States Power Co. 79/12/27. 4pp. 


0, Adjudicatory correspondence 


7912110367 Order dismissing proceeding due to withdrawal of tIN 
Pollution Control Agency as party. No Items of controversy 
remain. 

LAZOiR. M. Atomic Safety and Licensing Board Panel. 78/02/27. 4pp. 


P. Operating license stage documents b correspondence 


79121001B9 Discusses NRC 791101 meeting w/representatives of N3SS 
vendors b fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling b incidence of rupture. Vendor responses end. 

EIBENHUTi D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


•7912100235 Responds to NRC 791101 request re noncompliance of 
Westlnghouse ECCS evaluation model under requirements 
of 10CFR90 App K. Evaluation of three fuel rod models 
indicates no saftty probittns for Uestlnghouse plants. 
ANDERBONi T. M. Hestlnghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
compliance U/10CFR90 App K.All OE specs for calculated peak 
cladding temp remeln unchanged. 

BUCHHOLZ. R..H. Oeniral Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst teat 
data. Cone ludes that data proparly representid by fuel models 
used In vendor evaluation models b that analyses demonstrate 
all criteria of 10CFR50. 46 satisfied. 

0H8LEV.0.F. Exon Nuclear Co.. Inc. (subs, of Exon Corp. >. 
79/11/08. 9pp, 


— 7912100496 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blockage modal used In vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/blockagc model on licensing calculation results. 

OWSLEY.O.F. Exon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
79/11/04, 82pp. 


79180S0146 Responds to technical assistance requestiTAC 6190. SER b 
tschnlcal evaluation of single loop operation end. 

Propoeed mods acceptable. 

LAINABiO. Plant Systems Branch. 79/11/14. Ip. 


— 7918090191 Safety evaluation of application of amend to OL to permit 
operation w/one recirculation loop out of svc. Amend 
acceptable, 

e Plant Systems Branch. 77/11/14, 8pp. 


— 7918050197 ''Technical Evaluation of Electrlcali Instrumantatlan b 
Control Oaslgn Aspecti of Proposed License Amend for Single- 
Loop Operation. " Amend accepteble. 

COOPEHiJ. H. EO b 0. Inc. 79/11/14. 10pp. 


7712040242 Forwards NEDa-84221. "Suppl Reload Licensing 8ubmlttal< 
Reload 7i " in response to request by T Ktvern. 

HAYERiL.O, Northern States Power Co. 79/11/30. Ip. 


—7913040249 "Suppl Reload Licensing Submi ttali Reloed 7.'* 

ISNRIKBONiP. H. Northern States Power Co. NeDQ-24221. 79/11/30. 

16pp. 

7918110310 Responds to NRC 791131 Itr roquesting schedule for submittal 
of long-torm plant-unique program analysis, Hill provide 
echcdule following final resolution of acceptance criteria, 

HAYERiL.O, Northern States Power Co. 79/12/09. Ip. 


7912120364 Requests end revision to 770902 license amend request, 
correcting language of 770902 submlttel re containment 
integrated leak rate test duration. 

HAYERiL.O. Northern States Power Co. 79/18/06. 8pp. 


— 7912120376 Revision 1 to 770902 license amend r equea t. mod i f y Iny App A 
Tech Specs. Sections 3.0 6 4.0 to Incorporate containment 
integrated leak rate testing requirements of NUREO-0123. 
a Northern States Power Co. 79/12/06. Spp. 


7912140299 Confirms 791129 telcon re 791120 response to NRC 791030 Itr 
concerning TMI Lessons Learned Task Force short-term 
requirements. Requests that exception for item 2. L. 3. 6 in 
Section B of End 1 of response be deleted. 

HAVER.L.O. Northern States Power Co. 79/12/07. ip. 


7912200414 Discusses mod to turbine lube oil reservoir deluge sys, in 
response to NRC 790S89 fire protection safety evaluation. Sys 
extended to provide complete coverage of Fire Zone 13-C. 
Improvements to hydraulic water supply sys made 
HAVER. L.O. Northern States Power Co. 79/12/11. 3pp. 


7913200369 Submits design description of fire break installed between 
loncs 4B b 4C as required by fire protection safety 

evaluation. 

HAYERaL.O. Northern States Power Co. 79/12/17. ip. 


791227(K340 Submits fee dotermination for 791221 license amend request 
re change in max average planar linear heat generation rate 
Itatti for Cycle 7. Class II fee end. 

• Northern States Power Co. 79/12/21. Ip. 


7912270940 Forwards application for amend to Tech Specs. App A of 
License DPR-22 b amend fee. 

HAH^.L.Q. Northern States Power Co. 79/12/21. ip. 


— 7912270349 Application for amend to License DPR-22. ex tend Ing table of 
max average planar linear heat generation rate limits for 
one fuel tyfe to cover higher exposures during Cydo 7. 

NACHTER.L.J. Northern States Power Co. 79/12/21- 2pp. 


—7912270992 Revised Table 3. 11. 1 for proposed amend to Tech Specs re max 
average planar linear heat generation rate limits, 

• Northern States Power Co. 79/12/21. 8pp. 


0. Inspection reports. IE Bulletins b correspondence 


7912S001S9 Forwards IE Insp Rept 50-263/79-16 on 791015-17 No 
noncompllanct noted. 

FItffiELLIiO. Region 3. Chicagoi Reactor Construction b Engineering 

Bupport Branch. 79/11/07. 2pp. 


— 7912200194 IE Insp Rept SO-263/79-16 on 791013-17. No noncompllance 
noted. Major areas inspected: 1 Iconses actions re IE Dulletin 
79 - 14 , xBeismic Analysis for As-Built Safety-Related Piping 
Sge. " 

YXNiI.T.. DANIELSON. D. H. Region 3. Chicago. Office of the 
Director. 79/11/09. 7pp. 

7912090144 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves. " No respontt required. 

ISPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16 

Ip. 

7912100239 Forwards IE Info Notice 79-28. "averloail ing of Structural 
Elements Due to Pipe Support Loads." No response rsqulred. 

HEFPLER.J.S. Region 3. Chlcego. Office of the Director. 79/11/16. 

7912110989 Forwards IE Info Notice 79-29. "Loss of Morsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. ” No 
specific action or response required. 

I^PLER.J.C. Region 3. Chicago. Office of the Director. 79/11/16. 

7912090399 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 
Blades. " Response required. 

KEPPLER. J. <9. Region 3. Chicago. Office of the Director. 79/11/20. 

If- 

7912100440 Forwards IE Circular 79-24. "Proper Installation b Catibr of 
Core Spray Pipe Break Detection Equipment on DURs. " No 
written response required. 

KB’PLER.J.O. Region 3. Chicago. Office of the Director. 79/11/26. 

Ip- 

7912140216 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate. " No written response required. 

KEPPLERiJ.O. Region 3. Chicago. Office of the Director. 79/11/26. 

IP- 
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79I2II0433 Notifies t^at NRC intends to routlnelij foTuard to 
appropriate state public util re<gu]atort^ groups & state attij 
general ofcs copies of escalated enForc emecit correspondence 
sent bij NRC to licensees 

KEPFLERivl. 0. Region 3. Cliitago. Office of the Director. 79/11/2B- 

Ip. 

7912190231 Forwards IE Dolletin 79-27. “Loss of Non-Class IE 
Instmoientafcior U Control Pouer Si(s Hus During Operation." 

Written response required 

KEPPLER.d. 0 Region 3. Chicago. Office of the Director. 79/11/30. 

Id 


7912140093 Forwards IE InFn Notice 79-30. "Reporting of Defects ti 
Naneompl lances. 10CFR21 ' No action or response required. 

KEPFLER. J. e. Region 3. Chicago. Office of ttie Director. 79/ia/Ofc. 

• p 


7912230046 Responds to J£ Bulletin 79-29. "Failures of Uestinghouse BFll 
Relags in Sefetq-Related Sqs.” No ties t i ng hous e DFD relags 
used in safety-related sys. 

WACHTERpL-J. Nortbei-n States Power Co. 79/12/07. Ip. 


79122GD053 Responds to IE Bulletin 79-02. R evi s ion 2, "Pipe Euppart Base 
Plate Designs Using Concrete Ecpanslon Anchor Dolts. " 

Bechtel review shous support failure will not c oirprofsi se 
struc tural integrity 

WACHTEH.L.J. Northern Status Power Co. 79/12/07. 2pp. 


79t220DI34 Forwards IE Dullctin 79-23. "Possible Halfunctien of Naaco 
Model EAIOO Limit Switches at Elevatod Temps. " Action 
requ ired. 

KEPPLER.J-O. Region 3. Chicago. Office of the Director- 79/12/10. 
Ip. 


R. Periodic operating reports h related correspondence 


7912140367 Forwards monthly operating rept for Nov 1979. 
MAVER.L.O. Northern States Power Co. 79/12/07. Ip. 


— 7912140374 Monthly operating rept for Nov 1979. 

MyRADU, A. L. Northern States Power Co. 79/12/04. 4pp. 


5 Reportable occurrences. LERs 6 related corrospondence 


7912270444 RCIron 79 12 1 4. c urrent pe.it planar eiposiire determined to 
piceed Tech Spec 1 Imi t s. Calcula t I ons made to determine 
appropriate mac average planar linear heat generation rate 
kU/ft values for oitendud burnup program. 

ELIASONiL.R. Northern States Power Co. 79/12/17. Ip. 


791227056Q Forwards LER 79-Dai/03L-0 

MAVERiL.P. Northern States Power Co. 79/12/19. Ip. 


— 791227O5B0 LER 79-02 1 /03L-0. on 79 1 1 19, dur I ng IK Bulletin 79-02 
aval uaticin. snubber S5-31 base plate eipansion anchor bait 
safely factor Fciund to bn loss than one. Caused by inadequate 
base plate 6 espansion anchor bolts. 

DAY. B. D. Northern States Power Co. 79/12/19. Ip. 


7912270333 Forwards info in response to NRC 79091H Hr re loss of 
offsite power events. Rcac tor oiperienced seven events 
between 710317 & 7G06I6 Info on voltage & frequency not 
aval lab I e. Each event resulted from single event nr error. 
NAVER.L.a. Northern States Power Co, 79/12/20. 2pp. 


7912310422 Forwardc I.ER 79-023/01T-0. 

MAVER.L.O, Northern States Power Co. 79/12/2B. Ip. 


— 791231042U LER 79-023/OIT-0: on 791214, during evaluation af fuel 
assembly eiposures for neit cy c 1 e. d i scovor ed that current 
cycle etposure of several nodes for one fuel type eiceeded 
Qiposure values in Tech Specs. Caused by inadequate review. 
NEVINBrtltD.E. Northern States Power Co 79/12/20. 3pp. 


DOCHET 50-264 DOW CHEMICAL CO. 


F. Security, medical, emergency t, fire protection plans 


79I2I20206 Forwards draft Reg Guide 5. XX. "8td Format 6 Content fop 
Licensee Physical Security flan for Protection of SHM of 
Moderate or Low Strategic Significance." W/o end, 
flEID.R.W. Operating Reactors Branch 4 (Pro 791030). 79/0B/22- 

2pp. 


Q. Inspection reports, IE Dulletins 6 correspondence 


7912050073 Forwards IE Insp Rept SO-264/79-02 on 791002-03 L notice of 
violation. 

DAVIS. A.B. Region 3. Chicago. Fuel Facility & Materials Safety 

Branch. 79/10/22. 2pp. 


— 7912050076 Notice of violation from insp on 791002-03. 

a Region 3. Chicago. Reactar Constructian l< Engineering Buppert 
Branch. 79/10/22. Ip. 


— 79120S031S IE Insp Rept 90-264/79-02 pn 791002-03. Noncomp 1 iance noted: 
failore of reactor oparatlans committee to meet quarterly. 

HIATT.J.H. Region 3. Chicago. Office of the Director. 

FIS1£R.U.L. Region 3, Chicago, Fuel Facility «c Matarlals Safety 

Branch. 79/10/22. 6pp. 


7912130346 Ack receipt of 791108 Itr informing NRC of steps taken to 
correct violation noted In IE Insp Rept 90-264/79-02. 

DAVtSiA-B. Region 3, Chicago, Fuel Facility t> Materials Safety 

Branch. 79/11/2B. Ip. 


— 7712I303S0 Responds to IE Insp Rept 90-264/79-02. Corrective actions: 
reactor operations commlttae mat 790313,0802 ti 1107 b will 
meet on 791211. 

LAHGNERiR. R. > GILLiH.H Dow Chemical Co. 79/ll/OS. Ip. 


DOCKET 30-269 OUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergencu <• fire protection plans 


7912200022 Discusses NRC 791109 moating rn emergency preparedness team 
revi eu objectivas. Provides guidance for Improving licensee 
•mergancy preparedness h assuring capability of offsite 
agencies to taka appropriate emergency actions. 

SRIHES.B.K. Emergency Preparedness Task Foret. 79/11/23. 30pp. 


7912270063 Forwards list of specific items requiring updating in 
emergency plans. Emergonc y plans were evaluated using code 
requlreaents. Reg Guide 1.101 b Emergency Planning Review 
Guidelines Number liRcvislon 1. 

IPPOLlTOi T. A. Operating Reactors Branch 3, 79/11/30. 7pp. 


7912200672 Requests payment of Class 111 fees for review of 79QQ16 
nuclear security personnol training S, qualification plans. 
DIOOS.R.n. License Fee Management Branch. 79/12/07. Ip. 


H. Oenerat correspondence 


7912280609 Discusses 791204 title change of manager of nuclear 
operations to vice president. Organization structure not 
altered. No revision will be made to QA program topical rept 
CE-I-A until organlietion structure is delineated, 
JANECEK.R.F. Commanuea 1 bh Edison Co. 79/12/19. Ip. 


P. Operating license stage documents b correspondence 


79121200B8 Submits info re release rates of gaseous b particulate 
forms of radioactive matls during third quarter of 1979. 
KALIVIAlMtlB. N. CommonueaUh Edison Co. 79/10/29. Ip. 


7912100189 Discusses NRC 791101 meeting w/representatlves of NBBS 
vendors b fuel suppliers re discussion of rispaettve 
portions of ECCS evaluation models dealing u/fual cladding 
swelling (< incidence of rupture. Vendor responses end. 
CIKNHUT.C.O. Division of Operating Reactors. 79/11/09. 69pp. 


— 7912ID025S Responds to NRC 791101 request re noncempllance of 
Hestlnghouse ECCS evaluation oiodol under requirements 
of 10CFR30 App K. Evaluation of throe fuel rod models 
indicates no safety problems for Uestinghousc plants. 
ANDERSIM.T. H. We St Itig house Electric Corp, 77/11/02. 4pp. 


—7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Ftevl eiu of analytical models b tests indicates 
compliance w/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHBLZ.R. >1. General Electric Co. 79/12/07, 2pp, 


— 7912100407 Forwards response to NRC 791101 request re rad burst test 
data. Concludes that data proparlg representad by fuel models 
used In vendor evaluation modals b that analyses demonstrate 
all criteria of 10CFR90. 46 satisfied. 

OURLEy.O.F. Exxon Nuclear Co., Inc, fsubi. of Exxon Corp.). 
79/11/03. 9pp. 
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— 791S100496 Foruards addl Info re evaluation of Impact of NRC proposed 
rupture/b lockage modal used in vendor evaluation model. 

No adverse impact from neu rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

□UBLEYi 0. F. Eison Nuclear Co. r Inc (subs, of Exxon Corp. >. 
7'?/U/04. SSpp. 


791S040S61 Foruards plant steam bypass capacity shoetsr percent rated. 
Info provided to OE for incorporation into NED0-S4709. 

PEOPLE 81 D.L. Commonwealth Edison Co. 79/11/16. SOOpp. 


7912040297 Forwards supplementary response to be Incorporated into 
791016 Itr re lessons learned commitments to meet near-tern 
requirements. 

RE 6 D 1 C. Commonwealth Edison Co. 79/11/30. 7pp. 


7912040409 Submits updated schedules for Installation of recirculation 
pump trip mods per 790329 Itr. 

PEOPLEB.D.L, Commonwealth Edison Co. 79/11/30. 2pp- 


7912120411 Forwards supplementary response re commitment to meet 
short-term requirements of Lessons Learned Task Force. 

PEEDtC. Commonwealth Edison Co. 79/11/30. 7pp, 


7912120429 Forwards supplemental response to 791018 Itr re cemmitnants 
to Lessons Learned Task Force recommendations. 

PEOPLE 61 D.L. Commonwealth Edison Co. 79/12/03. 2pp. 


7912110380 Proposes to amend Tech Specsi ex tend Ing mei average planar 
linear heat generation rata to larger exposure values. Errata 
4c addenda sheets for "LOCA Analysis Ripti" Tech Specs page 
changes ti Class III fees end. 

PEDPLE 8 .D.L. Commonwealth Edleon Co. 79/12/04. 2pp. 


--*7912110386 Errata l< addenda sheets for "LOCA Analysis Rept." 
* Oeneral Elactrlc Co. NEDD-84146, 79/10/31. 3pp. 


7912210349 Forwards cover sheet for CE-l-Ai Revision 10. Inadvertently 
omitted from 791116 transmittal. 

NAUOHTON. U. F. Commonwealth Edison Co. 79/12/13. 2pp. 


79121B0931 Forwards info documenting evaluation of purge t< vent valve 
operability verification. Util committed to purge tt vent aye 
In conformence u/NRC interim pot i t ion. Complete confirmatory 
enalyses not available for 30-40 uk. 

PEOPLES.O.L. Commonwealth Edison Co. 79/12/14. 6 pp. 


7912190942 Forwards "Adequacy of Station Electric Distribution 8 y* 
Volteges." eddresslng 400-volt undervoltage conditions. 
JANECEK.R.F. Commonwealth Edison Co. 79/12/14. ip. 


— 7912190949 "Adequacy of Station Electric Dletrlbution Sys Voltages." 
• Commonwealth Edison Co, 79/12/14, 8 pp. 


7912270469 Forwards responee to NRC request for addl info on Lessons 
Learned Task Force Recommendations 2.1,7a ti 2.1.7b. 

PEOPLES. D.L. Commonusalth Edison Co. 79/12/14. 8 pp. 


7912270470 Advltrs that qualification program for remaining purge I. 
vent containment valves Is in progress. Dresden 1. Quad-Citiee 
butterfly valves will c loss. regard lets of degree of opening. 
Response to NRC Interim position end. 

PEDPLE 8 .D.L. Commonwealth Edison Co. 79/12/14. 6 pp. 


7912270997 Advisee of compliancs u/Category A THl Leeions Learned Task 
Force Items identified in NRC 790913 li 1030 1 tr s. Gompl iance 
will be achieved by SOOiOl.or prior to return to power for 
units in outages on BOOlOt. 

PEOPLEB.D.L. Commonwealth Edison Co. 79/12/17. Ip. 


7912280933 flotponds to NRC 791031 request for plant-unique 
Implementation schedule far additional condensation tests 
re Mark 1 full scale test fae t 1 ity. Analysl s dependent on 
final resolution of aeeaptanca criteria. 

PEOPLEB.D.L. Commonwealth Edison Co. 79/12/20. 2 pp. 


7912310348 Forwards rsvistd pages to CE-l-A. "Comm Ed QA Program far 
Nuclaar Oeneratlng Stations." Ravision II. 

VANECEK.n.F. Commonwealth Edison Co. 79/12/20. tp. 

-**7912310399 Revisad pagtt to CE-l-A. "Comm Ed OA Program for Nuclear 
Oaneratlng Stations." Revision 11. 

e Commonwealth Edison Co. CE-l-A. - 79/11/21. 16pp. 


0. Inspection reports. IE Bulletins & corrcsponilence 


7912060190 Responds to IE Bulletins 79-02 & 79-14 re schedule for Insp 
of hangers & anchor bolts. Inaccessible areas insp will be 
perfornod as required during refueling outage on 791129. 

PEOPLEB.D.L. Commonuealth Edison Co. 79/11/09. 2pp. 


7912200404 Plans to perform inaccessible areas insp required by 
IE Bulletins 79-02 t> 79-14 during 791129 refueling outage. 
PEOPLEB.D.L. Commonwealth Edison Co. 79/11/09. 3pp. 


7912090106 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 
tp- 


7912100213 Forwards IE Info Notice 79-38. "Ovorloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
KEPPLEfi.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 

tP- 


7912110557 Forwards IE Info Notice 79-29. "Loss of Nonsa f e ty-Hela tod 
Reactor Coolant Sys Instrumentation During Operation. " No 
spBctfic action or response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 
tp- 


7912100013 Notl fles of delay in implementation of IE Bulletin 79-14 re 
accessible areas comparison 6 evaluation phase. Current 
program provides for earliest detection h evaluation of 
significant disc re pane ies, 

PEOPLEB.D.L. Commonwealth Edison Co. 79/11/19. 2 pp. 


79120S039D Forwards IE Dullatin 79-26, "Boron Lose From DWH Control 
Blades. ” Response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/20. 

IP- 

7912100417 Forwards IE Circular 79-24. "Proper Installation L Calibr of 
Cara Spray Pipe Break Detection Equipment on DURs. " No 
written response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/26. 

Ip- 


7912140IB7 Forwards lE Circular 79-23. "Motor Starters & Contactors 
Failed to Operate. " No written response required. 

KEPPLER.J.O. Region 3. Chicago, Office of the Dlractar. 79/11/26. 

‘P. 


7912110399 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups h state atty 
general efes copies of escalated enforcement correspondence 
sent by iffiC to licensees. 

KEPPLSi.J.O. Region 3, Chicago, Office of the Director. 79/11/2B. 

Ip- 


7912190199 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation (< Control Power Sys Dus During Operation." 

Written response required. 

KEPPLra.J.O. Region 3. Chicago. Office of the Director. 79/11/30. 

‘P- 


7912140056 Forwards IE Info Notice 79-30, "Reporting of Defects tt 
Noneompllances, 10CFR21. " No action or response required. 

KEPPLER.J.O, Region 3, Chicago, Office of the Director. 79/12/06. 
IP- 


7712200086 Forwards IE Bulletin 79-20, "Possible Malfunction of Namco 
Nadel EAIBO Limit Switches at Elevated Temps. " Action 

required. 

K^PLQliJ.O. Region 3, Chicago, Office of the Director. 79/12/10. 

Ip- 


7912200443 Notification of 791213 meeting u/utll to discuss IE DuUetln 
79-02 anchor holt 6 base plate analysis. 

tflJRDAN.E.L. Division of Reactor Dperationt Inspections. 77/12/11. 
3pp. 


B. Repartablc occurrences, LERs U related correspondence 


79m70394 Forwards info re 790806,771106 t> 780213 loss of offsite 
powar events. In response to 790918 request. 

JMeCEK.R. F. Comoionwealth Edison Co. 79/12/20. 6 pp. 
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naCKET 50-26t POINT PEACH NUCLEAR 

r*SeIurityr'ffledicAl, L!lIL-"----i-----'-- 

7912200022 NRC 791109 m.et.nfl ’■« 

revte.- ob j * ct 1 V6 s , Prov i des guldarcs 

Bftn-geticy preparadnesa U asiurtng capability aP offsite 
asencies to take appropriate etnersency “^ions. gg g(, 

GRIMES. Q.H. Emergancy Preparedness Task Force. 79/11/2J. uopp. 

7912130295 Fori^ards Revision 11 f 

NflC be notified laithtn 1-h of initiation of o'!®**® 
evacuation plan 8. implementing temporary support ctrs 
u/dedlcated phone line to HRC^ -.ano/ab Son 

FAY.C.M. Wisconsin Electric Pouer Co. 79/I2/0£.. 3pp. 

-7912130303 Revision If to e"’e'’9®'’=y » ‘f" 2® 

« Wlseonaln Electric Pouor Co. 79/10/22. lOOpp. 

7912120230 Submits inf re modified amended security plan. Info withheld 
DURSTEIN^S^ ^MUconsin Electric Poiuer Cn. 79/13/07. Ip. 

7912270993 Forwards Revision 12 to emergency plan manual. Page change 

Instructions provided. Odd 

FAV.C-W. Wisconsin Electric Power Co. 79/12/17. 2pp. 


79I2140S35 Requests that future hearing. re removal b storage of 
generators.be held in tiani teuoc , WI. 

E8TE8. J. Lakeshore Citiiens for Safe Energy. 79/11/29. Ip. 

79I22000&S Oanies 791114 U 36 petitions re prohibition against 
renpenlng plant at end of refueling cycl e. Director ' a 

ijBciaien vncl. 

CASEiE.O. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 

—7912200072 Director's decision under lOCFRa. 206 re denial of request to 
prohibit reopening of plant at end of refueling cycle. Order 

CASE. C. B. Office of Nuclear Reactor Regulation. 79/H/30. 5pp. 

7912200074 Confirmatory order for mod of License DPR-aA re inservlca of 

MSE.E^B. Office of Nuclear Reactor Regulation. 79/11/30. 5pp. 

7912200079 Safety evaluation re steam generator tube degradation duo to 

deep crevice corrosion. 

CASEiE.O. Office of Nuclear Reactor Regulation. 79/11/30. uipp. 

7912200154 Opposition to WI Environ Decade Inc 791126 petition to 
intervene & request for h ear Ing. Request premature since 
proceeding not yet initiated. If hearing required re amend. 

ASL8 must bo appointed to rule on petition. 

O'NEILL.J-H- Wisconsin Electric Power Co. 79/12/07. 7pp. 


-7912270500 Revision 12 to emergency plan manual. Page change Instruction 
ti supporting Itr end. ii... 

a Wisconsin Electric Pouer Co. 79/12/17. ilpf. 

7912310217 Discusses evaluation of incomplete *" 

790S02 fire protection safety 

info TO brigade shift sUe on 791001 6 basis for 
asslgnments^en 790Q21 . Proposed fire ^ 

LAINAS.O. Plant Systems Branch. 79/12/17. 4pp. 

7912270191 Forwards rapt, "Fire Detector Location Plan," mod to fire 

protection plan. Requests comment. ^o/.n/on Sbu 

FAV.C-H. Wisconsin Electric Power Co. 79/12/20- vpp. 

— 7912270196 ’'Fire Detector Location Plan." mod to fire protection plan, 
e Wisconsin Electric Power Co. 79/12/20. 55pp. 


0 Adjudicatory correspondonco 


ipt of end 790329 petition to suspend DLo 
ollce indicating that petition will be 


7912I1003Q Confirms recei[ 
all PWRs. Forwards FR not 
treated in accordance U/10CFR2 206. 

DENTDN-H.R. Office of Nuclear Reactor Regulation. 


79/11/23. If. 


—7912110126 Notice of request for action pursuant to 10CFn2.206 to 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all ULs for .>ciyii/S3 

HOLLER. D. R Office of Nuclear Reactor Rogulatlnn. 79/11/23- 

30pp 

7912050091 Petition to intervene. Urges Commisaion to adjudicatory 

hearing re haiards of stoam tube degrade tlon. Car tifi cate of 

FALK.K.M, Wisconsin's Environmental Decade. 79/11/26. 2pp. 

79J210047D Forwards response to app I leant 791 123 Itr. Formal folltlon to 
intorvone re OL amend will bo filed on , 

FALK.K.M Wucoosin's Environmental Docado. 79/11/26. if- 

—7912100472 Response supplementing 791114 petition in opposition to 
anolUanl Itr re steam generator tube degradati on. Urges 
Commission commence investigative adjudicatory hearing on 
degradation safely problana. . , „ . fPse 

TALKi K. N. Vllscons In*'* envlrartfiental Dacflde. y'f/ll/a*. »«^R* 

79120500a7 Reply in opposition to HI Environ Decade 791114 petition 
requesting issuance of order to prevent reopening of 
facility after current refueling eye 1 e, Pe 1 1 tlon presents 
no basis for safety risk allegation. Certl flcato of sve end. 
CHAI*N0FF»0. Wisc&n*i»i Electric Pow«r Co. 79/il/a7. 10pp. 

79I20S0003 atatemeiit in support of WI Environ Decade petition 
objecting to startup of feci I i ty. Degradati on of steam 
generator tubes presents threat to public. Urges Commission 
to grant hearing. Cert I f I cate of Sve end. -mfitjoa 

POLLARD. R, D. . WEISS. E.R, Union of Concerned Belentlsts, 79/11/28. 
4pp. 


7912190234 Heaponse by WI Environ Decade in opposition to applicant 
791207 objection to 791126 petition to Intervene «. raquBst 
for hearlng.Dlrecter's decision should be based on sworn 
dlscaVBTU rather than p 1 ead Ings . Cert If i cate of Sve end. 

FALH.K.H. Wisconsin's Environmental Decade. 79/12/12. 4PP- 

II. Seneral correspondence 

7912130478 Requests NRC investigation of safely aspects of steam tube 
generator leaks. Meet Ing should be held bo inform public of 

E8TES.3. Lakeshore Citiiens for Safe Energy. 79/11/07. Ip. 

P. Operating license stage documents^fe correspondence 

7911090240 "Summary of Operating Esperlenca W/Reclrculatlng Steam 

EtBENHUrro! e. Division of Operating Reactors. NUREO-OS23. 

79/01/31. B9pp. 

7909010339 Notifies of status of rept on reactor cavity annulus seal. 
Host PHH users remove ring during normal operation. Dthere 
ctsKB seal rlnn in raised position during normal operation. 

LAIHAS.B. Plant Systems Dranch <Pre 791030). 79/07/05. 7pp. 

79120S0193 Discusses NRC Tevlew of LERs & Toch Spec requirements re 
control RPi sys at Wesfcinghousa PWRs. Requests ^2 

reviesi to ensure requirement for rod malnt to within / 

.tegs Indicated U RPI sys verified f-cevrate 

OporatiT^fl Roaefcors Branch 1. 79/10/29. 7pp. 

7912130608 Bubmi ts partial response to 790921 Itr re *“ 

long-tern requirements for audUary *^*' "*'*‘'"** 

estnnnlon until B00131 for remaining requirements. 

FOX.C. H- Hlseonslo Electric Power Co. 79/10/29. 4pp. 

7912100189 Oiscusses NRC 791101 meeting 

...... 

—7912100255 Responds to NRC 79U01 request re noncompHance of 
^ HMtlnghouso ECCS evaluation model 

of lOCraSO App K. Evaluation of three fuel rod 

indicate no'Safety 4pp 

ANDERSON. T. n. Wostlnghouso Electric Corp. 79/11/ PP 

Cladding temp remain unchanged. 79 . 10/07 2ep 

OUCHKOLZtR.H. Oeneral Electric Co. /9/12/07. PP 

- 7«=.<».07 F..M.r.. ro.,.n.. •« NBC r..™.. *"* 



DOCKETED ITEMS 


63 


— 791210O4M FoTuarris 4id<)l infd r« Bvaluatian of iopact of NRC proposed 
rupture/blocfcaga aodal used in vendor evaluation aodel. 

Ho adverse iopact froa niM rupture burst data or use of HRC 
rupture/blocbage aodel on licensing calculation results. 

GMSLEY. e. F. Eicon Nuclear Co.. Inc. (subs, of Eizon Carp. 1. 
7V/11/04. aapp. 

7912050474 Advises that supplemental info re lessons learned info Mill 
be forwarded 7911Z7. 

FAV.C.U. Hisconsin Electric Power Co. 79/11/20. Ip. 


7912030171 Act vacespt of HRC 771030 rcguast for pageant re approval of 
Tech Spec Change Al. No change occurred to reporting level 
for radiocheatcal engineer !• health phgslclst to warrant 
791030 raclass£f ication as Clase 111 fae. 

FAV.C.H. Ulscansin Electric Power Co. 79/11/21. 2pp. 


79t20401A7 Suanarg of 791120 aeeting w/util.Ucstinghouse ti HI Environ 
Decade re plant; ateaa generator tube degradation. 

TRAI9ELL.C. rt. Oporating Raactors Branch I. 79/11/23. &3pp. 


7912270209 Forwards ravieu b approval fee for Coeeission action on 
791119 Itr which provided revised ECCS reanalgsis for up to 
18X steaa generator tube plugging. 

FAYjC. U. Wisconsin Electric Power Co. 79/12/17. Ip. 


7912270430 Responds to WIC 791210 reguest for addl info on Till Lessons 
Learned Task Force reconaiendations re auiiliary feedwater 
sgs. Oversize drawings available In Central Files. 

FAY.C.M. Wisconsin Electric Power Co. 79/12/17. 2pp. 


7912280554 Forwards eodified response to previous coDaitoent to 
inplsBent MJREG'OSTa. Utl 1 will provide alaras In addition to 
eiisting position indication for power operated relief 
valves for both units. 

DURSTEIN.S, Wisconsin Electric Power Co. 79/12/17. 4pp. 


791227020A Regucsts aaend to Licenses DPH-24 b DPR-37 incorporating 
changes in Tech Specs re rod bow b Section IS. 3. 10 
clarification. Fee end. 

BURSTEIH. S. Wisconsin Electric Power Co. 79/12/19. 4pp. 


7912030172 Reepands to MIC 791123 tetcon re revised ECCB reanalgsis far 
steaa generafca'r tubes plugged up to IBX. 

BURS1E1H.S. Misconsln Electric Power Co. 79/11/26. 2pp. 


— 7912270220 Revised Pages 15.1-4 through 15.3.10-16 for proposed aaend 
to Tech Specs re control rod b power distribution Halts, 
e Wisconsin Electric Power Co. 79/12/17. 20pp. 


7912160346 ForsMss-ds draft Input for steaa generator tube failure safety 
evaluations. Sactlons 2. 1. 3. 2. 2. 3. 2. 3. 3 b 2.4.3. Input far 
Doel Unit 2 reactor in Belgiua end. 

eCHHENCER.A. Operating Heactars Branch i. 79/11/28. Ip. 


7912280550 Forwards rept re rod worth aeasurceents. in response to WC 
790410 Itr. Measured data adheres to design predictions. All 
review fc acceptance criteria satisfied. 

FAY.C.W. Wisconsin Electric Power Co. 79/12/19. 2pp. 


— 7912180350 l>ra»t input for steaa generator tuba failure safetg 
evaluetien. Section 2. 1.3. 

e Office qF Nuclear Reactor Regulation. 79/11/20. 5pp. 


7912040486 Discusses cooaitoent to certain prograas upon return to 
power for Cgclw B: 2 . Prioarg-to-seconderg hydrostatic tests 
b eddy current exealnotlon of steaa genarator tubes will be 

BUR^IH.8. Uisconein Electric Power Co. 79/11/29. 3pp. 


7912040247 Substts ood to 791129 Itr ro operating conditiBBS. Itea 4. b 
should read. -Ang Two Identified Leeilng Tubes in Any 
Twenty-Calendar-Day Period. ~ 

BURBfElK.S. H&sconsin Electric Power Co. 79/11/30. Ip. 


7912280601 Advises that seal ring should be reaoved following each 
rafueiing outage by raising ring eore than 13 ft above 
cavity floor. in response to M?C 791002 reguest. Util does not 
concur w/NRC belief that ring could becoae eissile. 

BURSTEIN.B. Wisconsin Electric Power Co. 79/12/20. Ip. 


7912270492 Forwards aod to Tech Spec Change Reguest 60. 

BURSTEIH. S. Wisconsin Electric Power Co. 79/12/21. 3pp. 


—7912270499 Proposed Tech Spec Page 15-2.3-2 reflecting nod to Tech Spec 
Change Reguest 60. Provides addl operating oargin between 
proposed prleary sys pressure b low pressurizer reactor trip 
setpoint. 

e Wisconsin Electric Power Co. 79/12/21. Ip. 


7912190518 Reqvbsts payaent of Class HI foe re 791119 reguest for ECCS 
reenelysis Fo-r IBX steaa generator tube plugging 
DIG03.R. H. License Fee Hanageaent Branch. 79/12/03. Ip. 


7912130012 SuoMtarg of 791119 telcon w/utll re proposed scbodule for 
iepleoentatian of Leseons Learned Task Force 

T SC 0A6IT1 A ^ 1 0 

TRAIOSLL.C.M. Dporating Reactors Branch 1. 79/12/06. 6pp. 


7912140369 Reeponds to 790917 Itr ra coealtaent to EPA U fuel CRcl* 
std. Facility jelready in eoopllanca w/procedura coaparlng 
actual guantlby of radioactive oatl released w/dose design 

objectives pF code. „ 

FAY.C.H. Hiaconsln Electric Power Co. 79/12/06. 2pp. 


7912180578 MotlFioi that NRC radiation safety certification is 
acceptable i»* lieu of util safety prograa. 

FAV.C.U. Mtaconsln Electric Power Co. 79/12/06. Ip. 


'912280606 Subaits addl info re steaa generator tube plugging history. 
Eiaalnation indicates Intergranular attack is confined to 
tubesheet crevice area. Present eddy current technigues only 
capable of detecting tuba cracks. 

BURSTEIHiS. Wisconsin Electric Powar Co. 79/12/21. 6pp. 

1. Inspaction raports. IE Bulletins fc correspondence 


7912260094 Forwards IE Insp Septs 50-266/79-15 b 50-301/79-17 on 
791023-24.HO noncoeplianco noted. ..... , , - . x., 

DAVIB.A.B. Regions. Chicago. Fuel Facility b Materials Safety 

Branch. 79/11/09. 2pp. 


-7913260090 IE Insp Repts 50-266/79-15 h 50-301/79-17 on 791023-24. No 
noncoepliance noted. Major areas inspected: tonfiroatory 
saasureoants b radiological environ protection. nan.-- 

EBSIB.T.H,. OESTMAKH. K. J. . ROYTEK.C. Region 3. Chicago. Office 
of the Director. 79/ll/OS. 8pp. 


7912140422 Diacvsses 791205 telcon w/Elsenhut b Traoaell b 79IKI6 
telcon w/Traeieewl re octhods of calculating b identifying 
prtaary-to-aBC«ndery leakage In atoaa generators. Understands 
MIC 791130 cirHer establishes oai levels '“t leaka^. 

BUR8TEIN.a. Wisconsin Electric Power Co. 79/12/09. Spp. 

7912190562 ReH.ueBts reconsideration of license fee applicability to 
790710 Tech Bfoc change regueeted' re gualiflcotion 
raguireocnts For radiation lafaty oonagar. Change originally 
rasuasted ba MRC.Ho safety tssua Involved. 

FAV.C.U. Hlaeoneln Electric Power Co. 79/12/10. 2pp. 

79l!z31017t Diflcwsses plant shutdown due to steaa generator tuba leat. 
Insp on 790S31 b 1031 indieatad eitansiva degradation. No 
Qffalte ToBi»tion releasos. NRC will send stoen gonoretor 
eiperts to yaview insps. sww 

DENTDN.KR. Office of Nucleer Roactor Regulation. 79/12/12. wpp. 

7912210143 FoTuwiTds responsa to NRC 791004 rogueet for addl Info on 
tneorvle# LeiaR b tooting prograa. Ovoroiie drawing end. 

FAY.C.H. Utnconoln Elactric Powar Co. 79/12/14. 6pp. 

7912270300 Buboeito addl info for WC roviow of Toch Spec Chongo 60 
for oporattfiee bt roducod prinary sys operating prosouro. 

FAVtCeW. U±Mcnn%in Electric PeiMr Co. 79/12/14. app- 


7912050156 Forwards IE Circular 79-22. -Stroke Tines for Power Operated 
Relief Valves.* No response reguired. 

KEFPLERiJ.B. Region 3i Chicago. Office of the Director. 79/11/16. 

Ip- 

7912100249 Forwards IE Info Notice 79-2B. -Dverloadlng of Structural 
Eleaents Due to Pipe Support Loads. - No response 

KEPPLER.J.8. Region 3. Chicago. Dffice of the Director. 79/11/16. 

7912110573 Forwards IE Info Notice 79-29. -Loss of Nonsafety-Related 
Reactor Coolant Bys Instruaentation During Operation, no 
cpeclfic action or response reguired. 

K^PLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip- 


7912310139 Responds to IE Bulletin 79-13. 
Piping. - Outlines Unit 1 insp b repair. 
FAV.C.U. UiBconsin Elactric Powar Co. 


■Cracking in Feedwater Sys 
79/11/19. 3pp. 


7912050414 Forwards IE Bulletin 79-26. -Boron Loss Froe B« Control 

Blades. - No response reguired. tu/ii/»0 

HEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/20- 

»P- 
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7912100447 Forusrd* IE Circular 79-24. "Propar 
Core Spray Pipe Droak Datectlon Equlpmant on 
uritten reapanse required. 

KEPPLCfli J. 0. negjati 3. CMcago. QfFiee of 

IP- 


Installatlon b Calibr of 
GUlIa. '' No 

thfl Director. 79/11/36- 


7912140245 Forwards IE Cl 
Failed to Operate. " No 
KEPPLER.J.O. Region 


rcular 79-23i "Motor Starter* !« Contactors 

written response required. ...... 

3, Chicago. Office of the Director. 79/11/26- 


*P- 


7912110448 Notifies that NHC intends to rautinellf forward to 
aopropriate state public util regulatorg groups b state attq 
general ofcs copies of eacaUted enforcement correspondence 

sent by NRC to licensees . . » meyii/on 

KEPPLER.J.Q. Reginn 3, Chicago. Office of the Director. 79/11/2B 

Ip. 


7912190235 Forwards IE Bulletin 79-27i "Loss of Non 

Instrumentation b Control Power Sys Bus During Oporatlon. 

Written response required. To/twia 

KEPPLEn.J.Q. Region 3. Chicago, Office of the Director. 79/li/ai>. 

Ip- 


7912200027 Responds to IE Dolletin 79-17. Required p 
completed 791012. No abnorma 1 1 1 1 es found. Forwards 
on piping eiaminatlons. W/o end. 

FAY.C.W. Hlseonain Electric Power Co- 79/11/30. 


Ip Ing a laminations 
final rept 

2pp. 


7912210144 Acl 
be forwarded 
KEPPLERi J. 0. 
Ip. 


receipt of 791022 Itr re inspector 
upon completion of review. 

Region 3, Chicago, Office of the 


access. Response will 
Director- 79/12/09. 


79L210O217 Submits proposed schedule for 791128 briefing 

generator tube degradat ion. Vl euigraphs encl. 


re steam 
ISpp. 


DDCKET 30-267 FORT ST. VRAlN NUCLEAR QENERATINQ 
P. Operating license stage documents 6 correspondence 


7912270003 Approves designated routes for shipment of spent nuclear 
fuel from Fort St Vrain Nuclear Oenerating Station. 
Platteville.Co to ID Chemical Proceselng Plant, Arco, lU. 

Forwards data re arrangements w/lou enforcement “^“"""^^/lO/lB 


791II9014B Forwards "Discussion of TNI Lessons Learned Bhort-T.rm 
Bequlremonts. " Rovlsions to encl Implementation 
NUREO-OS7e requirements should be submitted u/ justi f leatlon 

within IB dags, if schedule requirements cannot he - 


79I21909S0 Forwards "Investigations of Reactor 
"Iiivastlgatioiis of Reactor Fluctuat ions, Vol ; 
available In Central Files only. 

SUARTiF.E. Public Service Co. of Colorado. 


Flue tuatlons, Vol 
>. " Rept 

79/11/28. Ip. 


b 


7912040216 Forwards eA-DlS474, "Nuclear Detector Dicalibratlon, 
Cycle 2." m support of mods requested in 


— 7912040221 “Nuclear Detector 

HACKNCyifl. Public Service Co. of Colorado. 0A-D1S474. 
54pp. 


79/07/31. 


7912140106 Forwards IE Info 
Moncompllances, 1QCFR21. " 
KEPPLER. J. 0. Region 3. 


Notice 79-30, "Reporting of Defocte I. 

No action or response required. 

Chicago, Office of the Director. 79/12/06. 


Ip. 


'912120406 Requests waiver of Tech Specs SR NR 1. 1 b 1.3 until lOOX 
full power achieved or until 7071 determined to be mae 
attainable power level. 






7912200630 Forwards 30-day response to IE Dolletin 79-02, Revision 2. 
"Pipe Support Dase Plate Designs Using Concrete Expansion 
Anchor Dolts." Accessible support testing cample te. Samp lo 
Insp of small pipe supports shows more testing not needed. 

FAY.C.W. Misconsln Electric Power Co. 79/12/07. 6pp. 


912310074 Comments on NUREO-O 6 IO 1 I tern 2 on Pages 4 b 3 »hDUld ref 
uncantrolled or unplanned radiological releases below limits 
set by Alert Classification. Ref to radiological Tech Bpeei 
should bo eliminated. a... 


7912200153 Forwards IE Qullelin 79-2B, "Possible Malfunction of Mameo 
Model EAIBO Limit Switches at Elsvated Temps." Action 

KEPPLER, J.O. Region 3, Chicago. Office of the Director. 79/12/10. 
Ip. 


7912110316 SummarliBS fluctuation test program b plans for future 
testing. Significant similarities in fluctuation data 
Dhsarved during Cycles I b 2. Rlse-to-power program should 

MAREMDOlffiO • 0. W. Public Service Co. of Colorado. 79/12/04. 7pp. 


R. Periodic operating reports b related correspondence 


7912180446 Forward* monthly operating rept for Nov 1979. 
DUR3TEIN,S. Hlsconsln Electric Power Co. 79/12/10. Ip. 


— 7912100449 Monthly operating rept for Nov 1979. 

DURSTEIN.S. Wisconsin Electric Power Co. 79/12/05. 10pp. 


79iai0004B Forward s safety evaluation re core region restraint 
VAROAiB.A. Assistant Director for Light Hater Reactors. 


dBVtcai. 

79/12/10. 


2pp. 


79122000S3 Safety evaluation re cor# region restraint devices. Reactor 

can he safely operated u/lnstalled Uucl locks up to 70X full 

e"""’^A«sl5taiit Director for Light Water Reactors. 79/12/10. 10pp. 


S- Reportable occurrences, LERs b related correspondence 

7912070412 Forwards LER 79-019/01T-0. 

FAY.C.W. Hisconein Electric Power Co. 79/11/21. Ip. 


7912IBQS99 Bubmlts brief summary of position re Items questioned in 
NRC 791030 Itr. Response will indicate implementation dale of 
BOOtOt. Setai 1 »d rosponse will be forwarded not later than 

BUARTiF. E. Public Service Co. of Colorado. 79/12/12. 3pp. 


7912070416 LER 79-0 1 9/OlT-O: on 791l07iUhllo filling steam generator A 

secondary side w/water In perform secondary-to-primary leak 
test, dl lut Ion of RCB occur ed. Caused by leakage from open 
steam generator tube falling into primary outlet noiile. 

FAYtC.H. Wisconsin Electric Power Co. 79/11/21. 3pp. 


7912270233 Forwards response to NRC 791030 request for commitments te 
TNI Lessons Learned Task Force rec ommendat ions. Util not 
ciMaltted to all roqulremints due to NRC failure to include 
util In owners group meetings b on mailing list. 

SWART, F.£. Public Service Cn. of Colorado. 79/12/12, 54pp. 


7912070427 Forwards LER 79-OaO/OlT-O, 

FAy,C.U. Wisconsin Electric Power Co. 79/11/27. Ip. 


7912070433 LER 79-020/01T-0; on 791115, during refueling ahutdowts, anchor 

In steam generator A auxiliary feedwater line contained 
const deficiency. Caused by improper installation of three 
bolts In anchor support plate. Anchor permanently modified. 

FAY.C.W. Wisconsin Electric Fewer Co. 79/11/27, 2pp. 


7912210373 Forward a "Initial Approac 
Startup Rept 13, " for 790823-1122. 
UAREMBOURO, D. Public Service Co. 


h to Power Tests (B- 3 trlts), Interim 
of Colorado, 79/12/13. Ip. 


— 7912210376 “Initial Approach 
Rapt 13" for 790823-1122. 

• Public Service Co. of C 


to Power Tests (D-Beries). Interim Startup 
olorado. 79/11/22. 2pp. 


T. Hearing transcripts on nan-ant itruet matters 


7912105210 Transcript of 791123 public meeting in Washington, DC. 
Pp 1-94. 

e Commission. 79/11/28, 9Spp. 


7912280S62 Forwards addl info b justification re Item 2.2, 1. b 
cencarning shift technical advisor. Util commits to 1-h 

UAR^SBURB, D, if. Public Service Co. of Colorado. 79/12/18. 12pp 
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791S310179 Dl»cu»s«» ii»uo« onrasolved after 790020 meetlnB. PCRV relief 
valve vent line b filter analyied per Class I seismic 
crl terla. False trips b moisture indications causes 
Investigated b repaired. 

SHART-F.E. Public Service Co. of Colorado. 79/12/19. 4pp. 


— 79121S0S13 Honthlg Operations Rept 6B for Aug 1979. 
a Public Service Co. of Colorado. 79/09/lB. Spp. 

7912180900 Forwards Honthlg Operations Rept 69 for Sept 1979. 
MWlEHUOUfiO. D- Public Service Co. of Colorado. 79/10/11- Ip. 


0. Inspection reports. IE Bulletins b corrsspondence 


791221009B Responds to IE Bulletin 79-OlA. ASCO solenoid valves w/ 
safetg-related applications have been qualified for 
operabllitg through eiposure to worst postulated 
environmental accldant conditions. 

fuller. J. K. Public Service Co. of Colorado. 79/09/2B. 3pp. 


7912140094 Forwards IE Bulletin 79-17. Revision “Pipe Cracks in 
Stagnant Derated Water Bgs at PHR Plants." No written 
response required. _ 

SEYFfilTiK.V. Region 4. Dallas. Office of the Director. 79/10/29. 
If- 


— 79121BDS03 Honthlg Operations Rept 69 for Bept 1979. 
e Public Service Co. of Colorado. 79/10/11 4pp. 


7912140331 Forwards monthlg operating rept for Nov 1979. 

WAREHDOURO. D. Public Service Co. of Colorado. 79/12/07. ip. 


— 7912140335 Honthlg operating rept for Nov 1979. 

GAiW.O.W. Public Service Co. of Colorado. 79/12/03. 5pp. 


79121S0413 Forwards Honthlg Operations Rept 70 for Oct 1979. 
UAnEMDOUnO. 0. Public Service Co. of Colorado. 79/12/14. ip. 


791204002S Provides addl info re admittance of NRC inspectors to 
faci Htg. Requests Inspsctors be issued permanent 
nenemplogees badges b be allowed to participate in site 
orientation program, 

SEYFRITiK.V. Region 4. Dallas. Office of the Director. 79/10/30. 
2pp. 


— 7912100429 Honthlg Operations Rept 70 for Oct 1979. 

OAW.J.M. Public Service Co. of Colorado. 79/11/01. 3pp. 

7912310396 Forwards monthlg operating rept for Nov 1979. 

HAnEMODUHe. D. Public Service Co. of Colorado. 79/12/21. Ip. 


7912170206 Updatas 791019 telcon responsa to IE Bullttln 79-OlA. 
Initiating maint program to changa resilient parts of 
safstg-ralatad. anviron-qualifiad ASCO valves within mai svc 
life requirements. 

SWART, F.E. Public Service Co. of Colorado. 79/10/31. 2pp. 


7912170201 Responds to IE Bulletin 79-23. “Potential Failura of 
Emergencg Diesel Oenarator Field EKclter Transformer." No 
circuits between neutral of EPT or CPT to generator neutral. 
Testing to ba complatad bg 800131. 

MILUEN.C.K. Public Service Co. of Colorado. 79/11/01. Ip. 


— 7912310398 Honthlg operating rept for Nov 1979. 

OAHH.J.M. Public Service Co. of Colorado. 79/12/03. 9pp. 


8. Beportabla occurrences. LERs b related correspondence 


7912310055 PNO-IV-79-006: on 791014. inadvertent release of rad loactivl tg 
occurred in reactor bldg. Caused bg circulator helium buffer 
aukillarg sgs upset, Single spike noted on plant stack 
monitor. , 

WESTERHAN. T. F. . KADBEN.O.L, Region 4. Dellas. Office of the 
Director. 79/10/15. Ip. 


7912120966 Forwards IE Bulletin 79-29. "Failures of Uestinghouse BFD 

Relags in Saf etg-Related Sgs." Action required. 

SEYFRITiK.V. Region 4. Dallas. Office of the Dlraetor. 79/11/02. 
Ip. 


79121B0062 Forwards Part 21. Rept 50-267/79-01 rs full thread rods that 
did not meet raduction area spec. 

LEE.D.n. Public Service Co. of Colorado. 79/11/09. Ip. 


7912120212 Forwards IE Insp Rept 50-267/79-18 on 791031. No 
noncompllance noted, 

MADSEN. O.L. Region 4. Dallas. Reactor Operations Nuclear Support 

Branch. 79/11/09. 2pp. 


— 79121B0069 Notifies that on 791106 full threaded rods found out of 
compliance u/reduction area specs. Remaining matl in 
warehouse stock was replaced bg US Steel Corp. 

• Public Service Co. of Colorado. 79/11/09. 2pp. 


— 7912120223 IE Insp Rept 80-267/79-lB on 791031. No noncompllance noted. 
Major areas inspected: publ ic officials of Oreeleg b 
Plattevllle.CD apprised of NRC mission b status of site. 

DICKERSON. H. W. > WESTERHAN. T. F. Region 4. Dallas. Office of the 
Director. HADSEN.O.L. Region 4. Dallas. Reactor Operatlana 

Nuclear Support Branch. 79/11/02. 3pp. 


7912190030 Forwards IE Circular 79-22. “Stroke Times for Power Oparmted 
Relief Valves." No written response required. 

8EYFRIT.K.V. Region 4. Dallas. Office of the Director. 79/11/16. 
ip. 


7912040337 Forwards LER 79-091/03L-0. 

UAHEMBQURO. D. Public Ssrvtce Co. of Colorado. 79/11/16. 


9pp, 


— 7912040341 LER 79-091/03L-0: on 791017. at 5X power. sgs 21 loop 1 surge 
tank level decreased to low level setpoint, tripping loop i 
bearing water pumps b making circulators inopsrabls. Caused 
bg procedural Inadtquacg b operator error. 

OAHH.J.H. Public Service Co. of Colorado. 79/11/16. ip. 


7912040296 Forwards LER 79-041/03X-1. 

WMlEHDOUROi D. Public Service Co. of Colorado. 79/11/20. 


Opp. 


7912120999 Forwards IE Bulletin 79-26. “Boron Loss From BHR Control 
Bladss, ■' No response required. 

BEYFRITiK.V. Region 4. Dallas. Office of the Director. 79/11/20. 
Ip. 


79121104B9 Notifies that NRC inttnds to routlnelg forward to 
appropriate state public util regulatorg groups b etate aitg 
genoral ofcs capias of escalated enforcement correspondence 
sent bg NRC to licensees. 

SEYFRITiK.V. Region 4. Dallas. Offiea of tha Director. 79/11/26. 
Ip. 


7912ie0266 Discusses tnssrvice insp b tasting program re review b 
development of modified surveillance requirements. Util will 
provide development schedule bg 791201 b proposed 
requirements for each sgs or subsgs as developed. 

FULLER. J.K. Public Service Co. of Colorado. 79/11/30. 6pp. 


7912190189 Forwards IE Bulletin 79-27. “Loss of Non-Olmss IE 
Instrumentotton b Control Powsr Bgs Bus During Oporatlon. " 

Written response required. 

SEYFRIT.K.V. Region 4. Dallas. Office of the Director. 79/11/30. 
Ip. 


R. Periodic operating raporte b related correspondence 


7912100809 Forwards Monthlg Operations Rapt 60 for Aug 1979. 
UAREHBOUno. D. Public Service Co. of Colorado. 79/09/iB. Ip. 


7912040290 LER 79-041/03K-1: on 791026. malfunctions in 1C circulator 

speed measurement caused loss of circulator high spaed 
signals. Caused bg electronic circuit unbalance due to signal 
cable risistance change. Modifier adjusted b checked weelilg. 
OAHH.J.W. Public Service Co. of Colorado. 79/11/19. Ip. 


7912040326 Forwards LER 79-092/03L-0. 

UAREHDOURO. D. Public Sarvlca Co. of Colorado. 


79/11/20, 


4pp. 


-7912040330 LER 79-092/03L-0: on 791022. at 9X power B instrument air 
coaprasior found to have Insufficient output while A 
compressor out of svc. Caused bg bant piston rod b worn 
valves. Parts rtplacad or rebuilt. . . 

OAHM.W.U. Public Service Co. of Colorado. 79/11/20. Ip. 


7912040332 Forwards LER 79-0B3/03L-0. 

WAREHDDURO. D. Public Service Co. of Colorado, 79/li/20. 


9pp. 


—7912040339 LER 79-093/03L-0; on 791024. total primarg coolant osldants 
aseeaded 10 parts par million. Caused bg off-gassing of 
!o«idants due to reaction of moisture w/eore graphite. Power 
decreased to initiate maint shutdown. 

QAHHiJ.W. Public Service Co. of Colorado. 79/11/19. Ip. 


7912040362 Forwards LER 79-038/03L-0. 

WAREHBOURO. D. Public Service Co. of Colorado. 


79/11/26. 9pp. 



66 


DOCKETED ITEMS 


— 7912040363 LER 79-055/03L-0: on 791026. dur ing survellldnce testlngj c hack 
valve V-22370 uias etuck open, tsaking Fire uater booster pueips 
inoperable for helium circulator drive. Cause onkaoun. Valve 
to be opened & inspected. 

SAHM.J.W. Public Service Co. of Colorado. 79/11/26. ip. 


7912040429 Forwards LER 79-054/031.-0. 

WAREMBQURO.D. Public Service Co. of Colorado. 79/11/28. 3pp. 


— 7912040433 LER 79-054/031.-0: an 791029. standb g diesel engine IB tripped 
on high cooling water terr.p during surveillance test. Caused 
by incorrect lineup of coaling water valves. Cooler isolated 
to repair coaling water tube 1 eak, Operator reinstructed. 

SAHM.J.W. Public Service Co. of Colorado. 79/11/20. Ip- 


7912040320 Foriuards LER 79-057 /O3L-0. 

HAREKDDURSi D, Public Service Co. of Colorado. 79/11/29. 3pp. 


— 7912040323 LER 79-057/03L-0: on 791 030. dor ing surveillance teeting«one 
of three reactor pressure transmitters found out of calibr. 
Instrument settings less conservative than required. Caused 
by instrument drl ft. instrument recalibr. 

OAHlIiJ.M. Public Service Co. of Colorado. 79/11/29. Ip. 


7912040400 Forwards LER 79-036/03L-0, 

IfAREHBOl/flO. D. Public Servlco Co. of Colorado. 79/11/29. Spp. 


— 7912040406 LER 79-056/03L-0; on 791030. seven of eleven helium circulator 
seal malfunction pressure differential switch units tripped 
outside Tech Specs. Caused by dirt accumulation in electrical 
sul tches. Swi tches c I eaned. raad justed It checked monthly. 

SAHM>%J.H. Public Service Co. of Colorado, 79/11/29. tp. 


7912120324 Forwards LER 79-0SB/03L-O. 

UAREHBOUAQ.D. Public Service Co. of Colorado. 79/12/04. 3pp. 


— 7912120336 LER 79-0SB/O3L-0: on 791 107. during reactor shutdown. line 
supplying backup bearing water to lA helium circulator 
determined to be Impaired due to Impaired hanger. Caused by 
missing anchor bolt Ic stripped anchor bolt shield, 

OAHM.J.U. Public Service Co. of Colorado. 79/12/06. Ip. 


7912120336 Forwards LER 79-059/03L-0. 

UAflEMBOURO.D. Public Service Co. of Colorado. 79/12/06. 4pp. 


— 7912120341 LER 79-009/03L-0: on 79 1 109. during reactor shutdown for 
maint.baller feeder snubber BFS-412 observed inoperable. 

Caused by empty hydraulic oil reservoir. Raeervoir reflllad- 
OAIW.J.U. Public Service Co. of Colorado. 79/12/06. Ip. 


79121B0596 Forwards LER 79-054/O3X- 1 . 

MAREHDOURO. D. Public Service Co. of Colorado. 79/12/12. 9pp. 


— 79i2ia0610 LER 79-054/O3X-1 on 791029. standby diesel engine ID tripped 
on high cooling water temp during surveillance test. Caused 
by cooling water valves lined up incorrectly. Coot Ing water 
restared & personnel instructed in proper methods. 

OAHM.J.U. Public Service Co. of Colorado. 79/12/10. Spp. 


7912270426 Forwards LER 79-06I/03L-0. 

l.'AnEMBOURO. 0. Public Service Co. uf Colorado. 79/12/20. 4pp. 


— 7912270433 LER 79-061/03'--0: on 791120. pH 6 total dissolved solid 
samples not collected foi nine shi fts. Caused by poor 
weather. High chlorine residual discharge caused by low 
retention time doe to alternate discharge flow path. 

OAHMrJ.W. Public Service Co, of Colorado. 79/12/20. Ip. 


DOCKET 30-269 OCONEE NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency h fire protection plans 


7B09290053 Summary of fire protection appeal meeting on 700414. 
Heetlng inconclusl ve> so official summary not prepared. 

BIRKEL. R. Light Mater Reactors Branch 2. 7S/09/26. 2pp. 


7309290034 Summary of fire protection appeal meeting on 760414. 
Meeting inconclusive, so official summary not prepared. 

BIRKEL. R. Light Water Reactors Branch 2. 70/09/26. 2pp. 


7912200022 Discusses MHC 791109 meeting re emergency preparedness team 
review oh jectives. Provides guidance for improving licensee 
emergency preparedness b assuring capability of nffslte 
agencies to take appropriate emergency actions. 

0RIME8, 6. K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


O. Ad judicBtOTi] correspondence 


791211003B Confirms recalpt of end 790329 petition to suspend QLs for 
all PURs. Forwards FR notice indicating that petition will he 
treated in accordance ki/l(KFR2. 206. 

DENTON.Kfl. Office of Nuclear Reactor Regulation, 79/11/23. tp. 

—7912110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requeeting suspension oF all OLs for PURs. 

KlXJ.Efl.O.R. Office of Nuclear Reactor Regulation. 79/11/23. 

3Bpp. 


I. Financial information 


7912270977 Forwards duplicate copies of util 790321 guarantee of 
retrospective premiums. in response to WC 791210 request. 
HHlTLElr.H. D. Duke Power Co. 79/12/20. Ip. 


— 7912270SBS Requests approved guarantee of payment of deferred premiums 
for 1979. 

SALTZHW4.tl. Antitrust b Indsainity Croup. 79/12/10. Ip. 


J. Insurance b indemnity information 


7B0919ira90 Informs recipient of Duke Power Co 78070S request to modify 
station Indemnity Agraaxent B-44 to permit receipt 6 
pmssesslim of 4 fuel asseablles from Crystal River 3 
facility. 

FAlRTILE.M.a. Operating Reactors Branch 4 <Pre 7906291. 

78/09/14. 2pp. 


P. Operating license stage documents l> correspandcnce 


7009270093 Comments on seisaically induced floods at Oeonee plants. 
Investigates potontial failure of Jocassee Dam in ralatlon 
to safety of units. Question is being addressed by 
Oeosclences Branch. 

HlAJIANiL.O. Hydrology Heteorology Branch. 7S/D9/22. Ip. 


•7B09270104 Responds to 760113 memo re recent earthquake activity In 
vicinity of Jocassee Dam. Discusses liases of saisalcally 
induced flood analysis for facility OL.Reactor area could be 
vulnerable to flooding. but detailed Info unavailable. 

HULHAN.L.O. Hydrology Ketsorology Branch. 76/01/30. Ip. 


79tl09{S4S “Suomary of Operating Esperience U/Reclrculatlng Steam 
Oenemters, * 

E16ENHUT. □. a. Division of Operating Reactors. HUnEe-0S23. 
79/01/31. 6?pp. 


790001(039 Notifies of status of rept on reactor cavity annulus seal. 
Host PlRl users remove ring during normal operation. Others 
store seal ring in raised position during normal operation. 
LAIHAQiO. Plant Systems Branch (Pre 7910301. 79/07/09. 7pp. 


7912310070 Ack 790031 Itrs endorsing BIcH generic rept BAH-1S64. 
**Integrated Control Sys Rallabillty Analysiii" b requests 
addl Info. 

REID>n.4f. Operating Reactors Branch 4. 79/11/07. 13pp. 


7912120190 Forwards sucusary of Teknekron Research. Inc study of licensee 
rogulatory psrforeance evaluation b Taknelron draft rept re 
operating reactors w/BbM nuclear steam supply sys. Requests 
commanis.H/o and. 

STELLOiV. Office of Inspection b Enforcement. Office of the 
Director. 79/11/DB. 2pp. 


7912100189 Discusses NRC 791101 msetlng w/representmt ives of HSSS 
vendors ft fuel suppliers re discussion of respective 
portions of ECCB evaluation nodale dealing w/fuel cladding 
swelling b Incidence of rupture. Vendor responses end. 
El^muT.D.e. Division of Operating Reactors. 79/11/09. 6Spp. 


— ^7912100295 Responds to NRC 791101 request re noncompliance of 
Uestinghousa ECCB evaluation model under requirement* 
of lOCFftOO App K. Evaluation of three fuel rod aadmls 
indicates no safety prat lent for Hestlnghouse plants. 
MIDERSON. T. H. Uestinghouie Electric Carp. 79/11/02. 4pp. 


— ^7912100330 Rasponds to NRC 791101 request re ORM. cladding swatting b 
rupture data. Review of analytical models fc tests Indicates 
compliance w/i0CFR90 App K. All OE specs for calculated peak 
cladding teap remain unchanged. 

BUnWILZ. R. H. fieneral Electric Co. 79/12/07. 2pp. 
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■7913100407 Foruards response to NRC 791101 request re rod burst test 
date, Concludes that data properlg represented by fuel models 
used in vendor evaluation models t> that analyses demonstrate 
all criteria of 10CFR90, 46 satisfied. 

OHSLEYi 0. F. Exxon Nuclear Co. > Inc. (subs, of Exxon Corp. >. 
79/11/03. Spp. 


7913270399 Advises that excessive dountlme for remaining TMI Lessons 
Learned Task Force requirements during peak ulnter months is 
unnecessary. Sequential shutdoun of Units 2 & 3 in Fib uill 
be folloued by shutdown of Unit 1 by 600931, 

THIESiA.C. Duke Power Co. 79/13/17. 3pp. 


— 7912100496 Forwards addl info re evaluation of impact of NRC proposed 
rupturs/blockage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OUSLEYi 0. F. Exxon Nuclear Co. i Inc. (subs, of Exxon Corp. >. 
79/11/04. 2Bpp. 


7912270491 Reaffirms util commitment to safe operation of facility. 
Claims significant progress In meeting virtually all 
Category A items in NURE0-097a. 

THIE8.A.C. Duke Power Co. 79/13/17. 3pp. 


0. Inspection reports. IE Bulletins b correspondence 


7912160317 Forwards safety evaluation of propoeod changes to Tech Specs 
re 760113.0201 b 790S22 requests for amend to auxiliary 
electrical emergency power sys periodic testing. 

LAINAS.O. Plant Systems Branch. 79/11/13. 2pp. 


7912170211 Forwards. “Revision 1. Summary Rapt. Generic Response ta US 
NRC IE Bulletin 79-02. Base Plate/Concrete Expansion Anchor 
Bolts. ■' 

PARKER.H. □. Buka Power Co. 79/10/39. Ip. 


— 7912160324 Safety evaluation supporting proposed changes to Tech Specs 
re auxiliary electrical sys & emergency power sys 
survoillance periodic testing. 

* Office of Nuclear Reactor Regulation, 77/11/13. ^PP. 


7912120092 Summary of 791024 meeting w/BbH owners group re asynaatric 
LDCA loads evaluation. Evaluation of BbU plants to be 
completed by Jul 1960. 

K08FDRD. 8. B, Assistant Dlractor for Engineering Programs. 
79/11/20. 4pp. 


7912100478 Forwards. to all BbU opsrating plants except TMIrrequeat fop 
addl info re small break LDCA. Comments requested by 791203. 

REID.R.H, Operating Reactors Branch 4. 79/11/21. Spp. 


7912100416 Forwards concerns on control rod guide tube wear In BbW- 
designad facilities. to assist in planning survevillance 
program. Heating scheduled 791220 in Bethasda.ND to discuss 
proposed program. 

REID. R.H. Operating Reactors Branch 4. 79/11/23. 6pp. 

7912040399 Forwards rapt b errata sheet re power operated relief valve 
actuation U reactor trip frequancy, 

PARKER.U.O. Duka Power Co. 79/11/26. 24pp. 


7912040293 Forwards requests for rollef from requirements at ASHE 
Boiler (i Pressure Vessel Coda Section Xl.due to 
Inpracticality of performing hydrostatic testing of portions 
of low pressure sve water, chemical addition b nitrogen sye. 
PARKER.K.O. Duke Power Co. 79/11/27. Bpp. 


7912040419 Forwards correct commitment dates to 79112i response to 
NURE(}-097B. 

PARKER.U.O. Duke Power Co. 79/11/27. 4pp. 


7912110131 Denies 791113 request for extension of time In which to file 
upgraded emergency plan. Rapt due SOOIOI. 

REID.R.H. Qperotlng Reactors Branch 4. 79/11/27. 2pp. 


7912040916 Forwards proposed Toch Spec revision, supplementing 
790929 submittal re operability requirements of emergency 
feedwater sys. 

PARKER.U.O. Duke Power Co. 79/11/2B. Ip. 


—7912040910 Proposed Tech Spec rovislon re emergency fesduater eye. 
» Duka Power Co. 79/11/26. 9pp. 


7912060902 Rsquests addl time to rasponil to NRC 791121 ttr re small 
break LOCA. Info re mechanical effects of induced elug flow 
on steam generator tubes will be provided by 800219, Pump 
soa! coaling Info will be submitted by 791331. 

PARKER.U.O. Duke Power Co. 79/12/03. Ip. 


7912120434 Notifies that response to NRC 790821 Itr re Item 7~1A. 
benchmark analysis of sequential auxiliary feedwater flow to 
steam generators following lots of main feedwater will bo 
provided by 791221. 

PARKER.U.O. Duke Power Co. 79/12/03. Ip. 


7912190776 Forwards draft Itr to all licensees re diesal generator fuel 
el! QA requirements. 

EI8ENK0T. D. 0, Divlclon of Operating Reactors. 79/12/11. Epp. 


7912270266 Provides status of NURE0-097S Category A Itoms which will 
net be implemented prior to 800101. Unit i currently In 
shutdown for refueling. A1 1 required Items for Unit I will be' 
eonpletad before startup anticipated in early Feb 1980. 

PARKER.U.O. Duke Power Co. 79/12/17. ,2pp. 


—7912170222 "Revision 1. Summary Rept. Oanerlc Response to US NRC IE 
Bulletin 79-02. Base Plate/Concrete Expansion Anchor Dolts. " 

• Duke Power Co. TR-3901-1. 79/OS/30. 7pp. 


7912200344 Forwards waste packaging Insp Rept 79-02A on 790923-26. No 
none onpl lance noted. 

SUTHERLAND. U. T. Region 2. Atlanta. Fuel Facility b Materials 

Safety Branch. 79/11/07. 2pp. 


—7912200399 Uaste pockaging Insp Rept 79-02A. No noncompliance noted. 
Major areas inspected: shipping paper b DOT placarding 
requlremants.radlation levels. removab le contamination. DOT b 
NRC package features. 

BROUNjR.A. Region 2i Atlanta. Office of the Director. 79/11/06. 
6pp. 


7912060128 Forwards IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 
O'REILLY. J. P. Roglon 3. Atlanta. Office of the Director. 
79/11/09. Spp, 


7912060S49 Forwards response to Item 9 of IE Bulletin 79-Ogc re small 
break operating guldel ines. Forwards "Analysis Summary in 
Support Of Inadequate Core Coaling Guldulines for Loss of 
RC8 Inventory." U/o end. 

PARKER.U.O. Duke Power Co. 79/il/O?. Ip. 


7912100154 Ack receipt of 79110Q Itr in response to NRC 790607 Itr re 
Itene designated as C b D. Corrective actions will be 
examined during future insp. 

LEHIB.R. C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/11/16. Ip. 


—7912100169 Rasponds to NRC 790607 Itr re violations noted in IE Insp 
Repti 90-269/79-10,90-270/79-10 b 30-287/79-10. Corrective 
actions: plans to amend OA program topical rept to reflect 
present mode of operation. 

PARK0!.U. 0. Duke Power Co. 79/11/08. Ip. 


7912100169 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elomants Due to Pipe Support Loads. " No response required. 

O'REIU-Y. J. P. Region 3. Atlant.x, Office of the Director. 
79/11/16. Ip. 


7912110949 Forwards IE Info Notice 79-29. "Lots of Nonsafety-Re lated 
Reactor Coolant Sys Instrumentation During Operation." No 
specific ectlon or response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/11/16. 2pp. 


791217012? Responds to IE Bulletin 79-01. "Environ Qualification of 
Class IE Equipment." Anticipates Unit 1 b 3 motar operators 
will be changed out during first cold shutdown after 800129. 
P/«KER,U.O. Duke Power Co. 79/11/16. Ip. 


7912060607 Forwards IE Circular 79-24, "Proper Installation b Calibr of 
Cars Spray Pipe Break Detection Equipment on UURs, ” No 
rtsponoe required, 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110134 Forwards IE Circular 79-12, "Motor Starters b Contactors 
Failed to Operate." No response required. 

O'REILLY, J. P, Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


7912040434 Forwarde requests for relief from Inservice insp 
requirements of ASHE Boiler b Pressure Code.Sactlon XI due 
to Inpracticality of parforining volumetric examinations on 
welds in sevsral sys. 

P(^ER.U.O. Duka Power Co. 79/11/27. 29pp. 
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79iai‘?0790 R&spords to IE OuJletin 79-17- Rev i a 1 on 1 re stagivant bopated 
water avt. Eiami net ion of nornallij Inacceaatble portions of 
Unit 1 for pipe cracls to be conducted during current 
reFuellng outage. 

PARKER. M-O. Duke Power Co. 79/ll^aQ. Ip. 


7912280377 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
RfrsponsB Spectra.” No written response required. 

O'REILLY. J.P. Region a. Atlanta. Office of the Director. 
79/12/13. 2pp. 


791219030* Forwards IE Bulletin 79-37. "Loss of Non-Claas IE 
Instrumentation 2. Control Pouar Sgs Dus During Operation. " 
Written response required 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/30, Ip. 


7912280129 Forwards IE Circular 79-29. "Shock Arrestor Strut Assembly 
Interference." No written response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/12/20. 4pp. 


R. Periodic operating reports 2< related correspondence 


7912140348 Provides supplemental info to 790024 response to IE Bulletin 
79-OSC. "Nuclear Incident at TMI - Suppl." re revision of 
emergoncy proteduros requiring trip of reactor coolant poops 
upon reactor trip 

PARKERiH.O. Duke Power Co. 79/12/0*. 2pp. 


79I22Q0017 Updatei 790914 response to IE Bulletin 79-21. "Temp Effects 
on LbvdI Neasurements. " Completion date of Item 4 chsnged 
to no later than BOOIOI. 

PARKER.U.O. Duka Power Co. 79/12/06. ip. 


79121B037S Forwards monthly operating rapts for Nov 1979. 
PARKER. W.O. Duka Power Co. 79/12/14. tp. 

—7912180384 Monthly operating ropts for Nov 1979. 
REAVIB.J.A. Duke Power Co. 79/12/14. 16pp. 

S. Raportable occurrences. LERs (c related correspondence 


7912310293 Forwards IE Info Notice 79-30. "Reporting of Defects t 
Noncompllances. lOCFfi21. " No action required. 

□ 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/06- Spp- 


7912040474 Responds to NRC 790921 Itr transmitting NRC 790626 Ur ra 
aultlple equipment failures Si surveillance testing errors. 
Dlacusses review of events described in NRC 790926 Ur, 

Esletlng procedures l< policies address concerns. 

PARKER.M.O. Outs Power Co. 79/12/04. 2pp. 


79I22Q0026 Forwards IE Bulletin 79-29. "Possible Halfunetlon of Noaco 
Kodet EA180 Limit Switches at Elevated Tamps." Action 
required. 

□ 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 

79/12/07. 2pp- 


791231000S Forwards third response to IE Bulletin 79-02, Rsvtsion 2.TU 
pipe support base plate designs. Dase plate fleciblltty li> 
calculation of expansion anchor bolt loads accounted for 
by conservative hand calculation method. 

PARKER, U.O. Duke Power Co. 79/12/07. 25pp- 


7912310022 Forwards updates to 791029 L 1106 responses to IE Bulletin 
79-14, "Seismic Analysis for As-Duiit Safety-Related Piping 
Sys. " Provides summary of seismic Input noneonformances 
through 791126. 

PARKER.M.O. Duke Power Co. 79/12/07. 11pp. 


791221007S Ack receipt of IE Insp Bepts 50-269/79-28. 80-270/79-26 l> 
SO-207/79-2B on 791024-26. Ns proprietary info. 

PARKER. V).0. Duke Power Co. 79/12/10. Ip. 


—7918040476 Forwards RD-269/77-21. 

PARKER.H- □. Duke Power Co. 77/07/13. Ip. 


•7912040479 aa-269/77-21 ; on 770620. during Isolation of train A of 
penetration mom ventilation to replace carbon filters, train 
A was Inadvertantly togged out, resulting in filter change 
In train B instead of A. Caused by personnel error. 

* Duke Power Co. 77/07/13. 2pp. 


7918120294 Notifies of failure to retain instructions to onerglio both 
4160 volt standy buses u/Lee combustion turbine when Unit 2 
teas in tvc. Caused by inadequate revision to operating 
procedure for 100 kV power supply on 791130. 

PARKER.U.a. Duke Power Co. 79/12/03. Ip. 


7918130411 HC:on 791 126-30, onl y one standby bus had bain energised by 
Lee Station gas turbine, alth ough Tech Specs rsqulre both 
standby buses be energiied during hydro outage. Caused by 
Inadequately ravised procedures. 

PARKERiU.O. Duke Power Co. 79/12/10. 2pp. 


—7912210080 Forwards IE Insp Kepts 50-269/79-28,30-270/79-26 C, 
50-287/79-28 on 791024-26. Ho noncampl 1 anco noted. 

SUTHERLAND. J. T. Region 2. Atlanta, Fuel Facility {.Haterlats 

Safety Branch. 79/11/15. 2pp. 


—7912210080 IE Insp Repts 50-269/79-20.50-270/79-26 6 50-207/79-20 an 
791024-26. No n oncomp 1 lance noted. Major areas Inspected : App D 
Tech Specs annual reporting requirements & review of 
nonroutlne reports 6 LERs. 

ClfNNINOHAH. A. L. Region 2. Atlanta. Office of the Director. 
tlUFHAH.J.M. Region 2. Atlanta. Fuel Facility t Materials Safety 

Branch. 79/11/14. 3pp. 


7912210227 Ack receipt of 791109 & 30 Itrs Informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-269/79-24. 
50-270/79-22 6 30-207/79-24. 

KENHA.U.D, Region 2, Atlanta. Safeguards Branch. 79/12/11. Ip. 


—7912210230 Provides addl Info to 791109 response to NRC 790927 
Ur re violations noted in IE Insp Repts 50-369/79-24, 
50-270/79-22 I. 50-287/79-24. Oe ta i i s withheld 
(ref 10CFB2.790). 

PARKER, If. □. Duke Power Co. 79/11/30. Ip. 


—7912210248 Responds to NRC 790927 Ur re violations noted in IE Insp 
Repts 50-269/79-24,50-270/79-22 *1 50-287/79-24. Deta Us 
withheld (ref i0CFR2.790). 

PARKER.M.O. Duke Power Co. 79/11/09. Ip. 


— 7912210263 Forwardi IE Insp Repts 50-269/79-24. 50-270/79-23 t> 
30-207/79-24 on 790021-24 & 0905-07. No tl ce of Violation 
withheld (ref 10CFR2.790). 

I HENNA, M.D. Region 2. Atlanta, Safeguards Branch. 79/09/87. 

2pp. 


—7912210203 IE Imp Repts 30-269/79-24,50-270/79-22 fc 50-207/79-24 on 
790021-24 & 0905-07. Major arias inspectad: security 
organliatlon L physical barr 1 ers. Da tai 1 s withheld 
(ref 10CFn2. 790). 

OREfD.E.i JOHN.U.N. Raglon'2, Atlanta, Office of the Director. 
'U'" I.C. NRC Regional Offices. 79/09/27. Ip. 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency 6 fire protection plans 


7009890053 Summary of fire protactlon appeal meeting on 700414. 
Heating inconclusive, so official summary not prepared, 
E1RKEL,R. Light Hater Reactors Drench 2. 78/09/26. 2pp. 


7918300022 Discusses NRC 791109 meeting re emergency preparedness team 
review objactivas, Provides guidance for improving licensee 
•Mergency prtparedness ti assuring capability of offsite 
agendas to take appropriate emergency actions. 

0ltIfE8,D.K. Emergency Preparodnost Task Force. 79/11/23. 30pp. 


0. Adjudicatory correspondence 


7918110030 Confirms receipt of end 790339 petition to suspend OLs for 
all PURs. Forwards FR notice indicating that petition will be 
treated In accordance W/10CFR3. 206. 

DENTaN,H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7918110126 notice of request for action pursuant to 10CFR2, 206 re 
Environ Coalitian on Nuclear Power 790329 petition 
requesting suspension of all OLs for PURs. 

MULLER, D.ft. Office of Nuclear Reactor Regulation. 79/11/23. 
3Bpp. 


I. Financial information 


7918370577 Forwards duplicate copies of util 790321 guarantee of 
retrospective premiume, in response to NRC 791810 request. 
HHITLEViRO. Duke Power Co. 79/12/20. Ip. 


— 791S270HS Requests approved guarantee of payment of deferred premiums 
fop 1979. 

BALTZMANjU. Antitrust tc Indemnity Orbup. 79/12/10. ip. 
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J. Iniurance & indatnnitg information 


7B09190380 Infarmi rtclplant of Duke Power Co 780705 
(tatton Indemnity Agreement 0-44 to permit receipt 
possession of 4 fuel assemblies from Crystal River 
.facility. 

FAIRTILE. M. B. Operating Reactors Branch 4 (Pr# 

70/09/14. 3pp. 


request to modify 

b 

3 

7906S5>. 


7912100470 Foreiardsi to all DbW operating 
addi info re small break LOCA. Comments 
REID>R. H. Operating Reactors Drench 


plants ajicept IMl. request 
requested by 791203. 

4. 79/11/21. 3pp. 


for 


791210041^ Forwards concerns on control rod guide tube uaar in BbW- 
designed f aci 1 1 1 i es. t o assist in planning survevi llanc e 
oroaram. Meeting scheduled 791220 in nethesda.MD to discuss 


program, 
proposed program. 
REID.R.H. Operating Re 


ictors Branch 4. 79/11/23. i>pp. 


P. Operating license stage documents b correspondence 


7009270093 Comments on seismically induced floods at Oconee plants. 
Investigates potential failure of Jocaisee Dam in relation 
to sqfety of units. Question is being addressad by 
Oeosclences Branch. 

KOLMANiL. 0. Hydrology Meteorology Branch. 70/09/33. Ip. 


— 7009270104 Responds to 760115 memo re recent earthquake activity In 
vicinity of Joeatsie Dam. D1 scussit bases of seismically 
Induced flood analysis for facility DL. Reactor area could be 
vulnerable to floodlngibut detailed info unavailable, 

HULHANi L. 0. Hydrology Meteorology Branch. 76/01/30. Ip. 


7911090340 "0umtnary of Oparatlng Eiperlence H/Rec Irculating Steam 
Oeneratore. " 

EISENHUTi D. 0. Division of Operating Reactors. NUREO'0323. 
79/01/31. B9pp. 


7912040395 Forwards rept b errata sheet re power operated relief valve 
actuation b reactor trip frequency. 

PARKERrU.O. Duke Pobier Co. 79/11/36. 34pp. 

7912040293 Forwards requests for relief from requirements of ASME 
Boiler b Pressure Vessel Code Section XI. due to 
iiDpractlcall ty of performirig hydrostatic testing of portioris 
of low pressure sve ua ter. chemlca 1 addition b nitrogen sys. 

PfWKER.H.O. Duke Power Co. 79/11/37, Dpp. 

7912040413 Forwards correct comml tment dates to 791121 response to 
NUREO-OS7S. 

PARKERiM.O. Duke Power Co. 79/11/37. 4pp. 

7712110131 Denies 791113 request for estenslon of time in which to file 
upgraded emergency plan. Rept due 300101, 

HElDiR.U. Operating Reactors Branch 4. 79/11/37. 2pp. 


7912310070 Ack 790331 Itrs endorsing DbW generic rept BAtr-lS64> 
“Integrated Control Sys Reliability Analysis." b requests 
addl info. 

RElDtR.W. Operating Reactors Branch 4, 79/11/Q7. topp- 


7912130190 Forwards summary of Taknekron Research. Inc study of licaneee 
regulatory performance evaluation b Teknekron draft rept re 
operating reactors u/BbU nuclaar steam supply sys, Requests 
comments, U/o end. 

3TEL1.0.V. Office of Inspection b Enforcement. Office of the 
Director. 79/11/OB. 3pp. 


7912100109 Discusses NRC 791101 meeting w/representatives of NSSS 
vendors b fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing w/fuel cladding 
suielllng b incidence of rupture. Vendor responses and. 

EI8ENHUT. D. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


--7913100S35 Responds to NRC 791101 request re noncompliance of 
Uastinghouse ECCB evaluation model under requirements 
pf iOCFRSO App K. Evaluation of three fuel rod models 
Indicates no safety problems for Uestlnghousa plants. 
AMDERSDN.T.M, Wostinghouse Electric Corp. 79/11/02- App. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding awBlllng fc 
rupture data. Review of analytical modela b tests indicates 
compliance w/lOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ. R. H, General Electric Co. 79/13/07. 3pp. 


7712040516 Forwards proposed Tech Epee revi s i on* s upp 1 ement ing 
79052S submittal re operability requirements of emergency 
feedwater sys. 

PARMERiH.D. Duke Power Co. 79/1 1/2B. Ip. 


_- 79 IS{}qo 51 Q Proposed Tech Spec revision re emergency feedwater sys. 
* Duke Power Co. 79/1 1/2B. 7pp. 


7912060502 Requests addl time to respond to NRC 791121 Hr re small 
break UJCA. Info re mechanical efFects of Induced slug flow 
on steam generator tubes will bo provided by 00021 5, Pump 
seal cooling info will be submitted by 791231. 

PARKQi>M.D. Duka Power Co. 79/12/03. Ip. 


7712120434 Notifies that reaponae to NRC 790021 Itr re Item 7-lA. 
benchmark analysis of sequential auiillary feedwater flow to 
steam generators following loss of main feedwater will be 
provided by 791221. 

PARKER. W.D Duke Power Co. 79/12/03 ip. 


79121B0I60 Forwards proposed revision to Tech Specs to eitond Cycle 4 
to no more than 333 +/-10 effective full power day s, Forward s 
Class HI amend fcc.W/o oncl fee. 

PARKER. H.O. Duke Power Co. 79/12/13. 2pp. 


— 7912100163 Proposed revision to Tech Specs to extend Cycle 4 to no 
■ore than 393 +/-10 effective full power days. 

* Duke Power Co. 79/12/13. 7pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly rtpresentad by fuel models 
used In vendor evaluation models b that analyses demonstrata 
all criteria of IOCFRSO. 46 satisfied. 

OHSLEY.O.F. Exxon Nuclear Co.. Inc. iiubs. of Exxon Corp.). 
79/11/02. 3pp. 


— 7912100436 Forwards addl Info re evaluation ef impact of MIC proposed 
rup ture/b loc kage model used in vendor evaluation modal. 

No adverse impact from new rupture burst data or usa of NRC 
ruptura/blockage model on licensing calculation results. 

DHSLEY.O.F. Exxon Nuclear Co.. Inc. isubs. of Exxon Corp.). 
79/11/04. 32pp. 


7912iB0317 Forwards safety evaluation of proposed changes bo Tech Specs 
re 780112.0201 b 790B23 requests for amend to auxiliary 
electrical emergency power sys periodic testing. 

LAINAE.G. Plant Systems Branch. 79/11/13. Spp. ’ 


— 7912180334 Safety evaluation supporting proposed changes to Tech Specs 
re auxiliary electrical sys b emergency power sys 
survilllancc periodic testing. 

• Office of Nuclear Reactor Regulation. 79/11/13. App. 


7912120092 Summary of 791024 maeting w/BbH owners group ri ssymndtrlC 
LOCA loads svaluation. Evaluation of BbH plants to be 
completed by Jul 1980. 

H08FORD.B.B. Assistant Director for Engineering Programs. 
79/11/30. 4pp. 


7912270266 Provides status of NLRE0'-O378 Category A items which will 
not be implemented prior to 800101 . Unit 1 currently In 
shutdown far ref ue 1 ing . A1 1 required Itons far Unit 1 will be 
completed before startup anticipated in early Feb 1980. 

PARKER. W.O. Duke Power Co. 79/12/17. 2pp. 


7912270399 Advises that excessive dountJnie for remaining TKI Lessnno 
Learned Task Force req.ulrements during peak winter months is 
unnecessary. Bequentlel shutdown of Units 2 h 3 in Feb will 
be follouad'by shutdown of Unit 1 by D00S31. 

THTE8.A.C. Duke Power Co 79/12/17. 3pp- 


79122704S1 Reaffirms util commitment to safo operation of facility. 
Cbalms significant progress in meeting virtually all 
Category A i tarns in NURE0-057e. 

ITilEa.A.C. Duke Power Co. 79/12/17. 3pp. 


Q. Inspection reports. IE Bulletins b correspondence 


7912170211 Forwards. "Revision {.Summary Rept. Generic Response to UE 
tffiC IE Bulletin 79-02. Base P 1 ate/Cnncret e Expansion Anchor 
Bolts. “ 

PMtKER.M.a. Duke Pouter Co. 79/10/29. Ip. 


"7913170232 “Revision k. Summary Rept.Generic Response to U8 NRC IE 
Bulletin 79-03. Base P 1 ate/Conc re to Expansion Anchor Dolts." 

* Duke Power Co. Tn-3S01-1. 79/08/30. 7pp. 
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79l2200-3i14 FoTuards waste packaging Insp Rapt 
noncompl iance noted. 

SUTHERLAND. J. T. Region 2. Atlanta. Fuel 

Safatig Branch. 79/11/07- 2pp 


79-OaA on 790925-34. No 
Facility & ffoterials 


7912310293 Feruards IE Inf 
Nancoopliantes. 10CFn21. " 
D'REILLVi J.P. Region 
79712/06. 9pp. 


o Notice 79-30. "Reporting of Defects (■ 
No action required. 

2, Atlanta. Office of the Director. 


79iaaOD395 Haste packaging Insp Rept 79-02A. No noneomp 1 i anee noted. 

Major areas inspec ted ; ahlpp 1 ng paper & DDT placarding 

requirements, radiation I evel s. removable c ontaminat Ion. DOT 4 

BRQWN?R*A** ^'^Region'a, Atlanta. Office of the Director. 79/11/06. 

6pp. 


791206012B Forwards 
Fuel Assemblies. " 
O'REILLY, J. P. 
79/11/09. 2pp. 


IE Info Notice 79-13A. "Attempted Damage to Neu 
No specific action or response required. 

Region 2, Atlanta. Office of the Director. 


7912200026 Fsruards IE Bulletin 79-20, "Possible Malfunction of Nameo 
rtadel EAIBO Limit Suiitches at Elevated Temps." Action 

O'HEIliV. J. P. Region 2, Atlanta, Office of the Director. 

79/12/07. 2pp. 


7912310009 Forwards third response to IE Bulletin 79-02. Revision 2. re 
fiioe support base plate designs. Base plate flexibility In 
calculation of expansion anchor bolt loads accounted for 
bq conseTVaClve hand calculation method. 

PARKERiW.D. Duke Power Co. 79/12/07. 29pp. 


7912060349 Forwards response to item 3 of IE Bulletin 79-09C re small 
break operating guidel 1 nes. Forward s "Analysts Suramsry in 
Support Df inadequate Core Cooling euldelines for Loss of 
RC5 Inventory." H/o end. 

PARKEfl.U.O. Duke Power Co. 79/11/09 Ip. 


791231002S Forwards updates to 
79-14. "Seleaic Analysis for 
Sqs. ” Provides summary of so 
through 791126. 

PARKER. H.O. Duke Power Co. 


791029 4 1106 responses to IE Bulletin 
As-Dullt Safety-Related Piping 
ismlc Input noneonformences 

79/12/07. llpp- 


7912100154 Ack receipt of 79J10B Itr in response to NRC 790607 Itr re 
items designated as C 4 D. Corrective actions will be 
eiamlned during future insp. 

LEWIS. R.C. Region 2. Atlanta. Reactor Operstioni Nuclear Support 

Branch. 79/11/16. Ip. 


7912100163 Responds to NRC 790607 Itr re violations noted in IE Inap 

flepts 50-269/79-10. 30-270/79-10 4 50-2B7/79-10, Corrective 
actions; plana to amend QA program topical rept to reflect 
present mode of operation. 

PARKER. W.O. Duke Power Co. 79/11/08, Ip. 


7912100169 Forwards IE Info Notice 79-29, "Overloading of Structural 
Element* Due to Pipe Support Loads." No response required. 
O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912210079 Ack receipt of IE Insp Repts 30-269/79-20,30-270/79-26 4 
30-287/79-20 on 791024-26. No proprietary info. 

PARKERiU.O. Duko Power Co. 79/12/10, Ip. 


"79I221OOB0 Forwards IE Insp Repts S0-269/79-2S. 50-270/79-26 4 

30-OT7/79-2B on 791024-36. No noncomp 1 ianee noted. . „ ^ , 

BWTHEfiLAND. J. T. Region 2. Atlanta. Fuel Facility 4 Materials 

daeaSu Branch. 79/11/13. 2pp. 


—7912210069 IE Insp Repts 50-269/79-29.50-270/79-26 4 50-287/79-20 on 
791024-26. No noncompl ianee noted. Major areas inspectad; App 0 
Tech epics annual reporting requirements 4 review of 
nonrouiine reports 4 LEfis, 

CUNNIN8MAM.A.1-. Region 2, Atlanta. Office of the Director. 
HUFHAHiJ.U. Region 2. Atlanta. Fuel Facility 4 Materials Bafely 

Branch. 79/11/14, 3pp. 


7912110845 Forwards IE Info Netlee 79-29, "Los* of Nonsafaty-Relatad 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

O'REILLY. J. P. Region 2> Atlanta, Office of the Director. 
79/11/16. 2pp. 

7912170127 Responds to IE Bulletin 79-01. "Environ Qualification of 
Class IE Equipment. " Anticipates Unit 14 3 motor aporatori 
will be changed out during first cold shutdown after 000129- 
PARKEfl.W.D. Duko Power Co. 79/11/16. Ip. 


7912210227 Ack receipt of 791109 4 30 Itrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-269/79-24. 
30-270/79-22 4 30-297/79-24. 

KENHA.U.B. Region 2. Atlanta, Safeguards Branch. 79/12/11. Ip. 


•7912210239 Provides addl info to 791109 response to NRC 790927 
Itr re violations noted in IE Insp Repts 30-269/79-24. 
30-270/79-22 4 50-237/79-24, Beta 11 s withheld 
(ref 10CFR2.790). 

PARHERiW.D. Duke Power Co. 79/11/30. Ip. 


7912060607 Forwards IE Circular 79-24. "Proper Installation 4 Calibr of 
Core Spray Pipe Break Detection Equipment on BWRb, " No 
response required. 

a'REILUY. J.P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110134 Forwards IE Circular 79-12. "Motor Starters 4 Centaeters 
Failed to Operate." No response required. 

O'REILLY. J- P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


79L221034B Responds to NRC 790927 Ur re violations noted In IE Insp 

Repts 30-269/79-24,30-270/79-22 4 30-287/79-24. Details 
ulthheld (ref 10CFR2.790>. 

PARKER.H.O. Duke Power Co. 79/11/09. Ip. 


7912210263 Forwards IE Insp Repts 30-269/79-24,50-270/79-23 4 

30-287/79-24 on 790921-24 4 0903-07. Notice of violation 
Withheld (ref 10CFR2. 790). 

Region 2, Atlanta, Bafeguards Branch. 79/09/27. 


app. 


7912040434 Forwards requests for relief from Iniervice Insp 
requirements of ASHE Boiler 4 Pressure Code, Sec t ion XI due 
to imprecticallty of performing volumetric examinations an 
welds In several sys. 

PARKER.H.O, Duka Power Co. 79/11/27. 2Spp. 


—7912210203 IE Insp Repts 30-269/79-24.30-270/79-22 4 30-207/79-24 on 
790321-24 4 0705-07. Major areas Inspected: security 
organisation 4 physical barriers. Details withheld 
(reP 10CFR2. 790). . 

HQtKEiO.E. > ODHN.W, N. Region 2. Atlanta, Office of the Director, 
KDHELL.a/. C. NRC Regional Offices. 79/09/27. ip. 


7912190790 Responds to IE Bulletin 79-17, Revl slon 1 re stagnant borated 
water sys. Examination of normally Inaccessible portions of 
Unit 1 for pipe cracks to be conducted during current 
refueling outage. 

PARKER.H.O. Duke Power Co. 79/11/29, Ip. 


7912280377 Forwards IE InPo Notice 79-31, "Use of Incorrect Amplified 
Reaponaa Spectra." No written response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/12/13. 2pp. 


7912190386 Forwards IE Bulletin 79-27, "Loss of Nnn-Class IE 
Inatrunentatlon 4 Control Power Bys Bus During Operation." 

Uritten response required, 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/11/30. !p. 

791214034B Provides supplemental info to 790024 risponse to IE Bulletin 
79-03C, "Nuclear Incident at TMI - Suppl." re revision of 
snergency procedures requiring trip of reactor coolant pumps 
upon reactor trip. 

PARKER, H.O. Duke Power Co. 79/12/06. 2pp. 


7912290017 Updates 790914 response to IE Bulletin 79-21. "Temp Effecti 
on Level Measurements." Completion data of Item 4 changed 
to no later than 600101. 

PARKER.H.O. Duke Power Co. 79/12/06. ip. 


791»a0l29 Foruardi IE Circular 79-23. "Shock Arrestor Strut Assembly 
Interference." No written response required. 

□ 'REILLY. J.P. Region 2. Atlanta, Offlct of the Director. 
77/12/80. 4pp. 

R. Parlsdie operating reports 4 related correspondence 


791218(»75 Forwards monthly operating repts for Nov 1979. 
PARKERiN.O. Duke Power Co. 79/12/14. Ip. 


— 79181B0394 Monthly operating rept# for Nov 1979. 
REAVIS.J.A. Duki Power Co. 79/12/14. 16pp. 
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S. Repertalila occurranccs> LERi b ralated carraapondance 


7913060993 i>t«]-II-77-0}6: on 791029. iuadiate action Itr iaauod 
ra^ulTlng invaatigatien of LPI8 lapairaant b failure of 
parsonnal to notice incorrect control board indicationa. 

Seeclal audit to he conducted by util. 

DYER.J.A. Region 2. Atlanta. Offica of tha Dlractor. 79/10/36. 
17 . 


7912040474 Responds to mc 790921 Itr transnitting NRC 790626 Itr re 
Bultlple e^uipnant failures b surveillance testing errors. 
Diocusaas ravleu of events described in NRC 790926 Itr. 

Ealsting procedures b policies addrosa concerns. 

PARKER. U.O. Dube Power Co. 79/12/04. 2pp. 


7913120294 Notifies of failure to retain instructions to energise both 
4160 volt standg busaa u/Lee coabustion turbine when Unit 2 
leas in ave. Caused bg inadequate revision to operating 
procedur# for iOO kV power supply on 791130. 

PARKER. U.O. Duke Power Co. 79/12/09. Ip. 


7912k30411 RD:on 791126-30. only one standby bus had been energltad by 
Lae Station gas turbina.although Tscb Specs require both 
standby buses ba anarglxed during hydro outage. Caused by 
inadequately revised procedures. 

PARKER.H.a. Duke Power Co. 79/12/10. 2pp. 


7912370903 Forwards L£R 79-^9/OlT-O. 

PARHER.H.O. Duka Power Co. 79/12/31. 3pp. 


•7913370909 LER 79-009/01T-0; on 791209. during annual waint of enginearad 
safeguard valves. HPl suction valves frow borated water 
storage tank rendared inoperable. Caused by inadvertent 
rauval b cleaning of iiwit switch assBabliaa. 

LEWI8.8. R. Duka Powar Co. 79/12/21. ip. 


7912280497 Adviaaa that RO-270/79-B will be aubnitted by 000107. 
Invastigation of accldant involving raactor bldg panatratlon 
Inoparabllity la undarway. 

PMtKER.U.O. Duke Power Co. 79/12/21. ip. 


DOCKET 90-271 VERHDNT YANKEE NUCLEAR POWER STATION 


F. BocuTity. werilcal. energoncy b fire protection plana 


7912200022 Diacuasea MIC 791109 wasting re awergancy praparedncas taaw 
review objectives. Provide! guidance for inproving licensee 
eawirgency praparadnaaa b assuring capability of offsito 
wganclea to take appropriate awargency actions. 

ORlfEBiB.K. Eaergancy Praparadnasa Task Force. 79/1,1/23. 3Dpp. 


P. Operating ilcanae stage docuwanta b corraspondanca 


7912100413 Diacusaas NRC concern ra containwant purging b venting 
during norauil oparatlon. Includes llcansae override of 
safety actuation laolation aignala to containwant isolation 
vwlvaa b valvo ability to shut w/o degrading containwant. 
SCHHENCER. A. Operating Reactors Branch 1. 79/10/09. Spp. 


7912090279 Forwards Aewnd 99 to Liconse DPR-38 safety evaluation b 
nwticB ef issuance b availability. 

tPPOLITDiT. A. Oparatlng Raactore Branch 3. 79/t0/22. Spp. 


— 7912090292 Awand 99 te Lleenae DPR-38. changing Tech Specs to 
incorporato liaiting conditions for cycle 7 operation h 
avrvaillaneo roquirewonts associated w/eontrol rod hydraulic 
return line ieolation valvee. 

IPPOLITD.T.A. Operating Reactora Branch 3. 79/10/26. 7pp. 


•7913090300 Satetg evaluation supporting Awond 99 to Licanao l)PR-26. 
• Office of Nwcloar Reactor Ragulatlen. 79/10/26. 7pp. 


— 7913090307 Notice of leauanco of Awond 99 to Liconse DPR-28. 

IPPOLITD. T.'A. fhparatlng Reactors Branch 3. 79/10/26. 3pp. 


7913100189 DlacuBBBa MIC 791101 aeating w/rapraaantatlvaa of NSSS 
vonriora b fuel suppliers re discussion of raspactiva 
portions of ECC8 evaluation wodole dealing w/fual cladding 
SHwlllng b incidence of ruptura. Vendor raaponaao end. 

EIBEMWr. D. 0. Division of Oparatlng Reactors. 79/11/09. 69pp. 


—7913100299 Reaponris to MIC 791101 raquost ra noncowpllanca of 
Waatlnthsuaa ECCB evaluation wodol under roquirewonts 
wf 10CFR90 App ILEvaluatlon of throe . fuel rod aiodals 
Indicates no safety prohleas for Waatinghouse plants. 
ANDERSON. T. N. Mestinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding suielling b 
rupture data. Review of analytical models b tests indicates 
conpllance u/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ. R. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data proparly representsd by fuel models 
used In vendor evaluation models b that analyses deoenstrate 
all criteria of 10CFR90, 46 satisfied. 

OfBLEY.O.F. Exon Nuclear Co. . Inc. (subs, of Esson Corp. ) . 
79/tl/02. Spp. 


— 79121004S6 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse iapact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OWSLEV.O.F. Elion Nuclear Co.. Inc. (subs, of Eiion Corp.l. 
79/11/04. 22pp. 


7912130018 Reports faulty overcurrent trip devices in Uestinghouse 
DB 30 circuit breakers. End cap replacement b calibr schedule 
for nasi outage of sufficient duration. 

MOODY. D.E. Vermont Yankee Nuclear Power Carp. 79/11/13. Ip. 


7912190X23 Reconwends rejection of licensee proposad changes to Tech 
Space due to insufficient data, Licensee failed to provide 
addl info raquestid by NRC. 

LAINAS.O. Plant Bystaws Branch, 79/11/19, 2pp. 


7912070087 Notification of 791211 meeting u/util b OE In Dsthaada.MD to 
dlacwas fuel parforwanca. 

R00f£YiV.L. Operating Reactors Branch 3. 79/11/27. 3pp. 


7912180238 Act recaipt of NRC 791016 Itr re violation of Ocneral Design 
Criteria 17. Proposed alternative second level of 
undervoltage protection based on detection. alarm b operator 
Bcttan. 

MOODY. D. E. Verwont Yankee Nuclear Power Corp. 79/12/06. 7pp. 


7912130993 Forwards proprietary slides for 791211 waetlng w/NflC re 
facility Reload 3 fuel b water rod wear. Aff idavl t for 
withholding propriatary info encl.Blldes withheld 
<raf 10CFR2. 790). Copy end for Central Files only. 

CARNLEV.J.8. General Electric Co. 79/12/11. 9pp. 


7912170310 Requests that 791130 Itr be placed on docket as response to 
NRC 791002 b 30 ttrs re acceptance criteria for Mark I 
containment program. 

ailTH.R.L. Vermont Yankee Nuclear Power Corp. 79/12/13. 2pp. 


7912310341 Advises that BOOiOl date for compliance U/NUREO-097B not 
feasible. Equipment delivery. design review, safety evaluation 
b flutaga schedule will’ result in completion during uk of 
600216 . Schedule b Itr re requested outage end. 

HOODY.D.E. Vermont Yankee Nudear Power Corp. 79/12/14. 6pp. 


7912310921 Responds to NRG 791114 itr rt mod b rssubnlssion of generic 
pnaltions on TMI Lessons Learned Task Force laiplementatlon. 

BNR relief b safety valves sipacted to eiperience liquid fa 
two-phase flow under high b low pressure conditiona. 

KEENAN. T.D. Babcock b Hilcoi Operating Plants Owners Group. 
79/13/14. 2pp. 


0. Inspection reports. IE Bulletins b correspondence 


7912030080 Ack receipt of 791009 Itr informing NRC of steps tekan to 
correct violation noted in IE Insp Rapt 90-271/79—10. 
miTH.O.R Rtgion 1. Philadelphia. Fuel Facility b Materials 
Safety Branch. 79/10/24. Ip. 


— 7912030086 Responds to NRC 790913 Itr rs violation noted in IE Insp 
Rapt 90-271/79-10. Corrective actlon:itack gas samplas will 
he analyied every 96-h. 

MOODVi D. E. Vermont Yankee Nudear Pewir Corp. 79/10/09. 2pp. 


—7912030089 Forwards IE Insp Rapt SO-271/79-10 on 790710-13 b notice of 
violation. 

8HITH.6.H. Region 1. Philadelphia. Fuel Facility b Materials 
Safety Branch. 79/09/13. 2pp. 


—7912030092 Notice of violation from insp on 790710-13. 

a Region 1. Phlladolphia. Office of the Diroctor. 79/09/11. 
If. 


— 7912030096 IE Insp Rept 90-271/79-10 on 790710-13. Noneomplience noted; 
failure to sample stack gas at raqulred frequency. 

THONUa.L.H. Region 1. Phlledelphle. Office of the Director. 

STOHR.xi.P. Region 1. Philadelphia. Fuat Facility b Katarlals 

Safety Branch. 79/09/11. 7pp. 
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^‘JiaiTOS&a Responds to IE aulletin 79-02, fievts ion l.Buppl i.racilltif 
continues progrens on anchor bolt replacement. 

HDODV.D.E. Vermont Yankee Nuclear Pokier Corp. 79/10/29. 3pp. 


7912140360 Responds to IE Bulletin 79-24, "Froien Lines." Adequate 
measures already taken to assure that safety-related 
pToc Bss> Instrument 6 sampling lines do not freeie. 

HQODYiD. E. Vermont Yankee rfuciear Pouer Carp. 79/10/30. ip. 


7912100270 Forwards IE Inep Kept 50-271/79-16 on 791016-i9.KD 
■noncoiiip 1 lance noted. 

BRUNNER. E.J. Region 1. P h i lad e I ph ia. Reactor Operations Nuclear 

Support Branch- 79/10/31. 2pp. 


—7912120274 IE Insp Rept 50-271/7?-16 on 79l01*-19.No nonconplUnce 
noted. Major areas inspect ed : survel 1 lance callbr of safety- 
related romponents t equipment required by Tech Specs. 

ZIMMERMAN. R. P. Region 1, Philadelphia. Office of the Olrectar. 
KISTER.H.Q. Region I. Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/10/30. Bpp. 


7912130433 Responds to IE Bulletin 79-11. "Faulty Overcurrent Trip 
Device In Circuit Brealers for Engineered Safety Sys. * End 
caps not changed ti battery tie breakers not tested or calibr 
due to special test equipment failure. 

MOODV.D-E, Vermont Yankee Nuclear Power Corp. 79/11/13. Ip. 


7912050065 Forwards IE Circular 79-22. "Stroke Tines for Poubp Operated 
Relief Valves." No response required. 

ORIER.B.H. Region 1. Phi ladelph ia. Office of the Director. 

79/11/16. Ip. 


79I20S0309 Forwards IE Info Notice 79-37. "Steam Oenerator Tube 
Ruptures at Two PNR Plants." No response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912100156 Forwards IE Info Notice 79-22. ‘'Overloading of Structural 
Elements Due to Pipe Support loads. " No response requlrod. 
ORIER.B.H. Region 1, Ph i lad e Iph ia . Office of the Director. 
79/11/16. Ip 


7912110427 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Relatad 
Reactor Coolant Sgs Instrumentation During Operation." No 
specific action or rosponse required. 

ORIER.B.H. Rogton 1. Philade 1 phia. Office of the Director. 
79/11/19. Ip 


7912D5D333 Forwards IE Dulletin 79-26. "Boron Loss From BUR Control 
Blades." Response required. 

GRIERtB.H. Region 1. Phi lade Iphla. Office of the Director. 
79/11/20, Ip. 


79I206D399 Forwards IE Circular 77-24. "Proper InetallatlDn 6 Catibr of 
Core Spray Pipe Creak Detection Equipment on OMRs.'* No 
response required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 

79/11/26. Ip. 


7912110094 Forwards IE Circular 79-23. "Ilotor Starters & Contactors 
Failed to Operate. " No response required. 

GRIER. B.H. Region 1. Philadelphia, affice of the Director. 
79/11/26. Ip. 


791219009S Forwards IE Dulletin 79-27. "Loss of Non-Class IE 
InstTumanta 1 1 on (. Control Power Sys Dus During Dper.itlon. " 
Written response required. 

ORIER.B.H. Region 1. Ph i lade 1 p h la. Office of the Director. 
79/iI/30. Ip. 


7912310253 Forwards IE Info Notice 79-30. "Reporting of Defects te 
Nonconpliances. iOCFR21. " No action required. 

GRIER, B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 


7912190770 Forwards IE Dulletin 79-20. "Possible Kalfunctlon oP Nanco 
Model EAISD Limit Switches at Elevated Temps." Written 
response required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/12/07. Ip. 


7912230243 Forwards IE Info Notice 79-31. "Use of Incorrect Mplifieil 
Itesponse Spectra." No written response required. 

GRIERiB.H. Region 1. Philadelphia. Office of the Directar. 
79/12/13. Ip. 


R. Feriodte operating reports & related c errcspondenco 


79tSlB04D2 Forwards monthly operating rept for Nov 1979. 

HDOBV.D.E. Vermont Yankee Nuclear Power Corp. 79/12/12. Ip. 


— 7913100407 Monthly operating rept for Nov 1979. 

&JDGn£N.R.M. Vermont Yankee Nuclear Power Corp. 79/12/12, 8pp. 


S. Reportable occurrences. LERs It related correspondence 


7913110379 Forwards LER 79-D29/03L-0. 

CONMAY.U.F. Vermont Yankee Nuclear Power Corp. 79/12/04. Ip. 


— 7913110402 LER 79-029/03L-0^ on 791 104. during surveillance testing. 
K8iy-BQ B & 36 C closed in 2. 3-s.Nin closure time is 3 -b. 

Caused by operator failure to recognize potentially degraded 
condition of MSIVs. Retimed within 3- to S-s, 

CONUAy.M.F. Vermont Yankee Nuclear Power Corp. 79/13/04. 2pp. 


7913110362 Forwards LER 79-033/01P-0. 

CONMAYtU.F. Vermont Yankee Nuclear Power Carp. 77/12/06. Ip. 


-7912110333 LER 79-033/01P-0: on 791S0S. seismic analyses revoalad that 
pipe supports in five sys may be inadequate to support 
seismic loads. Caused by incorrect design or application of 
pipe supports. Appropriate mods to sys will be performed. 
CONHAY.H.F. Vermont Yankee Nuclear Power Corp. 79/12/06. 3pp. 


7913130379 Forwards LER 79-0a0/03L-0. 

cnWAy»U.F. Vermont Yankee Nuclear Power Corp. 79/12/10. Ip. 


— 79ISt3(»65 LER 79-030/03L-0: on 791 1 1 0. d ur ing steady state operation, 
increasing trend in torus water level observed. Caused by 
leaking bypass valve for torus level transmitters. Hater 
indication restored per Tech Specs. 

CONHAViU.F. Vermont Yankee Nuclear Power Corp. 79/12/10. 2pp. 


7913100406 Forwards LER 79-OS4/01P~0. 

CCMNAY.U.F. Vermont Yankee Nuclear Power Corp. 79/12/12. Ip. 


— 79131804B9 LER 79-034/01P-0; on 79121 1. during seismic analyses of 
eaiemlc Class 1 pipe supporte . dl ecoverad that pipe supports 
In portion of tuo sys may not support seismic loads. Caused 
by incorrect dosign or application of supports, 

CONHAY.H.F. Vermont Yankee Nucloar Power Corp. 79/12/12, 2pp. 


791217(026 Forwards LER 79-031 /03U-0. 

CQmiAY.W.F. Vermont Yankee Nuclear Power Corp. 79/12/14. Ip. 


— 791317(029 LER 79'03l/O3L-O: on 791 1 10. during refuel ing/malnt outage, 
hangers HClC-H-83 h HHCl-HD-67n removed from svc. Removal 
unnoticod during rev 1 aw. Caused by personnel error. Hangers 
returned to svc. 

emOAV. H. F. Vermont Yankee Nuclear Power Corp. 79/12/14. 2pp. 


7913a7(Ka3 Forwards LEHa 79-O33/01T-O k 79-034/01T-0. 

CnNHAYrH-F. Vermont Yankee Nuclear Power Corp. 77/12/19. Ip. 


— 791^70330 LERs 79-O33/01T-O t< 79-034/01T-0; on 791205. during seismic 
analysis required by IE Dulletin 79-14. pipe supports in five 
sys discovered to have potential stress In DBE. Caused by 
design deviation. Mod supports. 

COIMAY.H.F- Vermont Vankss Nuclear Power Corp. 79/12/19. 2pp. 


DOCKET 30-372 SALEM NUCLEAR OENERATIHO STATION. UNIT 1 
F. Security, medical, emergency tc fire protection plana 


79I30504Q7 Forwards updated emergency plan. Submittal 1 in response to 
HRC 791010 Itr. 

LlBRIZZItF.P. Public Service Electric & Gas Co. of New Jarsoy. 
79/ll/t9. 12pp. 


—79130504^ Updated emergency plan. Submittal 1. 

• Public Service Electric & Bas Co. of New Jersey. 79/11/19. 

U3pp. 


— 79120S0491 "Emergency □perations Plan." 

* Delaware. State of. 72/01/31. 700pp. 


7913200033 Oiscusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for improving licensee 
eaierganey preparedness ti assuring capability of offsite 
agencies to take appropriate emergency actions. 

4Rltt£S>B.X. Enorgoncy Preparedness Task Foret. 79/11/23. 30pp. 
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79121SOSOB Notification of 791210 meeting ui/utii In Hancock's Bridgei 
NJ re audit implementation of guidelines for emergency 
operational procedures re small break LOCA. 

BQS8.U. Operating Reactors Branch 1 79/12/07. 2pp. 


0. Adjudicatory correspondence 


7912050177 Supplemental argument on behalf of interveners Colenan to 
reopen Coleman Contention 13 re roracking of spent fuel 
poot. Actual figures of radiation ekposure during reracking 
of Peach Bottom nuclear station never received. 

VAN NESS, S.C. . ONSDORFF, K. A. New Jersey, State of. 79/10/30. 3pp. 


7912140030 Response in opposition to Public Advocate of State of NJ 
791030 supplemental argument supporting motion for 
reconsideration of Colemans Contention 13. Colemans failed to 
demonstrate relevance of c laim. Cert i f 1 cate of 3vc end. 
WETTERHAHN, M. J. Public Service Electric & Oas Co. of New Jersey. 
79/11/13. 7pp. 


79t21900B5 Foruards RP Douglas affidavit re relative iotlcity indei 
resulting from replacement of spent fuel pool racks. 

Requests to include It t NRC 791013 affidavit in record. 
WETTERHAHN, M. J. Conner, Moore t, Corber, 79/11/14. 2pp. 


— 7912190092 Affidavit of RP Douglas on 791102 re relative toxicity 
indti resulting from replacement of present spent fuel pool 
racks w/proposed racks. 

DOUGLAS, R.P. Public Service Electric S< Oas Co. of Nesi Jersey. 
79/11/02. 2pp. 


7912130106 Seeks denial of Intervenor Coleman supplemental argument in 
support of 790B02 request for reconsideration of ASLB 790430 
dlemissal of Contention 13. Argument re transshipment is 
irrelevant to expansion of spent fuel storage. 

SMITH, D.H., MOORE, J.E. Hearing Branch 2. 79/11/19. 16pp. 


7912110030 Confirms receipt of end 790329 petition to suspend DLs for 
ail PWRs. Foruards PR notice indicating that petition ulll be 
treated in accordance U/10CFR2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


—7912110126 Notice of request for action pursuant to 10CFII2. 206 re 
Environ Coalition on Nuclear Pouer 790327 petition 
requesting suspension of all OLs for PWRs. 

MULLER, D.R, Office of Nuclear Reactor Regulation. 79/11/23. 
3Bpp. 


7912070076 Response to Christa-Marla «. JP O'Neill 791120 contentions. 
Christa-Marla Contentions 1 & 7-9 are inadmissible 6 
Contentions 2-6 are subj to 791126 s t Ipula t ion. JP O'Neill 
Contentions 1. B. 5, 2. B, 2. E. 3, 2. F li 4 admissible. 

MOORE, J. E. Hearing Branch 2. 79/11/29. 32pp. 

— 7912070093 Response to ASLB Question 4. TMI occurrence uas Class 9 
accident. 

SMITH, B.H. Hearing Branch 2. 77/00/24, 4pp. 

— 7912070102 Forwards response to ASLB question. TMI occurence uas 
Class 7 accident from possible standpoint rather than 
actual. Two Certificates of Sve end. 

MATTSON. R.J. TMI-2 Lessons Learned Task Force. 77/08/16. Bpp. 


7912100329 Notice of withdrawal from proceed Ing, ef fee tlve 791130. 
Certificate of Bve end, 

BMITH.D.H, Hearing Branch 2. 79/11/29. 3pp. 


7912310132 Response in opposition to interveners Coleman motion for 
reconsideration of ASLB 7?0430 order dismissing Contention 9 
as untimsly, Intervsnors fallsd to meet stds for granting 
motion or reopening record. W/Certi flcate of Bvc. 

MOORE, J.E. Hearing Branch 2. 79/12/21. 10pp. 


H. Osnsral correspondence 


7912190869 Responds to NRC 791002 Itr re acceptance of Oak Ridge 
Associated Unlvt radiation safety training of NRC personal. 

NRC personnel uill need to take brief radiation safety quiz 
li attend plant specific indoctrination. 

UIBRIZZI, F. P. Public Service Electric & Oas Co. of New Jersey. 
79/12/10. Ip. 


J. Insurance & Indemnity Information 


7912040374 Forwards Amend 7 to Indemnity Agreement B-74 modifying 
prefatory language re course of transportation. 

GRIFFITHS, R. Public Service Electric h Oas Co. of New Jersey. 
79/11/27. 2pp. 


P. Operating license stage documents L correspondence 


7911090246 "SummaTy of Operating Experience W/ilec i r c u is t i n g Steam 

Oenerators. " 

EISENHUT.D 0 Dlvlsitin of Operating Reactors NUnEO-0523 
79/01/31. 89pp 


790B010339 Notifies of status of rept on reactor cavity annulus seal 
Most PUR users remove ring during normal operation. Others 
store seal ring in raised position during normal operation. 
LAINAS,0. Plant Systems Branch (Pre 791030) 79/07/03. 7pp 


7912O501B6 Discusses NRC review of LERs U Tech Spec requirements re 
control RPI sys at Mea t Inghouse PURs. Requests Tech Specs 
review to ensure requirement For rod maint to within +/— 12 
steps indicated 6 RPI sys verified accurate within 12 steps. 
BCHMENCER.A. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912100410 Discusses NRC concern re containment purging I* venting 
during normal opera t ion. Inc ludes licensee override of 
safmty actuation Isolation signals to containment isolation 
valves 6 valve ability to siiut w/o degrading containment. 
SCHUENC51,A. Operating Reactors Branch 1. 79/10/30. 5pp. 

7912100189 Discusses NRC 791101 meeting w/representatlves of NSSB 
vendors 6 fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing u/fucl cladding 
swelling & incidence of rupture. Vendor responses end. 
El^^HUT.D.O. Division of Operating Reactors. 79/11/09. 65pp 


•791210O2S5 Responds to NRC 791101 request re noncompliance of 
Meitlngbouse ECCS evaluation model under requirements 
of lOCPRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Uestinghousc plants. 
AMIKFlSONi T. M. Westinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling f< 
rliptura data. Review of analytical models & tests indicates 
compliance w/lOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHa.Z.R. H. General Electric Co. 79/12/07. Bpp. 


—7912100407 Forwards response to NRC 791101 request re rod burst tost 
data. Concludes that data properly repTesented by fuel models 
used in vendor evaluation models & that analyses demonstrate 
all criteria of 10CFR30 46 satisfied. 

OWSLEY, O. F- Eixon Nuclear Co.. Inc. (subs, of Exxon Corp. 1. 
79/11/02. Spp 


— 79121004S6 Forwards addl Info re evaluation of impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OMSLEY.O.F. Exxon Nuclear Co. , Inc. (subs, o f Exxon Corp. 1 . 

79/11/04. 22pp. 

7912100178 Forwards TMI Lessons Learned Task Force Items for which 
further clarification is necessary for compliance 
w/requlraments. 

BCHWENCERiA. Operating Reactors Branch 1. 79/11/13. Spp, 

7912060013 Notification of 791116 meeting w/utll In Uethesda.MU re 
design of containment somp pump effective operation in 
post-LDCA recirculation mode. 

RQBS.M.J. Operating Reactors Branch 1. 79/11/15 2pp. 

7912190D46 Forwards addl info required for completion of electrical 
override/bypass aspects of containment purge matter 
LAINABiG. Plant Systems Branch. 79/11/19. 2pp, 

7912040108 Forwards Amend 22 to License DPR-70, safety evaluation t 
notice of issuance 6 availability. 

BCHHENCEB.A, Operating Reactors Branch 1. 79/11/20, 2pp. 

— 7912040124 Amend 22 to License DPfi-70 lifting restriction on auxiliary 
Feedwater level rise rate luhen secondary water level in 
steam generator is below level of feedwater sparger. 
eCHWENCER, A. Operating Reactors Branch 1. 79/11/20, 2pp. 


—7912040120 Safety evaluation supporting Amend 22 to License DPR-70. 
a Office of Nuclear Reactor Regulation. 79/11/20. 5pp. 


—7912040137 Notice of issuance 6 availability of Amend 22 to License 
DPR-70. 

BCW«NCER,A. Operating Reactors Branch 1. 79/11/20. 2pp. 
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7 ‘»I 2040410 Forujarda info to Item 3 of iii-tenm poettian for cantatnoient 
purge U vent valve aperatioii pending resolution nf isala-tion 
valve operabi 1 1 tij . 

LIQRIZZIiF.P Public Service Electric ti (!as Co. of Meu Jerseu 
79/11/21. 33pp, 


7912060313 Forwards request for amend to License DPn-70'. Request 
consifits of proposed change to safety Tech Specs to 
incorporate requirentents for radiological effluents. Fee 
tr Offsite Oose Calculation Manual end. 

LIBRIZZI. F. P. Public Service Electric i Cas Co cjf Neu Jerseu 
79/11/26 2pp. 


— 7912030064 IE Insp Repts 50-272/79-25 & 50-311/79-13 on 790B05-0909. No 
noncoapllance noted. Major areas liispoc ted: p lant layout, logs 
ti records & follauup on IE bulletins t< on previously 
Inspected items- 

NORRHOLHi L. J, Region 1. Philadelphia. Office of the Director. 
KEIfllO.R.R. (legion 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/26. I4pp. 


7912060060 Foruards IE Insp Repts 50-272/79-25 «< 50-311/79-13 on 
790S0S-0909. No none omp 1 lance noted. 

BRUIfNER. E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/27. 2pp. 


— 7912060329 ftppUcatinn for amend of License DPR-70. Request consists of 
proposed change to safety Tech Specs to incorporate 
requirements for radioiogical effluents. 

SCHNEIDER. F. H Public Service Electric L (las Cn. of New Jerseu. 

79/ 1 1 /26. 6pp. 


7912060335 Proposed changes tu Pages 1-1 through 12-3 of draft Tech 
Specs re radiological effluents. 

« Public Service Electric I. Cas Co. of Meu Jersey- 79/11/26. 
69pp. 


-7912060339 Offsite Dose Cal c ul ati onal Manual. 

♦ Public Service Electric L Oas Co. of Neu Jersey. 79/12/31 
42pp. 


7912040504 Advises that procedures for interim solution to potential 
dropped red accidents were implemonted on 791 1 12. Confirms 
791123 telcon notification to E Reeves. 

LIBRIZZI. F. P. Public Service Electric I. (las Co. of Meu Jersey 
79/11/27. Ip. 


7912200609 Forwards request for add] Info in order to complete review 
of containment vent L purge isolation sys. 

SCHW6NCER.A. Operating Reactors Drancli 1. 79/12/05. 3pp. 


— 7912060076 IE Insp Repts 50-272/79-25 & 50-311/79-13 an 790B05-0909, No 
nencompliance noted. Major areas i nspoc ted : f ac i 1 1 ty tour, log 
6 record rewieus, 1 i censee event revieui, IE Bulletin follouup. 
fire protection & QA. 

NORRHOLH/L. J. Region 1, Philadelphia. Office of the Director. 
KEIHlGffl.R. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/26. 14pp. 


7912030236 Act receipt of 790921 Itr informing of steps taken to 
correct violations noted In IE Insp Hept 50-272/79-15. 
ORIER.B.H. Region 1. Philadelphia, Office of the Director 
79/IO/lS. Ip. 


—7912030239 Responds to NRC 790029 Itr re violations noted in IE Insp 
Hept 90-272/79-15. Corrective act ions: 1 den t if led fire hose 
stations inspected L stressed importance of submitting 
incident repts on time. 

SChKIDER.F. U. Public Servico Electric t< Oas Co. of New Jereeu 
79/09/21. 4pp. 


— 79I203024I Forwards 1£ Insp 
of violation. 

BRUNbER.E.J. Region 1, 

Support Branch. 79/00/29. 


Rept 50-272/79-15 on 790422-0526 b notice 
Philadelphia. Reactor Operations Nuclear 

2pp. 


7912140304 Foruards rept, "Installation Procedure (Underuia ter 1 for 
Increased Capacity Spent Fuel Storage Rads.” 

LIHR JZZI. F. P. Pub 1 ic Service Electric L Cas Co of New Jersey 
79/12/10. Ip '*■ 


— 7912030242 Notice pf violation from insp on 790422-0526. Portions 
ulthheld tref 10CFn2, 7901. 

* Region 1, Philadelphia, Office of the Director. 79/00/21 

3pp. 


791214031Q "Ins tal la t ion ProcedurB (Underwater) for Increased Capacity 
Spent Fuel Storage Racks." 

* Public Service Electric l< Oas Co. of Ncui Jersey 79/12/10 
Sdpp- 


7912100525 Motifies that Con Ed uill administer hot license 
certification siamination to Public Sve Electric & Qas Co 
personnel in Jan 1980, fol lowing cenplction of certification 
program. Results will be forwarded by end of Fob 19B0. 

CUfinV. J. J Consolidated Edison Co. of Neu fork. 79/12/11. 


7912190452 Notifies of B00107 meeting nf Salem Technical Advisory Broup 
to introduce individuals unfamiliar ui/f.icility to monitoring 
programs ?< to update membors u/most roceiit info b repts. 

ALLEN, H.L. Environmental Pr o t oc ti on Agun cy . ;9/12/I3. Ip. 


/91219D577 Responds to NRC 791210 request for addl info re auciliaru 
feeduater sys at Unit I "Controls 4 Electrical Drawings for 
Safety-Related Equipment," SCR 4 FSAH should bo consulted 
Testing procedure revisions forthcoming 

LIBRIZZI, F. ri. Public Service Electric & Cas Co. of Neu Jersey 
79/12/14 2pp * 


79122(30527 Notifies NRC that util will implement all Leasoiis Learned 
Task Forte items by UOO lOI . Nonq ul a i f 1 ed valve piisition 
IndtcatorB will be installed by Jan 1900. An t icipa t cs 
delivery of qualified indicators by Apr 1980 

79/12/lV'^'^pp Service Eloctricj h this Co. of New Jersey. 


7912200533 Submits follauup tp 790921 commitment tn meet auiitiary 
feedwater pump test requirement by 000101. Commitment 
revised, due to o. tended plant outage. Hill perform test as 
soon as possibla after return to power. 

79 / 12 / 19 '^ Ip Service Electric t, Oas Co. of New Jersey. 


7912180472 BBsponds to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel Oenerator Field Eiclter Transformer," 

Diesel generators tested in accordance u/IE Bulletin 79-23. 

No alarms or abnormal conditions recorded. 

aCHNEIlKR, F. W. Public Service Electric & Oas Co. of New Jersey 
79/10/23. 2pp. * 


7912170190 Forwards response to IE Bulletin 79-14,Buppl 2, "Oolsmic 
Analysis for As-Built Safety-Related Piping Oys. " As-built 
piping sys conform to stress isometries used for performing 
seismic analyses. 

SCIWEIDER, F. H. Public Service Electric 4 Oas Co. of No(d Jersey 
79/10/30. 4pp. 


7912200043 Forwards IE Insp Repts 50-272/79-27 4 50-311/79-34 on 79091- 
1006. No noncompl lane e noted 

BHUNNER.E. J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 79/11/01. 2pp. 


— 7912200046 IE Insp Repts 50-272/79-27 4 50-311/79-34 on 790910-1006. No 
noncomptiance noted. Major aroas Inspec t ed ; log 4 records 
review 4 review of licensee events. 

NORmiOLH. L. J. Region 1, Philadelphia. Office of the Director. 
KEiniOiR.R. Region I, Philadelphia, Reactor Operations Nuclear 
Support Branch. 79/10/31. 15pp, 


7912100160 Forwards request for addl info re liiservlco testing program. 
Notifies of 791E05-06 site meeting to discuss inservlce 

testing program. 

SCHHENCER. A. Operating Reactors Branch 1. 79/11/13. 9pp. 


7912260032 Responds to Revision 2 of IE Bulletin 79-13 re cracks in 
feedwater sys piping. Insps at Unit 1 exceeded ioqolro(nents. 

After piping support insp at Unit 2, util will be in full 
compliance w/Revision 2. 

SCHNEIDERiF. U. Public Service Electric 4 Oas Co. of Neu Jeroeu 
79/11/15. 2pp. ^ 


Inspection reports, IE Dullellns 4 correspond! 


^ .0-3.1/79-13 on 

SuJ?ort’ branch, Operations Nucl. 


7912050053 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves." No response required. 

CRIER.D.H. Region 1. Philadelphia, Office of the Director 
79/11/16. Ip. 


7912030297 Forwards IE Info Notice 79-27, “Steam Oenerator Tube 
Ruptures at Tuo PHH Plants." No response required. 

6RIER,B.H. Region 1. Philadelphia. Office of the Director 
79/11/16, Ip. 
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791210014B Foruards IE Info Notice 79-aQ. “Overloading of Structural 
Eleoanta Due to Pipe Support Loads. " No response required. 
OHIEffiB.H. Region 1. Philadelphia! Office of the Director. 
79/11/16. Ip. 


7912110460 Foriuards IE Info Notice 79-S9! “Loss of Nonsaf ety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

QFtlERiB.H. Region li Philadelphia! Office of the Director. 
79/11/19. tp. 


7912050291 Forwards IE Bulletin 79-26i "Boron Lose From BWR Control 
Blades." No response required. 

0R1ER!D.K. Region l! Phi ladelph loi Office of the Director. 
79/11/20. ip. 


7912060500 Forwards IE Circular 79-24i “Proper Installation & Callbr of 
Core Spray Pipe Break Detection Equipment on BURs. " No 
response required. 

0RIER!B.H. Region t! Philadelphia! Office of tho Director. 
79/11/26. Ip. 


7912070423 Responds to IE Bulletin 79-1?! Revision li "Pipe Cracks in 
Stagnant Borated Hater Sys at PHR Plants. " Review utilizing 
definition from bulletin in progress. Results b schedule of 
Insp plans will be submitted by 600101 , 

SCHNEIDER! F. U. Public Service Electric k Oas Co. of New Jersey. 
79/11/26. Ip. 


7912110079 Forwards IE Circular 79-23i "Motor Starters k Contactors 
Failod to Operate." No response required. 

ORlERiB.H. Region l! Philadelphia! Office of the Director. 
79/11/26. Ip. 


7912310007 Ack receipt of 791010 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-272/79-15. 

Util response to be withheld (ref 10CFR2, 790). 

ORIERiB.H. Region li Philadelphia! Office of the Director. 
79/H/27. 2pp. 


7912190070 Forwards IE Bulletin 79-27/ "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation." 
Hritten response required. 

ORIER/B.H. Region li Philadelphia/ Office of the Director. 
79/11/30. Ip. 


7912310246 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncompllances! 10CFR21. " No action required. 

ORIER/B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 


7912190764 Forwards IE Bulletin 79-2B. "Possible Malfunction of Naaco 
'Kodsl EA160 Limit Switches at Elevated Temps." Hritten 
response required. 

DRIER. B.H. Region 1. Philadelphia. Office of tho Director. 
79/12/07. ip. 


7912260234 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

QRIER/D.H. Region 1. Phi ladelph ia. Office of the Director. 
79/12/13. Ip. 


R. Periodic operating reports b related correspondence 


7912040511 Industrial waste treatment operating rept for Oct 1979. 
HIDURA.H, J. Public Service Electric b Gas Co. of New Jerseg. 
79/11/OB. 2pp. 


— 7912040SIS Industrial waste treatment operating rept for Oct 1979. 

a Public Service Electric b Oas Co, of New Jersey. 79/10/31. Ip. 


7912040521 Forwards wastewater treatment rept for Oct 1979. 
MIDUHA.H. J. Public Service Electric b Oas Co. of New Jersey. 
79/11/13, Ip. 


— 7912040524 Wastewater treatment rept for Oct 1979. 

* Public Service Electric b Oas Co. of New Jersey, 79/11/13. Ip. 


7912040493 Forwards "Discharge Monitoring Rept for Oct 1979. " 
MIDURA/H. J. Public Service Electric b Oas Co. of New Jerseg- 
79/11/26. ip. 


•7912040495 "Discharge Monitoring Rept for Oct 1979. " 

SCHNEIDER. F. U. Public Service Electric b Oas Co. of New Jersey. 
79/11/20. 12pp. 


79121B0379 Forwards monthly operating rept for Nov 1979. 

HIDURA.H. J. Public Service Electric b Gas Co. of New Jersey 
79/12/10. ip. 


— 7912180303 Monthly operating rept for Nov 1979. 

HILLERiL.K. Public Service Electric b Oas Co. of New Jersey. 
79/12/10. 16pp. 


8. Reportable occurrences. LERs b related correspondence 


7912200493 PNS-I-79-003: on 791010, bomb threat received. No bombs found 
or eaploded in either unit. 

JDNE5.L.U.. HARTIN.U.G.. ALLAN. J. Office of Inspection b 
Enforcenant. Office of the Director. 79/10/10. Ip. 


7912170421 PNO-1-79-009; on 791017. 1 iquid waste holdup tank li 
collapsed. Caused by vent valve left closed during pump-down 
process. No liquid released from tank. 

BffiiES.R. J.. STOHR.J.P. Office of Inspection b Enforcement. Office of 
the Director. 79/10/17, Ip. 


7912260013 PNO-l-79-OiO; on 791019, anti nuclear group filed under 
Endangered Species Act of 1973 action to suspend or revoke 
util license on bases that two endangered fish were killed 
after being caught on util traveling screens. 

SHMdDAKY.H. . BORES.R. J. . SMITH.O Office of Inspection b 
Enforcement. Office of the Director, 79/10/19. Ip. 


7912260010 PNO-I-79-011: on 791023, 5i< workers overcame by carbon 
dioxide in diesel generator room when fire suppression sys 
actuated. Caused by operator placing switch in automatic. 

Investigation continuing. 

KElHie.R.R.j BRUNNER, E. J. Office of Inspection b Enforcement, Office 
of the Director. 79/10/23. Ip. 


7912030190 Forwards updated LER 79-04t/0IX-l 

LlBHIZZliF. P. Public Service Electric b Gas Co. of New Jersey. 
79/11/10. 3pp. 


— ^7912030195 Updated LER 79-041/01X-1 : on 790425, dur ing refullng outage, 
eddy current testing of steam generator tubes 12 b 14 
performed. After testing, one template plug lost in primary 
coolant syo. Caused by personnel error. 

KM>PLE.A.H. Public Service Electric b Oas Cu. of New Jersey. 

79/11/10. Ip. 


7912040311 Forwards updated LER 79-0S6/01X-1. 

LlDRtZZI>F.r. Public Service Electric b Gas Co. of New Jersey. 
79/11/10. 3pp. 


— 7912040317 Updated LER 79-056/0IX-1; on 790031. tests performed in 
response to NRC query re plant RHR pump NPSM during post 
LOCA operations indicated pump flow cicecdcd design runout 
flow. Caused by low sys resistance. Flow instruments recallbr. 
KAPPLE.A.H. Public Service Electric b Gas Co. of New Jersey. 
79/11/10. ip. 


7912040338 Forwards updated LER 79-050/01X-1. 

LXBRIZZI.F.P. Public Service Electric b Gas Co of New Jerseg 
79/11/10. Spp. 


-7912040343 Updated LER 79-050/0! X-1 : on 790710. Hestiiighouse notified 
util that heatup of 8/G level measurement ref legs presents 
potential safety problem during accident canditiuiis. Caused 
by design deficiency. Changed lew-low setpoint. 

KM^PLE.A.H. Public Service Electric b Gas Co. of New Jersey 
79/11/10. Ip- 


7912040359 Forwards LER 79-05S/01X-I. 

LlDRIZZl.F. P. Public Service Electric b Oas Co. of New Jersey. 
79/11/iC. 3pp- 


— 7912040360 LER 79-055/OlX-l : on /9O03O.in response to NRC query re 
torque valves required for closing containment ventilation 
isolation valves under incident conditions, actuator torque 
valves determined insuffic lent. Caused by calculation error. 
KAP}n.E>A. U. Public Service Electric b Gas Co. of New Jersey. 
79/11/10. Ip. 


791204(066 Forwards updated LER 79-054/01X-1. 

LIDRIZZI.F.P. Public Service Electric b Gas Co, of Hew Jersey. 
79/11/10. 3pp. 


— 791204039S Updated LER 79-054/01X-I : on 790024. three snubbers on main 
feedwater 14 during refueling outage per foliowup to NRC 
Insp Rapt 50-31 1/79-19. Caused by extreme shock load. Unubbers 
replaced. 

KAPPLE.A.H. Public Service Electric b Oas Co. of New Jersey 
79/11/10. Ip. 
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7912040402 Forwarils LEU 79-04'5 /O IK- 1 

LIDRIZZKF.P Pub Lie Service Electric h Oas Co. oF New Jsrsei^. 

79/11710. 3pp. 


— 7912040409 LER 79-04S/01 X-] ; on 79060 1 p imp erf et 1 1 ons found In iaipeller 
of companent cooling pjrrp 13. CausviJ bg nfg technique prior 
to ASHE cods eiorninetion r e gu i reme nts. Dr 1 9 ilia 1 Impellers 
reptacei). 

KAPPLEiA.M. Public Service Electric t> Oas Co. oF Neu Jersey. 
79/11/10 Ip. 


7912040414 Forwards updated LER 79-046/01 X- 1 . 

LIBR I ZZIi F. P. Public Service Electric tr Oas Co. of New Jersey. 
79/11/10. 3pp. 


— 7912040416 Updated LER 79-046/01 X- 1 : on 7906 I 4. 1 Inear indications In 
ueld areas on steam generations 11>12/13 U 14 discovered. 

Caused by corrosion Corrective action explained in response 
to IE Uul letin 79-13. 

DAPPLE. A. J. Public Service Electric & Gas Co. of Nhs Jersey. 
79/11/10. Ip. 


7912050422 Forwards LER 79-07 1 /03L-0. 

LIBR 1 ZZC> F. F. Public Service Electric (• Gas Co. of Mew Jersey, 
79/11/30. 3pp. 


— 7912050429 LER 79-071 /03L'0: on 79103i> three emergency diesels became 
inoperable by tagging out diesel lockaut sml tches. Caused by 
operator misunderstanding instructions b Tequlrements. 

Reinstructed operator In dept regui rements. 

KAPPLEiA.U. Public Service Electric b Oas Co. of New Jersey. 
79/11/30. ip 


7912110296 Forwards LER 79-072/03L-0, 

L1BRI2Z !■ F. P. Public Service Electric ti Oas Co. of New Jersey. 
79/12/03. 2pp. 


— 791211029B LER 79-072/03L-0: on 79 1 1 05» d u r ing cold shutdown operation! 
me tea rol og i c a 1 instruments were out of svc. Caused by power 
supply inverter failure due to cooling fan motor being 
bound I overload i ng I< damaging inverter. Norma 1 power restored. 

KAPPLEi A. M. Public Service Electric & Oas Co. of Ndlu Jersey, 
79/12/03. Ip 


79I2270B86 Forwards LER 79-075/03L-0. 

LIRRIZZ L F. P. Public Service Electric l< Oas Co. of Neu Jersey. 
79/12/20. 3pp. 


— 7912270290 LER 79-075/03L-0; on 791 123. overa 1 1 air lock leal rat# was 
found to be in eicess of allowable 1 imi 1 1 . Caused by 100 
elevation inner door seal 6 130 elevation outer door seal 
popping out of seating channel . Bea I s were reseated. 

KAPPLEiA.M. Public Service Electric b Gas Co. of Nciv Jersey. 
79/12/20. Ip. 


79122705B4 Forwards LER 79-069/03L-0. 

LIBR IZZIi F. P. Public Service Electric & Gas Co. of Neu Jersey. 
79/12/20. 3pp. 


--7912270591 LER 79-069/03L-0; on 791 12 1 . durl n g refueling operations {■ 
containment purge. rad la tion monitors observed to be 
inoperab 1 e. Caused by circuit overload tripping air 
participate detector breaker. 

KAPPLE.A.W, Public Service Electric !< Oas Co. of Now Jersey. 
79/12/20. 4pp- 


7912270995 Forwards LER 79-068/03L-0. 

LIBR I ZZt I F, P. Public Service Electric ti Oas Co. of How Jersey, 
79/12/20. 3pp. 


7912270600 LER 79-063/03L-0 on 791 IRB* during Node B opera tiOn> safety 
injection pump 12 started up to Fill accumulators but 
breaker tr Ipped. Caused by loose radial U thrust locknuts. 

Rotating element of pump replaced 8 i locknuts sBcured. 

KAPPLE.A.W. Public Service Electric b Oas Co. of New Jersey. 
79/12/20. Ip 


U. Congressional /EiBcut iVB Carpespnnd ence 


7912040107 Responds to 790913 request For written eiplanatlon re 
ciassiflcatlan of TMI 790329 accident as Class 9 accident. 
Forwards NRC response to Salem 1 Board Question 4. FD 
Anderson 790S24 memo t RJ Mattson 790S30 memo, 

OOSBICK.L. V, Office of the Eiecutive Director for Dperattons- 
79/10/03. 4pp, 


791204011a Advises of Class 9 status of TMI accident. 
SMITH. D.H. Hearing Branch 2. 79/09/IB. Ip. 


DOCKET 50-274 U. S. GEOLOGICAL SURVEY RESEARCH REACTOR 


F. Security! medical, emergency 6 fire protection plans 


7912120206 Forwards draft Reg Guide 5. XX> "Std Format b Content for 
Licensee Physical Security Plan for Protection of BNM of 
Moderate or Lou Strategic Significance. " U/o end. 

RErO.R.H. Operating Reactors Oraneh 4 (Pre 791030). 79/0B/22. 

2 pp. 


DOCKET 50-275 DIADLO CANYON NUCLEAR POWER PLANT, UNIT 1 


A. Appli tatlen/cons true t i on stage documents b correspondence 


7912110011 Forwards NRC position on status b applicability to pending 
OL applications of results of TMI followup actions. Outl Ines 
addl Bhort-teriTi actions to be taken. 

VABBALLO) 0. 0. Division of Project Management. 79/09/27, 41pp, 


7912110264 Discusses NRC plans to use generic analytes to develop early 
verification program to resolve ATWB issue for PWRs b DWRs. 

Success of program depends on industry response. Supports 
foraiatlon of owners groups to provide necessary info. 

IKNTONiH.fi. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


791Si004S3 FOIA request for records re 791019 meeting at which JM 
HendrleiD Hassell. L Qickuit b RT Kennedy were present, 
FUEieCHAKERiD. Fleischaker. 0. S. 79/10/26. 2pp. 


7912070004 Requests distribution of end memorandum to Board 
notiflcatlen svc lists. 

VAROA.S.A. Assistant Director for Light Water Reactors. 79/lt/OQ, 
3pp. 


—7912070030 Recommends that info on cracking In stagnant boron lines 
be provided to pertinent boards. in response to 790B30 
■eaorandum. 

KNIQHTiJ.P. Assistant Director for Engineering. 79/10/24, 2 pp. 


—7912070030 Bubmits Operating Ejperlence Memo 17 re pipe cracks in 
berated water sys at TMI-1. Results of Met Ed ultrasonic 
asamlnatlon of certain Type 304 stainless steel piping end, 
EIBENHUT.D. O. Division of Operating Reaetori, 79/10/05. 4pp. 


7911270467 Forwards "Discussions of TMI Lessons Learned Short-Term 
Bequlrements" providing addl clarifications 0 # NRC 
requiTemtnii for pending OL applicants. 

VABBALLO. D. G. Division of Project Management. 79/11/09. 2 pp. 


7912100464 Responds to FDIA request for records re 791019 meeting 
at which JH Hendrle.D Hassell. L Blctuit b RT Kennedy were 
present. Forwards J Stephens handwritten notes of RT Kennedy 
meeting. 

CARRrJ. C. Division of Rules and Racords. 79/11/23. 2 pp. 


79121B0089 Forwards proposed Revision 2 to Reg Guide 1.97. 
"Instrumentation for Light Water Cooled Nuclear Power Plants 
to Assess Plant b Environs Conditions During b Following 
Accident." Requests comments. 

VAROArS.A. Assistant Director for Light Ualir Reactors. 79/11/23. 
4pp. 


7912040498 Forwards fee For Class I b Class II amend re request for 
extension of const dates for CPPfi-39 b CPPR-69. 

CRANEiP.A. Pacific Oas b Electric Co. 79/11/26, Ip. 


7912190170 Aek RB Hime 791105 Itr re CA Commission on Agriculture views 
concerning New Melones dam b reservoir. Forwards 791031 news 
relaasB.esplaining transfer of fad 1 i ties. W/o encl.Ltr being 
forwarded to NRC for consideration of Commission. 

NIELSEN^A.D. Inter i or . Dep t . of . 79/11/26. 2pp, 


7912040452 Hotif les NRC of intentions re paving of certain roads at 
plant site b impact on archaeological resource area north of 
plant. Forwards 791112 Itr from Greenwood b Atsociates. 

PETQia.R.J. Pacific Oas b Electric Co. 79/11/27. 6 pp. 


791217003B Forwards UA Baldwin of Friends of the Earth 791024 request 
for preparation of addl environ statements re Class 9 
accidents at facilities. Petition being handled as request 
for action under 10CFR2. 206. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/11/27. 2pp. 


7912170064 Forwards WA Baldwin of Friends of the Earth 791024 request 
for preparation of addl environ statements re Class 9 
accidents at facilities. Petition being handled as request 
for action under 10 CFR 2 . 206. 

DENTm.H.R. Office of Nuclear Reactor Regulation. 79/11/27. 2 pp. 
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771S11032S Forwards rtsponse to NRC 790302 Itr re secondarij uatar 
chamistry control. 

CRANE. P. A. Pacific Oas fc Electric Co. 79/IS/03. 4pp. 

7912120317 Supplies schedule for providing info re environ 
<iual Ification of Class IE Instrumentation & electrical 
eq.ulpmBnti in response to 791102 Itr. 

CRANE. P. A. Pacific Oas U Electric Co. 79/12/03. Ip. 


7912130271 Forwards "Qualification of Control Sys. " in response ta KHC 
790917 Itr renuestlng info for review of potential safety 
question detailed in IE Info Notice 79—22. 

CRANErP. A. Pacific Oas & Electric Co. 79/12/OA, Ip. 


"7912130280 "Qualification of Control Sys. " 

e Pacific Oas b Electric Co. 79/11/30. 30pp. 


79123103S& Notification of 800108 maeting w/utils In Bethcsda.HO 
to discuss info request rs adequacy of equipment 
quail fieation. 

UNOARO.A.R. Pouar Systems Branch. 79/12/11. 3pp. 


7912310172 Notification of 800109 msetlng w/utll in Bethasda.MD to 
present info to util on methods & procedures used by Sandla 
Labs in study on sys interaction (i how methods might be used 
for investigating affects of failures in sys b components. 
BUCKLEVrB.C. Light Water Reactors Branch 1. 79/12/17. 3pp. 


7912310037 Confirms rescheduling of meeting re affect of nuclear plant 
on five endangered epecles to 800108. 

REOANiW. H. Assistant Director for Environmental Technology. 
79/12/19. Ip. 


D. NRC Draft/Ftnal Environmental Statements, supple li correspondence 


79i21300d>3 Ack recilpt of 791023 Itr re five endangered species neap 
p lant. Requests consultation meeting at future date. 

REOANi W. H. Assistant Director for Environmental Projects. 

79/11/30. 2pp. 


F. Security, medical, imergancy Ic fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const & OL review. Applicants rtquirad to make certain 
emergency arrangements w/itate ti local organ! rations L 
submit emergency plans per Rtg Oulde 1.101. 

i/ASBALLO. D. 0. Division of Project Management. 79/11/21. d>pp. 


0. Adjudicatory correspondence 


7912060109 Responds to Oovernor Drown 79101S request to participate at 
rspresantatlve of State of CA. Request should bs granted, 

Cartificata of Sve and. 

DAVISiL. D. Hearing Branch 4. 79/11/03. Spp. 


7912030038 Response in opposition to Joint Intervenors 791024.23 b 26 
requests to institute proceedings on qualifications of 
Chairman JM Htndrie b Commissioner RT Kennedy. Ex parte 
comnunleatlons took place, Certificate of 8vc end. 

QEHR.A.C,. FURBU9H.M. H. . CRANE.P.A, Pacific Oas b Elactrtc Co. 
79/11/09, 22pp. 


7912130160 Supports Oovernor EO Drown petition to intervene for 
reasoning set forth in NRC response. Certificate of Bve end. 
FLEISCHAKER. D, a Affiliation Unknown. FLEI8CHAKER. D. S Fleisehaker. 
0. 8. 79/11/09, 3pp. 


7912130276 Brief in support of exceptions to Part IV of AfiLB 790927 
partial initial decision. Urges revision of NASLP inference 
ui/intervenor participation In security matters. Exclusion of 
experts prejudiced Intervanor. W/Csrtlf icata of Bvc. 

BALDWIN.M.A.. J0NE8.Y.I.. VALENTINE. P. C. Ban Luis Obispo Mothers for 
Peace. 79/11/12. 26pp. 


79120B0161 Response to Joint Intervenors' 791024 b 26 requsit* to 
disqualify Commisslontrp Hendrit b Kannedy. Request should be 
denied because Joint Intervenors failed to satisfy burdan of 
proof as to bias. 

DAV18.L.D. Hearing Branch 4. 79/11/13. 11pp. 


—7912080173 Note to all parties forwarding summary of 791019 meeting 
bofcwaen JM Hendrit b util rapresantatives. 
e Docketing b Services Branch. 79/10/26. 3pp. 


7912060229 Order granting extension until 791121 for all parties to 
file rtpliss to applicant motion for OL. 

CHILK. 8. J. Commission. 79/11/18. Ip. 


7912070171 Response in opposition to PObE 791105 objections to Oovernor 
Brown participation in proceed Ing. High ts of interested 
state representatives established in NRC regulations 
Timeliness requirement need not be applied to state. 

BROHNiH.H.. W-INE.J.A- California. State of. 79/11/15, 4pp. 


7912060139 Order admitting State of CA as interested state in 
proceeding. Grants Governor Brown representative participant 
status. Requests identification of issues within 30 days 

from receipt, 

BOUERS.E.S. Atomic Safety and Licensing Board Panel. 79/11/16. 

ZfP- 

7912060341 Order directing NRC to file response on intervenors' 
security plan contentions by 791218. 

BIBHOP.C.J. Atomic Safety and Licensing Board Panel. 79/11/19. 

2pp. 


79120S0439 Order extending deadline to 791123 for Joint Intervenors 
response to util b NRC question re hearings to determine 
qualification of Commissioners Kennedy b Hendrle. 

CHILK.8.J. Office of the Secretary of the Commission. 79/11/20. 
If- 


7912050029 Risponse in opposition to applicant 791026 motion requesting 
Issuance of OL. Record incomplete re presence of reasonable 
assurance that activities may be conducted w/o endangering 
public health b safety . Cert 1 flcate of Sve end. 

DAVISiL.D. Hearing Branch 4. 79/11/21. 9pp. 


79120S0046 Joint Intervenors' response opposing applicant 791026 motion 
requesting that ASLB be directed to issue decision on 
renalnlng Issues. Dpportunl ty to develop argument re DL 
issuance should be granted. Certificate of Bvc end. 

FLEIBCKAKER. D. FlolschaVer. 0, B. PHILLIPS. J. R. Center for Law in 
the Public Interest. 79/11/21. 8pp. 


79120S0117 Joint intervenors' reply in opposition to NRC b applicant 
responses rs qualifications of Chairman Hondrie b 
ComMiissianer Kennedy. Aval lab I e documents establish existence 
ef ex perts communications. U/Certi flcate of Bvc. 

FLEISCHAKER. D. Fleischaker. D. 8, PHILLIPS. J. R. Center for Law in 
the Public Interest. 79/11/23. 9pp. 


7912130038 Forwards petition by UA Baldwin. requesting that NRC prepare 
supplemental environ statements re Class 9 accidents at 
fad lltles. Appropriate action will bo taken. 

DENTQNaH.R. Office of Nuclear Reactor Regulation. 79/11/27. 3pp. 


— 7912130070 Request for action under 10CFR2. 206. for preparation of 
supplemental EIB concerning impact of Class 9 accidents at 
fncllitlss. 

MllLLERaD.R. Division of Bits Safety b Environmental Analysis. 
79/11/23. ip. 


7912130168 Request for extension until 791207 to file brief in support 
uf axceptione taken to A9LB 790927 partial initial decision. 
Rapreeenta that neither NRC nor applicant oppose motion. 

Stamped "granted” on 791128 by ASLAD. 

FLEISCHAKER. D. S Af fl 1 iat ion Unknown. FLEISCHAKER. D. S Fleischaker. 
D. 8. 79/11/27. 2pp, 


7912140011 Request by Joint Intervenors for extension until 791207 to 
flit brlsf in support of exceptions taken to A8LB 790927 
partial Initial decision. Voluminous transcript requires addl 
tint to asBUTi quality of brief. Certificate of Bvc end. 

FLEISCHfWER. S. Fleischaker. D. 8, PHILLIPB. J. R, Center for Law in 
the Public Interest. 79/11/27. 4pp. 


7912190230 Opposes private meeting held between util b NRC on 791019. 
Urges disqualification of JM Hendrle b RT Kannedy from 
particlpatlun in matters concerning fad li ties. Forwards DR 
Kirkpatrick 791106 Ur transmitting KB Coen 791207 Itr. 

LAURN.V.U. Affiliation Unknown. 79/11/27. ip. 


— 7912190237 Opposes private meeting held between util b NRC on 791019. 
KIRKPATRICK. D. Affiliation Unknown. 79/11/06, Ip. 


•7912190248 Requests disqualification of JM Hendrit b RT Kennedy from 
licensing proceedings for facilities. 

COBl.K.S. Affiliation Unknown. 79/12/07. ip. 


7912200188 Ack receipt of 791024 petition b forwards FR notice for 
request for action per 10CFR2. 206. 

DENTDNiH.R. Office of Nuclear Reactor Ragulatlon. 79/11/27. Spp. 


-7912200168 Notlet of issuance b availability of Friends of the Earth 
791024 petition requesting that NRC prepare lupplementel 
Eia re impact of Class 9 accident at facilities. 

HUU.^>D.R. Division of Bite Safety b Environmental Analysis. 
79/11/23. Ip. 
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791317C01S Brief in support of Joint Intervenors eiceptlens to ASLB 
partial initial decision. Board Failed to consider properly 
seisnlE Focusing ti high stress drop issue. Issue shoifld be 
reaanded For hearing. Certificate of Svc end. 

KLItCiJ. A . GRDMN.H.H. CallFornia. State of. DROUH.H.H. Hill 
Christopher & Phillips. 79/12/07. IQpp. 


7912310457 Brief in support of eiceptions to ASLB 790927 partial 
initial decision uhicii found that facility could withstand 
7.5 isagnitude earthquake on Hosgri fault. Requests A5LAD hear 
oral arguaent. Certificate oF Svc end. 

FLEISCKAKER.D. S Fleischaker. D. S. 79/13/07. 09pp. 


— 7912060104 IE Insp Repts 30-275/79-21 6 SO-323/79-11 on 790821-24 6 
0924-2a.Na nonconpliance noted. Major areas inspected: 
preoperatlona 1 testing evaluat ion- verification of test 
results 6 1£ circular Followup. 

STERNBERG. D. H. Region 3> San Francisco. Reactor Operations 

Nuclear Support Branch. MORRILL. P. J. . HORN. A. J. Region 3. San 
Franclscoi DFflce of the Director. 79/10/19. 5pp. 


7912060096 Forwards IE Insp Rept 50-275/79-23 on 790927 b 1003-05. No 
nDncoapliBKCB noted. 

SPENCOli e. 6. Region 5. San Franciscoi Reactor Construction b 

Engineering Support Branch. 79/11/01, 2pp. 


7912270064 Requests response to 791030 request for preservation of NRC 
aemoranda re 791119 aeetlng between M Hendrle t> Hielke. 

Shackleford £■ Blanc. Forwards copy of 791030 Itr. U/o end. 
FLEISOHAKER.D. S Fleischaker. □. S. 79/12/13. 2pp. 


79122B0312 Requests that DL not be granted to util. Cites inability of 
utll.clties ti county to preserve public health in event of 
nuclear aishap. 

HOFFMAM. H. Affiliation Unkneun. 79/12/14. Ip. 


7912280500 Requests substantive response to 791024 request for NRC to 
suppleaent EIS to consider consequences of Class 9 nuclear 
accidents. Failure to respond by B00IO4 will indicate NRC 
does not plan to require suppl. 

8ALOHIN.U.A. Friends of the Earth. 79/12/21. Ip, 


H. General correspondence 


— 7912060065 IE Insp Rept 50-275/79-23 on 790927 b 1003-05. No 
noneoapl iance noted. Major areas inspected: action an IE 
Bulletin 7?-I4tASME certificates of authorliatlon & const 
acblvitles. 

DDDDS.R.T, Region 5. San Francisco. Reactor Construction b 

Engineering Support Branch. MUTSaN. T. U. Region 5. San 
Francisco. Office of the Director. 79/11/01. 4pp. 


7912100373 Forwards IE Info Notice 79-29. "Overloading of Structural 
Eleaents Due to Pipe Support Loads." No response required. 

ENKLKEN. 8. H. Region 5. San Francisco. Office of the Director. 
79/11/16. Ip. 


7912110S1D Forwards IE Info Notice 79-29. "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or responso required. 

ENGEIJ^I. fl. IL Region 5. San Francisco. Office of the Director. 
79/11/16. tp. 


7912110371 Certifies that response to Governor EG Broun petition to 
participate as representative of Interested state was served 
on 791106. 

BISOOFF. C. A. Pacific Cas 1. Electric Co. 79/11/16. 0pp. 

791219000B Responds to request for rcnotice of license Task Force 
recoaaendations proceedings b full public hearings re TMl 
Lessons Learned applicable to appl leant. Evaluation of 
recooeendations underway. 

ENCELHARDT. T. F. Deputy Eiecutive Legal Director. 79/11/27. 3pp. 


7912070022 Forwards IE Circular 79-24. "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BMRs. " No 
response required, 

ENOELKEN.R. K. Region 5. San Francisco. Office of the Director, 
79/11/26. Ip. 


7912110268 Forwards IG Circular 79—23. "Motor Starters & Contactors 
Failed to Operate." No response required. 

ENDELHEN. R. H. Region 5. San Francisco. Office of the Director. 
79/11/26. Ip. 


-7912190012 Advises that NRC has approved SECY 79-461: 'RecoiMiBndabitinB 
of NRC/EPA Task Force on Emergency Planning. " 

CHILK.8.J. Offico of the Socralary of the Caamission. 79/10/05. 

Ip. 


7913190035 Forwards interia guidance for upgrade of emergency plans 
per Reg Guide 1. 101. Comments requested. 

GISEHWTi D. 0. Assistant Director for Light tlater Reactors 
79/10/10. 2pp. 


—7912190045 Requests full public hearings re TMl Lessons Learneil Task 
Force recommendations b renotlce of ongoing licensing for 
publ Ic par ticlpa tlon. 

CMR.H. League of Uoaen Voters of San Luis Obispo. CA. 79/10/29. 
Ip- 


7913190220 Supports resuAption of OL issuances. 
SRAU.H.E- Affiliation Unknown, 79/11/27. Ip. 


7912260600 Responds to 790926 Hr re power plant opening, waste disposal 
i safety precautions. NRC conducting thorough investigation 
of TMl accident. Recocmendatlons will be applied to all 
nuclear facilities. Ltr end. 

OEHTCW. H. R. Office of Nuclear Reactor Regulation. 79/12/07. 5pp. 


K. Utility Final Safety Analysis Report (FS/^l b amends 


7912260260 Forwards Amend 81 to FSAH 6 Amend 82 to Hosgri Rapt, 
SHACKLEFORD. B.U Pacific Sas b Electric Co. 79/12/lB. Ip, 


--7912260384 Arnsnii SI to FSAR fa Amend 82 to Hosgri Rept For Diablo 
Canyon. Provides addl info re pressurization. air flow 
conservative dumping value, torsion calculation b polar 
crane stability. 

e Pacific Gas b Electric Co. 79/12/lB. 9App, 


Q. Inspection reports. IE Bulletins b correspondence 


7913110494 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups fa state atty 
general o.fcs copies of escalated enforcement correspondence 
sent by NRC to licensees. 

ENCEL)@I> R. H. Region 5. San Franclscu. Office of the Director. 
79/11/36. Ip. 


7912190121 Forwards IE Bulletin 79-27. "Loss of Non-Claos IE 
Instrumentation fa Control Power Sys Bus During Operation. " 
Hritten response required. 

ENKLKEN.R.R Region S. San Francisco. Office of the Director. 
79/11/30. Ip. 


791231IS69 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompllances. 10CFR21. " No action required. 

ENKLKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/12/06. 4pp. 


7912140492 Forwards reply to IE Bulletin 79-02. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts," 

SPENCER. O.S. Region 5. San Francisco. Reactor Construction b 

Enginuerlng Support Drench. 79/12/07. Ip. 


— 7912140497 Responds to IE Bulletin 79-02. Revii Ion 2. "Pipe Supports 
Baseplate Designs Using Concrete Ezpansicn Anchor Dolts.” 
Supports heve stiffener plates added to assure baseplate 
rigidity fa load distribution to bolts. 

CRM«.P.A. Pacific Gas b Electric Co. 79/09/19. 4pp. 


7912200237 Forwards IE Bulletin 79—29. "Possible Malfunction of Nomco 
Nodal EAIBO Limit Switches at Elevated Temps. " Action 
required. 

BiF^-KENi R. H. Region 5. San Francisco. Office of the Dlreetor. 
79/13/07. Ip. 


791227m7S Forwards PR&E response to IE Bulletin 79-04. 

^ENCERiG.S, Region S. San Francisco, Reactor Construction b 
Engineering Support Branch. 79/12/07. Ip. 


Forwards IE Insp Repts 50-275/79-21 b 50-323/79-11 on 
790821-24 b 0934-36.NQ noncompliance noted. 

CREWS, J.L. Region 5. San Francisco. Reactor Qporations Nude. 
Support Branch. 79/10/i9. 2 pp. 


-7912270076 Notifies that response to IE Bulletin 79-04 will bo sent by 
791101 pending receipt of calculated loads b hanger strength 
review from Nest inghouse. 

CRM4E.P.A. Pacific Gas fa Electric Co. 79/10/16. Ip. 
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79I3190&14 Responds to IE Qulletln 78-121 7B-12A ti 78-128. Held aatl 
heat 8c lot numbers tabulated In 790*08 C-E generic rept. 
Surveillance lueldment consists of full thickness ueldments 
using tandem arc melding process. 

CRANE»P. A Pacific Oas I. Electric Co. 79/12/12. Ip. 


791S2B0619 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

ENQELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/12/13. ip 


U. Congress tonal /Executive Correspondence 


7912310216 Ack receipt of 790920 Itr re League of Women Voters of Ban 
Luis Obispo. CA comments on advance notice of rulemaking for 
smergeneg planning at Diablo Canyon. 

OOSSICK. L. V. Office of the Executive Director for Operations. 

79/10/29. ip. 

791221022a Forwards League of Women Voters of San Luis Obispo. CA 790920 

commsnts on proposed regulations for nuclear emergency 
plans. Requests comment. 

LAOOMARBINO. R. House of Rep. 79/09/28. 7pp. 


7912210124 Responds to JH Alexander 790829 Itr re study of hustsn factor 
of nuclear plant Installation. Operating personnel receive 
addl training in plant transients & multiple accident 
c ond 1 1 Ions. 

OOBSICKiL. V. Office of the Executive Director for Operations. 

79/10/31. 2pp. 

—7912210133 Forwards JH Alexander request for more study of human factor 
in operating 8< control ays of nuclear power plant 
Installation. Requests comments. 

CRANSTON. A. Senate. 79/08/29. 2pp. 


7912210030 Requests info re effect licensing moratorium will have on 
faci 1 1 ty. 

LAOOMARBINO. R. J House of Rep. 79/11/08. Ip. 


7912130206 Advises that Commission move quickly to decide if 791019 
nseting u/utll disqualifies Commissioners Hendrie b Kennedy 
from licensing. 

LAQOMARSINO. R. J House of Rep. 79/11/15. Ip. 


79121B046B Forwards Itrs from constituents re licensing of facilities. 
Requests Commissioners Hendrie b Kennedy be disqualified 
because of attendance at 791019 meeting w/util. 

UAG0HAR8IND. R. J House of Rep. 79/11/15. I5pp. 

— 79121B0475 Urges Commission not to license nuclear reactor due to 
praxinity to earthquake fault. 

JACK6DN.0.M. Affiliation Unknown, 79/11/28. Ip. 

— 7912180480 Urgoa resignation of Chairman Hendrie b Commissioner Kennedy 
for attending meeting w/PObE. 

CQOPERiP. Affiliation Unknown. 79/11/05. Ip. 

--7912180484 Objects to secret 791019 meeting between Hendrie.Kennedy b 
PObE. Urges disqualification from further decisions on util. 

CUMMIWOB. B. C. Affiliation Unknown. 79/11/06. Ip. 


— 7912100488 Forwards copies of 791121 Itrs sent to Senator Cranston b 
Representative Panetta urging disqualification of Hendrie b 
Kennedy. 

TETER.H.M. Affiliation Unknown. 79/11/21. 4pp. 


— 79121B0493 Forwards copy of 791112 Itr to Senator Cranston objecting 
to meeting between Hondria. Kennedy b PObE. Requests each 
commissioner receive copy. 

ERNSTiT. Affl nation Unknown. 79/11/28. 2pp. 


— 7912J80S02 Forward* copy of Ur to Senator Cranston urging 

disqualification of Hendrie b Kennedy from further decisions 
on util. 

ZIMMERMAN.A, Affl I la t ion Unknown. 79/11/28. 2pp. 


— 791B1BOS07 Forwards copies of 791116 Itrs to Senator Cranston b 
Representative Panetta urging dlsqual i f leatlon of Hendrie b 
Kennedy from further decisions on PObE. 

HANZERrR. Affiliation Unknown. 79/11/16. 3pp. 


— 7912100510 Objects to meeting between Hendrie. Kennedy b PObE. Urges 
disqualification from further decisions on util. 

MOODY.R.. MDODY.D. Affiliation Unknown. 79/11/11. 6pp. 


V. Operator Examinations 


7911020100 Notifies of status of operator licensing at facilities 
scheduled to receive OLs. 

COLLINS.P. F. Operator Licensing Branch. 79/10/19. 3pp 


DOCKET 30-276 GEORGIA TECH RESEARCH REACTOR 


F. Security, medical, emergency b Fire protection plans 


7912120206 Forwards draft Reg Guido 5. XX. "Std Format b Content For 
Licensee Physical Security Plan for Protection of SNM of 
Hoderate or Lou Strategic Significance." W/o end. 

REID. R. H. Operating Reactors Branch 4 (Pro 791030>. 79/08/22. 

3pp. 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION. UNIT 2 


F. Security, medical, emergency b fire protection plans 


79L2aXX}22 Discusses NRC 791109 mooting re emergency preparedness team 
review objectives, Provides guidance for improving licensee 
eaergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

eRlHES.E.H. Emergency Preparedness Task Force. 79/11/23 30pp. 


e. Adjudicatory correspondence 


7912110043 Forwards comments on NUHEG-051 1. Draft GEI3 reflects 
coKBclous b deliberate NRC policy to jeopardtie public 
health b safety b thwart objectives of NEPA. 

KEPFrao.C. Environmental Coalition on Nuclear Power. 79/10/34. 
S2pp. 


H. General correspondence 


79121B0O98 Ack receipt of 791110 Itr re concerns about application For 
early site review. Commission is reviewing application for 
docketing. Doard found intervonor motion to terminate revieui 
gremature. 

OILINSKY.V, Commission. 79/11/30. Ip. 


— 791S180107 Delieves util application for early site review is futile 
gasiure.NRC review of application will reinforce public 
iaage of Inefficient b wasteful govt administration. 

Lancaster News 790920 article re early site review end. 

S»ACKMAN. T. Afflliatian Unknown. 79/11/10. 3pp. 


P. Operating license stage documents b correspondence 


7912100189 Discusses NRC 791101 meeting w/representatlves of NSSS 
vendors & fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing u/fuel cladding 
swelling & incidence of rupture. Vendor responses end. 

ElffilMUT. D. G. Division of Operating Reactors. 79/U/09. 65pp- 


•7913100233 Responds to NRC 791101 request re noncomp Hanco of 
WestinghouBc ECCB evaluation model under requirements 
of 10CFH50 App K. Evaluation of three fuel rod models 
indicates no safety problems For Westingheusc plants. 
WDERSON. T. M. Westlnghouso Electric Corp. 79/11/02. 4pp. 


■7913100330 Responds to NRC 791101 request re DRNL cladding suclliny b 
rupture data. Review of analytical models b tests indicates 
eanptlance w/lOCPRSO App K.All GE specs for calculated peak 
cladding temp remain unchanged. 

BUCHKOLZ. R. VI. General Eloctrir Co. 79/12/07. 3pp. 


'7913100407 Forwards response to NRC 791101 request re rod burst tost 
data. Concludes that data properly represented by fuel models 
used in vendor evaluotian models & that analyses demonstrate 
all criteria of 10CFR5O. 46 satisfied. 

OMSLEViO.F. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp. 1. 
79/11/03. 5pp. 


— 791S1004S6 Forwards addl info ro evaluation of impact of NRC proposod 
ruptUTo/blockage model used in vendor evaluation aodol. 

No adverse impact from new rupture burst data or use of NHR 
rupture/hlockage model on licensing calculation results. 

DHQLEY.O.P. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp. 1. 
79/11/04. 23pp. 


7913140102 Notification of 791127 meeting u/util to discuss pruposed 
design providing second level of undervoltage protection for 
safety related equipment at Facility. 

CLARKiR. Operating Reactors Branch 3, 79/11/14. 2pp. 
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7‘;i212032S Responds to NRC 791002 Itr re c er 1 1 F k ca t >on ot tIEIC personnel 
in radiatlart ssFctij bij Oak Rtdge Associated UnIvs.NHC 
personnel mill attend si te— spec i f i c training t< aubnit annual 
canFirma t ion of requa 1 iFic a t ion 

CLOUTIER. R. Phi ladelpbia Electric Co. 79/12/03. 2pp. 


791219060^ Responds to 791022 Itr re containment porpinp U venting 
during normal operation Util uill comply u/ "Interim 
Position For Containment Purge {< Uent Valve Upsration 
Pending Resolution oF Isolation Valve Operability." 

DALTROFF, S. L- Philadelphia Electric Co. 79/12/11. 2pp. 


79122a0S&l Responds to NRC 791214 telcon requesting info re 
imp 1 emen ta t ion oF short-term Lessons Learned Task Force 
requirements by 800101 . Discusses proposed schedule b 
revi sions 

DALTROFF. S. L Philadelphia Electric Co. 79/12/21. Spp. 


Q Inspection reportsi IE Bulletins b correspondence 


7912060033 Ack receipt oF 791009 Itr informing NRC oF steps taken to 
correct violations noted in IE Insp Repts 50-277 /77‘'i3 b 
50-278/79-15. 

ORIERiD.H. Region 1. Ph 1 ladelp h lar OFFice oF the Director. 
79/10/22. Sp. 


— 7912060044 Responds to NRC 790917 Itr re violations noted in IE Insp 
Repts SO-277/79-13 b 50-278/79-1 5. Cor ret t ive actions: 
personnel instructed In accurate signing ofF of surveillance 
tests &r in timely responses to audit rept. 

DALTROFF. S. L. Ph i I ad e 1 ph 1 a E lec tri c Co. 79/10/07. 6pp. 


—7912060049 Forwards IE Imp Repts SO-277/79-13 b 50-273/79-15 on 
790618-21 b 25-29 b notice of violation. 

CRIERiD.H. Region 1. Philadelphia. Office of the Director. 
79/09/17. Gpp. 


—7912060054 Notice of violation from insp on 790618-21 b 25-29. 

» Region 1. Philadelphia. Office of the Director. 79/09/07. 
3pp. 


-791206005B IE Insp Repts 50-277/79-13 I. 50-278/79-15 an 7906IB-2I b 
25-29. None QAip 1 lance noted' failure to identify post-valvi 
replacement test results as unacceptable b to issue tinelii 
responses to audit repts. 

UOKNSON. J. I FiARKOMSKI.R . KISTER.H. B. Region 1. Phi ladalphla. 

Reactor Operations Nuclear Support Branch. 79/09/07, 22pp. 


7912170171 Responds to IE Bulletin 79-23. "Potential Failure of 
Emergency Diesel Oenerater Field Eiciter Trans Former. " No 
connections Found tuhich could allew Flau of high clrculati'ng 
currents exceeding transformer ratings. 

CALLAGHER. J. N. Philadelphia Electric Co. 77/10/25. 2pp. 


7912170240 Updates ravieu of seismic analyses for as-built safetif— 
related piping per IE Bulletin 79-14. '‘Seismic Analysis 
For Safety-Related Piping Sys " 

DALTROFFiS. L. Philadelphia Electric Co. 79/10/30. 2pp. 


7912050101 Ack receipt of 791015 Itr informing NRC of steps taken to 
correct violations noted in l£ Insp Repts SO-277/79-14 b 
50-278/79-16. 

5MITK. G. H. Region 1. Philadelphia. Fuel Facility b Materials 

Safety Branch. 77/11/06. Ip 


— 7912050105 Responds to NRC 790924 Itr re violations noted In IE Insp 
Repts 50-277/79-14 b 50-27B/79-1 6- C orrec t ive actions: 
new shutdown procedure b removal of identified leaking fuel 
assembl les. 

DALTROFF. S. L. Philadelphia Electric Co. 79/10/15. 3pp. 


—7912050107 Forwards IE Insp Repts 50-277/77-14 b 50-27B/79-I6 on 
790622 b notice of violation. 

SMITH. O H. Region 1. Philadelphia. Fuel Facility b Materials 

Safety Branch. 79/09/24 2pp. 


— 7912050110 Notice of violation From Insp on 790622. 

< Region 1. Philadelphia. Office of the Director. 79/09/20. 
If 


— 7912050116 IE Insp Repts 50-277/79-14 b 50-278/79-16 on 790622. 
Noncompliance noted: fai 1 ure to adhere to Tech Spec 
release rates 

3ERABIAN, J. A. . JACKSON. T. J. . STDHR.O.P. Region I. Philadelphia. 
Office of the Director. 79/09/20. 4pp. 


7912200344 Forwards waste packaging Imp Rept 79-02A on 790925-26. No 
noncomp liance noted. 

SUTHERLAND. 0. T. Region 2. Atlanta. Fuel Facility b Materials 
Safety Branch. 79/11/07 2pp. 


— 7912200395 Waste pack.sging Insp Rept 79-02A. No noncompliance noted. 
Maiar areas inspec t ed : sh ipplng paper b DOT placarding 
requlreaentsi radiation levels, removab 1 e contamination. DOT b 
NRC package features. 

BROUN.R.A. Region 2. Atlanta. Office of the Director. 79/11/06. 

6pp. 


7912050049 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No response required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 

79/11/16. Ip. 


7912050286 Forwards IE Info Notice 79-27. "Steam Generator Tube 
Ruptures at Two PWR Plants. “ No response required. 

ORIER.D.H. Region 1. Philadelphia, affice of the Director. 
79/11/16. Ip. 


7912100144 Forwards IE Info Notice 79-25. "Dverloading of Structural 
Elements Duo to Pipe Support Loads." No response required. 
ORIER.B.H. Region 1. Philadelphia. Dfflce of the Director. 
79/11/16. Ip 


79I21I04SB Forwards IE Info Notice 79-29. "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Dperatlon. " No 
specific action or response required. 

ORIER.B.H. Region 1. Philadelphia. Dfflce of the Director. 
79/11/19. Ip. 


79130S0277 Foruards IE Bulletin 79-26. "Boron Loss From BWR Control 
Blades." Response required. 

GfllERaB.H. Region 1. Philadelphia, Office of the Director. 
79/11/20. Ip. 


7912260109 Ack receipt of 791004 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Ropts 50-277/79-00 b 
30-270/79-09. 

HARTIN,U.O. Region 1. Philadelphia. Safeguards Branch. 79/11/21. 

IP- 


— 7912260115 Forwards IE Insp Repts 50-277/79-00 b 50-270/79-09 on 
790226.20 b 70305-07 b notice of viol at ion. Not ice of 
violation withheld <ref 10CFR2. 790). 

HARTIN.U.O. Region 1. Ph i ladoLph ia. Safeguards Branch. 

79/09/14. 2pp 


—7912260119 IE Insp Repts SO-277/79-00 b 50-270/79-09 on 790226,20 b 
0a0S-D7.DetallB withheld (ref 10CFR2. 790). 

BAILEV^R. J. . LADUN.R. Region 1. Ph 1 ladolphia. Office of the 
Director. DEVLIN, J.U. Region 1. Philadelphia. Safeguards 
Branch. 79/09/14. 2pp. 


7912060304 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pips Break Detection Equipment on BURs, " No 
response required. 

ORlEn,B.K. Region I. Philadelphia. Offico of the Director. 

79/11/26. Ip. 


7912110073 l-orwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to (Iporate. " No response required. 

eRIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912210003 Orants ostenslon until 000101 for placing plant In cold 
shutdewn to complete mods to control rod drive syi small 
piping hongorstas required by IE Bulletins 79-02 b 79-14. 
ORIER.B.H. Region 1. Philadelphia, Office of the Director. 
79/11/26. Spp. 


7912190063 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation. " 
Written response required. 

ORI^iB.H. Region 1, Philadelphia, affice of the Director. 
79/11/30. Ip. 


7912310237 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncompllances, 10CPR21. " No action required. 

ORIER.B.H. Region 1. Philadelphia, Offico of the Director. 
79/12/06. 4pp. 


7912190761 Forwards IE Bulletin 79-20. "Possible Malfunction of Nomco 
Hodfll EAIBO Limit Switches at Elevated Temps. " Urltten 
respanse required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/07. Ip. 


7912200031 Responds to IE Bulletin 79-02. Revision 2, "Pipe Support Base 
Plats Designs Using Concrete Expansion Anchor Bolts. " 

Whore safety factors less then required. supports will be 
modified. 

DALTROFF* S. L. Philadelphia Electric Co. 79/12/07. 4pp. 
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7918360227 Foruard* IE Info Notice 79-31t "Use of Incorrect Amplified 
Response Spectra." No uritten response required. 

ORIfRi D. H. Region 1. Philadelphia. Office of the Director. 
79/12/13. Ip. 


R. Periodic operating reports b related correspondence 


7912140344 Foruards monthly operating repts for Nov 1979. 
COONEYiH. J. Philadelphia Electric Co. 79/12/10. Ip. 


--7912140339 Konthlg operating repts for Nov 1979. 

ALDEN.U.M, Philadelphia Electric Co. 79/12/10. 9pp. 


S. Reportable occurrences. LERs b related correspondence 


7918310322 Ra-2-79-30/lP: on 791113. insp of vendor design per IE 
□ullatln 79-02 revealed trapeie-tgpe hangers re 1-lnch 
control rod drive insert b ulthdraw piping not 
seisinlcallid qua 1 1 fl ed. Caused bg design deficiencg. 

ULLRICH. U.T. Philadelphia Electric Co. 79/11/14. 3pp. 


7913310191 R0-2-79-S1/1P; on 791181. both fire pumps out of svc for 
short period. Caused bg installation of relief valve on fire 
header. Fol 1 oulng completion of sgs modisgs lulll be tested b 
declared fullg operable. 

ULLRICH. N.T. Phlladelphie Electric Co. 79/11/21. tp. 


7913070349 LER 79-047/03L-0: on 791029. valves SU2671A b 3US&7iB failed 
to close during surveillance testing of dioxide analgior 
prlmarg containment valves. Caused bg piston binding in valve 
bodg. Valve internals rebuilt. 

COONEY. H. J. Philadelphia Electric Co. 79/11/20. Ip. 


7912120343 Foruiards LER 79-04B/03L-0. 

COONEYiH. J. Philadelphia Electric Co. 79/11/29. 4pp. 


— 7912130347 LER 79-04S/03L-0: on 791030. during relamplng of main off gas 
s tac k. per sonne 1 discovered broken Isokinetic sample line. 

Caused bg crimp at U clamp support bracket b fatigue from 
expansion, contraction b uind loading. 

COONEY. M. J. Philadelphia Electric Co. 79/11/39. Ip. 


7913120429 Forwards LER 79-050/01T-0. 

CODNEYiH.J. Philadelphia Electric Co. 79/11/29. 2pp. 


— 7912130435 LER 79-OSO/OlT-O: on 791 1 13. during insp In response to 
IE Bulletin 79-02i#ight hangers for control rod drive 
inser t/ul thdraual piping found not qualified to uiithctand 
DDE. Caused bg seismic, support doilgn deficiencg. 

COONEY. M. J. Philadelphia Electric Co. 79/11/39. tp. 


7918140455 Foruiardi LER 79-OSl/OlT-O. 

COONEY. M.U. Philadelphia Electric Co. 79/13/05. 2pp. 


— 7918140463 LER 79-031/01T-0; on 791121. fire pump controls removed from 
SVC to permit mod on fire header. Diesel pump found to be 
Inoperab le. Caused bg dlrtg relag contacts In regulator 
circuit. Contacts cleaned b pump returned to svc, 

COONEYrll. J. Philadelphia Electric Co. 79/13/OS. tp. 


7912370393 nO-3-79-S2/lP; on 791 127. seismic capabilities of concrete 
block walls on elevation 135 ft reanalgied as lets than 
required safetg factor. Caused bg engineering design 
deficiencg. Hod of wall support ulll raise safetg factor. 
ULLRICH.W.T, Philadelphia Electric Co, 79/12/06. 3pp. 


7912190366 R0-2-79-S3/IP: on 791307. rec Irculat Ion sgs sample lino outer 
valves ieolatlon function inoperable. Caused bg Improper 
teetinj of installed jumper. Jumper removed. valves tested for 
manual b automatic Isolation b found operable. 

VLLRICH.H. T, Philadelphia Electric Co. 79/12/10. 8pp. 

7912370596 R0-8-79-53/1P: on 791207. rec irculat ion sgi sample line outer 
valve AQ-S-S-40 isolation function fal led. Caused bg improper 
testing after jumper Instal latlon. Jumper removed b log 
procedure will be rcvleuid. 

ULLRICH.W.T. Philadelphia Electric Co. 79/12/10. 2pp. 


7912IB0644 Forwards LER 79-052/01T-0. 

COONEY. H.J, Philadelphia Electric Co. 79/13/ti. 2pp. 


— 7912130647 LEfl 79-052/01T-0: on 791 127. analgiis per IE Info Notice 79-20 
revealed four concrete expansion bolts in concrete block 
walls u/safstg factors of less than four. Caused bg deficient 
design. Corrective actions to be completed bg BOOlQi. 

COONEYiM.J. Philadelphia Electric Co. 79/12/11. ip. 


DOCKET 50-276 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergencg t> fire protection plans 


7912800022 Discusses NRC 791109 meeting re emergencg preparedness team 
review objectives. Provides guidance for improving licensee 
emergency preparedness !. assuring capafitlitg of offsite 
agencies to take appropriate emergencg actions. 

GRIHE3.D.K. Emergencg Preparedness Task Force 79/11/23 30pp. 


O. Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-OSl 1. Draft GEIS reflects 
conscious b deliberate NRC policy to jeopardize public 
health b safety b thuart objectives of NEPA. 

KEPFQRD.C. Environmental Coalition on Nuclear Power. 79/10/34. 

22pp. 


H. Oeneral correspondence 


7912100090 Ack receipt of 79111B Itr re concerns about application for 
early site review. Commission is rovieuing application for 
docketing. Board found Intervener motion to terminate review 

premature. 

OILINSHY.V. Commission. 79/11/30. Ip. 


— 7912100107 Believes util application for early site review is futile 
gesture. NRC review of application will reinforce public 
image of inefficient b wasteful govt administration. 

Lancaster News 790920 article re early site review end. 
S’ACKHAN.T. Affiliation Unknown. 79/11/16. 3pp. 


P. Operating license stage documents b correspondence 


7912100109 Oiscusses NRC 791101 meeting w/ropresontatlves of NSSS 
vendors & fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
suolling b incidence of rupture. Vendor responses end. 

EIKNHUT. D. G. Division of Operating Reactors. 79/11/09. 65pp. 


—7912100233 Responds to NRC 791101 request re noncompliance of 
Uostinghouse ECC8 evaluation model under requirements 
of lOCFHSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Uestinghouse plants. 
ANDERSON. T- H. Uestinghouse Electric Corp 79/11/03. 4pp 


— 7912100330 Responds to NRC 791101 request re CRNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
compliance w/lOCPRSO App K. Alt GE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHQLZ.R. H. Oenoral Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst tost 
data. Cone ludes that data properly represented bg fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of 10CFR50. 46 satisfied. 

OUS.EY.Q.F. Elion Nuclear Co.. Inc. (subs, of Exxon Corp. ). 
79/11/02. 5pp 


— 7912100456 Forwards addl Info re evaluation of impact of NRC proposed 
rupturs/b lockage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupturo/b loc kag B model on licensing calculation results, 

0U8LEY.0.F. Exxon Nuclear Co. , Inc. (subs, of Exxon Corp. ). 
79/11/04. 28pp, 


7912140182 Notification of 791127 meeting u/util to discuss proposed 
design providing second level of undervoltage protection for 
safety related equipment at facility. 

CLARKiR. Operating Reactors Branch 3. 79/11/14. 2pp. 


791212032S Responds to NRC 791002 Itr re certification of NRC pereonnel 
in radiation safetg by Oak Ridge Associated Unlvs.NRC 
personnel will attend si le-spec if Ic training b submit annual 
confirmation of requallfication. 

CLOUTIER.R. Philadelphia Electric Co. 79/12/03. 2pp. 


7912180606 Responds to 791022 Itr re containment purging b venting 
during normal operation. Util will comply w/ "Interim 
Position for Containment Purge b Vent Valve Operation 
Ponding Resolution of Isolation Valve Operability." 

DALTROFF. 8. L. Philadelphia Electric Co. 79/18/11. app. 


7912200561 Responds to NRC 791214 telcon requesting info re 
implomontation of short-term Lessons Learned Task Force 
requlronants bg 800101. Discusses proposed schedule b 
rdvlslona. 

DALTROFF. S. L. Ph 1 ladelph la Eleclr Ic Co, 79/12/21. Spp. 
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a. Inspection reports. IE Bullet 


791S06Q033 Ack recevpt of 791009 
correct violations notod In tE 
50-270/79-15 

GHIEU.D-il. negion 1. P^ilat^l 
79/10/22. Ip. 


ns li corr esponil ence 

Itr informing NUC of steps fcaton to 
Insp Repts 50-277/79-13 i 

■ Iphla, Office of the Director. 


—791204.0044 Responds to NRC 790917 Itr re violations noted in IE Insp 
Roots 50-277/79-13 t. 50-273/79-15 Corrective actions- 
peSsonnel instructed In accurate signing off of surveillance 
i-oB + « t, in timelij responses to audit ropt. 

DALTRDFFiS I- Philadelphia Electric Co. 79/10/09. tpp. 


7912100144 Foruiards IE 
Eleeients Due to Pipe 
ORIER.B.H. Region 
79/11/16. Ip 


Info Notice 79-20. "Overluading of Gtructursl 
Support Loads." No response reauired. 

1, Philadelphia. Office of the Director. 


79121104S8 Foreiards IE Info Notice 79 29, "Loss 
Reactor Coolant Bgs Instrumentation During Op 
specific action or response required. 
GRIER.B.H. Region 1. Philadelphia, Office 




of Nonsafety-Rolated 
eratlon. " No 

of the Director. 


79120SD277 Forieards IE Bulletin 79-26. 
Blades.* Response reciuired. 

GRIER. B.H. Region 1. Philadelphia. 
79/11/20. Ip- 


"Doron Loss From DWR Control 
Office of the Director. 


7912060049 Foruards IE insp Repts 50-277//9 13 

790618-21 6 25-29 t. notice of violation 
CRIER, n.H. Region 1, Philadelphia. Office 
79/D9/17- 3pp. 


6 50-278/79-15 on 
of the Director. 


7912D600S4 Notice of violation from insp 

» Region 1. Phi lad e Iphla, Office of 
3pp. 


on 790618-21 tc 25-29. 
the Director. 79/09/07. 


-7912060058 IE Insp Repts 50-277/79-13 h 30-270/79-15 on 7^18-21 i. 
25-29. Noracomp liance no ted fa t lure to identify post va 
replacement tost results as unaccaptatle I. to Issue timely 

LoNSsSNrj. ‘“nAR^oSsK^r". KISTER, H. B. « ‘ 

Reactor Operations Nuclear Support Branch. 79/09/07. 2app. 


7912170171 Responds to IE Dulletln 79-23, '■Potential 

Emeraencu Diesel Generator Field Ercitcr Transformer, No 
connections found which could allous flow of high circulating 
currents e.ceedlng transformer ratings^ — ,,r.yos, 

OALLAOHER. J. W. Phi ladeiph ia Elec trie Co. 79/10/25. 2pp. 

7912170240 Updates review of seismic analyses for as-buiJt safety 
related piping per IE Bulletin 79-14. "Seismic Analysis 


for Safety-Related Piping Sys. " 

DALTROFF. S. L Philadelphia Electric Co. 


79/10/30. 2pp. 


7912050101 Ack receipt of 791015 Ur informing ^RC of steps taken to 
correct vlolatinns noted in IE Insp Repts 50-277/79 14 U 

ImITH%^H. R egion 1. Philadelphia, Fuel Fac i 1 ity l< Materials 
Safety Branch. 79/11/06. Ip 


— 7912050105 Responds to NRC 790924 Itr re violations noted in IE Insp 
Repts 50-277/79-14 8. 50-270/79- 16, Correc t ive actions; 
neu fthiitdoun procedure tt removal of identified leaking fuel 

DALTROFFiS. L. Philadelphia Eloctric Co. 79/10/15. 3pp. 


7912050107 Forwards IE Insp Repts 50-277/79-14 U 50 278/79 16 on 

790622 l< notice of violation. 

SMITH, 0. H. Region I, Philadelphia, Fuel Facility & MaterialB 

Safety Branch. 79/09/24. 2pp, 

—7912050110 Notice of violation from insp on 7^0622. ^„,najon 

» Region 1, Philadelphia, Office of the Director. 79/09/20. 

ip. 

—7912050116 IE Insp Repts 50-277/79-14 & 50-270/77-16 an 79062S. 
NancompUance noted : failure to adhere to Tech 8pec 

gEBADIAhirj^A^, JACKSON.T. J. , BTOIIR.J.P. Region 1. Philadalphla. 
Office of the Director. 79/09/20, 4pp 

7912200344 Forwards waste paciaglng Insp Rept 79-02A on 790925-26. No 
noncorap I lance noted- . ^ ^ . i 

SUTHERLAND, .f. T. Region 2, Atlanta. Fuel Facility S<MatBrials 

Safety Branch. 79/11/07. 2pp- 


—7912200395 Matte poctaging Insp Rapt 79-02A. No none ompl lanco noted. 
Major areas Inspec ted; sh i poing paper & DOT placarding 
requ 1 rement s, rad 1 ation levels, rofliovab 1 e contamination, DOT 6 
NRC package features, 

UFIQWN.R. A. Region 2, Atlanta. Office of the Director. 79/11/06. 
6pp. 


7912050049 Forwards !E Circular 79-S3, "Btroks Times for Pouer Operated 
Relief Valves." Ho response required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16- Ip. 


7912050206 Forwards IE Info Notice 79-27, "Steam Oenaralor Tube 
Ruptures at Two PHR Plants. “■ No response required. 

GRIER, a. H. Region 1. Philadelphia. Office of the Director. 
79/11/16- Ip. 


7912360109 Act receipt of 791004 Itr *®‘‘®" 

correct violation noted in IE Insp Repts 50-277/79-00 8* 

Region 1. Philadelphia, Safeguards Branch. 79/11/21. 


-7918260U5 Forwards IE Insp Repts 50-277/79-00 ^50-278/79-09 on 
790226.28 6 70305-07 6 notice of v 1 o lat 1 on. Notl ce of 
violation withheld fref 10CFR2. 790). . n n.h 

HARTIN.W.B. Region 1. Philadelphia, Safeguards Branch. 

■7B/At>/ia SDD 


—7912360119 IE Insp Repts 50-277/79-00 6 50-378/79-09 on 790226.28 I. 
0305-07. Details withheld (ref 10CFR2. 790). _... . n,_ 

DAILEV.H J ■ L.ADUN, R. Region 1. Philadelphia. Office of the 

Sir«ior revLlN.J,H, Region 1. Philadelphia, Safeguards 






7912060584 Foruards IE 
Core Spray Pipe Orea 
respanse required, 
GRIER, B.H. Region 
79/11/26. Ip. 


Circular 79-24. "Proper Installation 8< Cal 
k Detection Equipment on BHRs. •' No 

1, Philadelphia, Office of the Director, 


Ibr 


of 


7912110073 Forwards IE Circular 79-23. "Motor 
Failed to Operate." No response required. 
BRIER.D.K. Region 1, Philadelphia, Office 
79/11/26. ip- 


starter 
of the 


b Contactors 
Director, 


7912190063 Foruards !E Bulletin 79-27, "Loss of Non-Class IE 
Instrunentatton 8« Control Power Sys Bus During Operation. 

Written response required. , 

OflIEft.O.H. Region 1. Philadelphia. Office of the Director. 

79/11/30. Ip. 

7912310237 Foruards IE Info Notice 79-30. "Reporting of Defects fc 
Moncempllanees, 10CFR21, " No action required- 

GRIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 

79I2I9076* Forwards IE Dulletln 79-28. "Possible Malfunction of Names 
Model EAIBO Limit Suiitehoa at Elevated Temps. Written 

0 «lEB!'BV^**”'RBglon 1. Philadelphia, Office of the Director. 
79/12/07. Ip. 


79123H0031 Responds to IE Dulletin 79-02. Revision 2. "Pipe Support Da. 
PlA^t 0 « 9 ign« Uslnp Cancrete Eipanslon Anchor ODlts. 

factor® less thnn rotiuiredi oupport® will bo 

nai TDntP.n. L. Phlladelohia Electric Co. 79/12/07. 4pp. 


7912280227 Forwards IE Info Notice 79-31. "Usa of 
Response Spectra." No written responsa requlred. 
WIIER.B.H. Region 1. Philadelphia, Office of 
79/12/13. tp. 


Incorrect Amp li f i ed 
the Director. 


R. Periodic operating report* b related correspondence 

7918140344 Forwards monthly operating repts for Nov 1979. 
caDNEY,H.J. Philadelphia Electric Co. 79/12/10. Ip. 


— 7912140059 Monthly operntliig repts 
ALDENiH.M. Philadelphia Electric 


for Nov 1979, 
Co. 79/12/10. 


9pp. 


a. Reportable occurrences. LERs^b related cor resp onde nce 

7913180010 RO 3-79-29/tP; on 791019, r esponss to IE 
revealed damaged sway strut on C reactor feed pump 
line. Cause under investigation. New sway strut will arrive 

D^^CH.W.T. Philadelphia Eloctric Co, 79/10/19. 2pp. 
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7712040295 UER 79-033703L-0: on 7910S2>uhiIo in cold shutdown For 
TaFutllno>3D RHR pump tripped on overcurront. Coiised t>v 
internal notor Fan blade Fatigue Fal lure. Stator insulation 
repaired b botboni Fan installed. 

CODNEV.M.J. Philadolphia Electric Co. 79/11/21. Ip. 


79122000S3 Discusses NFIC 791109 meeting re eraergencij preparedness team 
review at jectlves. Provides guidance For improving licensee 
easrgeneg preparedness b assuring capabilitij oF oFfslte 
agencies to take appropriate emergency actions. 

6RII1E9.B.K. Emergency Preparedness Task Force. 79/11/33. 30pp. 


7712130100 RD-a-77-3a/lP: on 791 121. review oF 771117 surveillance test 
revealed that two MSlUs In steamline A closed in shorter 
tines than epeciFied in Tech Specs. Caused by possible temp 
eFFecte on bljdraulie Fluid viscosity. 

UULRICH.H-T. Philadelphia Electric Co. 79/11/21. Ip. 


7712040405 LER 79-O34/03U-0: on 791 101. dor ing surveillance tosting. 
standbu liquid control pump rolieF valve operated below Tech 
Spec Unit. Caused by setpoint drift on JtdBK Crosby valve. 

Valve readjusted within Tech Spec limit. 

COONEV.H.J. Philadelphia Electric Co. 79/11/SS. Ip. 


7912O50S76 Forwards license fee for review of security personnel 
training t qualification program. subml tted in 790317 Itr. 
STAU-INOS. C. M. Virginia Electric S. Power Co. 79/11/29. Spp. 


7912030189 Forwards amended physical security program. Program withheld 
iref 10CFR2. 790). 

8TAU.IMGS.C. M. Virginia Electric h Power Cn. 79/11/30. 4pp. 

7912100250 Forwards project status summary re implementation of Fire 
protection mods. 

STALLINOSi C. H. Virginia Electric !< Power Co. 79/12/04 2pp. 


7?12ia0504 LER 79-Q35/03L-0; on 791 102. dor ing insp of traveling in core 
probe sysiihear valves in guide tube assemblies detected 
installed backwards. Caused by focility const error. Five 
shear valves removed & properly reinstalled. 

RODNEY.H, Philadelphia Electric Co. 79/12/03. ip. 


7912130417 RD-3-79-39/1P, update: on 791130. eight seismic supports Inside 
containment ti supporting control rod drive piping line found 
not to be leismically qual i fled. Caused by design defieiency. 

Hods will be completed during outage beginning 791207. 

ULLRICH.M.T. Philadolphia Electric Co. 79/12/04. 2pp. 


7912iaOS4& LER 79-03i/O3L-0; on 791103, leak rates eiceeded Tech Spec 
limits. Caused by debris blocking valve closure. Sealing 
surfaces cleaned l> pa I i shed. Valves retested fa returned to 

SVC. 

• Phi lade I pli la Electric Co. 79/12/05. tp. 


79121B0Sah Forwards LER 79-038/01T-0. 

COaMEY,M.J- Philadelphia Electric Co. 79/12/OA. 2pp. 


— 7912180991 LER 79-Q30/O1T-O; on 791 120, during review oP surveillance 
temti two MBIVe In ''A'’ steamline closed In times shorter than 
spectfiad In Tech Specs. Caused by operator not rerogniiing 
Past HSIV closure tltno. Operator procedure revised. 

COONEY.H.J. Philadelphia Electric Co. 79/12/Ofa. Ip. 


7912270393 R0-2-79-92/1P: on 791127, solemlc capabilities of concrete 
tlock walls on olevation 135 ft reanalyied as less than 
required safety factor. Caused by engineering design 
deficiency. Hod of wall support will raise safety factor. 
ULLRICH.M.T. Philadelphia Electric Co. 79/12/Ofa. 2pp. 


79121B0fa44 Forwards LER 79-05a/01T“D. 

CQONF.Y.H. J. Phlladelplila Electric Co. 79/12/tl. 2pp 


79iai00fa47 LER 79-ODa/OlT-O; on 79U27, analysis per IE Info Notice 79-28 

revoalsd four ceneroto ospanslon bolts In concrete block 
walls u/safety factors of lest than four. Caused by deflclont 
design. OorroctlvD actions to he completed by 800101. 

CaONEViH.J. Philadelphia Electric Co. 79/ia/ii. Ip. 


7912180350 LER 79-037/03L-0: on 791113, during surveillance beating an 
rod sequence control sijs. sequence mode found inoperable. 

Caused by failure in Intogratad circuit chip on sequence 
logic board. Integrated circuit chip was loplaced. 

COONEV.M-J. Philadelphia Electric Co. 79/12/13- Ip- 


7912270497 Forward s LER 79-039/01T-0, 

COONEY.M, J. Philadelphia Electric Co. 79/12/14. 3pp. 


— 7912870810 LER 79-039/01T-0: on 791 130. eng Ineer Ing review per IE 
Bulletin 79-02 identified 16 supports associated u/l-lneh 
cantrel rod driveline Insert fa withdrawal piping as nut 
being eelsmically qual If iod. Caused by In.idequate design. 
COONEY. M.J- Philadelphia Electric Co. 79/12/14. ip. 


DOCKET SO-2BO SURRY POWER STATION. UNIT 1 

F. Hecurltyr oedical. energancy fa fire protection plans 


7912040399 Responds to NRC 791010 Itr requesting inFo re upgrading of 
■mBrgsncy planning. Proposes that response be contingont on 
NRC review of revised emergency p Ian. Completion planned 
prior to May 1900 insp. 

STM-LINOB. C. M- Virginia Electric fa Power Co. 


79/11/18. Ip. 


O. Adjudicatory correspondence 


7911300062 Forwards util 791023 Itr fa check re NRC 791001 order 
imposing civil penalties. M/o end. 

STELLQ.V. Office of Inspection fa Enforcement. Office of the 
Director. 79/11/07. Ip. 


791211003B Confirms receipt of end 790329 petition to suspend OLs for 
all FMRs. Forwards FR notice indicating that petition will be 
treated In accordance w/iOCFRR. 206. 

l®iTDNiH.n. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7912110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspensisn of all OLs for PUfls. 

fWLLERiD.R. Office of Nuclear Reactor Regulation. 79/11/23. 
38pp. 

7918050069 Order granting extension until 791221 for Commission to 
determine whether to review 791024 denial of enforcement 
action. 

CHILK.S.J. Office of the Secretary of the Commission. 79/11/27. 

Ip- 


7912190082 Responds to 790911 Ur requesting preparation of EIS fa 
hearings re transport of steam generator parts to Richland. 

MA. DOE exempt from NRC regulation. Environ assessment will 
he prepared prior to transport. 

DENTDNilLR. Office of Nuclear Reactor Regulation. 79/11/29. 2pp. 


-7918190038 Requests public hearings fa preparation of EIS re proposed 
transport of radioactive steam generator to Richland, HA. 

ALLEN.U- North Anna Environmental Coalition. 79/09/11. Ip. 


7912180536 Discusses NRC 790322 show cause order reanalysts. Pipe 
support analysis will result in identification of mods fa 
issuance of preliminary design drawings by 791223. Schedule 
for installation of remaining mods will be submitted 791221. 
SPENCER, H.O. Virginia Electric fa Power Co. 79/12/13. 2pp. 


7912860367 Order granting extension until B00118 for Commiaslon to 
elect to rovlew 790201.0421 fa 1024 denials of enfarceraent 

CHILK.B.J. Office of the Secretary of the Cotimisa ion. 79/12/19. 

Ip- 


P. Operating license stage documents fa correspondence 

7911090248 ’'Summary of Operating Experience H/Rocirculating Steam 

Oenorators, " ....or., 

eiBENHUT. D. G. Division of Operating Reactors. NUREU-032J. 

79/01/31. B9pp. 


9041010339 Hntlflas of status of rept on reactor cavity annulus seal. 
Most PHfl users ramove ring during normal operation. Others 
store seal ring In raised position during normal operation. 

- _ . - - _ 70/07/115- /OD. 


'912050199 Discusses NRC review of LERs fa Tech Spec requirements re 
contrsl BPI sys at Hestinghouse pHRs. Requests ■’’*'1' 
review to ensure requirement for rod ir.aint to within •*-/- i«: 
steps indicated fa RPI sys verified accurate *§ ***5®' 


7912170089 Clarifies requirements re control rod position indication 
sys at Westlnghouse PWR, duo to existing wide variations 

SCHHENCER.A. Operating Reactors Branch I. 79/10/29. 3pp. 
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— 7913170032 Tech Specs for reactivity control sys. 

e Dparatirg Reactors Dranch 1. 79/10/01. Jpp. 

— 7912170037 Tech Spec for reactivity control sys position indication 
ays. 

• Operating Reactors Drench 1. 79/03/13. Ip. 

7912100189 Discusses NRC 791101 meeting u/r epresen t at i ve s of NE9B 
vendors t< fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing u/fuel cladding 
syelllng !< incidence of rup t ure. Uendor responses end. 

EISENKUT> 0. e. Division of Operating Reactors. 79/11/09. ASpp. 


— 7912100255 Responds to NRC 791101 request re non c amp 1 lane e of 
Mestlnghouse ECCS evaluation model under requirements 
of 10CFR50 App K. Evaluation of three fuel rod models 
indicates no safety problems for tfestinghouse plants. 
ANDERSONi T. M. Uestlnghouse Electric Corp. 79/11/02. 4pp. 


---7912100330 Responds to MRC 791101 request re ORUL cladding suelllng k 
rupture data. Review of analytical models U tests indicates 
compLlanee w/lOCFRSO App H.All OE specs for calculated peak 
cladding temp remain unchanged. 

□UCHHOLZ. R. H. Oeneral Electric Co. 79/12/07. 2pp. 


--7912I0Q407 Foruards response to NRC 791101 request re rod burst test 
da 1 0 . Cone 1 udes that data properly represented by fuel models 
used In vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OUELEVi O. F. Eixsn Nuclear Co., Inc. (subs, of Eicon Corp.}. 
79/11/02. 5pp. 


— 79I21004S6 Forwards add) info re evaluation of impact of NRC proposed 
rup t ure/b 1 Dckage model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NBC 
rupture/blockage model on licensing calculation results. 

□USLEy, 0. F. Elion Nuclear Co., Inc. (subs, of Eiion Corp. I. 
79/11/04. 22pp. 


7912100171 Acl receipt of 790913 Itr In rosponso to NRC 79052S Itr re 
soil structure interacbion. Dump factor of 1.25 is adequate 
for seismic stresses for OBE. Equation used to calculate nest 
DDE level is acceptable. 

EISENHUT, 0. G. Office Of Nuclear Reactor Regulation. 79/11/13. 3pp. 


7912170132 Requests Class I k 1 T fees re review (c approval of security 
personnel training & qualification plan. Fee for 791001 
request due 15 days after receipt of Itr. 

hilLLERiU.Q. License Fee Management Branch. 79/11/26. ip. 


79)2190200 Summarlies 791116 telcon w/util re Implementation of Lessons 
Learned Task Force. Licensee proposed schedule for 
pressuriied bea t ers, d 1 rec t indication of valve position k 
leak reduction program found unacceptable. 

NEIOHDORSiD. Operating Reactors Dranch I. 79/I1/2D. 7pp. 


7912030201 Requests detailed syllabus for Oak Ridge Associated Unlv 
radiation safety seminar. Lists addl Info required prior to 
reaching final determination of acceptance. 

STALLINGS, C. M. Virginia Electric k Power Co. 79/11/29. Ip. 


7912100302 Discusses review of Tech Spec surveillance requirements re 
control rod position indication lys. Compl lance u/requi reoient 
for alignment ulthtn 13 inches malnt a ined. Tech Spec change 
being prepared to ensure propor control of rod maint. 

BTALLINOSi C, H. Virginia Electric !, Power Co. 79/12/04. Ip. 


79121801B2 Commits to comply w/NRC interim position for contaiiunant 
purge (< vent valve operation pending resolution nf Isolation 
valve operabi lity. in response to NRC 791023 Itr. 

STALLINOB.C. H. Virginia Electric k Power Co. 79/12/13. 3pp, 


7912200518 Commits to full implementation of all Category A 
requirements from THI-2 Lessons Learned Task Force by 
900131. 

PROFFITT, M. L. Virginia Electric t, Power Co. 79/12/17. Ip. 


7912310390 Responds to NRC 790B22 show cause order for reanalysis ef 
pipe supports outside containment structure. Ident I f led 74 
mods to be completed 000201. Pre 1 Itnlnary design mod drawings 
Isauad to field. 

SPENCER, W.C. Virginia Electric k Power Co. 79/12/21. 2pp. 


7912310499 Requests amend to OL in form of change to auxiliary 
feedwater sys. Class I k 111 fees end. 

BTALLINGS, C. M. Virginia Electric te Power Co. 79/12/28. 3pp. 


— 7912310SD6 Revised Pages 3.6-1 through 3.6-3 k 4.9-1 through 4.8-2 to 
Tech Specs, providing further verification of auiiliary 
feedwater pumps. 

• Virginia Electric !i Power Co. 79/12/28. 6pp. 


O. Inspection reports, IE Bulletins k corrospendence 


7912060490 Faruards IE Insp Repts 30-280/79-54 k 50-281/79-76 on 
790910-13 4, 19-21. No none omp 1 i anc c noted. 

hlURPHV, C. E . Region 2, Atlanta, Reactor Construction k Engineering 

Support Branch. 79/10/23. 2pp. 


— 79I206049S IB Insp Repts 50-200/79-34 k 30-201/79-76 on 790913 U 19-21. 
No nonconpliance noted. Major area inspec t ed: p Ip e support 
bate plate designs using concrete expansion anchor bolts, 

VALLIGNpE.J. Region 2, Atlanta, Office of the Director. 

HEROTiA.B. Region 2, Atlanta, Roactor Construction k 

Engineering Support Branch. 79/10/18. 4pp. 


7912070108 Faruards IE Insp Repts 50-280/79-36 k 50-281/79-74 on 
790913-14. No none ompl lance noted. 

HURPHVpC.E. ReglQ-n 2> Atlanta, Reactor Construction k Engineering 

Support Branch. 79/10/24. 3pp. 


—7912070112 IE Insp Repts 50-280/79-56 tc 50-281/79-74 on 790913-14. 
No nonconp llance noted-hlajor areas Inspec ted : concrete 
Bipansion anchors & soiirnlc analysts for as-built 
safety-related piping sys. 

COHPTQN, R. H. Region 2, Atlanta, Office of the Director, 
HEROT<A.R. Region 2. Atlanta, Reactor Construction k 
Engineering Support Branch. 79/10/12, App. 


7912050621 Forwards IE Insp Rept 50-280/79-58 on 790926-28. No 
noncomp llanc e noted. 

MURPHViC. E. Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch. 79/10/25. 2pp. 


— 7912050422 IE fnsp Rept 50-280/79-38 on 790926-28. No noncomp 1 ianco 
noted. Major areas InspocteddE Bulletins 79-02 t, 79-14. 

COMPTOMi R. li. , hlODENOS, L. Region 2, Atlante, Office of the 
Director. KERDT,A.R. Region 2, Atlanta, Reactor Construction k 

Engineering Support Branch. 79/10/24. Spp. 


7912060228 Faruards IE Insp Repts 50-280/79-57 k 50-281/79-75 en 
790918-21. No noncompliance neted. 

LEHISiR. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/10/25. 2pp. 


— 7912060235 IE Insp Repts 50-280/79-57 k 50-281/79-75 on 790910-21. No 
nenconpllance noted. Major areas inspec ted: pip Ing support k 
restraint sys k Fellowup insp. 

MIITENER, H. L. Region 2, Atlanta, Office of the Director, 

BURNETTiP.T. Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch. 79/10/34. App. 


7912050423 Forwards IE Insp Repts 50-300/79-59 k 50-281/79-70 on 
79O910-2S.No noncompliance noted. 

LEUIStR. C. Region 2, Atlanta, Reactor Operations Nuclear Guppart 

Branch. 79/10/26. 2pp. 


— 7912050424 IE Insp Repts 50-200/79-59 k 50-281/79-78 on 790910-23. No 
noneompllance noted. Major areas inspec ted : plant oparationsi 
malnt k plant security. 

BURKEiS.J. Region 2, Atlanta, Office of the Director. 

KSLUGOO, P. J. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/1-0/35. 4.pp. 


791220(044 Forwards waste packaging Insp Rept 79-02A on 790925-26. Ma 
noncompl lance noted. 

SUTHERLAND, J. T. Region 2, Atlanta. Fuel Facility k Materials 

Safety Branch. 79/11/07. 2pp. 


"7912200395 Nasta packaging Insp Rept 79-02A. No noncomp I iance noted. 
Major areas Inspec ted : shipping paper k DOT placarding 
requirements, rad iat ion levels, removab le contamination, DOT k 
NRC package features. 

BR0M4/R.A. Region 2, Atlanta, Office of the Director. 79/11/04. 

6pp. 


7912100201 Faruards IE Info Notice 79-SB, "Overloading of Structural 
Elements Due to Pipe Support Loads, “ No response required. 
O'REILLY, J. F. Region 2, Atlanta, Office of the Director. 
79/11/16. Ip. 


7912(10SB7 Forwards IE Info Notice 79-29, "Loss of Nonsaf ety-Related 
Reactor Coolant Sys Instrumentation During Operation, “ No 
specific action or responsa required. 

□ 'REILLY, J.P. Region 2< Atlanta. Office of the Director. 
79/11/16. 2pp. 
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7911300140 ForiJ»rd» IE Dullttln 79-26, "Boron Loi* From DWB Control 
Blodof. " No reiponce re^uirod. 

O'REILLY, J. P. Rtglon 2, Atlanta, Office of the Director. 
79711/20. 2pp. 


7913260244 Responds to NRC 791123 Itr re violation noted in IE Inep 
Ropts SO-2QO/79-63 & S 0 - 2 B 1 /79-B3. Corr ec t I v# action; 
dBftion change on replacement starting contactors completed. 
STALLINdS, C. H. Virginia Electric tc Power Co. 79/12/19. 2pp. 


7912090446 Ack receipt of 791025 Itr informing NRC of eteps taken to 
correct violations noted in IE Imp Repts 90-200/79-55 fc 
90-2B1/79-73, „ 

LEWIS, R.C. Region 2, Atlanta, Reactor Operatiom Nuclear Support 

Branch. 79/11/21. Ip. 

—7912050452 Responds to NRC 790926 Itr re violations noted In IE Insp 
Ropts 50-280/79-55 b 50-281/79-73. Corr ee t Ive actions: malnt 
staff Instroetid to follow reqolrsmsnts of radiation work 
parnit b all radiation uorkars required to sign in. 

9 TALLIN 0 S, C. M. Virginia Electric b Power Co- 79/10/23. 2pp. 


—7912090496 Forwards IE Insp Ropts 90-2S0/79-95 b 90-281/79-73 on 
790820-0907 b notice of violation. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/09/26. 2pp. 


— 7912090460 Notice of violation from Insp on 790820-0907. 

» Region 2, Atlanta, Office of the Director. 79/09/24. Ip. 


—7912090467 IE Insp Repts 50-200/79-99 b 50-281/79-73 on 790820-0907. 
Noncompllonee noted; two welders grinding b welding olliow in 
feedwater line u/o respirotorg protection. 

KECLOOO, P. J. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. BURKB.D.J, Region 2. Atlanta, Office of the 
Director. 79/09/24. 9pp. 


7912070007 Forwards IE Circular 79-24, "Propsr Installation fc Calihr of 
Cort 8 prag Pipe Briak Dstectlon Equipment on DWRs. " No 
response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110106 Foruords IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate." No responss required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/26. !p. 


7912260251 Forwards revised response to Items of noncomp 1 lane c 
Identified In IE Insp Repts 5O-2B0/79-0B b 90-281/79-09. 


7912270441 Forwards responses to infractions reported In IE Insp Ropts 
50-280/79-61 b 50-201/79-00. 

STALLINOS, C. n. Virginia Electric b Power Co. 79/12/20. 4pp. 


7912200161 Forwards JE Circular 79-25, "Shock Arrestor Strut Assembly 
InterParonc e. " No written response required. 

O'REILLV, J. P. Region 2, Atlanta, Office of the Director. 

79/12/20. 4pp. 


7912280494 Forwards response to NRC 791203 Itr re violations noted 
In IE Inep Repts 50-200/79-62 «■ 50-281/79-82 on 791001-31. 
Annuciator log procedure establiehod to document safety- 
ralatad annuciator actuations t, resets. , 

6TALL1NQB, C. N. Virginia Electric b Power Co. 79/12/26. 4pp. 

H. Periodic operating reports *, related correspondence 

7912140324 Forwards monthlg operating repts for Nov 1979. 

8TALLIN08, C. M. Virginia Electric b Power Co. 79/12/12. Ip. 

— 7912140338 Monthlg operating repts for Nov 1979. 

COSTELLO, 0. J. Virginia Electric b Power Co. 79/12/04. 49pp. 


8 . Reportable occurrences. LERs b related correspondence 


7912200423 PNS-n-79-003i on 791010. criminal trial began on individuals 
Mho puhllclg admitted responslbilltg for damage of now fuel 
assonblios In storage at f ae 1 1 1 1 its. NRC unsuccessful at 
intorvlowlng individuals re operational b security problems. 
ALDBRSON, C. E. , KELLOOO.P.J. Flogion 2, Atlanta, Office of the 
Dirtc^of** 77/10^10. 


7912140930 Rtiponds to IE Bulletin 79-17, Revision I, "Pipe Crocks in 
Btagnant Borotod Water Sgi at PWR Plants." Completed special 
Insp drawings b began visual etaminatlon of Unit 1 sys, 

BTALLINOB, C. M. Virginia Elictrie b Power Co. 79/tI/27. 2pp. 


'912210045 PND-11-79-019; on 79 1024, fad 1 1 ly achieved criticality b 
at 90* power on 791025. Unit had been shut down for seismic 
roanalysis of safotg related piping. 

EUIODiS.A.j KELLOOO,P.J. Region 2, Atlanta, Office of the 






7912200097 Responds to IE Bulletin 79-10, "Audibility Problems 
Encountered on Evacuation of Personnel from High Noise 
Areas." Bound alarms inaudible in SOX of sound level 
locations tested. 

BTALLINOB, C. M. Virginia Electric b Power Co. 79/11/29. 3pp. 


7912190492 Forwards IE Bulletin 79-27, "Loss of Non-Clois IE 
Instrumentation b Control Power 8 ys Bus During Operotlon. " 
Written response required. 

O'REILLY, V. P. Region 2 , Atlanta, Office of the Director. 
79/11/30. Ip. 


7912310330 Forwards IE Info Notice 79-30, "Reporting of Defects It 
Honcompllaneet, 10CFR21. " No action required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/12/06. 5pp. 


7912200070 Forwards IE Bulletin 79-20, "Possible Malfunction of Hanco 
Hodol EAIBO Limit Switches at Elevated Temps." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Dtrector- 
79/12/07. 2pp. 


7912110307 Forwards updated LER 79-026/01X-i. 
STALLINOS, C. M. Virginia Electric b Power Co. 


79/12/07. 


*p. 


—7912110390 Updated LER 79-026/01 X-l; on 790029 , Wes tingh ouse told util of 
posslblo failure of certain control sys, previously assumed 
to ronain "as Is," to fall under adverse environ conditions. 

FSAR reviewed. Present analyses unaffected. 

8 TEWdlT,U.L. Virginia Electric b Power Co. 79/12/07. 4pp. 


7912140432 Forwards LER 79-037/03L-0. 

BTALLINOB, C.M. Virginia Electric b Power Co. 79/12/11. 


Ip. 


-7912140442 LER 79-037/03L-0; on 791 1 19, during normal operation, heat 
tracing circuit 13A (panels B b 9) I b 2 boron Injection 
ircul ation-t o-b or 1 c acid tanks failed. Caused by 
ovarheating of heat tracing tape. Tape replaced. 

STEWART, H. J. Virginia Electric b Power Co, 79/12/11. 2pp. 


J12140466 Forwards LER 79-031 /03L-0. 
8TALUIN0B, C. N. Virginia Electric b Power Co. 


7912310200 Responds to IE Bulletin 79-02, Rivif Ion 2, "Pipe Support 
Baia Plate Designs Using Cenerste Expansion Anchor Bolts. " 

Five pipe supports on Silsmlc Catigory 1 sys in auilliory 
bldg instollsd using expansion anchor bolts. 

SPENCER, H.C. Virginia Electric b Powsr Co. 79/12/07. 4pp. 


7912200441 Forwards IE Info Notice 79-31, "Use of Incorrset Amplified 
Reoponso Spectra, " No written response required. 

□ 'REILLY, J. P. Region 2 , Atlanta, Office of the Director. 
79/12/13. 2pp. 


7912260231 Raspondi to NRC 79H26 Ur re violations noted in IE Insp 
Rapt 50-200/79-60. Corrective actions; valves labeled b 
drawing change requests submitted. 

BTALLINOB, C. M. Virginia Electric k Power Co. 79/12/19. 3pp, 


7918140477 LER 79-031/03L-0: on 791 1 17, 1 Iquld waste containing isotope 

gs-oator then 1 . 5E-03 UCl/ee was roltated. Caused by personnel 
error. Mater releases for Nov were checked b verified. 

Porsonnal involved advised to fill out forms carefully. 

STEWART, M.L. Virginia Elsctrlc b Power Co, 79/12/11. 2pp. 


791214*306 Forwards LER 79-036/OIT-0. 

BTMXINOSr C. N. Virginia Electric b Power Co. 


79/12/12. 


Ip- 


7912140394 LER 79-036/01T-O; on 791 120, during unit ogerat Ion. util 

notlflad by engineer that error In current conteinnent 
doprcseuriiatlon enelysls aisumed spray effectlvsness values 
toe high. Caused by incorrect application of approved model, 
e Virginia Electric b Power Co. 79/12/12. 2pp. 


7912270307 Forwards LER 79-O34/01T-0. 

8 TALLIN 0 S, C. M. Virginia Electric b Power Co. 


79/12/20. Ip. 
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—7913270311 LEfi 7‘J-03'l/0 1 T-0: on 791207, dor i ng r« analys i s, d»*c os*aFed that 
uihon radiation alarm setpoint is reached In discharge line 
dP air ejectors of Units 1 t. 2, trip valves divert air to 
cor^tainmsnt. Caused b tj valva deaS^n contrary to FSAii. 

* Virginia Electric U Power Co 79/ \2/2i. 2pp« 


7912050199 Discusses NRC review of LERs & Tech Spec reciulronents re 
control RPJ sys at Westinghouse PWRs. Requests Tech Specs 
ravletf to ensore requlTement for rod maint to uiithin +/- 12 
steDS indicated t- RPl sys verified accurate within 12 steps. 
SCHHENCERiA. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912270547 Forwards UERs 79-033/03L-0 t- 79-035/03L-0. 

STflLl-I^OS, C. M. Virginia Electric i Power Co. 79/12/20. 


tp- 


—7912270560 UER 79-033/03L-0: on 791 1 27. during normal operation. peTSonnel 
observed reduction in Plow U pressure in charging pump sv< 
water subsys- Caused by broken stem on l-BW-107. w/valve disc 

oartlally blocking pump supply- Valve replaced^ 

• Virginia Electric U Power Co. 79/12/21. 2PP. 


7912270592 UER 79-035/03L; on 791 127. dur i ng normal o p eratl on. rout ing 

surveillance revealed failure of heat tracing circuit 2B 
(panel ai.Unit I suction piping to boric acid transfer punp 
1_CH-P-2A. Caused by water damage. Heat tape replaced, 
e Virginia Electric J« Power Co. 79/12/21. 2pp. 


DOCKET 50-231 6URRV POWER STATION. UNIT 2 

F. Security, medical, emergency t, fire protectinn plans 


7912200022 Discusses HOC 791109 meeting re emergency prepare 
review nb ject ives. Provides guidance for improving licensee 
emergency preparedness ti assuring capability of offsite 
agencies to take appropriate emergency actions. 

CRIMES. B. K. Emergency Preparedness Task Force, 79/11/23. 


dnesB tean 


30pp. 


7912050576 Forwards license fee for review of security personnel 
training 1. qualification program, submi tted in 790BI7 Itr. 
STAULINQS, C. (1. Virginia Electric t Power Co. 79/11/29. 2pp. 


7912170029 Clarifies requirements re control rod position Indication 
sps at HesllnghousB PHR. due to eiisting wide variations 

Operating Reactors Branch 1. 79/10/29. 3pp. 


7913170032 Tech Specs for reactivity control sys. 

« Operating Reactors Branch 1. 79/10/01. 3pp. 


— 7912170037 Tech Spec for 
ays. 

• Operating Reactors 


reactivity control sys position 
Branch 1. 79/03/15, Ip. 


indication 


7912100189 Discusses NRC 791101 maetlnfl u/ropresentatlves of N3B9 
vandars & fuel suppliers re dlscusBion of respective 
portions of ECCB evaluation models dealing u/fuol cladding 
swelling *■ incidence of rupture. Vendor responses end. 


— 7912100255 Responds to fJRC 791101 request re noncorapUanco of 
Uestlnshouse ECCa evaluation model under requirements 
nf lOCFRSO App H. Evaluation of three fuel red models 
Indicates no safety problems for Westinghouse plants. 
AMDEnSON. T. t1. Hestirghouse Electric Corp. 79/11/02. App. 


—7912100330 Responds to NRC 791101 request re DHNL cladding swelling i. 
rupture data. Review of analytical models & tests Indicates 
compliance u/lOCFH50 App K.AIl GE specs for calculated peak 
cladding temp remain unchanged. 

BlKiRiOLZi R. H. Ooneral Electric Co. 79/12/07. 2pp. 


79120301E9 Forwards amended physical se 
<rof 10CFH2. 790). 

STALLIMOS. C. M. Virginia Electric t. P 


curtty program Progren withheld 
ewer Cu. 79/11/30. 4pp- 


7912100250 Forwards project status summary re 
protec t Ian mods. 

STALL I NOS. C. M. Virginia Electric & Power C 


implementation uf 
79/12/04. 2pp. 


fire 


0. Adjudicatory correspondence 


7912110039 Confirms receipt of end 790329 petition to suspend OLs for 
all PWRs. Forwards FR notice indicating that petition will be 
treated in accordance u/10CFR2,206 

DENTON, II n. Office of nuclear Reactor Regulation. 79/11/23. Ip. 


7913110126 Notice of request for action pursuant Vo 10CFR2. 206 re 

Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

miLLER. D. R. Office of Nuclear Reactor Regulation. 79/11/23. 
3Hpp. 


7912050069 Order granting eitenslon until 791221 for Commission to 
determine whether to review 791024 dental of enforcement 
dc t ton. 

CHILH.S. J. Office of the Secretary of the Commission. 79/11/27. 

ip, 


79121900B2 Responds to 790911 Itr requesting preparatinn of EIS 6 
hearings re transport of steam generator parts to Richland. 

MA. DOE eieippt from NRC regulation. Environ assessment will 
be prepared prior to transport. 

DENTON. Ji.R. Office of Mudoar Reactor Regulation. 79/11/29. 2pp. 


—7912100407 Forwards response to NRC 79110i request re rod burst tost 
data. Concludes that data properly represented by fuel models 
used lis vendor evaluation models Si that analyses demonstrate 
all criteria of lOCFRSO 46 satisfied. 

0H9.EV.0.F. E»ron Nuclear Co, , Inc. (subs, of E« «on Cnrp. ) . 

79/11/fra. Spp- 


—7912100456 Forwards add I info re evaluation of Impact of NRC proposed 
rupture/blociage model used In vendor evaluation model. 

Ho adverse Impact from new rupture burst data or use of NRC 
ruptvre/blDcIcage model on licensing calculation resolts. 
mSLEY.O.F, EcKOn Nuclear Co,. Inc. (subs, of E»»on Corp.). 
79/11/04. a2pp 


7912100171 Ad receipt of 790913 Itr In response to NRC 790525 Itr re 
soil structure in terac t ion. Dump factor of 1.25 Is adequate 
for seismic stresses for ODE. Equation used to calculate now 
QBE l9V«l is acceptable. 

ElSEfUfUT* D. O. Office of Nuclear Reactor Regulation. 79/ll/lS. Gfp. 


7912170132 Requests Class 1 6 11 foes re review l< approval of security 
parsonnal training & qualification plan. Fee for 791Q01 
request due 15 days after receipt of Itr. 

niLLERiM.D. License Fee Management Branch. 79/11/26- ip. 


7912100346 Forwards draft input for steam generator tuba failure safety 
evaluatlons.Sectlans 2 . 1 . 3. 2. 2. 3. 2. 3. 3 6 2. 4. 3. Input for 
Doel Unit 3 reactor in Belgium end. 

SChlNENCER. A. Operating Reactors Branch 1. 79/11/28. Ip. 


-7918100354 Draft input 
Section 2.2.3. 

• Office of Nuclear 


for steam gonerator 
Reactor Regulation. 


tube safety evaluation. 
79/11/29. 4pp. 


— 7912190099 Requests public hearings {< preparation of EIS re proposed 
transport of radioactive steam generator to Richland. WA. 

ALLEN. J. North Anna Environmental Coalition. 79/09/11. Ip- 


7912260367 Order granting eJtenslon until 800118 for Commission to 
sleet to review 790201.0421 6 1024 denials of anforcement 
action. 

CHILK.B.J. Office of the Secretary of the Conmi ssloti. 79/12/19. 
IP 


7912l9(ra00 Sumnarlios 791116 telcen u/utll re liriplemantatlon of Lessons 
Learned Task Force. Licensee proposed schedule for 
pressuriied beaters, direct Indicatlun of valve position b 
leak reduction program found unacceptable. 

KElOlinORS, 0. Operating Reactors Branch 1. 79/H/2B- 7pp. 


7912030201 Bequests detailed syllabus for Oak Ridge Associated Univ 
rariiatian safety seminar. Li sts addl info required prior to 
reaching final determination of acceptance. 

STALLINGS. C.M. Virginia Electric 6 Power Co. 79/11/89. Ip. 


P. Operating license stage documents 6 correspondence 


7911090248 "Summary of Operating Eipericnce H/Rec irculatlna Steam 
Generators. " 

E16ENHUT. D. 0. Division of Operating Reactors. NUREO-0523. 
79/01/31, B9pp. 


7918100302 Discusses review of Tech Spec survdillanco requirements r* 
control rod position indication sys. Comp I lance u/requirenent 
for alignment within 15 inches ma intained. Tech Spoc change 
being prepared to ensure proper control of rod maint. 
stallings. C. t1. Virginia Electric 6 Power Co. 79/!2/04. ip. 
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7912JBO102 Commits to complg ui/NRC Interim position for containment 
purge & vent valve operation pending resolution of isolation 
valve operability^ in response to NflC 791023 itr, 

BTALCINCS. C. M. Virginia Electric t Power Co. 79/12/13. 3pp. 


7912200318 Commits to full implementation of all Category A 
requirements from TMI-2 Lessons Learnod Task Force by 
800131. 

PROFFITT, W. L. Virginia Electric «. Power Co. 79/12/17. Ip. 


7912310499 Requests amend to OL in form of change to auslliary 
feedwater sys. Class I b 111 fees end. 

STALLINOSi C. M. Virginia Electric U Power Co. 79/ta/2B. 3pp. 


— 7912310506 Revised Pages 3.6-1 through 3.6-3 & 4. 0-i through 4. B-2 to 
Tech Specs, providing further verificetlon of ausiliarii 
feedwater pumps. 

•* Virginia Electric it Power Co. 79/12/29. 6pp. 


a. Inspection reports, IE Bulletins !< correspondonce 


7912060490 Forwards IE Insp Repts 50-200/79-54 t< 50-201/79-76 on 
790910-13 8. 19-21. No noncompliance noted. 

MURPHYiC.E. Region 2, Atlanta, Reactor Construction t Engineering 

Support Branch. 79/10/23. 2pp. 


—7912060495 IE Insp Repts 50-200/79-54 it 50-201/79-76 on 790913 t 19-21. 
Mo noncompliancB noted. Major area Inspec t ed: p ipo support 
base plate designs using concrete eipansion anchor bolts. 

VALLIBH,E.J. Region 2, Atlanta, OPflce of the Director. 

HERDT, A. R. Region 2, Atlanta, Reactor Construction ft 

Engineering Support Branch. 79/10/18. 4pp. 

7912070109 Forwards IE Insp Repts 50-200/79-56 ft 50-201/79-74 on 
790913-14. No noncompliance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction ft Engineering 

Oupport Branch. 79/10/24. 2pp. 

—7912070112 IE Insp Repts 50-200/79-56 ft 30-201/79-74 on 790913-14. 

No noncompliance noted. Major areas inspec ted : concrete 
expansion anchors ft seismic analysis for as-built 
safety-related piping sys. 

COMPTON, R.M. Region 2, Atlanta, Ufflco of the Director. 

HERDTiA.R. Region 2, Atlanta, Reactor Construction ft 

Engineering Support Branch. 79/10/12. 4pp. 

7912050550 Forwards IE Insp Rept 30-281/79-77 on 791002-05. No 
noncompl lancc noted, 

MURPHY, C.E. Region 2, Atlanta, Reactor Constructian ft Engineering 

Support Branch, 79/10/23. 2pp. 

— 7712050353 IE Insp Rapt 50-201/79-77 on 791002-05. No nenconpliance 
noted. Major areas Inspec ted ; au»l 1 iary bldg, steam generator 
replacement ft observation of welding. 

KLEIN80R0E, W. P. Region 2, Atlanta, Office of the Director. 

HERDT, A. R. Region 2, Atlanta, Reactor Construction ft 

Engineering Support Branch. 79/10/24. 6pp. 


7912060228 Forwards IE Insp Repts 50-880/79-57 ft 50-231/79-75 on 
790918-21. No noncompliance noted. 

LEWIS, R.C. Region 2, Atlanta, Rooctor aperation* Nuclear Support 

Rronch. 79/10/23. 2pp. 


—7912060235 IB Insp Repts S0-2S0/79-57 ft 30-281/79-73 on 7909ia-2l.No 
noncompliance noted. Major areas inspec ted : p ip ing support ft 
restraint sys ft followup insp. 

HHITENER,H.L. Region 2, Atlanta. Office of the Director. 

BURNETTiP.T. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/10/24. 4pp. 


7912050623 Forwards IE Insp Repts 30-200/79-59 ft 50-28I/79-7B on 
790910-28. No noncompliance noted. 

LEWIS, R.C. Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch. 79/10/26. 2pp. 


— 7912050624 IE Insp Repts SO-280/79-39 ft 50-281/79-78 on 790910-28. No 
noncompliance noted. Major areas inspec ted : plant operatlonsi 
maint ft plant security. 

BURKE. D.J. Region 2, Atlanta, Office of the Director. 
KELLOOO.P.J. Region 2, Atlanta, Reactor Operations Nucloar 

Support Branch. 79/10/25. 4pp. 


7912200344 Forwards waste packaging Insp Rept 79-02A on 79092S-26.No 
noncompl iance noted. 

SUTHERLAND, J.T. Region 2, Atlanta, Fuel Facility *< MatariaLe 

Safety Branch. 79/11/07. 2pp. 


— 7912200395 Waste packaging Insp Rept 79-02A. No noncompliance noted. 
Major areas inspected: sh i pp ing paper ft DOT placarding 
requirements, radiation level s, removab le contamination, DOT ft 
NRC package features. 

BROUN, R. A. Region 2, Atlanta, Office of the Director. 

POTTER. J-P. Region 2. Atlanta, Fuel Facility ft Materials Safety 

Branch. 79/11/06. 6pp. 


7912310107 Forwards IE Insp Rept 50-281/79-72 on 790827-30. No 
noncanp 1 lance noted. 

HURPHYpC.E. Region 2, Atlanta, Reactor Construction ft Engineering 

Support Branch. 79/11/08. 2pp. 


—7912310115 IE Insp Rept 50-231/79-72 on 790827-30. No none emp 1 i ance 
noted. Najor areas inspoctod:OC records for main steam elbows 
ft modified steam water noiiles ft welding ft radiography of 
main steam piping. 

ERBtC. t1. Region 2, Atlanta, Office of the Director. 

DANIELSON, D. H. , HERDT, A. R. Region 2. Atlanta, Reactor 

Construction ft Engineering Support Branch. 79/11/07. 4pp. 


7912310349 Forwards IE Insp Ropt 50-281/79-79 on 791015-19. No 
nonconp 1 lanco noted. 

LEWIS, R.C. Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch. 79/11/1']. Ip 

— 7912310353 IE Insp Rept 50-281/79-79 on 791015-19. No noncompliance 
noted. Major areas inspec tod : containment leakage rate 
tasting ft pipe support ft restraint sys. 

HHITENEn.M.L. , BROOKS, E.M. Region 2, Atlanta, Office of the 
Director. DURNETTiP.T. Region 3, Chicago, Reactor Operations 

Nuclear Support Branch. 79/11/07. 4pp, 


7912100201 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

□ 'REILLY, J. P. Roglon 2, Atlanta, Office of the Director 
79/11/16. Ip. 

7912110587 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or rosponsc required. 

O'REILLV, J. P. Region 2, Atlanta, Office of the Director. 

79/11/16. 2pp 

7912050446 Ack receipt of 791025 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-200/79-55 ft 
50-201/79-73. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/11/21. Ip. 


"7912050452 Responds to NRC 790926 Itr re violations noted in IE Insp 
Repts 50-200/79-55 ft 50-231 /79-73. Correc tlve actions: matnt 
staff instructed to follow requirements of radiation work 
permit ft all radiation workers required to sign in. 

BTALL1N6S, C. M. Virginia Electric ft Power Co. 79/10/25. 2pp. 


--79120S04S6 Forwards IE Insp Repts 30-200/79-55 ft 50-201/79-73 on 
790820-0907 ft notice of violation. 

LEWIS, R.C. Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch. 79/09/26. 2pp. 


— 79120SD460 Notice of violation from insp on 790820-0907. 

* Region 2, Atlanta, Office of the Director. 79/09/24. ip. 


— 7912050467 IE Insp Ropts 50-280/79-55 ft 50-281/79-73 on 790320-0907. 
Noncorapl lancc noted: two weldors grinding ft welding elbow in 
feedwater lino u/o respiratory protection. 

KELLOQO,P. J. Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch. BURKE. D.J Region 2. Atlanta. Office of the 
Director. 79/09/24 . 5pp, 

7912070007 Forwards IE Circular 79-24. "Proper Installation ft Calibr of 
Core Spray Pipe Break Detection Equipment on DWRs. " No 
rasponso required. 

O'REILLV. J. P. Rogion 2, Atlanta, Office of the Director. 

79/11/26. Ip 


7912110106 Forwards IE Circular 79-23, "Motor Starters ft Contactors 
Failed to Qporate. " No response required. 

O'REILLY. J.P. Rogion 2, Atlanta, Office of the Director. 
79/11/26. Ip. 


7912140536 Responds to IE Bulletin 79-17. Revision 1, "Pipe Cracks In 
Stagnant Dorated Hater 8ys at PWR Plants." Completed special 
insp drawings ft began visual eiamination of Unit 1 sys. 

STALLINGS. C. H Virginia Electric ft Power Co. 79/11/27. 8pp. 
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79lSa000'?7 Responds to IE Bulletin 
Encountered «r Evacuation of Pens 
Areas." Sound alarits inaudltile in 
locations tested. 

3TALLIN0S. C. M Virginia Electric 


79-lB. "flud i lii 1 1 1» Problem* 
onnel from Higf' Rotse 
507, of sound level 

t Power Co. 79/11/29. 3pp. 


791219049a Forwards IE Biilletir 79-27, 
InstTunentation t, Control Power Sys 
Written response required 
O'REILLV, J. P. Riaion 2, Atlanta. 
79/11/30. Ip. 


"UoBS of Non-Class lE 
Bus During Operation." 

Office of the Director. 


79I231D330 Forwards IE Info Notice 79-30. "Reporting of Defects t. 
NorcompUances. 10CFR21. " No action required. 

□ 'REILLV. V. P Region 2, Atlanta. Office of the Director. 
79/12/06. Spp. 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAn^STATIQN|^^UNIT^l 
F'~S«urnyrnedlcal. emergency * 


7912200023 Discusses NRC 791109 meeting = 

review obd.ctlve*. Provides guidance 11“”” 

eneTOencu preparedness J- assuring capability of offsite 
agencies to tale ^PP^oprUt. emergency action. 3 


7912120244 Foruard* evaluation of elo 
seals *> fir* detectors required by 
safety evaluation rept. 

HAVER.L.D. Northern States Power C 


ctrical 6 mechanical p 
790906 fire protection 

;o. 79/11/30. 94pp. 


ene tra t ton 


0. Adjudicatory correspondenco 


791220Q070 Forwards IE Bulletin 79-23. "Possible 
Model EA180 Limit Switches at Elevatad Temps." 

O'REILLV.J.P Region 2. Atlanta. Office of 
79/12/07- 2pp. 


Malfunction of hlaaco 
Action 

the Director. 


7912110030 Confirms receipt of end 

all PHHi. Forwards FR notice indicating that petition will be 
treated in accordance w/ 10CFH2, 206. 70 / 11/03 Ic 

OEHTQN.H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip 


for 


79123102B0 Responds to IE Dulletln 79-02.nevlsion 2. "Pipe Support 
Dase Plate Designs Using Concrete Eipanslon Anchor Bolts. 

Five pipe supports on Seismic Category I sys in auiiliary 
bldg installed using erpansUn anchor bolts, 

8 PEMC 6 R 1 tJ. C, Virginia Electric t Poujar Ca, 79/12/07, 4pp. 


—7912110126 Notice of request for action pursuant to 10CFR2.206 Pi 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all DLs for to/ii/ot 

HULLERiO.R. Office of Nuclear Reactor Regulation. 79/11/23. 

aepp. 


7912280441 

Response 

O'flEILLV, 

79/12/13. 


Forward s 
Spectra. 
J P. 

2pp. 


. IE Info Notice 79-OJ, "Use of Incorrect Amplified 
" No written response required. 

Region 2. Atlanta, Office of the Director. 


7912200378 Forwar 
to IE Bulletin 
p iping . 

BTALLINOB, C. h. 


ds results of feedwater sys piping inspspin response 
79-13, Revls Ion 2 re cracking in feedwater 

Virginia Electric ti Power Co. 79/12/17, 4pp. 


7913260244 Responds to NRC 791123 Itr re violation noted in IE Insp 
Repts 50-200/79-63 Jc 50-281/79-03. Corrective action: 
design change on replacement starting contactors completed. 
STALLINSS, C. M. V 1 r g ini a El ec tr I c 8. Power Co, 


79/12/19- 2pp. 


7912260251 Forwards revised response to Iteros 
identified In IE Insp Repts 50-200/79-00 6 
STALL1N09.C, II. Virginia Electric t Power C 


of noncompllance 
50-201/79-09. 

0. 79/13/19. 4p. 


7912270411 Forwards responses to Infractions 
S0-2B0/79-61 U 50-281/79-00. 

STALLINQSiC. N Virginia Electric h Power 


reported tn IE Insp Repts 
Co, 79/12/20. 4pp- 


P. Operating license stage documents b correspondence 

791109024B "Summary of Operating Eaperlence M/Recircolatlng Steara 

EIBENHUrrDio. Division of Operating Reactors, NUREO-0523, 
79/01/31. e9pp. 


7908010339 Notlfiss of status of rept on reactor cavity annulus saal. 
Host PMH users remove ring during normal operation. Other* 
store seal ring in raised position during normal 
LAINAS, 9. Plant Systems Dranth (Pre 791030). 79/07/03. 7pf. 


7912040164 Discusses NRC concerns re 
during normal oparatlons. Includes 
safety actuation Isolation signals 
valvss 6 valve ability to shut u/o 
BCHHDKSliA. Operating Reactors 


containment purging 6 venting 
licensee override of 
to containment isolation 
degrading containment. 

Branch 1. 79/10/29. 5pp. 


7912050176 Discusses NRC review of LERs b Tech Spec requirements re 
control RPI sys at Westlnghouse pWRs. Requests Tech Specs 
review to ensure requirement for rod raaint to within +/ i* 
steps indicated I RPI sys verified accurate 12 steps. 

SCHNENCERi A. Operating Reactors Branch 1. 79/lO/wv. /pp- 


7912300161 Forwards IE Circular 79-25, 
Interference." No written response r 
O'REILLV. J. P. Region 3, Atlanta, 
79/13/20. 4pp. 


"Shock Arrestor Strut Asseeib 
equired. 

Office of the Director. 


In 


7913280490 Forwards response to NRC 791205 Itr re 
50-201/79-81 on 791031-1 103. Feedwater b reactor 
pumps Inspected for dnmagci. Emp loyees Instructed 
use of rigging operation. 

STALLINOSi C. M- Virginia Electric i Power Co. 


IE Insp Rept 
coolant 
In proper 

79/12/26, Spp. 


7912280494 Forwards response to NRC 791203 Itr re violations netad 
in IE Insp Repts 50-200/79-62 b 30-801/79-02 on 791001-31. 
Annuclator log procedure established to document safety- 
related annuclator actuations b resets. 

STALHN03.C. M. Virginia Electric b Power Co. 79/12/86. 4pp. 


fi. Periodic operating reports b related correspondence 

7912140321 Forwards monthly operating repts far Nov 1979. 

STALL I NOS, C, M. Virginia Electric b Power Co. 79/12/13. Ip. 


— 7912140338 Monthly operating repts for Nov 1979. 

COSTELLO. a. J. Virginia Electric b Power Co. 79/12/04. 45pp. 


B. Reportable occurrences. LERs b related correspondence 


7912200423 PNS-1 1-79-003: on 791010, crimina 1 trial began on Indlvlduala 
who publicly admitted responsibility for damage of new fuel 
assemblies In storage at fac ill t i« s, NRC unsuccessful at 
Interviewing individuals re operational b security problem*. 
ALDEflSQN.C.E. , KELLOOS.P. V. Region 2, Atlanta, Office of bhe 
Director. 79/10/10, Ip. 


712100109 ttlscusse* NRC 791101 meeting w/repri*entetlve» of NBSB 
vendors fe fuel euppliers re discussion of respective 
dDrtlonfl of ECCB evaluation medal* dealing u/fu*l cladding 

incidance of rup tur a. Vandor reepenie* . 

E16SW}TjD. 0. Divlsian of Qparating fiaactor*. 79/11/09. 63pp- 

-79181002S3 Responds to NRC 791101 request re noncomp lienee of 
Uestlnghouee ECC8 eveluatlon model under riquiremente 
of lOCFRSO App K. Evaluation of throe fu»l rod meiitl* 

Indicates no safety probLoms for Westinghous* plants. 

ANWnSONf T. M. Westlnghouaa Electric Corp. 79/11/02. 4pp. 

-79121*0330 Responds to NRC 791101 request re ORNL auelllng *■ 

rufture data.Revliw of analytical models b test* indicate* 
eoipltance w/lOCFRSO App K.AII OE specs for caleulat»d peak 

cladding temp remain unchanged. 

BUCIDIOLZ.R. H. Oeneral Electric Co. 79/12/07. Spp. 


-7918100407 Forwards response to NRC 791101 request r# rod burst e 
data. Concludes that data properly represented by fuel moaoi* 
uiid in vendor evaluation models b that analyse* demonstrate 
all criteria of lOCFRSO. 46 satisfied. „ , 

OtSLEYi 0- F- Esjon Nuclear Co., Inc. Isuhs. of Esxon Corp. ). 

tan 1 tnrt mnn 


-7912100496 Forwards addl info re evaluation of impact of NHC propoesd 
Tupturs/blockage model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
ruBture/bluckaga model on licensing calculation result*. 

OUSLEYrO.F. Esxon Nuclear Co,, Inc. (subs, of Exxon Corp. l. 






7912120103 Notification of 791126 meeting u/utll 
discuss reactor vessel noixle fabrication. 
OflOTBhflHUIB, M. Operating Reactors Branch 1. 


in Sithtsda, HD to 

79/11/19. 2pp. 
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79ia0'50201 Confirms Implementation of inteplm procedural solution 
adoptad at 791119 meeting u/NRC. Westlnghouse t> util ro 
possitle rod drop accident analysis for certain Uestlngbouse 
designed plants. 

HAVER. L.D. Northern States Power Co. 79/11/27. Ip. 


79121B0346 Forwards draft input for steam generator tube failure safety 
evaluations, Sections 2. 1. 3. 2. 2. 3, 2. 3. 3 8. 2. A. 3. Input for 
Doel Unit 2 reactor in Delgium end. 

SCHHENCER.A. Operating Reactors Dranch 1. 79/11/2S. Ip. 


79I221006& Forwards IE Insp Repts 50-202/79-27 J< 50-306/79-21 un 
791001-31. No noncompliance noted 

HEISHMAN.R. F. Region 3. Chicago. Reactor Uporations Nuclear 

Support Branch. 79/11/16. 2pp. 

—7912210074 IE Insp Repts 50-202/79-27 !. 50-306/79-21 un 791001-31. No 
noncompliance noted. Major areas Inspoe ted: plan t operations, 
mainti security t. observations of plant staff response to 
steam generator tube rupture. 

FEIERAOENS. C. D. . WARWICK. R.F. Regions, Chicago, Office of the 
Director. 79/11/13 9pp 


7912180350 Draft input for steam generator tube failure safety 

evaluation. Section 2. 4. 3. 

• Office of Nuclear Reactor Regulation. 79/11/20. 3pp. 

7912110307 Responds to NRC 791029 Itr re control rod misalignment 
specs. License amend request re spec changes will be 
submitted by 800115. 

MAYERrL.O, Northern States Power Co. 79/12/05. Ip. 


7912200003 Forwards update to 790731 meteorological evaluation tor fool 
handling accident inside containment. Further changes may be 

HULMAN.l!^ 0. Hydrology Meteorology Dranch. 79/12/07. 2pp. 


7912210008 Summary of 791126 meeting w/Hestinghouse & uttl re base 
metal cracking In reactor vessel noizles under stainloss 
steel cladding. 

ORDTENHUIB, M. Operating Reactors Dranch 1. 79/12/12. 4pp. 


—7912210013 Discusses pipe leak at TVD 1. in Finland. due to faulty 
fabrication process of components mfg in Franco l< 
significance to US plants. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/10/24. 

I4pp, 

7912200432 Notifies that util will bo In compliance by 800131 w/Uessans 
Learned Task Force recommondations re rellof 8< safety valves 
direct position indication U inadequate core cooling 
dotactlon instrumentation. 

HAVER, L.O. Northern States Power Co. 79/12/14. 2pp. 


7912200335 Notifies NRC that util cannot meet 731028 schedule for 
resolving issue of asymmetric LOCA loads. due bo delays in 
matl procurement. Pipe restraints will be installed during 
refueling outage. 

MAYER, L.O. Northern States Power Co. 79/12/17. Ip. 


0, Inspection reports. IE Dulletins & correspondence 


7912050404 Forwards IE Bulletin 79-26. "Doron Loss From BWN Control 
Blades. ■ No response required. 

KEPPLER. >1. 0. Rcqion 3. Chicago. Office of the Director. 79/11/20. 

Ip. 


791210044® Forwards IE Circular 79-24. "Proper Installation t 
Core Spray Pipe Break Detection Equipment on DWRs. " Nn 
written response required. 

KEPPLER. J.O- Region 3, Chicago, Office of the Director. 

tp. 


Calibr of 

79/11/26. 


7912140216 Forwards IE Circular 79-23, "Motor Starters t Contactors 
Failed to Operate." No written response required. 

KEPPLERiJ.6. Region 3. Chicago. Office of the Director. 79/11/26. 
Ip. 


7912110433 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups l< state atty 
general oFcs copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER. a. 0. Region 3. Chicago, Office of the Director. 

IP- 


79/11/20. 


7912190301 Responds to IE Bulletin 79-17. Revision i. Insp per Item 2 (h) 
to begin 7912D3 for Unit 2 t end in two uks.Unlt 1 insp 
scheduled for Aug 1980. 

UACHTER.L.J. Northern Btatos Power Co. 79/11/20. Ip- 


7912050667 Ack receipt of 791031 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-20.2/79-21 4 
50-306/79-le. 

HEIEHHfVtiR F. Region 3. Chicago. Reactor Operations Nuclear 

Support Branch. 79/11/30. Ip 

79120SO671 Responds to NRC 791009 Itr re violations noted in IE Insp 

Repts 50-202/79-21 4 50-306/79- 10. Correc t Ive at t ions : Dosi gn 
Change 771D97 forms w/roquired initials completed. 

WACHTERtL.J. Northern States Power Co, 79/10/31, 3pp. 


7912050401 Forwards IE Insp Repts 50-2B2/79-23 4 50-306/79-19 on 
790917-30, No noncomp I ianca noted. 

HEIEHMAN. R. F. Region 3, Chicago. Reactor Operations Nuclear 

Support Dranch- 79/10/26. 2pp. 


7912190231 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation 4 Control Power Sys Dus During Operation." 
Written response required. 

KEPPLER.J.6. Region 3, Chicago, Office of the Director. 
Ip. 


79/11/30. 


— 79120S0406 IE Insp Repts 50-202/79-23 4 50-306/79-19 on 790917-30. No 
nencampllance noted. Major areas inspec ted; maint, security, 
revleui audit 4 radiation protection. 

FEIERADEND.C. D. . WARNICK.R.F. Region 3. Chicago. Office of the 
Director, 79/10/22. 3pp. 

7912260102 Forwards IE Insp Ropt 50-282/79-26 un 791002-03. No 
norcompllance noted. 

HEJBHMAN. R. F. Region 3. Chicago, Reactor Operations Nuclear 

Support Dranch. 79/11/06. 2pp. 

— 7912260105 IE Insp Rept 50-282/79-26 on 791002-03. No noncompl tanee 
noted. Major areas inspected: steam generator tube rupture. 
WARNICK.R.F., CH0ULE9, N. C. , OESTMANN, M. J. Regions. Chicago. 
Office of the Director. 79/11/05. Bpp. 

7912050144 Forwards. IE Circular 79-22, "Stroke Times for Power Operated 
Relief ValvDs. " No response required. 

KEPPLER, J.e. Region 3, Chicago, Office of tho Director. 79/11/16. 
tp. 

7912100239 Forwards. IE Info Notice 79-28. "Overloading of Struetoral 
Elements Due to Pipe Support Loads. " No response required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/11/16.. 
Ip. ... ‘ 

7912110S89 Forwards ;IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. ''No 
specific action or response required. ■ 

I KEPPLER. J.O. Region 3, Chicago, Office of the Director. 79/11/16., 
ip. 


7912070434 Forwards "Insorvite Insp, Examination Summary, 791003-16, Insp 
Period 2.atoam Oenoralor Tube Eddy Current Exam." 

MAVERal-.O. Northern States Power Co. 79/12/04. Ip. 


“7912070440 ■‘Insorvlce Insp, Examination Summary, 791003-16, Insp Period 2, 
Steam Generator Tube Eddy Current Exam. " , 

HANSEN.D.O., DAHLHANi U Northern States Power Ce. 79/1 1/07. 

41pp. 


7912140093 Forwards IE Info Notice 79-30. "Reporting of Defects 4 
Noncompliaixcas. lOCFREl. " No action or response required. 

KEPPLER, J.Q. Region 3, Chicago, Office of the Director. /9/12/06. 

Ip. 

7912280067 Responds to IE Bulletin 79-02, Revision 2, "Pipe Support Basil 
Plate Designs Using Concrete Expansion Anchor Bolts." All 
Seismic Category I restraints that use concrete expansion 
anchors were field verified. 

HAOITER.L.J. Northern States Power Co. 79/12/07. 2pp. 


7912200134 Forwards IE Bulletin 79-20, "Possible Malfunction of Nomco 
Model EAIBO Limit Switches at Elevated Temps." Action 

KCTPL^.J-O. Region 3, Chicago, Office of the Director. 79/12/10, 

Ip- 

7912280041 Responds to IE Bulletins 70-12. 70-12A 4 70-12B. "Short 
Period Scrams at DWR Facilities." No deviations found in 
welding mat! used in vessels. 

UACHTER.L.J, Northern States Power Co. 79/12/11. 2pp. 



90 


DOCKETED ITEMS 


R PeriojUc operating reports & relateil c orresp ondenc b 


79iai00«>20 Fortuards monthlg operating rept for Nov 1979 h torrections 
to oontMg operating repts For AogiSept U Oct 1979. 
nAVER.L.H. IJarthern States Poner Co. 79/1S/12. Ip. 


— 79l2IBCt&23 Monthli) operating rept for Nov 1979. 

HUNSTAD.. A A. Northern States Fouer Co. 79/13/01. Bpp. 


DOCKET 50^5 FIWT CALHOUN STATION. UNIT 1 


F. Security, nedical. energency tt fire protection plans 


79123000^ OisEosoes NRC 791109 neeting re eaergency preparedness tean 
review oSjsctivBs. Provides guidance for improving licensee 
easrgency preparedness & assuring capability of offsite 
agencies to take appropriate emergency actions. 

cniKS.D.K. Emergency Preparedness Task Force. 79/11/23. DOpp. 


— 79121Bai>34 Revised page of monthly operating rept For 
HtttSTAD. A A Northern States Pouer Co. 79/12/01. 


Aug 1979. 
IP- 


— 79131BO&3& Revised page 
HmSfAD.A.A. Nsrtheri 


of monthly operating rept For Sept 1979. 
I States Pouer Co. 79/12/01. ip. 


— 79121B0ii40 Revised page of monthly operating rept for 
NIKGTAO.A.A Horthern States Pouer Co. 79/12/01. 


Get 1979. 
tf- 


S Reportable occurrences. LERs t related correspondence 


7912070135 PNO-I I 1-79-024 on 791026. Region 3 notified of chlorine 
treatment of cooling tower water containing anoeha 
enceghalitis. Licensee will monitor discharges S> submit 
environ event rept bo NRC. 

CKOniANH. N. J. . ESSie. T H Region 3. Chicago. Office of the 
Director. 79/10/25. 2pp. 

7912060593 PNQ-1 1 1-79-035: on 791007. neutrali ling tank hatch released 
ph greater than Tech Spec limit. Caused by improper 
operation of ph aonltor on tank effluent pipe. Memo Issued 
requiring reliable operation of monitor. 

OESTRAKl. M. O’. Region 3. Chicago. CPPice of the Director. 
79/li/OS. 2pp. 


7912170423 PNO-IlI-79-39: on 791 1 IS. reactor tripped. Caused by failure 
of Feedwater pump 12 supplying water to steam generators. 

Pump 11 was shipped to vendor for rewinding due to similar 
failure Reactor in process of cold shutdown. 

UAnNlCK.R.F . l£ISI««i. H. F Region 3. Chicago. Office of the 
Director 79/11/15. Ip. 


7912190560 Forwards quantitative ropts re effects of fire water piping 
rupture on safety-related equipment. Description of water 
curtain for fire Areas 6 fc SO & drawings end. Drawings 
available In Central Files only. 

JOhES.U.C. Oaaha Public Power District. 79/12/12. 13pp. 


C. Adjudicatory correspondence 


79120S0S99 Reply by Metropolitan Area Planning Agency in oppesitian to 
applicant consolidated answer objecting to request for 
bearing. Public concerns re facility mods should be heard. 

Quemtlons util cred itai lity. Certificate of Sve end. 

KTR9IQ1. A. II. Metropolitan Area Planning Agency Omaha. NE. 

AIR»£N.A.H. Kirshon. A. H. 79/10/30. 9pp. 


7912060612 Notion to strike applicant answer to Hetropolitian Area 
Planning Agency request for hearing. Alleges that util failed 
to comply u/lOCFRS. 705. Questions LcBeeuf . Lamb. Lieby ti MacRao 
authoritly to resist hearing. Certificate of Bve end. 

KIRSd'A.H. Metropolitan Area Planning Agency Omaha. NE. 
XIRBtEK.A. H. Kirshon. A. H. 79/10/30. 3pp. 


7912130074 Seeks denial of AH Kirshen 6 Metropolitan Area Planning 
Agency 791030 motion to strike applicant 791023 answer to 
hearing request. Applicants response complies w/code 
requirements re determination of petitioners rights, 

ORAV.J.R. Hearing Branch 1. 79/11/19. Spp. 


7912130{»1 Seeks denial of AH Kirshei) & Metropolitan Area Planning 
Agency 791030 motion to strike applicant 791023 answer to 
hearing request. App licants response complies w/code 
raqulreaenfcs re determination of petitioners rights. 

ORAV.J.R- Hearing Branch 1. 79/11/20. Spp. 


7912070302 Environ Event Rept 79-11 for 17 days in Nov. Blowdown flow 
in excess of Tech Specs required to complete special 
chlorination treatment authorired by 791102 ETB change. 

UARD.E. C. Northern States Power Co. 79/12/03. Ip- 


791311003B Cenfirns receipt of end 790329 petition to suspend OLs for 
all PHRs. Forwards FR notice indicating that petition will be 
treated in accordance W/10CFR2. 206, 

DQiTON.H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


7912^0560 Forwards Uesttngbouse evaluation of 791002 tube rupture 
event. Concurs u/util recamaendatlons in LER 79-O27/0tT-0 re 
operation of turbine driven auiilLary Feed puop 6 steaa 
supply valve From Faulted steam generator. 

ANDERSONrT M Uestlnghause Electric Corp. 79/12/19. 17pp. 


•7912110126 Notice of request for action pursuant to 10CFH2. 206 rm 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PURs. 

MULLER. O.R. Office of Nuclear Reactor Regulation. 79/11/23. 
38pp. 


7912270491 Forwards LER 79-030/03.-0. 

MAYER. L a. Northern States Power Co. 79/12/21. Ip. 


H. Oeneral correspondence 


-7912270490 LER 79-030/031.-0: on 791121. during inapa per IE Bulletins 
79-14 & 79-03. two snubbers in caoling water sys found 
incorrectly Installed 6. one hanger in auxiliary Feedwater 
sys Found damaged. Repairs were made iewediately. 

HUNSTAD.A A Northern States Power Co. 79/12/21. Ip. 


7912I90S01 Responds to 791002 Itr outlining basic radiation safety 
cowrse. Accepts certification program for admitting NRC 
personnel to radiation control areas. Addl training of approi 
D-h would be required. 

JOHESill. C, Omaha Public Power District. 79/12/13, Ip. 


7912310475 Forwards LER 79-031/03.-0. 

HAVER. L □. Northern States Power Co. 79/12/26. Ip. 


— 791231047Q LER 79-031/031.-0: on 791126. during periodic surveillance 
program review.discovered that SP1022 boric acid tank level 
test not perfoTm-ed within tolerance band. Caused by personnel 
oversight. Tnsirumentation 6 control schedule to be used. 
MJHSTAO.A A. Northern States Power Co. 79/12/26. Ip. 


DOCKET SO-2B4 IDAHO STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency 6 Fire protection plans 


7912120206 Forwards draft Reg Guide S-XX. 'Std Format l< Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance.-" U/o end. 

REID.R-U. Operating Reactors Branch 4 fPre 7910301. 79/08/22. 

2pp. 


P. Operating license stage documents 6 correspondence 


7911090248 “Bummary of Operating Eiperionce U/Reclrculating Steam 
Oenerators. * 

EIBEMiUr.D.D. Division of Operating Reactors. NUREe-0323. 
79/01/31. Q9pp. 

7918I001D9 Discusses NRC 791101 meeting u/raprmsenlakives of NBSS 
vendors 6 fuel suppliers re discussion of respective 
portions of ECCB evaluation ctodmls dealing w/Fual cladding 
swelling & incidence of rupture. Vendor responsis and. 

EISENHl/r.D. O. Division of Operating Reactors. 79/11/09. 6Spp. 


— ^7912100359 Responds to NRC 791101 request re nencompl lance of 
Hiatlnghouse ECCB evaluation model under raquirements 
of 10CFR50 App K. Evaluation of threa fuel rod modele 
indicates no safety probleeis for Uestlnghause plants. 
ANDERSON. T. M. Uestinghouse Electric Corp. 79/11/02. 4pp. 


— ^7912100330 Responds to NRC 791101 request re OHNL cladding swelling 6 
rupture data. Review of analytical models 1 < tests indicates 
canpiiance w/lOCFRSO App K. All OE specs for calculated peek 
cladding temp remain unchanged. 

BUemOLZ. R. H. Oeneral Electric Co. 79/12/07. 2pp. 
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7712100407 Foruards response to Nnc 771101 request re rod burst test 
dato. Cone lodes that data properly represented by fuel models 
used In vendor evaluation models & that analyses demonstrate 
all criteria of lOCFn50.46 satisfied. 

OHSUEViO.F. Exxon Nuclear Co.. Inc. (subs, of E««on Corp.). 
77/11/02. 3pp. 


7912140397 Responds to NRC 791023 Itr re purge t vent valve operability 
verification Util commits to operate in conformance u/ 
interim position. Uni t containment ventilation isolation 
signals adequately segregated to ensure operability of one. 
jnHES.U.C. Omaha Public Pouer District. 79/12/07. 3pp. 


--79121004S6 Foruiartfs addl info re evaluation of impact of NRC proposed 
rup t ure /b loc t age model used in vendor evaluation modal. 

No adverse impact from naui rupture burst data or use of NRC 
rupturo/b loc kage model on licensing calculation results. 

QUSl-EY.O.F. E»*on Nuclear Co.. Inc. isubs. of Eiion Corp. 1. 
79/11/04, sapp. 


7712030212 Foruarcls Info re potential for steam generator luater hammer. 
In response to NRC 790911 request. 

JONES. M.C. Omaha Public Pouier District. 79/11/12. &pp, 


7912170039 Notification of meeting y/utlls in Qrownsvl lie. NE b Omaha. NE 
to discuss NRC post-TMI emergency planning acceptance 
criteria. Agenda oncl. 

IPPOUITO. T. A. Operating Reactors Dranch 3. 79/11/16. 3pp. 


7912I90S6S Forwards proposal for implementing Section 2.1.7 a of MUHEG- 
OS7S re control grade automation of auiillary feedwater sys. 

Hod schedule for early Jan 1980 refueling outage. Qversi le 
drawing of electrical sys end for Central Files only. 

.XINES.U.C. Omaha Public Pouer District. 79/12/13. 9pp. 


7912270270 Forwards Class II fee for OL amend app 1 icat ion. in response 
to NRC 7912^3 Itr h IE Dullctln 79-06B. 

JONES.H.C. Omaha Public Power District. 79/12/13. 2pp. 


7912270376 Discusses util commitment to implement NRC Category A NUREQ- 
0S7B requirements. Requirements will be implemented by 800131 
or facility will be shut down until completion of 
implementation. 

JCNES.U.C. Omaha Public Power District 79/12/17. Ip. 


7912120262 Summarg of 79102S meeting u/C-E owners group re asymmetric 
LOCA loads. 

HOSFORD.S. B. Engineering Branch. 79/11/20. 4pp. 


7912120030 Bummarg of 791116 meatlng u/utll. Exxon Nuclear & LeDosuf. 
LambiLelby S. Macrae in Detheida.MO re plant Cycle 6 reload 
g, proposed pouier increase. 

ERICKSON. P, D, Operating Reactors Dranch 4. 77/11/26. 4pp. 


7912130416 Responds to NRC 791030 Itr re implementation methods 6 
schedules for NUREO-OS78. Ut 1 1 will complets tasks according 
to schedule except those requiring cold shutdown. Prossorlter 
heaters <■ level mods scheduled for 1900 for 1901 outages. 
JONEO.H.C. Omaha Public Powsr District. 79/11/27. 9pp. 


7912060360 Notification of 791211 mtetlng w/util «. Exxon re Exxon 
setpoint methodology to be used for Cycle 6 rtlaod b stretch 
power. 

ERICKSON. P. D. Operating Reactors Dranch 4. 79/11/20. 2pp- 


7912140012 Responds to 791US Itr re rescheduling of 791116 meeting 
w/utll to Omaha. NE> rather than Silver Spring. MD. Due to 
technical nature of meeting. number of NRC specialists 
required. Next meeting to be held 791211 in Omaha. 

REIDiR.U. Operating Reactors Dranch 4. 79/11/29. Ip. 


7912190069 ForwarUa safety evaluation re potential for water hammer In 
feedwater piping. 

LAINAS.O, Plant Systems Branch. 79/12/03. 2pp. 


--7912190077 Safety evaluation re potential for water hammer in feedwater 
piping. Ac c eptab le precautions taken to minlmlie water hammer 
occurrence. 

• Office of Nuclear Reactor Regulation. 79/12/03. 17pp. 


791219019B Notifies that util not exempt from fee for review b 
approval of Tech aptes change. Forward Ing of Class TI fee 
requested. ^ 

MILLER. H.D. License Fee Management Branch. 79/12/03. 2pp. 


7912190337 Notifies of partial refund of Class III amend fee re 790919 
application. Action required by application is In Class II 
fee category, 

HILLER. M.O. License Fee Hanagsment Branch. 79/12/03. If. 


0. Inspection reports. IE Bulletins b correspondence 


7912190363 Responds to IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping.* Facility will shut down on 791031 to perform 
ultrasonic insp of welds connecting safe-end to dounstroom 
elbow b safe-end to piping for both generators. 

>X1NES.W.C. Omaha Public Pouer District. 79/10/25. Ip. 


79I221O10S Responds to IE Bulletin 79-23. No connections exist between 
excitation transformer b generator at neutral on either 
diesel generator. No corrective action required. 

JOf£S.U.C. Omaha Public Power District. 79/10/26. 2pp. 


7912140070 Forwards IE Bulletin 79-17. Revision 1. "Pipe Cracks in 
Stagnant Derated Water Bys at PHR Plants." Written response 
required. 

reVFRlT.K.V. Region 4. Dallas. Office of the Director. 79/10/27. 
ip- 

7912170193 Updates 791031 response to IE Bulletin 79-06C. Adequate 
instrumentation at facility exists to detect inadequate 
core cooling. Cer tain non-LOCA qualified instrumentation 
being replaced by LOCA qualified instrumentation. 

JONES.U.C. Omaha Public Power District. 79/11/01. Ip. 

7912120S69 Forwards IE Bulletin 79-25. "Failures of Westinghouse BFD 
Relays in Safety-Related Bys. " Action required. 

SEVFFITjK.V. Region 4. Dallas. Office of the Director. 79/11/02. 

IP- 


7912190020 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves. " No written response required. 

BE^RlTiK.V. Region 4. Dallas, Office of the Director. 79/11/16. 

»P- 


7912120S35 Forwards IE Oulletin 79-26. "Boron Loss From DWII Control 
Blades.' No response required. 

BEWftlTiR.V. Region 4. Dallas. Office of the Director. 79/11/20. 

‘P- 


7912110485 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

SEVI9!IT.K.V. Region 4, Dallas. Office of the Director. 79/11/26. 

ip- 


7912070463 Forward* "Loss of Load to One Steam Oenerator Ineldenl 
Analgsit." as supplemental info re application for amend to 
License DPn-40. permitting Cycle 6 aperetion following core 

JONES.U.C. Omaha Public Power District. 79/12/04. Ip. 


7912190100 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dus During Operation." 
Uritten response required. 

SEYFRIT.K.V. Region 4, Dallas. Office of the Director. 

Ip- 


—7912070464 "Los* of Load to On* Steam Oenerator Incident Analgsis. * 
JDNEBtH.C. Omaha Public Pouer District. 79/11/30. 20pp. 


R. Psriodic operating reports b related correspondence 


7912260207 Foruiarde safety evaluation re 700711 b 791106 proposed mads 
to chemical vol control sys b vlbretlen dempener sys. 

REIDiR.W. Operating Reactor* Dranch 4. 79/12/04. 2pp. 

— 7918260214 Bafefcy evaluation of proposed mods to chemical vol control 
sys b vibration dampener sys. 

• Operating Reactors Branch 4, 79/12/04. Ip. 


7912140347 Forwards monthly operating rapt for Nov 1979. 
J0NE8iW.C. Omaha Public Power District. 79/12/07. Ip- 


— ^7912140382 Monthly operating rept for Nov 1979. 

HICKLE.B.J. Omaha Public Power District. 79/12/07. 


9pp. 


S. Reportable occurrences. LERs b related correspondence 


7912070406 Forwards LER 79-021/21L-0, 

8TEV04S,B.C. Omaha Public Power District. 


79/11/19. 


10pp. 
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—7912070410 LER 79-OS 1 /21L-0; on 791 106, dur lug tnsp reauired hij IE 
Bulletin 79-14 re safety-related piping ‘ 

found between desisn documents & as-hollt configuration 
seismic restraints. Caused by probable f“a is ' 

niCHnRD.ft.H. Omaha Public Power District. /’i/xxriH. »P- 


7912110360 Forwards LER 79-020/03L-0- 

STEyENS. S. C. Omaha Public Power District. 


79/12/05. Ip. 


—7912110366 LER 79-020/03L-0: on 791031 , durl ng mops of accessible 
piping. Bight snubbers on safety injection sys piping found 
ino^e?ahll caused by improper ins tal lat ion of anchor bolts. 

Base plate redesigned anchor bolts reinstalled. to/is/OS 

EIDEHrM.E.. KUEEH.L.T- Omaha Public Power District. 79/12/05. 
Spp 


DOCKET S0-2S6 INDIAN POINT STATION. UNIT 3 
F. Security, medical, emergency U fire 


79l2]e0335 Notifies of delay 
facility fire protection sy 
end . 

LAINAS.O- Plant Systems 


in Plant Sys Branch Team 1 evaluations 
s. Outlines of assistance needed 

Branch. 79/11/16. 5pp. 


of 


7912170261 Discusses proposed task force review of 
preparedness. Task force should study alternatives 
reduction of probability S< consequences of severe 
EISENHUT. D. 0. Division of Dperatlng Reactors, 


emergency 

for 

acc ident. 
79/tI/21. 


3pp. 


7912200022 Discusses NRC 791109 meeting re emergenc 
rovi ew objectives. Provides guidance for Improving 
emergency preparedness assuring capability of o 
agencies to take appropriate emergency actions. 
GRIMES, D.K. Emergency Preparedness Task Force. 


y preparedness team 
licensee 
ffaibe 

79/11/23. 3Qpp. 


7912260369 Requests extension u 
NY State Energy Ofc t« Citiien 
Environ petitions for review 
seismic issues, Cert i fica te of 
HOOKE. J. E. Hearing Qrsnch 2. 


ntil 900203 t 

s ' Committee 
of ALAB-436 h 
Svc end. 
79/12/07. 


0 respond to interveners 
for Protection of 
ALAU-561 re 

4pp. 


7912180A10 Requests confirmation of 300126 dead line for NRC response 

to intervenor UCS 791115 request Jo'' f to be 

J0CFR2. 306. A1 »□ requests meeting to discuss issues t 

used to forrtulaco response. ,a/in/in in 

UClSSfE.R. Shekdoni Harmon U Weiss. 79/lc./iO. Ip, 

-7912180422 Requests that Commission '■“‘>"*‘2rtinon^L'‘rtaf f°" 
intervenor UCS 790323 seismic reanalysis petition to staff. 
iSimTsslon Lst assume jurisdiction since staff has issued 

Unfo‘'’orCo:c^rn:d Scientists. UEISS.E.R, Sheldon, 


791231007B Three Strs requesting favorable action on petition to shut 

EOTEfiOT^TZ^B^ HAMZAN.L. , BRODESKY.N. Af f 1 li at i on Un k nown. 

79/18/10. 3pp. 


7912190239 Order granting extension until 800203 for NRC to respond to 
W State ^ergy Vc 6 Citi.ens Committee for Protection of 

^S^L"s.5r"af;ic^'rf ^h^lecretary of the Commission. 79/.2/I4. 


7912310109 Two Itrs requesting favorable action 
operations at Facility. 

QHINeeR.J.. KAMZAN.L. Af f 1 1 1 at 1 on Unkfiouin. 


on petition to 
79/12/15. 3pp. 


suspend 


7912190107 Forwards 791217 Ur to Commissioner Ahearno re UCB peltlon 
on safety t> site location issues. 

FIEH.H. House of Rep 79/12/17. Ip. 


7912030101 Forwards supplemental 
1123 re fire protection program 
wet-pipe hydraulic sprinkler sy 
carbon d i o« ld« sys. 

EARLY. P,J. Power Authority of 
7pp. 


Info to NRC requests of 780929 *> 
.Will not install automatic, 
s. Will provide total flooding 

the State of New York. 79/11/26. 


7912190114 Requests quick response to UCS petition re resolution of 

site location & safety issues. 

FI8H.H. House of Rep. 79/12/17. Ip- 


H. Oeneral correspondence 


7912200122 Notification of 79I20S mieollng u/utll In 
review smergency preparedness capabi H tl es. L 1 st o 
considerations end. 

EIBENHUT, D. 0. Division of Operating Reactors 


Bethesda 
f NRC 

79/11/29- 


MD> to 


3pp- 


7912140127 Bequests removal from svc list of EJ Back 6 addition of OP 
DAVIB^J-P. Consolidated Edison Co. of Now York. 79/11/03. ip. 


7912260003 Noti f i cat I on of 
emergency planning. 
OLSHAN. L. N. Uperabing 


791218 meeting ui/util in Ossining. NY re 
Reactors Branch 1. 79/12/07- 3pP 


C Adjudicatory corr es pond enco 


7912060644 Statement in support of UCS 790917 petition for 
decommissioning of Unit I t. suspension of Units 2 & 3 DLs. 
Requests institution of proceeding per 10CFR2. c.02. Affidavit. 
Certificate of Svc t< supporting documentation end. 

ABRAtlS.R. . BIALIK. E I- New York, Elate of. 79/11/16. iSpp. 


7912110038 Confirms receipt of end 790329 petition to 
all PWRs. Forward 5 FR notice indicating that petition 
treated in accordance u/1 0CFR2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 


suspend QLs for 
uill be 

79/11/23. Ip- 


7912110126 Notice of request for action pursuant to 

Environ Coalition on Nuclear Power 79032? petition 
requesting suspension of all DLs for PWRs. 

KULUER.D. R. tkffiee of Nuclear Reactor Regulation. 
3Bpp. 


lOCKHB. 206 re 

79/11/33. 


7912200270 Forwards stalement made In support of UCB petition foi‘ 
decommissioniriH of 1 6 suspension of operation at 

BROWN. P. n o. Mid-Hudson Nuclear (Ipponents, Inc. 79/11/27. Ip- 


—7912200276 Statement of PDO Droun in support of UCB petition for 
proceeding to institute clecnmml ss inning of Unit 1 
suspension of operation at Units 2 T. 3 pending safety 
rsv 1 flui A 

BROW>l. P. D. MiiJ-Nudson Nucloar Oppon«nt«» Inc. 79/11/86. Qpp. 


7912040074 Notlco of withdrawal from proceedings effective 791130. 
SMITH. B.H, Hearing Branch 2 79/11/29. Ip. 

7912040078 Notice of appearance on behalf of NRC. Cert l ft cate ef Bve 
enc I 

MDOREiJ. E, Hearing Branch 2. 79/11/89. Upp. 


7913190418 Requests 
Cassall as counsel 
EARLY. P. d- Power 


update of NRC distribution list by deleting VJ 
U substituting CM Pratt. 

Authority of the State of New York. 79/12/13. 


]p. 


912190513 Advises that complotion of Oak Ridge Associate Unlvs 
radiation safety course is acceptable In lieu 
section of facility training program towards certification 
of individual for entry to restricted areas. 








79132a8S04 Requests update of distribution 
VJ Cassan «/CN Pratt, os counsel for util, 
BARLY.P d. Power Authority of the State 


lists by replacing name 
of New York. 79/12/13. 


of 


J. Insurance t indemnity i nfiirmat inn 


7912370605 Confirms that PA6NY has loan conimltroent for *10 million Prom 
HanufoctursTB Hanover Trust For retrospective insurance 
payment. if necessary, in event of nuclear disaster. Commitment 
oxplrsfl 8006SO, 

MCCARTHY* fl. H. Affiliatlof^ Unknoiiin. 79/12/lB, Ip. 


P. Operating license stage documents t correspondence 

791I09024S “Summary of Operating Experience H/Recirculatlng Steam 

ElBENkAlT. sic. Division of Operating Reactors. NUHEO-0523. 
79/01/31. B9pp 


'912050101 Oiscuesos NRC review nf LERs 6 Tech Spec requirements re 
control RPI sys at Weo 1 1 nghouso PWRs, Requests Tech Epees 
Tsvieu to ensure requlremant for rod maint to within +/- 12 
steps indicated t RPI sys verified accurate within 12 steps. 

.K„» Rnartnl-e Ilpflnrh I. ,>c...n/nD Tnr 


ei*&.ajeu/*crO- A 




912100109 Discusses NflC 791101 meeting w/representotlves of NBBS 
vendors & fuel suppliers re dlseussien of respective 
portions of ECCS evalustian models dealins w/fuel cladding 
suBlling h Incidence of rupture. Vendor responses „„ 

EIBENHUT. D 9. Division of Operating Reactors. 79/11/OV, A5pp. 
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--7913100253 Responds to NRC 791101 request re n 
Westlnghoose ECCS evaluation model under req 
of lOCFHSO App H. Evaluation of three fuel ro 
Indicates no safety problems for Uestinghoue 
ANOERSDNi T. M. Heatinghouae Electric Corp 


oncomp 1 ianc e of 
ulrements 
d mode Is 
e plants 
79/11/02. 4pp. 


— 791S100330 Responds to NRC 791101 request re OHNL cladding swelling k 
rupture data. Review of analytical models fc tests indicates 
eompllancB w/lOCFRSO App K.All OE specs for calculated peak 


cladding temp remain unchanged. 
BUCHHDLZ. R. H. General Electric Co. 


79/13/07. 3pp. 


7912100407 Forwards response to NRC 791101 request re rod burst tost 

data Concludes that data properly represented by fuel models 
used in vendor evaluation models J. that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied, 

OWBLEY.O.F, Elion Nuclear Co.. Inc. (sobs, of Elion Corp. 1. 
79/11/02. 5pp. 


—7912100456 Forwards addl Info re evaluation of impact of NRC proposed 
ropture/blocVape model used In vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NHC 
rupture/blockagc model on licensing calculation resolts. 

OWSLEVrO. F. Elion Nuclear Co.. Inc, (sobs, of Exion Corp.). 
79/11/04. 22pp. 


79121000S2 Discusses Issuance of Amend 17 to License DPR-64.«hich 
aothorlied operation at 1007. power. Hai allowable fee already 
paid by util. No addl fee required. 

MlLLERiU.O. License Fee Management Branch. 79/11/13. Ip- 


— 7912040206 Proposed Tech Specs chamies n 
Safety evaluation encl 
* Power Authority of the State of New 


■ safety review c 
York. 79/11/2B 


ummi t Cee 

6pp 


7912060609 Notification of 791205 
discuss alternatives to retloce p 
severe reactor accident. 

ZECH>0. Division of Operating 


meeting w/utils in Be 
robab i I i i« S. consequei 

Reactors 79/11/29. 


thesda. MU 
nces of 

4pp. 


to 


7912210115 Notification of 791205 meeting w/Con Ed !. tomm Ed in 
Dethesda.MO to discuss in-depth review of f ac 1 1 1 1 y. NHl- 

considerations end. a. 


791206OS26 Forwards application for amend 
incorporate operating conditions for sec 
cheeiistry monitoring program. 

EARLV.P-J. Power Authority of the State 

2pp. 


to License DPR-64 to 
ondary water 

. of New York 79/13/03. 


-7912060528 Application for amend to License DPfl-64 to i 
conditions for secondary water chemistry monitoring p 
to inhibit steam generator tube degradat I on. Proposed 
addition S< safety evaluation end. 

EAHUVi P. J. Power Authority of the State of New Yorn. 


ncorpOTole 

rograra 


79/1 1/30. 


79121302S4 Forwards application for amend 
fee. Foe paid under protest 
CAHILL.M.J. Consolidated Edison Co of 


to OL changing ETS 6 required 
New York. 79/13/03. Ip. 


—7912100039 Forwards review summary of costs incurred by various progren 
ofes involved In OL Issuing k processing. No addl license Pee 
required because mai Pee allowed already paid. Fact 1 ity fee 

HOLLOWAY. C. J. License Fee Management Branch. 79/11/09. 2pp. 

--7912I00043 Forwards assessment of review costs for CP t OL actionsi to 
aid In fee determination, W/o end. -.-..ninn 

DERKOH.H. N. Office of Nuclear Reactor Regulation. 79/lO/ao. ip. 

7913100051 Responds to 790910 memo requesting calculation of costs 

associated w/OL Issuance. Since total cost exceeded fee 
limlt.no further action required, , 

E18ENHUT. D. 0. Division of Operating Reactors. 79/tO/lv. ip. 


—7912100062 Forwards IE cost data rept of routine insp effort for 
700701-760405. Data for 690013-700630 could not be 

reconstructed. . . , , -,BrMtno 

COBB. L. I. Executive Officer for Management & Analijsls. 7 t/02/ov. 

2pp. 


7913100066 Provides ACR8 prof manpower expenditure estimates For CP fc 

OU 

FRALEVr R. F. ACR8 - Advisory Commitfcs® on Rsactor 
7B/11/01. Ip. 

__7912100079 Requests info re ACR8 prof man-hrs expended on review of 
each reactor. Data for safety, environ !t antitrust hearing 
concerns should be included, Associated travel should not be 

MILLER. W.D. License Fee Management Branch. 78/10/02. Ip. 


7912070263 Partially responds to FOIA request for document re Pauling. 
NY site. Forwards requested info. Submits addl infQ:sodium 
deuterium reactor never built at site.no mat! ever used at 
site li no radioactive matl disposed of In lake. 

CARR.d.C. Division of Rules and Records. 79/11/16. 3pp. 


7912070291 Bubmlts partial response to FDIA request for documents re 
Nuclear Development Assoc lat ion. Uni ted Nuclear Corp. Qulf 
United Nuclear Corp Si ATCOR. Inc. concerning facility site. 

Forwards requested info. Provides addl info re site. 

CAfiR.J-C. Division of Rules and Records. 79/11/16. 3pp. 


7912060070 Summary of 79U13 telcon w/utll re util 791022 responso 
to 790913 Itr re lessons learned implamentatlon. 

OLSHAN.L.N. Operating Reactors Branch 1. 79/11/23, 4pp. 


7912120064 gummary of 791113 telcon w/util ro 
implementation. 

OLSHANiL.N. Operating Reactors Branch 1. 


lessons learned 

79/11/23. »pp. 


7912040200 Forwards proposed Tech Specs changes re safety 
committee, submitted as application for amend to OL. 
BARLY/P.vl. Power Authority of the State of Now York. 


review 

79/11/28. 


2pp. 


-7912130291 Application to amend EfS distinguishing limiting conditions 
h monitoring requirement s. ol Iminating repetitive specs, 
reporting requirements k bases b updating ETS rept to 

reflect present technology- ...o, v a c 

CAHILL. H.J. ConsoHdated Edison Co. of New York. tABLV. A. E. 


-7912130306 Revised Pages 1-1 through 5.6-1 of bT9 re limiting 
conditions k monitoring requirements, annual environ 
operating rept L nonroutlno reportable environ occurrences. 

•^^Coneoltdate^Edisln Co. of New York. 79/12/03. 46pp. 


7912070397 Forwards revised TMI lessons learned commitment list. per 
791130 *« 1203 telcons.Llst supersedes end to ‘ ,o/iD/n4 

EARLY.P-J- Power Authority of the State of New York. 79/12/04. 


7912200413 Notifies of 79121B site violl of NRC Emergency Planning Task 
Force bo evaluate upgrading of emergency planning slijce (Ml 
accidont.fioqoests participation of NY State Energy Ufc. 

COLLIhStH.E. Assistant Director for Emergency Preparedness. 
79/12/07. Ip. 


'91217029* Forwards revised pages to 791204 Ur re short-term 
reoulronents of TMI Lessons Learned task Force. Util “lU 
complete all required items prior to return to power. Items 

will be complete by 800201 v i, lo/io/in 

EARUVrF.J. Power Authority of tho btate of New York. 79/la/IO. 




79I21B0S-43 Forwards payment for 
Fae paid under protest, ponding 
legality of fee schedule. 

EARLY. P. U. Power Authority of 


Class III fee for 791204 application, 
final determination of 

the State of New York. 79/lS/ll 


IP 


7912180971 Supplies Tech Spec review results ro accuracy of 
Hastinghouso control RPI sys. Deviation of 13 stops 
permlsalblP.Revised Tech Specs to be submitted to comply 
u/neu 12 step accuracy limits. . . -.H.i-i/m 

EARLYiP.J. Power Authority of the Btate of New York- 79/12/13. 


IP 


7912190972 Ack receipt of 791206 telcon request re electrical drawings 
for valves of containment isolation sys. Drawings will bo 
svnt «B »T»cl« to t-tr HJP-22S2 on 791313. 


^ACM V. D .1 


oii.iBTk Aiithni*<< bii Qp the 5tato of Keu York. 


7cj/i D/n 


79J2190S7A Fprwartfs containment isolation valve drawlnos for 
MORH2-OS70P in response to MRC requeot. Drawings available 

DUERRrnrF.* ^United^Englneers Constructors. Inc. (subs, of Raytheon 
Co. >. 79/12/13 Ip. 


7912270309 Forwards info k drawings re NURE0-0S7B. concerning auxiliary 
feadoMter sys automatic initiation. Drawings not encl. 

EARLYrReJ- Power Authority of the State of New York, 79/t2/l7, 
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7912270315 Distusses complJdtice u / r equ i r emecit « oP NUfle0-O578. 

Rc q i?l remeii ts uill t>ot tie cnfflpleled by 0003 0 I . Fac S I i ty uiill 
not return to svc until requirements are comp 1 ete. Completion 
anticipated by QOOSOl. 

EAHLV.P.J. Power Aultiority QP the State of New York. 79712/17. Ip- 


7912270339 Foruarils "Prepram Plan for Performance Verification of PIW 
Bafety/Rel ief Valves 4i Gys " (• supplemental info in response 
to Ttll Lessons Learned Task Force Ree ommenda 1 1 ons 2.1.2. 

CAHILL. H J. Consol i dated Edison Co. of New York. 79/12717. 7pp. 

— 7912270373 "Propram Plan for PeTformance Verification of PHH Safeti|7 
Relief Valves L Sys. " 

* Electric Power Research Institute 79712713. i2pp. 

7912270335 Forwards application for amend of License DPR-id i proposed 
Tech Spec Chang e. sa P e ty evaluation !. Class III fee. Payment 
mada under protest. 

EARLY. P.J Power Authority of the State of New York. 79712/10. Ip. 


— 7912270447 Applxcalion for amend of License D-PR-M. modify inq Section 
3. lO.App A to reduce allowable misalignment of control rnd 
indicated position to group stop counter demand pesitions. 

EARLY. P J. Power Authority nf the State of New Vark. 79/12/18. 

Ip- 

— 7912270'455 Proposed Tech Spec change to Section 3. 10. S re cnntrol rod 
position indication misalignment. 

• Power Authority of the State of New York. 79/12/12. 4pp. 

— 7912270460 Safety evaluation for proposed Tech Spec change re control 
rod position indicaticin mi sal ignmen t . Hud will not reduce 
margin of safety. 

» Power Authority of the Stato of New York. 79/12/12. 2pp. 


7912270267 Forwards 791220 conference paper re Indian Point/Zlon near 
site studies. Requests paper be fsade part of public record. 

PEOPLES. O.L. Cnmmonwoal th Edison Co. » Consolidated EdinunCo. of 
New York. * Power Authority of the State of Mew York. 79/12/21- 
ip. 


— 7912270275 "Indian Poliit/2ion Near Site Studies.'' presentation to NRC. 
* Commanwealth Edison Co. » Consolidated Edison Co. of Mew Vorl. 

» Power Authority of the State of New Vorl. 79/12/SSJ. 3ipp. 


7912270353 Foru-irds response to 791107 Itr re NRC requirements for 
auilliary feedwater sys 

EARLY. P.J. Power Authority of the Slate of New York. 79/12/21. 

10pp. 


7912200612 Informs of plans to perform hydrostatic tost of RCS. 
followed by low power physics test.nn or about 79I28& 
racilitu presently has accept.ibie App H ECCS analysis based 
on Hast inghouse Oct I97S evaluation model. 

EARLY. P.J Power Authoi'jty of the State of New York. 79/12/21. 
3pp. 


Q Inspection reports. IE Bulletins ti correspondenco 


7912050001 Forwards IE Insp Kept S0-2B6/79-12 on 790820-22. No 
non comp 1 iance noted 

CARLSON. R.T. Region I. Philadelphia. Reactor Construction & 

Engineering Support liranch. 79/10/19. E!pp. 


—7912050004 IE Insp Rept 50--2a6/79-12 on 790820-22. No noncompilatice 
noted. liajor aroas i iispec ted - underground fire mains, fire 
water storage tanks, fire .pumps I. lire pump house. 

KQLTAY.P.S, Rogion 1. Philadelphia, Office of the Director. 
EDNETERiS D. Region 3. Chicago. Reactor Cunetruc tion ti 

Engineering Support Di-anch. 79/10/11. Spp. 


7912170176 Responds to IE noUelin 79-27. "Pipe Crocks In Stagnant 
llorated Mater Sys at PlIR Plants." No evidence of crocking. 

Visual insp of accessible welds will be ^performed tc results 
sent when sys can be uperoted to achieve roqulred pressure. 

DAYNEiJ. P. Power Authority of the State of New York. 79/10/24. Ip. 


7912200466 Forwards IE Insp Rept 50-206/79-22 on 790913. 19-21. 2S-27 b 
1002-05. Mo noncompl iance noted. 

CARLRONiR.T. Region 1. Ph i lade Iphla. Reactor CoTistructlDii & 

Engineering Support Branch. 79/11/01. 2pp. 

—7912200472 IE Insp Rept 50-286/79-22 on 790913.19-21.25-27 & l002-03.Hck 
noncompl lance noted. Major areas inspoc ted: steam generator 
insp program & inservice insp activities including work In 
progress. 

TRIPP. L.E. Region 1. Philadelphia. Reactor Construction Si 

Engineering Support liranch. hICBREARTY. R. A. Region i. 

Philadelphia. Qffico of the Ulrector. 79/10/30, 9pp. 


7912130515 Forwards response to IE Qulletin 79-21. "Temp Effects on 
Level Heasuremeiit. " Liquid level moasuring sys 6 all safety 
& control setpoints reviewed. 

SCMMEIDER. J. R. Power Authority of the State of New York. 79/11/02. 

11pp. 

7912310125 Forwards IE Insp Rept 50-286/79-10 on 790902-29. No 
nenconpl iance noted . 

BRUNNER.E.J- Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/11/05. 2pp 

— 7912310131 IE Insp Rept 50-206/79-18 on 790902-29. No none omp 1 i ance 
noted. Major areas inspecle d . 1 og s t records, phys ica 1 security 
fa periodic repts. 

BEBELOMBRI. T. , JOHNSON. J. Region 1. Philadelphia, Office of the 
Director. KEIMIO.R. Region 1. Philadelphia, Reactor Operations 

Nuclear Support Branch. 79/11/02. i3pp. 


7912140293 Responds to IE Bulletin 79-23 re potential failure of 
eaargency diesel generator. Generator neutral floats fa Is not 
connected to ground. el Imi na t i ng possibility of malfunction. 
BAWE.J.P, Power Authority of the State of New York. 79/11/07, 

2pp. 


7912200344 Forwards waste packaging Insp Rept 79-02A on 790925-26. No 
nonconpl iance noted. 

SUTHERLAMS. J. T. Region 2, Atlanta. Fuel Facility fa Materials 

Safety Branch. 79/11/07. 2pp. 


—7912300395 Naste packaging Insp Rept 79-02A. No noncomp 1 iance noted. 
Major areas insp ec ted : shi p ping paper fa DDT placarding 
requirements, rad lot 1 on levels, removab le contamination. DDT fa 
NRC package features. 

BRWN.R.A. Region 2. Atlanta, Office of the Director. 79/11/06, 

&pp. 


7912310367 Responds to IE Qulletin 79-13, "Indication of Lou Water 
Level at Oyster Creek Reactor. " Examined fa evaluated steam 
generator feedwater not i le s-to-p Ip ing uelds w/rcspoct to 
ASIC codas. No cracking noted. 

BAYNE, J.P. Power Authority of the State of New York. 79/11/15 

3pp. 


79I20S0D47 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves." No response required. 

DRIER. 9. H. Region 1. Ph 1 lad e t ph i a. Office of the Director. 

79/11/16. Ip. 


79i209i&81 Forwards IE Info Notice 79-27, "Steam Generator Tuba 
Ruptures at Two PMR Plants.'' No response required. 

CRIER. B.H. Region 1, Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912100130 Forwards IE Info Motice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
GRlER.B.a Region 1, Philadelphia. Office of tho Director. 

79/11/16. Ip 


7912110453 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Re lated 
Reactor Coolant Sys I ns tr umen tot ion During Operation." No 
specific action or response required. 

CRlERiB.M. Region 1. Philadelphia, Office of the Director. 
77/11/19. Ip. 


79120S0267 Forwards IE Bulletin 79-26. "Boron Loss From QWH Control 
Blades.’' No response required. 

GRIER.B.H. Region 1, Philadelphia. Office of the Director. 

79/11/20. Ip. 

7912060583 Forwards IE Circular 79-24. "Proper Installation & Calibr bf 
Care Bpray Pipe Break Detection Equipment on OMRs. ” No 
response required. 

ORlBt.O.H. Region 1, Philadelphia, Office of tho Director. 

79/11/26. ip. 


7912110067 Forwards IE Circular 79-23, "Motor Starters fa Contactors 
Failed to Operate. “ No response required, 

ORIER,S.H. Rsgion 1, Philadelphia. Office of the Director. 
79/11/26. ip. 


7912210096 Ack receipt of 791012 itr Informing NRC of steps taken to 
correct violations noted £n IE Insp Rept 50-286/79-09. 

WILRWER. E. if. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/11/27. Ip. 


79122X0103 Forwards IE Insp Rept 50-236/79-09 on 790415-0707 & notici 

of viola t Ion. Enc 1 a withheld <rof 10CFR2.790). 

SnUNNER, E. J. Region i. Philadelphia, Reactor Operations Nocleai 

Support Branch. 79/09/27, 2pp- 
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7912190049 ForuartlB IE Bulletin 79-27/ “Loss of Non-Class IE 
InstruBentation Si Control Power Gys Dos During Operation “ 

Hrltten response required. 

SHIER. B.H. Region 1. PMladelphia. Office of the Director. 
79/11/30. Ip. 

7912310234 Forwards 1£ Info Notice 79-30. ’'Reporting of Defects b 
Honcoispliances. 10CFR21. ■ No action required. 

OflIER.O.H. Region i. Philadelphia. Office of the Director. 
79/12/0*. 4pp. 

7912190750 Forwards IE Bulletin 79-20. "Possible llalfunction of Masco 
Model EAISO Lieilt Switches at Elevated Temps." Written 
response required. 

ORJER/D.H. Region 1. Philadelphia. Office of the Director. 
79/12/07- Ip. 

791228000S Responds to IE Bulletin 79-02. Revision 2. Verification that 
pips support base plate fleiibilitg was accounted for in 
calculation of anchor bolts loads will be coopteted by 
800101. 

8CHKIEDER. J. R. Power Authority of the State of New York. 79/12/07. 

2pp. 

79I22D0217 Forwards IE Info Notice 79-31. “Use of Incorrect Amplified 
Response Spectra. * No written response required. 

BRIER. D-H. Region 1. Philadelphia. Office of the Director. 
79/12/13. ip- 


R. Periodic operating reports & related currespondenca 


7912140333 Forwards Nov 1979 data re fish species specified in Section 
401 certification to NY State Dept of Environ Conservation. 
HONTl.U.A, Consolidated Edison Co, of New York. 79/12/10. I7pp. 


7912170302 Forwards daily records of fish collection for Nov 1979. 
CAHILL. U.J. Consolidated Edison Co. of New York. 79/12/14. Ip. 


—7912170307 Tabulation of daily records of fish collection for Nov 1979. 
* Consolidatod Edison Co. of Nsu York. 79/11/30. 5pp. 


7912200342 Forwards monthly operating rept for Nov 1979. 

BAYNE. J.P. Power Authority of the State of New York. 79/12/14. Ip. 

—7912200349 Monthly operating rept for Nav 1979. 

CONNELL. C. Power Authority of the State of New York. 79/12/03. 
Bpp. 

8. Reportable occurrences. LERs b related correspondence 


7912200575 PNS-I-79-002: R Plenclak. Associated Press reporter 
interviewed 20 to 30 guards at facilities !< plans to write 
article describing guard force performance. uti 1 physical 
socurity programs b weaknessos in programs. 

DEVLIN. O.R. MARTIN. H.O.. ALLAN. J. Office of Inspection b 
Enforcement. Office of the Director. 77/10/05. Ip. 


7912200490 PNS-1-79-004: on 79101*. licensee received iiotificBbion via 
talcon w/NV State Police of bomb threat against facility. 

State Police assisting in bomb search. No evacuation of 
f aeil ities, 

DEVLIN.J.M.. MAHTIN.H.G.. ALLAN.J. Office of Inspection b 
Enforcement. Office of the Director. 79/10/1*. Ip. 


7912200444 PNS-I-79-004A: on 791017. Poekski 11 Evening Star. Peokslill.NV. 
states receiving bomb throat eitortlon Itr re facilities b 
three phone calls an 79101* re same bomb throat. Search of 
facilities revealed no bomb. 

DEVL1N.J.H.. MAHT1N.H.8.. ALLAN. J. Office of Inspection b 
Enforeeisent. Office of the Director. 79/10/17. 2pp. 


79122DO073 PNS-1-79-004B: on 791021. bomb threat received by KV 
Telephone Co operator from unidentified male who said 
bomb would go off in 1-h at plant. Search conducted at 
Units 2 b 3. No boob found. 

SHEPHERD. R. E. . DEVLIN.J.M.. MAHTIN.H.G. Office of Inspection b 
Enforcanent. Office of the Director. 79/10/22. Ip. 


7912030114 PNS-1-79-006: on 791103. eitortion bomb threat against 
facility was received by local newspaper. Search conducted 
b no bomb found, 

JONES. L.M. Office of Inspection b Enforcenent. Office of the 
Director. BRUNNER. E. J. . ALLAN.J. Region 1. Philadelphia. Office 
of the Director. 79/11/0*. ip. 


7912040317 Forwards LEH 79-013/01T-O. 

BAYKE.J.P. Power Authority of the State of New York. 79/11/28. If. 


— 7912040321 LEU 79-013/01T-0: on 791 127. setpoints for PCV-464. PCV-46* h 
PVC-4&8 below Tech Spec Unit. Caused by mechanical valve 
drift. Valves reset to Tech Spec requirements. 

GUMBLE.F.H, Power Authority of the State of New York. 79/11/2D 
Ip. 


7912040367 Forwards LEH 79-015/OIT-0. 

8AV7E.J.P. Power Authority of the State of New York. 79/11/28 ip 


— 79120403*9 LEH 79-01 5/OlT-O: on 791127. accumulator 31 b 34 level 
transnitters out of spec. Caused by Rosemounk Hodel 1151 DP 
Imvel transmitter being outside of required tolerance. 

Transai tier recall br. 

CUriBLE.F.M. Power Authority of the State of New York. 79/11/20. 

if- 

7912040308 BO-OlA/OlT-00: on 791 127. evaluation revealed nontonservative 
feature could ecist in App K LOCA analysis re fuel rod burst 
calculation. Analysis w/current model being performed. Results 
of analysis available before unit startup. 

BAV1£.J.P. Power Authority of the State of Maw York. 79/11/28. 

2fP- 

7912C40482 HO 79-Ota/OlT-O b 79-0I5/01T-0: on 79112r7. during cold 
shutdown, tests indicated that pressuriier valve settings b 
accuaulator Level transmitters below 1 inits. Caused by 
■eclianiCBj drift. Valves b transmitters reset. 

BAYNE. J-P. Power Authority of the State of Meu York. 79/11/28. 

2fp. 


79123103^ HO-Q16/01T-00; on 791 127. Hestinghouse notified util that 
evaluation of current LOCA/ECCS evaluation model indicates 
nancons ervati ve feature could eilst in App K LOCA analysis 
M/respect to portion of calculation re fuel rod burst. 

BAYNE. J.P. Power Authority of the State of New York. 79/11/28- 
2pp. 


7912110332 Forwards LER 79-016/01T-0. 

BAYNE. J.P. Power Authority of the State of Mew York. 79/12/07. Ip- 

7912110333 LER 79-Q16/01T-0: on 791127. util notified by Uestinghouse 

that nonconservative feature could eiist in fuel burst 
calculations of App K LOCA anal ysls. Analysis of possible 
adverse affects to sys underway. 

eUMDLE.F.H. Power Authurity of the State of Neu York. 79/12/07 

2pp. 


7912t{K)569 Forwards updated LEH 79-016/017-1. correcting clerical error 
in first paragraph of Attachment 1 to LEH. Ref to "hot 
shoultl read '*cald shiitdoun. " 

DAYf£.J-P- Power Authority of the State of Neu Vorl. 79/12/14. 

2fP- 


— ^7912180502 Updated LER 79-016/01T-1: on 791127 during refuelinq 
shutdown. Hestinghouse notified licensee that evaluation of 
current LOCA/ECCS evaluation model indicated probable 
nonconscrvatlve feature in App K LUCA analysis. 

BUMBLE. F.H. pQuor Authority of the Slate of New York. 79/12/14. 

Ip- 


7912S/05S3 Forwards LER 79-O1Q/O3L-0. 

BAYNE.J.P. Pouer Authority of the State of Nsu York- 79/12/21. Ip. 


— ^7912270362 LEH 79-Oi0/03L-0: on 79UD3.doring refueling shutdoom. 
determined on completion of seismic restraint test 3PT-H30 
that 3S snubbers out of spec. Caused by defective snubbers. 
Snubbers repaired or replaced. 

BUMBLE. F.H. Power Authority of the State of Neu York. 79/12/21. 

2pp. 


U. Congress Iona 1/Eiecutive Correspondence 


7912140528 Concurs u/Kemeny Coumission recommendation re emergency 
evacuation plans for power plant areas. NRC should rule 
directly on UC8 petition to shut down plant. 

BINOHAM.a. House of Rep. 79/11/14. Ip. 


SOCKET 50-287 OCONEE NUCLEAR STATION. WIT 3 


F. Security, aedical. emergency b fire protection plans 


7809290053 Suoueary of fire protection appeal meeting on 700414. 
Meeting inconclusive, so official sunisary not prepared. 
BIRKEL.R. Light Hater Reactors Branch 2. 70/09/26. 2pp. 
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7912200022 NF1C 79110? meeting re emergencg preparedness team 

revieuj objectives Provides guidance For improving licensee 
omergencij preparedness assuring capability cf olFsite 
agencies to take appropriate emergency actions. 

GRIMES; B.K. Emergency Preparedness Past Force 79/11/23. 30pp. 


0. Adjudicatorg correspondence 


7912110030 Confirms receipt of end 790329 petition to suspend OLs for 
all PNRs. Foriijard s F2 notice indicating that petition uiJI be 
treated in accordance w/lOCFR3. 20S> 

DEtiTONiH.R Office of Mudear Reactor Regulation. 79/tt/23. ip. 


--79I2110126 Notice of request For action pursuant to 10CKR2.20ib re 
Environ Coalition on Nuclear Pouer 790329 petition 
requesting suspension of all QLs For PURs. 

MULL.ER>D.R □FFics of Nuclear Reactor Rsgulation. 79/ii/23. 
3Spp. 


1. Financial infarmotion 


7912270577 Foruards duplicate copios of util 790321 guarantee of 
retrospective premi urns. i n response to NRC 791210 request. 
MHITLEr,H.D. Oule Poiuer Co. 79/12/20. Ip. 


— 7912270S85 Requests approved guarantee of payment of deferred preniuns 
for 1979. 

SALT2MAN;J. Antitrust !. IndemnStij Group. 79/12/10. Ip. 


J. Insurance !< indemnity information 


7809I903SO Informs recipient of Duke Pouer Co 7DG705 requaet to nwdlfg 
station IndeisTiitv Agreement B-AA to permit receipt 6 
possession of 4 fuel assemblies from Crystal River 3 
f ac 1 1 1 ty . 

FAIRTILE; M. B- Operating Reactors Branch 4 (Pro 7906251. 

78/09/14. 2pp. 


P. Operating license stage documents ti correspondenco 


7809270093 Comments on seismicalty induced floods at Dconee plants. 
Investigates potential failure of Jocassee Dam In relation 
to safety of uni te. Question Is being addressed by 
Oeos dense s Branch. 

HDLHANi L G. Hydrology Meteorology Branch. 7B/09/22. ip. 


— 7809270104 Responds to 760115 memo re recent ■earthquake activity in 
vicinity of Jocassee Dam. 01 sc ussos bases of se i smical ly 
induced Flood analysis for facility DL. Reactor area could be 
vulnerable to flooding.but detailed info unavailable. 

HOLMAN. L.G. Hydrology Meteorology Branch. 76/01/30. Ip. 


7911090248 ''Summary of Operating Eiperlence W/Hedrcolatlng Steam 
Generators. " 

EISENHUT. D. 0. Division of Cperatltig Boactora. NURE0-O523, 
79/01/31. a9po. 


7912310070 Ack 790B31 I tr s endorsing DtU generic rapt DAH-t564» 
"Integrated Control Sys Rpliabllily Analysis." t requests 
dddl Info. 

REID.R.W. Operating Reactors Qrancli 4. 79/U/D7. 13pp. 


7912130190 Foruards summary of Teknekron Research. Inc study of licenses 
regulatory performance evaluation !< lolmoJiron draft rept re 
npsratlng reactors u/DiH nuclear steam supply ay s. Reqiies t s 
comments H/o end. 

STELLO. V. Office of Inspection & En fore emen t . Office of the 
Director. 79/11/00. 2pp. 


7912100189 Discusses NBC 791101 meeting u/represenla t i wes of NSSS 
vendors t fuel suppliers re discussion of respective 
portions of ECCS evaluation mode 1 s dea 1 Ing u/fuot cladding 
suelllng & incidence of r up turo. Vendor responses encl. 

EtSEhHUT, 0. 0, Division of Operating Reactors. 79/11/09. &9pp. 


•7912100255 Responds to NRC 791101 request re noncamp I iance of 
Uostiughouse ECCS evaluation mudel under requirements 
of 10CFR50 App K.Evoluotlon af three fuel rod models 
Indicates no safet'y problems for Ues t Ingbouse plants. 
ANDERSON. T. H. Wostlnghogso Electric Corp, 79/11/02. 4pp. 


7912100330 Responds to NSC 791101 request ro DRNL cladding suelllng ti 
rupture data. Review of analytical models !. tests Indicates 
compliance u/lOCFRSO App K All GE specs for calculated peak 
cladding temp remain unchanged. 

nUCHHQLZ.n. H. General Electric Co, 79/12/07. 2pp. 


—7912100407 Faruiards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models ti that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

0H3LEV.Q.F. Etson Nuclear Co. . Inc. (subs, of Exion Corp. >. 
79/11/02. 5p|i 


—-7912100456 Foruards addl info re evaluation of impact of NRC proposed 
rup ture/b lockag e model used in vendor evaluation model. 

No adverse impact from neu rupture burst data or use of NRC 
rupture/blackage model on licensing calculation results. 

QHSLCV. 0. F. Elion Nuclear Co.. Inc. (subs, of Eiion Corp, >. 
79/11/04. 22pp. 


7912160317 Foruards safety evaluation of proposed changes to Tech Epics 
re 780112.0201 & 790822 requests for amend to auilliary 
electrical emergency pouer ays periodic testing. 

LAIHA6.6. Plant Systems Drench. 79/11/13. 2pp. 


—7918180324 Safety evaluation supporting proposed changes to Tech Speci 
re avilliary electrical sys t( emergency pouer sys 
surveillance periodic testing. 

» Office of Nuclear Reactor Regulation. 79/11/13. 6pp. 


7912130092 Bumnary of 791024 meeting ui/BhU ouners group re asymmetric 
LOCA loads evaluation. Evai'iratl on of Q&U plants to be 
coaplcted by 1980. 

HOSniRD.B, 8. Assistant Director for Engineering Programs. 

79/11/20, 4pp. 


7912100476 Foruards, to all DUd operating plants etcept THI.requeet for 
addl Info re small break LOCA. Comments requested by 791203. 

RElDiR.H. Operating Reactors Branch 4. 79/11/21. 3pp. 


7912100416 Foruards concerns an control rod guide tube year In QtcU- 
deslgnad fee 1 1 i ties, to assist in planning survevl 1 lance 
pregrani. Meeting scheduled 791220 in Bethesda.HD to discuss 
proposed program. 

REtDiR.U. Operating Reactors Branch 4. 79/11/23. 6pp, 


79120403SS Foruards rept & errata sheet re pouer operated relief valve 
actuation ti reactor trip frequency. 

PARKQl.H.O. Duke Power Co. 79/11/26. 24pp. 


7918040293 Feruards requests for relief from requirements of AGHE 
Boiler & Pressure Vessel Code Bectlon XT, due to 
Ifiipractlcallty of performing hydrostatic testing of portions 
of low pressure sve ua tor, chemical addition b nitrogen sys. 
PARKERaU.a. Duke Pouer Co. 79/11/27. 8pp. 


7912040415 Feruards correct commitment dates to 791121 response to 
NURE0-0S7B. 

PARKERiH.O. Duke Pouer Co. 79/11/27. 4pp. 


7912110131 Denies 791113 request for eitension of time In uhleh to file 
upgraded emergency plan. Rept due 800101. 

REIDiR.H. Operating Reactors Branch 4. 79/11/27. 2pp. 


7912040516 Forwards proposed Tech Spec revision, supp lamenting 
790S2S submittal re operability requirements of emergency 
feedwater sys. 

PARKER.U-O. Duke Pouer Co. 79/11/28. Ip. 


— 791204051S Proposad Tech Spec revision re emergency feedwater sys. 
* Dube Pousr Co. 79/11/28. 9pp. 


7912060302 Requests addl time to respond to NRC 791121 Itr re small 
break LOCA. Info re mechanical effects of Induced slug flou 
on steam generator tubes Lilli be provided by B00215. Pump 
seal coaling info uill be submitted by 791231. 

PARj(ER.M.O. Duke Pouer Co. 79/12/03. Ip. 


7912120434 Notifies that response to NRC 790821 Ur re Item 7-lAi 
henchnark analysis of sequential auxiliary feiduater flou to 
steam generators fellouilng loss of main feeduater ullt be 
provided by 791221. 

PARKER,U.a. Duke Power Co. 79/12/03. Ip. 


7912270266 Provides status of NUREO-OS7B Category A items which ulll 
not be implemented prior to 800101. Unit i currently in 
shutdown for refuel Ing . A1 1 required Items for Unit 1 ulll be 
completed before startup anticipated in early Fab 1980. 

PARKER>H.O. Duke Power Co. 79/12/17. 2pp. 


7712270399 Advises that excessive dountime for remaining TMl Lessons 
Learned Task Farce requirements during peak winter months is 
unnecessary. Sequential shutdown of Units 2 ti 3 In Feb ulll 
ha folloupd by shutdown of Unit 1 by 800531. 

THIE8,A.C. Duke Pouer Co. 79/12/17. 3pp. 
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7912270431 RoaPfirtn* util commitment to safe operatiori of facility. 
Claims sljnlflcant progress In meeting vlrtuallij all 
Category A items In NUREO-0578. 

THIESiA. C. Dote Pouer Co. 79/12/17. 3pp 


Q. Inspection reports. IE Dulletins U correspondence 


7912170211 Foriuards. "Revision l.Bommary Rept.Oenorlc Response to US 
NRC IE Bulletin 79-02. Base Plate/Concrote Eipanslon Anchor 
Bolts. " 

PARKER. H.Q. Duke Power Co. 79/10/29. Ip, 


--7912170222 "Revision l.Sommary Rept.Oenorlc Response to U3 NRC IE 
Bulletin 79-02. Base Plate/Concrete Expansion Anchor Dolts." 

» Duke Power Co. Tfi-3501-1. 79/08/30. 7pp. 


7912200344 Forwards waste packaging Insp Rept 79-02A on 79092S-26. No 
nancomp 1 lance noted. 

SUTHERLAND. J. T. Region 2. Atlanta. Fuel Facility «i Materials 

Safety Branch. 79/11/07. 2pp. 


”7912200395 Waste packaging Insp Rept 79-02A. No noAcomplianee noted. 
Major areas ins pee ted: ah ipp ing paper ti DOT placarding 
Toqulrementsi radiation levels, rcmovab le contamination. DOT !• 

NRC package features. 

BROWN. R. A. Region 2. Atlanta. Office of the Director. 79/ll/Oi. 
bpp. 


791204.0123 Forwards IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 
O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 2pp. 


7912060549 Forwards response to Item 5 of IE Bulletin 79-03C re swall 
break operating guidel Ines. Forwards "Analysis Summary in 
Support Of Inadequate Core Cooling Guidelines for Loss of 
RCa Inventory." U/o end. 

PARKER. W.O. Duka Power Co. 79/11/09. Ip. 


7912100154 Ack receipt of 791108 Itr in response to NRC 790607 Itr re 
ItPihi designated as C & D. Corrective actions will be 
■ xaniined during future insp. 

LEWlSiR.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/11/16. Ip. 

— 7912100165 Responds to NRC 790607 Itr re violations noted in IE Insp 
Ropts 50-269/79-10.50-270/79-10 (< 50-207/79-10. Corrective 
actions; plans to amend QA program topical rept to reflect 
present mode of operation. 

PARKER. W.O. Duke Power Co 79/11/08. Ip. 


7912100169 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads. “ No response required. 
O'REILLY. 0. P. Region 2. Atlanta. Office of the Director. 
79/11/16. ip. 


7912110545 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

O'REILLY. 0. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912170127 Responds to IE Bulletin 79-01. "Environ Qualification of 
Class IE Equipment." Anticipates Unit I ti 3 motor operators 
will be changed out during first cold shutdown after 800129. 
PARKER. W.O. Duke Power Co. 79/11/16. Ip. 


7912060607 Forwards IE Circular 79-24. "Proper Installation 8. Calibr of 
Care Spray Pipe Break Detection Equipment on BWRs. " No 
rasp ante required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110134 Forwards IE Circular 79-12. "Motor Starters t Contactors 
Failed to Operate." No response required. 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 
79/11/26. Ip. 


7912040434 Forwards requests for rsllef from Intervlce insp 
requirements of ASME Boiler *i Pressure Code. Section XI due 
to Impractlcality of performing volumetric asamlnatlons on 
welds in several syt. 

PARKER, W.O. Duke Power Co. 79/11/27. 25pp. 

7912190790 Responds to IE Bulletin 79-17. Revision ! re stagnant barated 
water tys. Exeminetion of normally inaccessible portions of 
Unit 1 for pipe cracks to be conducted during current 
refueling outage. 

PARKER, W.O. Duke Power Go. 79/11/28. Ip. 


7912190386 Forwards IE Dulletln 79-27, "Loss of Nnti-Class IE 
Instruaentatlon J- Contrgl Power Sys Dus During Operation." 

Uritten response required. 

O'REILLY. J.P Region 2. Atlanta, Office of the Director- 
79/11/30. Ip. 

7912140348 PreviflBS supplemental info to 790824 response to IE Bulletin 
79-05C. "Nuclear Incident at TMI - Suppl," re revision pf 
•aergancy procedures requiring trip of reactor coolant pomps 
upon ruactOT trip 

PARKM.H. O. Duke Power Co 79/12/06 2pp. 


79132B0017 Updates 790914 response to IE Bulletin 79-21, "Temp Effects 
on Level Measurements." Completion date of Item 4 changed 
to ns later than BOOIOI. 

PMKER.W.O. Duke Pouer Co. 79/12/06. Ip. 


7912310293 Forwards IE Info Notice 79-30, "Reporting of Defects L 
Noncampllancss, I0CFR21. " No action required. 

O'REILLY. J.F. Region 2, Atlanta, Office of the Dlroetor. 
79/12/06. Spp 

7912200026 Forwards IE Bulletin 79-28. "Possible Malfunction of Namco 
Model EAIHO Limit Switches at Elevated Temps." Action 

required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/07- 2pp. 

7912310005 Forwards third response to 1£ Bulletin 79-02, Rev! slon 3, re 
pipe support base plate designs. Base plate flexibility in 
calculation of expansion anchor bolt loads accounted for 
by conservative hand calculation methad, 

PARKER, U.O. Duke Power Co. 79/12/07. 2Spp. 


7912310022 Forwards updates to 791029 8. 1106 respanses to IE Bulletin 
79—14. “Bolsmlc Analysis for As-Built Safety-Related Piping 
Sys." Provides summary of seismic input nonconformances 
through 791126. 

PARKER. W.O. Duke Power Co, 79/12/07. Ilpp. 


791K1007S Ack receipt of IE Insp Repts 50-269/79-20,50-370/79-26 t 
50-287/79-28 on 791024-26. No proprietary Info. 

PMIKER.U.O. Duke Power Co. 79/12/10, Ip. 


— 7912210080 Forwards IE Insp Repts 50-269/79-28.50-270/79-26 I. 
30-287/79-28 on 791024-26. No noncomp 1 lance noted. 

SUTHERLAND. J. T- Region 2, Atlanta, Fuel Facility I. Materials 

Safety Branch 79/11/15. 2pp. 


— 79122100BS IE Insp Ropts 50-269/79-28. 50-270/79-26 ti 50-207/79-28 on 
791024-26. No noncomp 1 lance noted. Major areas inspected: App U 
Tech Specs annual rsportlng requirements ti review of 
nonroutlne reports b LERs 

CUNNINSHAH. A. L. Region 2. Atlanta, Office of the Director. 
HUFHMi. J.W. Region 2, Atlanta, Fuel Facility !< Materials Safety 

Draneh. 79/11/14. 3pp. 


7912210227 Ac* receipt of 791109 t< 30 Itrs Informing NRC of steps taken 
to correct violations noted In IE Insp Repts 50-269/79-24. 
50-270/79-22 & 50-207/79-24. 

KENHA.W.B. Region 2, Atlanta, Safeguards Branch. 79/12/11. Ip. 


--791221023B Provides addl Info to 791109 response to NRC 790927 
Itr re violations noted in IE Insp Repts 50-269/79-24, 
80-270/79-22 h 50-287/79-24. Detai 1 s withheld 
Iref 10CFR2. 790). 

PAHKER.H.O. Duke Power Co, 79/11/30. Ip. 


— 7912210248 Responds to NRC 790927 Itr re violations noted in IE Insp 
Repts 50-269/79-24,50-270/79-22 6 50-287/79-24. Detai is 
talfehheld <ref tOCFn2. 790). 

PARKER, W.O. Duke Power Co, 79/11/09. Ip. 


—7912210263 Forwards IE Insp Ropts 50-269/79-24.50-270/79-22 6 
50-287/79-24 on 790821-24 J. 0903-07. Notice of violation 
aifchhald tref tOCFn2.790). 

KENNA.H. B. Region 2. Atlanta. Safeguards Branch. 79/09/27. 

2pp. 

— 7912210283 IE Insp Repts 50-269/79-24.50-270/79-22 1< 50-287/79-24 on 
790821-24 t< 0905-07. Major areas Inspec ted: securi ty 
organiiation 6 physical barriers. Details withheld 
Iref 100Ffi2, 790). 

MOORE, D.E.. JDHN.W N, Region 2, Atlanta. Office of the Director. 
HOMELL.J.C. NRC Regional Offices. 79/09/27. Ip. 

7912280377 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Raaponsc Spectra," No written response required. 

Q'HEILLV.d. P. Region 2, Atlanta, Office of the Director. 

79/12/13. 2pp. 
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791223012'? ForuidTds IE Circular 79-25. ''Shod Airostor Strut Assenbly 
JntffrferenCB. " Mo written response required. 

D 'REILLY.. J. P. Region 2. Atlanta. Office of the Director. 

79/12/30. 4pp. 


R. Periodic operating reports t related correspondence 


79121B0375 Forwards montlilg operatino repts for Mov 1979. 
PARKER. M. D Out e Power Co. 79/12/14. Ip 


•7912130304 Montlilg operating repts for Nov 1979. 
REAVIS. J.A. Duke Power Co. 79/12/14. Ifipp- 


S. Reportable occurrences. LERs t related correspondence 


7913300012 PND-I I-79'Ol 1 : on 7910Eti.i uh i 1 e returning low pressure 
injection B train to svc. about 2000 gallons oF reactor 
coolant spilled through partially opened vent valve Into 
west penetration room Facility shot dawn for insp b repair. 
HOSEV.C.M, . TROUP. G. Region 2. Atlanta. OFFtce oF the Director 
79/10/17. Ip, 


DOCHET S0-2Re REED COLLEGE RESEARCH REACTOR 


F. Security, medical, emergency 6 fire protection plans 


7918120206 Forwards draft Reg Ouide 5. XX. "Std Format b Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Lou Strategic Significance." H/o end. 

REID.R.H. Operating Reactors Branch 4 (Pro 791030). 79/03/22 

2pp. 


a. Inspection reports. IE Bulletins & correspondence 


7912110200 Forwards IE Insp Rept 50-2QQ/79-01. No noncompl lance noted. 
Insp rept ulthheld (ref 10CFR2. 7?0>. 

NDRCERIIAUG. L. R. Region 5. San Francisco. Safeguards Branch 

79/11/13. 2pp. 


DOCKET 50-389 THREE MILE ISLAND NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency J. fire protection plans 


7912070103 PNO II-79-18;on 791038.unit restarted after eitencfed 
shutdown for refueling U installation of emergenci; 
feedwater sys. Inc ceased insp program implemented until unit 
reaches 75X pcuur. 

DYER. J, A.. LEUIS.R.C Region 2. Atlanta. Office sF the Director 
79/10/29. Ip. 


7913170402 PN0-II-79-03J • on 79 1 1 10. u/r eac t or at lOOX power . ma i n 
condensate pumps tripp ed. Caused by technician working on 
hotwell level control sys which reduced feedwater flow to 
steam generators. 

79 / 11 / 13 '^ f«egion 3. Atlanta. Office of the Director. 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
revlen objectives. Provides guidance for improving licensee 
amargency preparedness & assuring capability of offsite 
agencies to take appropriate emergency actions. 

SRIMES.S.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912030170 Forwards physical security plan addendum. Addendum withheld 
(reF 10CFfl2.790l. 

WRIlEtN. J. O. Metropolitan Edison Co. 79/11/27. Ip. 


7912070136 Forwards Revision 6A to aiodlfied amended physical 
plan. Revision withheld (ref 10CFR2. 790). 
lERBEIN.J.S. Metropolitan Edison Co, 79/11/30. Ip. 


secur i ty 


7912130536 RO 79/14:en 791 1 1 0. dur 1 ng hot shutdown. reactor coolant sus 
cooldoun rate was s iceedad. Caused by steam generators being 
overfed. No immediate corrective action taken. Design 6 
procedural changes currently under review. 

BOND. R- r. Duke Power Co, 79/11/16. Ip. 


7912130430 Discusses loss of power to integrated control sys during 
which coDldoun limits were eiceeded Anticipates submission 
of RO-287/79-13 by 791130. 

PARKER. H.Q. Duke Power Co. 79/11/23, ]p. 


79Iul907D4 Describes loss of power to nonsafoty-related 120 volts 
flc single phase power panel U resultant sys raalfunctions 
Rpconmonds Issuance of end proposed IE bulletin. 

EIBENHUT.D. G. Divisisn of Operating Reactors. 79/11/27. 4pp. 


7913070439 Forwards LER 79-0I3/01T-0. 

PARKER, W.O. Duke Power Co. 79/11/30. 3pp. 


791^10382 Cites util 791016 commitment to submit design for alternate 
Shutsobin station by 791215. 1 ncreaaed workload due to restart 
has delayed completion of station design. Requests eitanslon 
until a(H>31S. 

HERSEIN.J.O. Metropolitan Edison Co. 79/12/24. Ip. 


0. Adjudicatory correspondence 


7912040006 Requests that end I tr be attached to petition & that 
cttiiens be provided u/funding to go through intervenor 
process. 

BERRVHILL.F. Coalition for Nuclear Power Plant Postponement. 
79/10/29. Ip. 


— 7912040008 Requests suspension of licencing nuclear power plants. 
79/10/29*’’*' 2p Nuclear Power Plant Postponement. 


—7912070442 LER 79-013/0 1 T-0: on 791110, RCS cooldown rate eiceeded Te, 
Specs limit after power to intergrntud control sys was lost 
for appro* 2. 5 minutes. Caused by blown inverter Fuses 6 
transfer switch fal lure. Redundant switch installod. 

LEWIS, S.R. Duke Power Co 79/11/30. Ip. 


79l205£e32 Request for financial aid for interveners to retain eiperts 
to submit studies L /or to testify re facility restart. NRC 
■ust Fund intervenor participation If participation 
contributes substantially to issue determination. 

COieNrkr.H. Pennsylvania. State of. 79/11/06. 6pp. 


7912040474 Responds to NRC 790921 1 tr transmitting NRC 790626 
multiple equipment failures & surveillance testing errors 
Discusses review of events described in NRC 790936 Itr 
Eiistlng procedures S- policies address concerns. 

PARKER. W 0. Duke Power Co. 79/12/04. 2pp. 


1 tr re 


7912060238 Proposed procedures in response to Met Ed 791102 
proposals. Bupperts schedule for revised contentions, Qbjects 
to consolidation of Ititervenors per issues Interests not 
sufficiently common to permit cloins joinder. 

®NELD0M, K- P. People Against Nuclear Energy. 
JtlHlW<.M.8. Shaldon. Harmsn ti Ueiss. 79/11/07. 7pp. 


failure to retain instructions to energise botl 
•1160 volt standy buses w/Lee cocibustion turbine when Unit 2 
was in svc. Caused by inadequate revision to operating 
procedure for 100 kW pouor supply on 791130 
PARKER.H.Q, Duke Power Co. 79/12/03. 1^' 

7912110362 Forwards LER 79-012/03L-0. 

PARKER. H.n. Duke Power Co. 79/12/07. Ip. 

i-ER 79-0I2/03L-0;on 791107. dur ing routine insp of turbine 
bldg basement. ercBsslve packing leakage from low pressure 
Caused by passible Improper 
nut. Pump repaired & in sve. 

LEWIS, S.fl. Duke Power Co. 79/12/07. 3pp, 


^'^Lel^8titioS'eas’liibr^“'?ri“ “1?“ *»U‘' bnergiied by 

k * ! turbine, although Tech Specs require both 

inaSloLto? Hiring hydro outage Caused by 

inadequately revised procedures. 

PARKER. W.D. Duke Powar Co. 79/J2/I0. 2pp. 


-7912068242 Reply brief In lieu of pleading on psychological distress 
issue. Alleges that Atomic Energy Act requires consideration 
c# distress contentions t NEPA requires consideration of 
sacio-econoisic impact 9 . Contend s irrelevancy of EIB. 

JCnOANi U. S. i SHELDON, K.P. Poople Against Nuclear Energy. 
JQROANaH.S. Sheldon, Harmon L Ueiss. 79/11/07. i3pp. 


7912030180 Notice of appearance of JD Cunningham on behalf of Nswbarry 
Tokinsbip TMI Steering Committ eo, M Minnich.RJ Zloger.LB 
Carllsle.V Phlllips.Ckl Wolfe. LI Dominoski. PA Smith. DK 
Uaholtz.CH CLarb.MD Clark t< ML Clock. 

CUWINOHAH,^. O. Fo*. Farr !< Cunningham. 79/Il/OB. Ip. 


7912060095 Submits 6 confirms licensee offer to produce 6 mall 
Intervenor documents ti/o charge on behalf of intervenors. 

Reserves right to uithdrau offer in event of noncoraplianc# 
u/tar«s. Certificate of Svc end. 

TROUBRIDGE. B. F. Shau, Pittman, Potts & Trowbridge. 79/ll/i3, 5pp. 
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7?12IGD179 Notice of appearance on behalf of PA Public Util coDtnleBion. 
Certificate of Svc end. 

MCCLAfiEN. B. A, Pennsylvania. State of. 79/11/13. App. 


7913170066 Poruiards TMI Alert Contention 4. redrafted to clarify intent. 
Meant to be security contention. not contention re 
paycho log leal issues. 

A01.ER.T.A. Hldoff. Reagcr. Selkoulti l> Adler. 79/11/13. Ip. 


— 7912170070 Revised Contention 4 alleging licensee unreadiness to deal 
ui/specialiied nature of civil disruption that may occur due 
to restarting of fac i 1 i ty . Cert i f icale of Svc end. 

ADUERiT.A. Three Mile Island Alert. ADLER. T. A. Uidoff. Reager. 
Belkouiti I. Adler. 79/11/13. 3pp. 


7912060066 Notifies of appearance at 791109 hearing. Majority of hearing 
uas directed to psychological distress Issues t> funding of 
Intervenors. in uhich Dauphin County did not participate. 

KNUPPiR.L. Knupp b Andrews. 79/11/14. Ip. 


7912130169 Notice of appearance in proceed ing. Cert if icate of Svc. 
PATON.U.D. Hearing Branch 4. 79/11/14. 3pp. 


7912120022 Discussion on effect of rulemakings upon Issues of TMI-1 
suspension proceeding. Two issues. Class 9 accidents & 
emergency planning. do not preclude ASLD from considering 
appropriate contentions. Certificate of Svc end. 

9INQEJ1.L.N. Hearing Branch 2. 79/11/16. 14pp. 


7912170009 Poryards 790009 order %i notice of hearing re 790926 Itr of 
concern on TMI restart. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/11/16. Ip. 


--7912170019 Order 6 notice of hearing to examine b resolve safety 
concerns prior to restart. 

CHILK.8. J. Office of the Secretary of the Commission. 79/11/16. 
IBpp. 


--7912170036 Expresses concerns over TMI restart. 

KlfiSEL.O.J. Affiliation Unknoun. 79/09/29. Ip. 


7912090688 Memorandum assuring parties that decision uill be based upon 
whole record including licensee position ro placing short- 
tom actions Into contest for benefit of public. 

SMITH. I. W. Atomic Safety and Licensing Board Panel. 79/11/19. 2pp. 


79125300B9 Objection to intervener TMI Alert 791113 revised Contention 
4 ro potential for civil disruptions folloying restart. 

Contention is beyond scope of proceed ing. Cert if icato of Svc 
enc 1 . 

TROWBRIDGE. 0. F. Metropolitan Edison Co. TROWBRIDGE. 0. F. Bhau. 
Pittman. Potts !< Trowbridge. 79/11/20. Spp. 


7912030013 Response in opposition to Consumer Advocate of PA petition 
to seek NRC funding for witness e xoenses, Current policy does 
not favor intervenors' funding. per Commission 761112 
itntsment. Certificate of Bve end. 

SWANSUN.D.T. Hearing Branch 1. 79/11/21. 9pp. 


79121103B4 Response in opposition to UCS 791115 Amended Contention 13. 
Petitioner failed to identify accident or seguence of events 
for which intervention sought. Certificate of Svc and. 

TRQHBRIDOEr 0. F Metropolitan Edison Co. 79/11/21. 9pp. 


79121401S1 Statement of position re preparation of EI3 prior to TMl-1 
restart, EIB must be issued per NEPA since restart has 
potential for adversely affecting quality of environ. 

Certificate of Svc end. 

8ELKDWIT7. L. D. . ADLER. T. A. Three Mila Island Alert. SELKOUIT2. U. B. 
Wldoff. Reager. Selkowltz & Adler. 79/11/21. 19pp. 

7912100439 Requests to make limited appearance statement at liconslng 
prehearing. 

BIERMAN.C. Affiliation Unknoun. 79/11/23. Ip. 

791211003B Confirms receipt of end 790329 petition to suspend OLe for 
all PWRs, Forwards Ffl notice indicating that petition util be 
treated in accordance u/10CFR2. 206. 

DENTQN.H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


•7912110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear PDuer'790329 petition 
requesting suspension of all OLs for FWRc. 

MULLER. D.R. Office of Nuclear Reactor Ragulation. 79/11/23. 
38pp. 


7912130308 Memorandum advising ASLB b parties of licensee 
arrangements for restart rept d is trl bu t ion. ABLD b 
petitioners uill receive updated copy through Amend 5. 
Suhsequont amends will be submitted. W/Certtf icate of Svc. 
TROWBRIDGE. 0. F. Metropolitan EOlson Co. TRDWBR I DOE. 0. F. Shaw. 
Pittman. Potts b Trowbridge. 79/11/26. 4pp. 


7912130026 Request for financial assistance to support intervention on 
psychological distress 1 ssues. Cnmmiss i on 761112 decision 
rejecting financial assistance to intervenors followed by 
legal opinions allowing aid Certificate of Svc end. 

UQRDAN. M. 8. > GHELDDN.K.P. People Against Nuclear Energy. 

J0RDAN.M.8. Sheldon. Harmon b Uelss. 79/11/29. 33pp. 


7912210422 Amend to petition to intervene in response to President's 
Coisralsslon ropts on TMI accident. Cons equences of Class 9 
accident should be evaluated b supplemented to EIB. 

Certificate of Svc end. 

SHOLLViS.C. Affiliation Unknown. 79/11/39. 14pp. 


7912210423 Brief in lieu of pleading on necessity of new FEB prior to 
decision on whether to restart f ad 1 i ty. Res torlng confidence 
In regulatory agency b process necessary. Class 9 accident 
should be analyzed b reviewed. Cert i f i cate of Svc end. 

KENFaRDi C. Environmental Coalition on Nuclear Power. 79/11/29. 
llpp. 


7912130034 Response to NRC brief re effect of rulemakings on issues of 
plant suspension proceed ing. Concurs w/NRC conclusion that 
proposed rulsmaklngs have no effect on proprietary 
adjudicative issues. Cor tl ft cate of Svc end. 

TROUDRIOGE.O. F. Metropolitan Ediien Co. TROWBRIDGE. 0. F. Shaw. 
Pittman. Potts b Trowbridge. 79/11/30. 15pp. 


7912130110 Opposition to intervener S Sholly petition for eiception to 
cede re Contention 11. Hydrogen gas control issue is beyond 
scope Of restart proceeding. Cert 1 flea tc of Svc end. 

TRQMORlDOEiO. F. Metropolitan Edison Co. TROWBRIDGE. G. F. Shaw. 
Pittman. Potts b Trowbridge. 79/11/30 15pp. 


79121G0346 Argument for preparation of supplomental EIB prior to TMI-l 
restart. Restart is major federal action requiring EIS under 
NEPA.ASLQ must consider psychological stress as issue 
affecting quality of human environ. Car t i f icate of Svc end. 
CUMN1N&HAC1. J. D. Newberry Teunship. York Haven. PA CUNNINGHAM. J. D. 
Fox. Farr & Cunningham. 79/11/30. 9pp. 


7912200063 Forwards Interveiior UCS 791 130 reply brief on application 
of Natl Environ Policy Ac t. Cert i f icate of Svc end. 

ME18B.E.R. Sheldon. Harmon b Uelss. 79/11/30. Ip. 


— 7912200066 Reply brief on application of Natl Environ Policy Act.ABLH 
should permit UCS Contention 20 to be litigated in 
proceed ing. Ac t applies to NRC rnstart decision b to 
coztsoqtionce s of Class 9 accident. 

UEISS.E.R. Union of Concerned Scientists. UEIBB.E.R. Sheldon. 
Haranzi b Waisa. 79/11/30. 27pp. 


--7912200071 Submits preliminary comments on NRC 790S13 Itr b draft NEI’A 
regulations. CEO regulations arc sufficiently flexible to 
avoid conflict w/NRC responsibility as Independent 
regulatory agency. Cert 1 f icate of Svc end. 

KHISHT.C.F, Council on Environmental Quality. 79/09/26. 4pp. 


7912310142 Requests sitonsian of time tn respond to NRC brief on 
rulemakings, per 791114 prehearing c onforence. Urges Issuance 
of EIS containing study of Class 9 acc i d cnt. Certificate of 
Svc enc I . 

AAHDDT.M.H. Affiliation Unknown, 79/11/30. 6pp. 


7912130130 Opposes intervenor UCS amended Contention 13 re Class 9 
accidents b intervenor TMI Alert amended Contention 4 re 
plant security plan. Supports certl f lea t i on of S Sholly 
petition. Certificate of Svc end. 

HULKEY.n. E. Hearing Br.mch 2. 79/12/03 7pp. 

7912180162 Request to file brief addressing issues raised by NRC 791121 
reaponoc to Consumer Advocate of State of PA request for NRC 
funding of intervenor witnesses. Issues are novel b of first 
laprosoion. Certi ficate of Svc end. 

CaHEN.H.if.. UENNARD.N.J. Pennsylvania. State of. 79/12/03. 6pp. 

7912180193 Brief in lieu of pleading supporting intervenor petition for 
uitneso funding. Commission discretinnary powers. congress 
intent 6 President Carter 790S16 Executive Order allow 
financial grants to intervenors. President Order end 
COHEN.U.U.i KENNARD. N, -J. Pennsylvania. State of. 79/12/03, 24pp. 


7912180082 Requests submission of legible version of Contention 6. 
Excerpt -from transcript containing Illegible version end. 

SMITH. l.M. Atomic Safety and Licensing Board Panel. 79/12/05, 6pp. 
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7912370007 Flrsb set of i n terro g a tor i es Re qoe s ts info re radiation 
releases Into atmosphere U uater S< methoO of neasureieenti 
s DC loec anomic cons eti^Jenc e Si p lent securltij plans tr util 
financial & plant physical h I s tory . Cert I f i c ate of Svc end. 
ADLER.T.A. Three rtUe Island Alert. ADLER. T.A. Htdoff. Reaper. 
Seltcylti & Adler. 79/12/06. 40pp. 


7912130243 Foruards responses to NRC supp Icntentary requests for 
financial info for restart proceeding. 

HAFER.F. D. Oeneral PuOllc Utilities - GPU Service Corp. 79/12/07. 
120pp. 


7912270002 Submits holiday schedule for licensee discovery reading room 
L observation ctr. 

TROUBRIDOE.O.F. Me tropol i tan Ed Ison Co. TRDMDRIDOE.e. F. Shaw. 
Pittman. Potts & Trouibr i dge. 79/12/07. 4pp. 


7912310196 Supplements NRC 791031 brief re need for FES prior to TMI-1 
r estart. Suggests ASLB reserve judgment pending ralease ef 
EIA currently being prepared by NRC. Hearing re need for FES 
must not be allowed to develop into full DL hearing. 

TRQRDRIDOE.Q.F. Metropolitan Edison Co. TROUBR lOGE. 6. F. Bhau. 
Pittman. Potts L Trowbridge. 79/12/07. llpp. 


791227009S Comnients on Kemeny Comnlssion rep t. Forwards euppleoiantary 
arguments to Contentions I through 1 1 . N/Cer ti f Icate of Syc. 
LEUIB.M. I. Affiliation Unlnoun. 79/12/10. 7pp. 


7912260100 Response In opposition to SC ShoMy 79112? contentions. 
Commission past policy that Class 9 environ c onseituences 
need be considered absent NRC recommendation, recently 
r ea f firmed. Cert If lea te of Svc end. 

TROUDRIDOE. 0. F. Ms t r opoi 1 tan Ed 1 son C o. TROWSRIDOE. Q. F. Bhaw. 
Pittman. Potts L Troubrldge. 79/12/11. 12pp. 


7912260293 Opposes Intervener People Against Nuclear Energy 791129 
request for financial assistance to support Intervention on 
Issue of psychological distress. ASLD should not be burdened 
ui/addl procedural responsibilities during course of hearing. 
TROUQRIDGE. 0. F. Matropol 1 tan Ed Ison Co. TRDUBRIDGE.O. F. Show. 
Pittman. Potts U Troubrldga. 79/12/11, 7pp. 


7912190606 Notifies that NRC will not supplement arguments advanced in 
791031 briefs on psychological distress Issues t. 791031 
brief In response to contentions. 

MULKE/.M.E. Hearing Branch 1. 79/13/13. Ip. 


7913270111 First set of I nterroga tor 1 es. Requests info re state officers 
notified of TMI accident. rad 1 at ion dose readings received by 
Commoniiiealth of PA & util accounts made to CommonuieBlth of 
PA. Certl f 1 cate of Svc end. 

ADLER. T.A. Three Mile Island Alert. ADLER.T.A. Uldoff. Reager. 
Selkowlti L Adler. 79/12/13. 10pp. 


7913260363 Motion to withdraw intervonor 791009 third contention re 
inadequacy of emergency p lann ing. Remaining contentions on 
psychological distress tc threat to community health shall ba 
pursued. Certificate of Svc end. 

JORDAN.U.B People Against Nuclear Energy. JORDAN. U.8. Sheldon. 
Harmon & Melss. 79/12/19. 3pp. 


7912270011 First special prehearing eonfcrenca order ra scope of 
proc eedingsi Class 9 contentions, rul ing deferrals ti 
contentions of UCS.TK! Alsrt.HM Aamodt. An tl-Nuc lear Group 
Reproeentlng York. 8 Sholly L Chesapeake Energy Alliance, 

JORDAN, H.B., L1TTLE.L.M., SMITH. I. W. Atomic Safety and Licensing 
Board Panel. 79/12/10. 67pp. 


7913310120 Supports S Sholly 791130 Contention 16, subj to provision 
of adequate specificity by disc overy. Opposes Contention 17 
ra variations of 79032B accident. Issue of variations need 
not be settled at prehearing. 

HULHEV, M, E. Hearing Branch 2. 79/12/30, 9pp. 


7912310138 Response to MI Lewis 791210 discussion of irtterest 6 
previous content 1 ons. Urgtt presirvatlon of ASLB 79121B first 
special prehearing conference order ruling on Ml Lewis 
Interest 6 content Ions. Certifies be of Svc end. 

HULKEY.M.E, Hearing Branch 2. 79/12/20. 3pp. 


H. General correspondence 


7912120298 Responds to 790B06 Itr re □ B4nlth concerns about facility 
restart. FoTiiiardi NRC 790009 order specifying basis for 
shutdown. procedures for restart hearings & items which Must 
be resolved prior to restart. 

OO 39 ICK 1 L, V. Office of the Executive Director for Operatians. 
79/10/04. 2pp. 


7912040063 Requests site access for representatives of IAEA. 
COULiNSiJ, T. TMI-2 Operatlons/Bupport. 79/10/31; 3pp. 


7?12ia0660 Responds to concern ro delay in restart of facility. 
Outlines facility history since 790702. NRC 790009 order 
specifying basis of shutdown order 8. procedures to govern 
restart hearings oncl. H/o end. 

DEMTON.M.R. Office of Nuclear Reactor Regulation. 79/11/20. 2pp. 


7912190391 Responds to 791109 Itr re psychological stress L 
reactivation of fac 1 1 1 ty. Psychol og leal stress not statutory 
responsibility of NRC. 

DEMTQN.H.n. Office of Nuclear Reactor Regulation. 79/11/30. Ip. 


7912100341 Forwards updated svc distribution list for correspondence, 
□riginal copy of corrospondence should be sent to new 
address 

iWNaLD.R.C. Metropolitan Edison Co. 79/12/04, 4pp. 


7912100521 Forwards updated svc copy distribution list for facility. 
W1M0LD.8. C. Metropolitan Edison Co. 79/12/04. 4pp. 


I. Financial infornatian 


7913040343 Forwards supplementary response to Initial financial info 
request it addi response to Supplementary Financial Request 9 
rsquiring Met Ed to show cause why certificate of public 
convenience should not be revoked. 

HAFER.F, D. General Public Utilities - GPU Service Corp. 79/11/27. 

200pp. 


79120400S7 Forwards addl response to NRC Supplemental Financial 
Request 9 requiring Met Ed to show cause why certificate of 
public convenience should not be revoked. Requests 
acknowledgement of receipt of matl, 

HAFEfl.F.D. General Public Utilities - GPU Service Corp. 79/11/29. 
146pp. 


7912D90S11 Forwards info in response to NRC 791109 sop plemonlary 
requests for financial info re restart proceeding. PA Public 
Util Commission 791127 prehearing conference transcript 
end. 

HAFBl.F.D, Genera! Public Utilities - GPU Service Corp. 79/12/03. 
U9pp. 


7913260319 Forwards addl response to Supplementary Financial Info 
Request 9 alternative means of supplying JC P6L svc 
torTltory. in response to NRC 791109 request for financial 
Info. 

Hf^ER.F.D. OBTieral Public Utilities - GPU Service Corp. 79/12/20. 

600pp. 


P. Oparating license stage documents 81 correspondence 


7911090348 “Summary of Operating Experience U/Rec Ircul a t Ing Steam 
Oanarators. “ 

ElBENHUT. D. 0. Division of Operating Reactors. NUREO-OS23. 
79/01/31. a9pp. 


7908010339 Notifies ef status of rept on reactor cavity annulus seal. 
Host Ptin users remove ring during normal operation. Others 
store seal ring in raised position during normal operation. 
LA1NA0.O. Plant Systems Branch (Pro 7910301. 79/07/09. 7pp. 


7912030174 ''Recommended nequiraments for Restart of THI'*!." Vol 1, 
Amends 1-5 have bean Incorporated u/arlginal text. 

• Metropolitan Edison Co. 79/09/12. 300pp. 


7912040193 Forwards request for addl Info to supplement THI-1 “Restart 
Bapt, ” per 791017 meeting in Middletown, PA. Response required 
by 791107. Submittal scheduled for wk of 791023 not yet 
Tocaived. 

VOLLKER.R.H. TMl-2 Operations/Support. 79/10/36. 23pp. 


7911160314 Forwards matl presented at 791017 meeting ui/utll In 
Hlddletewni PA re THI-1 restart rept. 

VDQLEHEDE. J. C. Core Performance Branch. 79/10/29. 7pp. 


7913200233 Forwards Index of BLN generic correspondence re resolution 
of Issues associated u/177 Fuel Assembly plants. Inc 1 ud ing 
Tt4I-i. Cert if Icate of 3vc end, 

SOUDERtJ.L. Division of Rules end Records. 79/11/09. 7pp. 


791S07C004 Requests distribution of end memorandum to board 
notlflcatian svc lists. 

VAUGA.S-A. Assistant Director for Light Hater Reactors, 79/11/DB. 

app. 


"7912070030 Recommends that Info on cracking in stagnant boron lines 
be provided to pertinent boards, in response to 790B30 
nemorandun. 

KNIOHT.J.P. Assistant Director for Engineering. 79/10/24. 2pp. 
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_~791S07003a Submits Operating Eiperlance Mcma 17 re pipe cracks In 
berated water sys at TMI-1. Results of Met Ed ultrasonic 
esaminatlon of certain Type 304 stainless steel piping end. 
EISENHUT. D. 0. Division of Operating Reactors. 79/10/03. 4pp- 


7912130184 Forwards summary of TeVnekron Research. Inc study of licensee 
regulatory performance evaluation U Teknekron draft rapt re 
operating reactors w/BtiM nuclear steam supply sys. Requests 
comments. U/o end. 

aTELLOi V. Office of Inspection i< Enforcement. Office of the 
Director. 79/11/09. 2pp. 

7912100109 Discusses NRC 791101 meeting y/represontatives of NSSS 
vendors ti fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing u/fuel cladding 
syelllng i incidence of rupture. Vendor responses end. 

EISENHUT. D. 0. Division of Operating Reactors. 79/11/09. tSpp. 


— 7912100299 Responds to NRC 791101 request re noncompl iance of 
Uestinghouse ECCS evaluation modal under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
Indicates no safety problems for Hestlnghousc plants. 
ANDERSON. T. M. Nestlnghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling h 
rupture data.Reviey of analytical models & tests indicates 
compliance u/lOCFRSO App K.All OE specs for calculated peak 
cladding tamp remain unchanged. 

BUCHHOLZ.R. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod buret test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

□NSLEY.O.F. Exxon Nuclear Co.. Inc. <subs. of Exxon Corp.). 
79/11/02. Spp. 


— 7912100456 Foryards addl info re evaluation of Impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse Impact from neu rupture burst data or use of PRC 
rupture/blockage modal on licensing calculation results. 

OWSLEY. O.F. Exxon Nuclear Co. . Inc. (subs, of Exxon Corp. ). 
79/11/04. 22pp. 


79I22D0336 Requests addl info to complete draft safety evaluation on 
TMl-1 restart. Addl info Includes design features. sol id 
radyaste ti sump pumping b sampling procedure. 

LEE. J. T. THI-2 Opera t ions/Support. 79/11/14. 2pp. 


7912110102 Forwards list of items for TMI-1 resl.irt resulting from 
TMI-2 Lessons Learned Task Force rept. in response to 791017 
request, 

VQLLMER.R.H. THI-2 Operations/Support. 79/11/19. 7pp. 


7912120092 Summary of 791024 meeting y/BbM oyners group ro asymmetric 
LOCA loads eval uati on. Evaluation of BbW plants to he 
completed by Jul 1980. 

HOSFORDiS.D. Assistant Director for Engineering Programs. 
79/11/20. 4pp. 


79120^0440 Foryards request for addl info re lessons learned items. 
Response required by 791128. 

VQLLMER.R.H. TM I -2 Operat 1 ons/Sup por t. 79/11/21. t9pp. 

7912040100 Responds to telegram re release of Kr-BS.NRC evaluation of 
environ Impact will precede any radioactive rel ease, Foruards 
environ assessment of use of EPICOR-Il. W/o end. 

VCLLMER.R.H. Assistant Director for Systems k Projects. 79/11/23. 
Ip, 


79120S00B1 Requests detailed info on wear choracterisfcics of control 
rods on fuel assembly guide tubes. Significant guide tube 
wear could impede control rod scram capability k affect 
coolable geometry of core. Meeting scheduled 791220. 

REID.n.M. Operating Reactors Branch 4. 79/11/23. 7pp. 

7912050033 Notification of 791205 meeting y/utll in Bethesda.HD to 
discuss any remaining questions in restart reviey. 

SILVER. H. NRC Three Mile Island Task Force. 79/11/26. App. 


7912200139 Foruards request for addl info re containment purge syn. 
LAINAS. 0. Plant Systems Branch. 79/11/26. 4pp. 


7912030320 Forwards Amend 7 to. "TMI-l Restart Rept." 
HERDEIN.v). 0. Metropolitan Edison Co. 79/12/03. Ip. 


— 7912050325 "TMI-1 Restart Rapt." Amend 7. 

* Metropolitan Edison Co. 79/12/03. 100pp. 


7912060340 Forwards Amcni) B to 79091? restart rept. In response to NRC 

791121 Itr 

HEROEIN. J. G. Metropolitan Edison Co. 79/12/04. Ip. 


—7912060349 Amend 8 to 790912 restart rept providing addl info re solid 
waste disposal sys. mobile solldifation sys.plant gheildinq ti 
auxiliary bldg ventilation sys 
* Metropolitan Edison Co 79/12/04. Spp 


7912060346 Foruards revised Section S 2 of TMI-1 restart rept. 

HERBEIN. J. G. Motropnlltaii Edison Co. 79/12/04. Ip. 

—7912060355 Revised Section 5 2 of TMI-! restart rept re station 

organl la t ion 

• Metropolitan Edison Co. 79/12/04. 67pp. 

7912120401 Forwards updated sve distribution I i st . Not i f ies of adilrees 
change for original correspnndeiic e 

ARNDLO.R.C. Metropolitan Edison Co 79/12/04. 4pp. 

7912190617 Notifies of Class III fee for review of 79U01 application 
requesting extension of surveillance interval for reactor 
vessel Internal vent valves. 

HILLERiU.D. License Fee Management Branch. 79/12/04. Ip 


7912100328 Responds to 791121 request for verification ro moderator 
dilution accidents. All potential pathways for initiation of 
accident reviewed. Doth manual valves closed prior to 
InsarvicB insp of engineered safeguards. 

HERDEIN.J. 0. Metropolitan Edison Cn. 79/12/05. Ip. 


7912260309 Requests info re sens 1 1 i vi ty-to-f oeduater transients be 
forwarded to TMI-1 Board. 

VOLLMERiR. H. Assistant Director for Systematic Evaluation Program 
tPre 79JO30). 79/12/05 . 3pp. 


— 79l226ffi31S Responds to request re design adequacy of UhU NSBH utiliiinq 
once-througli-steam generators (nellefunte Nuclear Plant). 

Response requested by 791203. Necessary sys mods considered 
as part of post-TMI-? effort. 

DENTON. H. R. Office of Nuclear Reactor Rogulation. 79/10/2S. App. 


— 7912260346 "Primary Sys Perturbations Induced by Qnce-Thruugh Steam 
Oeneratars. ” Feedwater transient summary onci 
• Office of Nuclear Roactur Regulation. 79/10/25. Spp 


— 7912260348 "IREP - Initial Plant Study." Attempts to develnpo 
assessnent of UbU reactors to identify risk impacting 
sequences re reactor safety study t> preliminarily identify 

possibly impacted by design changes. 

* Office of Nuclear Reactor Regulation. 79/10/25 4pp. 


7912210118 Foruiards requests fnr addl financial t- technical info. 
VOLUERiR.H. THI-2 Up ora t i ons/Bupp ur t . 79/12/06. 7pp. 


7912120414 Responds to 790QI4 request for addl Info re degraded grid 
voltage. Response to Items 1 b 2 end Item 3 still being 
evaluated . Response will be sent by 791221 
HEROEIN. J.G. Metropolitan Edison Co. 79/12/10. 3pp. 


7912200513 Informs that mods are being made to auxiliary fuel handling 
bldg exhaust ventilation sys Ruquests postpoiicmont of Tech 
Specs Change Request 7A submitted on 791028i pend mg 
completion of ventilation sys mods. 

HERBEINrJ.G. Hotropolitan Edison Cn 79/12/12. ip. 


79121B02S4 Forwards Amend 9 to 770912 startup ropt. 
HERSEIN.J.O. Hotropolitan Edison Co. 79/12/14. Ip 


— 7912180237 Amend 9 to 790912 startup ropt. 

• Metropolitan Edison Co. 79/12/14. I95pp. 


7912270523 Forwards nuclear instrumentation data for Jan l*/79, verify i iifi 
that callbr moels specs. Once-per-sh i Ft ca'lihr adequate. 

HERBEIN.J.O. Metropolitan Edison Co. 79/12/10. 3pp. 


7912310378 Cites NRC 790921 Itr re Inadvertent reactor scram & safety 
injection occurring during monthly surveillance testing of 
safeguards sys. Required reviews in response to Hr not 
coaplete since review parallels restart activity. 

HERDEIN.J.G. Me tropol 1 tan Ed t son Co. 79/12/24. Ip. 
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0 Inspection reports- IE OuMetins c or r osp on d once 


7913380266 Forwards combined IE Insp Repts 50-289779-17 fc 50-330/79-19 
0 n 7907 17-19. No noncomplidnce noted. 

CARUSClNjR. T Region 1. Philadelphia! Reactor Construction fc 

Engineering Support Branch. 79/09726. 2pp. 


— 79122Q0301 IE Insp fiepts 50-209/79-17 {. SO-320/79-19 on 7907l7-19.Ha 
noncorap 1 lance noted. Major areas inspee t cd: f Ire prevention fc 
protection program! ou tstard I ng items in area of fire 
protection t control room panel electrical fire. 

KDLTAV.P.! CHAODHARV- 3. K. Region !■ Ph 1 1 ad e 1 ph la. QPflte of the 
Director. E13N£rER!S.5 Region t> Philadelphia. Reactor 

Construction t. Engineering Support Branch. 79/09/26. 5pp. 


791204&I66 Foriuards IE Insp Repts 50-289/79-10 t. 30-320/79-aS on 
790710-0814 

GRIEfl.D H. Region 1. Philadelphia! Office of the Director 
79/JO/OI. 2pp. 


— 7912040179 IE Insp Repts 50-209/79-16 !. 50-320/79-23. None amp I lance 
noted: uncontrolled high radiation areas. fa i 1 ure to use 
hreathlng air sgs properlg N improper callbr of cnuipraeiifc 
used to oieasirro alrhorne concentrations 

CROCKER, M. W. , HAVERKAMP. D. H . NEELV. D. R, Region 1. Philadelphia. 
Office of the Director. 79/09/10. 30pp, 


79I2SB0366 Forteards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valve." No uirittan response required. 

CAIER.B-H. Region 1, Ph 1 1 ado 1 ph ta, Office of the Director 
79/11/16. Ip. 


7912110415 Forwards IE Info Notice 79-29, "Loss of Nonsaf o tg-Rel atod 
Reactor Coolant Sgs Instrumentation During Operation." No 
specific action or response required. 

ORIER.D.H. Region 1, Philadelphia, Office uf the Di rec tor. 
79/11/19. tp. 


79I20S024B Forwards IE Dulletin 79-26, "Boron Loss From BHR Control 
Blades. “ No response required. 

eRIER.D.H, Region 1. Philadelphia, Office of the Director. 
79/11/20, Ip. 


7912060S76 Forwards IE Circular 79-24. "Proper Installation 1. Callbr of 
Core Sprag Pipe Break Detection Equipment on BWRs. " No 
response required. 

GRIER. B.H. Region I, Philadelphia, Office of the Director, 

79/11/36. Ip. 


7912110054 Forwards IE Circular 79-23, "Motor Starters & Contactors 
Failed to Operate. " No response required. 

miER.B.H, Region 1, Phi lad a Iph la. Office of the Director. 
79/11/36. ip. 


7912170220 Forwards response to IE Bulletin 79-24, "Froien Lines " 
Safety-related lines suhj to freeiing temps identified L 
reviewed. Procedure developed to inspect lines to assure 
adequate protection during eitreraely cold weather. 

HEJlDEINi J. a. Metropolitan Edison Co. 79/11/06. 2pp. 


7913190034 Forwards IE Bulletin 79-27, "Loss of Nun-Class IE 
Instrumentation & Control Power Sys Dus During Operation." 
Urltten response required. 

GRIER. B.a Region 1, Ph 1 ladelph la, Office of the Director. 
79/11/30. Ip. 


7912100496 Forwards response to IE Dulletin 79-15, "Deep Draft Pomp 
Deficiencies." Util will make available on site detailed 
InFo on pump des 1 gn, spec . his tory t, p rocedures. Deal gn specs 
fur pumps being met. 

IIESDEIN, J.O Metropolitan Edison Co. 79/11/06. 7pp. 


7912190753 Forwards IE Dulletin 79-20, "Possible Malfunction of Nameo 
nodel EAISO Liiait Switches at Elevated Temps." Urltten 
response required. 

GRIER. B.H. Region 1, Philadelphia, Office of the Director. 
79/13/07. Ip. 


7912260051 Forwards IE Insp Hept 50-289/79-15 on 790730-31 U 0614-19 
No noncomp I lance noted 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction te 

Engineering Support Branch. 79/11/07. 2pp. 


79132B03O4 Forwards IE Info Notice 79-31. "Use of Incorrect AmpUftedl 
R«spofi«« Spectra.** No written response required. 

ORIER.D.H. Region 1, Phi lado Iph la. Office of the Director 
79/12/13. Ip. 


--79I2260056 IE Insp Ropt 50-209/79-15 on 790730-31 6 0614-15. No 
noncompliancc noted. Major areas Insp ec ted: 1 1 censee 
oaamination program of stagnant piping sys. 

JERNlCANi E. P. , WALTON. 0. A. Region I, Ph 1 1 ade 1 p h 1 a. Office 
Director. TRIPP, L.E Region I, Philadelphia. Reactor 

Construction 6 Engineering Support Branch. 79/11/06. 4pp 


eP tbi 


R. Periodic operating reports L related correspondence 


7912040090 Grants request for oitension to 800601 far submitting annual 
radiological environ operating rept for 1979. 

CnXINB.J. T. TldI-3 aporatlons/Support. 79/11/13. 3pp. 


7912060643 Ack receipt of 791004 Itr informing NRC of steps taken 
correct violations noted In IE Insp Rept 50-2B9/79-1O. 

CARLSON. R. T, Region 1. Philadelphia. Reactor Construction & 

Englnearing Support Branch. 79/H/09. Ip. 


ta 


-7912060693 Responds to NRC 790906 Itr re violations noted in IE Inep 
Ropt 50-269/79-10 on 7904 1 9-0612. C orrec 1 1 ve actions utll ^ 

monitor contractor perforraance in all Inservlce tnsps, 
including audit of Nuclear Energy Sves. 

MERDEIN, J. 0. Metropolitan Edison Co, 79/10/04, Dpp, 


— 7912060656 Forwards 
of violation. 
CARLSDN.R. T. 
Engineering Suppo 


IE Insp Rept 50-209/79-10 on 790419-0612 Ir 

Region 1. Philadelphia. Reactor Construction 
rt Branch. 79/09/06. 2pp, 


notice 
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7913200365 Forwards monthly operating rept for Nov 1979. 
HERDEIN.J.G. Metropolitan Edison Co. 79/12/17. Ip. 


— 7913200366 Monthly operating ropt for Nov 1979. 

STAIR.J.R. Metropolitan Edison Co. 79/12/17. Spp 


Reportable occurrences, LERs & related correspondence 


7913040043 RO 79-17/tP:on 79110B support boltings For rigid anchor 
l>ftl-127A found to be Inadequate in design ti Installation. 

Details A corrective action will be addressed in followoo 
rept. 

PQTTS.H.E. Metropolitan Edison Co. 79/11/08. Ip. 


--7912060658 Notice of violation 
• Region 1, Philadelphia. 
Ip. 


from insp 
Office of 


on 79B419-0612. 

the Director, 79/06/28. 


50-2B9/79-10 on 790419-0612. Noncomp! iance 
noted, deficiencies in inservice Insp on 7«?0220-0310i slrtil Ur 
to those found during prsvious Ijiservice insDS. 

Region 1. Philadelphia. Reactor 

Construction A Engineering Support Drench. DEVLIN, J.W. Regloi 

1 . Ph I ladolp.h lai Safeguards Qrahch. 79/00/26. 27pp. 


’‘^Ru?tur« Oenerator Tube 

rB?pn S u ^ Plants." No response required. 

79/n/16”' ip '■'•‘JedBlpbia. Office of the Director. 


79121BOOSI PNO-TNI -79-05: on 791121, RH Vollmer A JT Collins will attend 
briefing on current TMI activities in Annapol Is. HD, Brief Ing 
sponsored by Btate of MD A will Include representatives from 
Hat EdiPA Dept oP Environ Resources A NRC. 

COLLINB.J.T. OfflcB of Inspection A Enforcement, Office of the 
Director. 79/11/21. Ip. 


7912130367 Forwards LER 79-017/01 T-0. 

HERBEINiJ.O. Metropolitan Edison Co. 79/11/26. Ip. 


—7912130479 LER 79-017/'0lT— 0; on 791 108, during insp required, by IE 
Bulletin 79-14«slic of support bolting for rigid anchor 
DHH-127A Found inadequate in design A Installation. Caused by 
urang siio bolts. Redesigned support to be Installed. 
MITCHELL.D.G Metropolitan Edison Co. 79/11/26, 2pp. 


’^’Elemeifs n^I ^ Notice 79-26, '-Overloading of Btructa 

QRiern w“ Loads. ■’ Na response required. 

79/11/16^' ip *' Philadelphia, Office of the Director, 


791213033S Requests extension until 600301 to submit analysis of loads 
A lead height due to need to work on restart items. No plans 
to ship spent fuel prior to Mar 1980. 

HERBEINrJ. G. Metropolitan Edison Co. 79/12/05. Ip. 


7912270323 forwards LER 79-0I7/f)lT-l, 

MERDEIM, J.; O- Metrnpolitan Edison Co. 79/12/11. Ip. 
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— 79122703SB LER 77-017/01T-1 : on 79110S.aiic of support baiting for rigid 
anchor DHH-127 uas found to be Inadequate in design t> 

Instal lation. Caused fay bolts being 3/Q-inch in diameter* 

contrary to 3/4-inch design requirement 

MITCIELL.D. 0. Metropolitan Edison Co. 79/lS/li. 2pp. 


T. Hearing transcripts on non-antitrust matters 


7912030009 Transcript of 791100 restart proceeding in Harrisburgi PA. 
Pp 1-283. 

# Comsisslon. 79/11/08. 280pp. 


7912280477 Transcript of Senate ComBittee on Environ h Public Uorts* 
Subcoiiualttcc on Nuclear Regulation 791108 hearing re TMt 
cleanup. Pp 1-97. 

OIECKAHP'H. Metropolitan Edison Co. THIESINO. J. W. Oechtel Corp. 
HILSON.R. General Public Utilities - GPU Service Carp. 79/11/OB. 
103pp. 


79122G0479 Transcript of Senate Comnittee on Environ ti Public Marks* 
Subcoauslttae on Nuclear Regulation 791109 hearing re THI 
cleanup. Pp l-h9. 

LOOHISiP.A.i LEVy.A- Securities h Exchange Commission. QRAMAMiO. 
General Public Utilities - CPU Service Corp. 79/11/09. 7ipp. 


U. Cangressional/Executlve Correspondence 


7912120243 Responds to 790B13 Itr re D Smith request for info 
concerning proposed 2-year delay for facility restart. 
Forwards NRC 790S09 order specifying basis for shutdoun* 
procedures for restart items which must be resolved. 
GOSSICKiL.V. OFfiee of the Executive Director For Operations. 
79/10/04. 2pp. 


— 7912120330 Forwards DU Smith 790731 request for InFo re proposed NRC 
2-gear delay For Facility restart. 

SHUSTER. 0. House oF Rep. 79/OS/13. 2pp. 


791212022& Responds to 790Q02 Itr re Impact oF Facility shutdown on 
coniuBter prices oF electricity. Forwards NRC 790B09 order 
specifying basis For shutdown. NRC docs not have info needed 
to eetlmate Impact of shutdown on consumer prices. 

GOSSICKiL.V. Office of the Executive Director for Operations. 
79/10/12. 2pp. 


— 7912120233 Request Info re restart of Facility h estimate af Impact 
facility shutdown on consumer prices. 

NARKSiM.L. House of Rep. 79/00/02. Ip. 


79120400B1 Requests opportunity to express opinions re TNI-l restart 
before subcommittee. Requests assistance In suspending 
restart hearing until Kemeny rept recommendations 
implemented. 

ROTHiJ-L. Three Mile Island Alert. 79/11/10. 2pp. 


79122B0471 Responds to 790S1& Itr re constituent petitions requesting 
pirsianent shutdown of faci 1 1 ties. NRC will conduct hearing 
prior to restart of Unit 1. Licensee has not submitted 
proposal for recovery of Unit 2. 

GOSSICKiL.V. Office of the Executive Director For Operatians. 
79/11/29. 2pp. 


— 79122804B& Notifies that Executive Board of East York Elementary School 
PTA 790430 reselution b York Committeo for Sale Environ 
petition requesting plant shutdown have been Forwarded to 
Director of Nuclear Reactor Regulation. 

BHAPARiH.K. DFfice of the Executive Legal Director. 79/Ob/13. 

Ip- 


—7912200469 Forwards Executive Board of East York Elementary School PTA 
790430 resolution b York Comeilttee for Safe Environ petition 
requesting plant shutdown. Requests comment. 

KAHHERER.C. Office of Congressional Affairs. 79/Oh/Ol. Ip. 


— 79122S0492 Requests that NRC permanently shut down b decommisalan TMl 
facilities. Risks of catastrophic accident from facilities 
unacceptable. 

YOUNGiJ.B.i SANDABiS.H.i HANKEYiD. AFFiliation Unknown. 79/0S/14. 
142pp. 


—7912280493 Ack receipt of 790Slli Itr forwarding Executive Board of 
Eaet York Elementary Bchoel PTA 790430 resolution b York 
Committee for Safe Environ petition requesting plant 
shutdown. 

KAMHERERiC. Office of Congressional Affairs. 79/0&/Ot. Ip. 
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F. Security! medical, emergency b Fire protection plans 


7912110426 Summary of 790925 meeting u/util in Plymouth. HA re 
preliminary review of emergency planning. 

HANNCM. J. N Operating Reactors Branch 3 79/10/18. 4pp. 

7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review ab jectives. Provides guidance For improving licensee 
emergency preparedness b assuring capability of oFFslte 
agencies to take appropriate emergency actions. 

DRIH^.B.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912190326 Requests Class III Fee re security Force training b 
q.ualif Ication plan For review approval Fee First requested 
790924.Foe required within 15 days oF receipt oF Itr. 

ItILLK.H. O. License Fee Management Branch. 79/11/26. Lp. 


7912140007 Requests revisions b addl info re safeguards contingency 
plan submitted by 790403 Itr. NRC comments on plan withhold 
Iref 10CFH2. 790). 

IPPQLITO. T. A. Operating Reactors Branch 3. 79/11/20. Gpp. 


7912120440 Conditionally accepts NRC personnel radiation training 
certification program. Discusses needed restrictions re 
length of certlFication. site specific Indoctrinations b 
presentation of certificates. 

ATffiOGNlNI. 0. C. Boston Edison Co. 79/11/30. Ip. 


7912310312 Forwards revised safeguards contingency plan. Plan withheld 
Iref lOCFaa. 790). 

AFHiaONINI. e. C. Boston Edison Co. 79/12/20. Ip. 


O. Adjudicatory correspondence 


7912370321 Forwards summons b complaint issued by State of HA against 
utllias result of excessive radiation exposure to 
plaintiffs. 

ANDOONINI.O. C. Boston Edison Co. 79/12/20. 14pp. 


P. Operating license stage documents b correspondence 


7912170106 Haquosts addl info re 791019 request for deletion of FSAR 
Amend 35 concerning containment air dilution sys. Forwards OE 
Tech Specs For use as models in preparing appropriate specs. 

IPPOLIT0I T. A. Operating Reactors Branch 3 IPre 791030). 79/10/30. 

2pp. 


—7912170100 Tech Specs For post-accident monitoring inslrumenta t ion. 
containment sys b special test exceptions. 

* General Electric Co. 79/10/30. 10pp. 


79121O01B9 Discusses NRC 791101 meeting u/representatives of N3S3 
venders b fuel suppliers re discussion of respective 
pertlons of ECC3 evaluation models dealing u/Fuol cladding 
swelling & incidence oF rupture. Vendor responses end. 

EISENMUT. D. 0. Division oF Operating Reactors. 79/11/09. 65pp. 


— 791210033S Responds to NRC 791101 request re noncompl iance of 
Mestinghouse ECCS evaluation model under requirements 
af lOCFRSO App K. Evaluation of throe fuel rod models 
indicates no safety problems for Uestlnghouse plants. 
ANDERSON. T. H. Mestinghouse Electric Corp. 79/11/02. 4pp. 


-7912100330 Responds to NRC 791101 request re ORNU cladding swelling b 
rupture data. Review oF analytical models b tests indicates 
compliance w/lOCFRSO App K. All GE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZi R. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by Fuel models 
used 1 x 1 vendor evaluation models b that analyses demonstrate 
alt criteria of lOCFRSO. 46 satisfied. 

OMBLEY. O.F. Exxon Nuclear Co.. Inc. Isubs. of Exxon Corp.). 
79/11/02. 5pp. 


— 791210O4S6 Forwards addl info re evaluation of impact of NRC preposoil 
rupiure/blockage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OUSLEY.O-F. Exxon Nuclear Co. I Inc. (subs, of Exxon Carp. ) . 
79/11/04 . 22pp. 


7912070476 Forwards Amend 3S to License DPR-33. safety evaluation b 
notice af issuance b availability. 

1PPW.ITO. T. A. Operating Reactors Branch. 3. 79/11/23. 2pp. 
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-79IE0704B3 Amend 30 to Licence DrR-35 c»,ans'n9 Tech Spec* to T.U. pun.p 
operabilitij requirementt in sy? ohere spare pyops are 
installed in otcess oT requirements. 70 / 11/23 7pp. 

IPPOLITO. r A OperatiTig Reactors Hraiich 3 /v/ii/w- rr 


7 r„aP 70 dl 9 Foruardi tomploto offsite pouor outane I. i • torg , -c oi«ia Irii n, 
79138 0 tn MHC 790710 n no a 1 1 ii I'S Oo o t r 1 p 1 1 uii of Hitetideil 

iSHlon uyil. to minimi . 0 frequoni:., of a lni,.Ua,.ec.s.* 

349 IV line ootapos ‘ "ll 


—7912070-105 Safety evaluation 

» Office of Nuclear Reactor Regulation. 79/H/EJ. PP 


--7912070403 Notice 
DPR-35 
IPPOLITO. T. A 


of issuance V avai lat i 1 i ty of Aisend 3B to License 
Operating Reactors Dranch 3. 79/11/33- Spp. 


0. 


InspectlPT. reports, Hi ful letlna_L rovi-ospondeMCO 


7913810011 Iloqueeta oddl inPi. no tloigon-l'aHorson hgdrauUc shod 
’’i^oreeeor aecufflulator s pr i ng . o 1 1 « ti> ovalnoto adequacy of 
s.*ii eBftoanie tio HI Bill lol ill 

OHICiR.O.M. flogloii 1. I’li I 1 .nU I ph 1 «, Office iif tho DlreclIJr 
79/09/13. app. 


vBhsnsivB info per KIBC 790713 


7912040259 Foruards specific !■ compri 

request re DWR. Requests clarification on specific 
requlTemants re valve position 7 o/tio* 

ANDOGNINI. C. C. , MCCJIRE. P J D 0 s ton Ed I 5 on Co. 79/H/iCei- 


7Spp. 


7912050858 Foriuard. IE Inep »f|*l ;)0-;!9:i/79-12 or, ;907C)S-0(-. Ho 

"“RdSiof l' PhiladolpMa, Uafofluard* Orat.ch V9/lo/t>t 

2pp. 


7912200178 Advises of Equifai study re feasibility of perforalng 
epidemiologic studies on hoaltd effects of o.posure to loir 
level ioniiing rad ia t ion. Heques ts cooperation. , 

IPPOLITO. T. A Dperatinj Heactors Dranch 3 79/ll/*i/- *P- 

7912280109 Advises of Equifas study re feasibility of 

epidemiologic studies on health effects of e.posure to lose 
level ioniiing rad la ti on. Requests cooperation, 

I PPDL I TO. T. A. Operating Reactors Dranch 3. /v/li/«s/. up- 

7912140250 Ack roceipt of 790109 S, 0021 Itrs re containment purging. 

Util /ustified urlimited operation of valves involved onig 
tn containment differential prossurc operat ion. Addl Info 
required re containment purging In mechanical d;;**; 

IPPOLITO. 7. A Operating Reactors Dranch 3 7V/II/3S. 9pp 

7912120419 Responds to 791031 1 tr requesting util losukeilt schedule 
for plant unique analysis for Hark 1 containment Ung-tera 
program. Refers to Mark t oujnera group 791130 Itr voicing 
cone ern on sub j . 

ANDQGMINI. G. C Doston Edison Co. 79/11730. Ip. 


7912310011 Requests cooperation in allouing some NRC TLD stations to 
co-locate lu/util TiD stat ions. Advl see of 791310 meet Ing u/HA 
Dept of Health re ILD stations. . „ ^ , ,, 

EHITH. 0. II Region 1. Philadelphia. Fuel Facility & Matwlals 

Safely Dranch 79/12/04 2pp 


7912120333 Forwards "Multiple Coiitrnlled Cell Reauval." dalinoatini 
util methodology for determining Chat removal of one or 
multiple controlled cells during cald shutdown leads to less 
reactive stale 

ANUOGNINI . C- C Doston Edison Co 79/12/07, Ip. 

--7912120337 -hiultiple Conlrolled tell Removal." 

ANTQKQPDULDS, P Doston Edison Co. 79/U/30. bOpp 


7913260077 Notification of 791211 meeting u/uli! In DathPidaiMD ro 
electrical design of engineered safety feature override 
c i rcu 1 try . per criteria of NRC 79I121J Hr. 

HANNON. J.N. Operating Reactors Dranch 3 79/18/07, Ip. 


7912270144 Forwards util rosponse.w/o a 1 1 a c rtments. to 791086 notice of 
violation t< of proposed imposition of civil penalties, in 
response to State of MA 791126 requos t. Attachments wtthlietd 
(ref 10 CFR 2 . 790) . W/o end. 

STELLO.V. Office of Inspection f. Enf ore amont. Office Of the 
Director. 79/12/D7. Ip 


79122A0242 Forwards "Supplemental Reload Llcens i ng Bubml ttai for 
ri Igr in Nuc lear Pauer Etation Unit l.Rel and 4, “ 4 Class III 
fee. supper I ing request for changes to App A of lech Specs. 
HDNARR.J E Dos t on Ed i son Co 79/12/12. 39pp.. 


.— 79122^,0346 "Supplemental Reload Licensing Siibmitlal for Ptlgria Hticlear 
Rowor Station Unit I, Reload 4," supporting change* I* App A 
of Tech Specs. 

RASH.J.L General riectric Co. NEnn-24224 79/11/30. SSpp. 


-7918050268 IK Insp Repl 50 -29:i/V9 K! nn 790705-06. No i.oncu esp li -nc . 

' noted. HdjOT areas i nspoc tod : vor i f I cat i on L ”1' ! i a ^ 

action* re physical protection program, Data i I s withheld 

JOHEol^U. Roglnn I. I’h I luile Iph la. Office of thy Ulrectar 
teVLINii/.U Regitiii 1. I'h I lado Iph i a. tiafuguarili Branch, 


>*n Mf\f 


7918070123 Act receipt of 791002 Ur Informing NUC of elapt t»t»n k« 
“rS fviil.Hon noted In IE In.p Uept 50-893/79-09, 

DBIIMIER. E. 0. Region I. I>hl ladolphlo. Ileac t or Clperat i u-i* NuOraT 

Support Branch- 79/10/2;.' Ip, 

—791807018* lloeponil* to NRC 790910 Itr re violation nnled In >H liiep 
Repb 50-893/79-09. Ciii'roct IvB ni. 1 1 on* ; procedures updated to 
(peclfy coolant injection vnlve locking 


—7918070138 Forwards IE Insp Kept !K)-29;l/79"09 on 7905 14- 1 11. 'J 1 ""BS. 

39-31 6 0601 t> ontICB of violation. . , 

BRUNNERiE.O. Iteg I on 1. I’h 1 lado 1 ph la. Heaclor IJporatliini Nucltir 

Bupporl Dranch. 79/09/10. 2pi> 

—7918070134 Wot its of vlnlallon from Insp on 79001 A-M). 3 V ^9 -31 ^ 
#****'Beglon I. Chi ladolphla, llfflce of the lUrettcir 79/09/07. 

2pp. 


—7918070139 IE tnap RepV !)!>• i!9:i/ /9-<)9 None ump U aiic « noted procedure* 
de not epetlfy valve locking position t valve documdiited 
locted kn wrong position 

AftCIIITZKL.fl. • HAHHOHfjKI, H. Ilenlo" 1' I'hlUdelpM*. (irrlci Of Iht 
Illrector. MCRADE. e. C. Ilugliin 1. I'h 1 lade I ph la. UedrUiT 

llperatlon* Nucluai' liupporl Dranth. /'//(IV/O?, UOpp, 


7918I40SU6 Beaponds to IE HiiUetln /'/ lid. "I riuon l.lnss " IdeitHfl** 
stack sansfile line as only line to esporlaiico froeilng at 

tael 1 i ty 

ANDOOMINI.O. C. Boston Edison Cn /9/10/U4. Ip 


7918860065 Hespnnda to 79091,1 ruqocal for addl info needed tu cdPpl*'* 
rtvlcsi of util respooso to If. IluIIat in /II'IO re llorgen ■ 

Patterson liydreulis shack uiippresnor ar.ctrmiil a t or spring 
colls. Bafdtg-rclntfld hydrniiUc snubber* Inspecteil In IV/V 
ANDOOMINI.O. C. Uoalon EilluonCo, 79/10/29, yp|i. 


79181(10405 Update* 790II0I respcinso In IE llulletln 79 -14, A i < a « * J 6 1* 
saftty-rBloted sys iimput tod. al I ilevtatlons liisignl ficanl nr 
ainur In affect on piping stress analysis Ask* eslenaiiKi 
of lUO'day doadllnu for inuicessible purtions of sys, 

AtlDOONlNi.U.C. L'oslon Edlsnii Co, 79/11/02. IlpR. 

7918050017 Horwardt IE Clrtulnr 79';';.’, "lilroke Tlaios fnr Ouviier 
Rsllef Valves.’' No response required 

CflIFD.D.H. Itegiun l, I'h i lado 1 ph i n. IlffUo of the llvr*tiiir. 
79/11/16. Ip. 


79122S0064 Request sulmittal of Class 11 amend fee ro 790680 
transmittal of simulator retraining program. NflC 7910fi,'l Itr 
roquestlng fee has net been ansusTed. 

HILLER. U O License Fee ManageniBnt Drancti. 79/18/14. Ip. 


7912270320 Responds to 791022 Hr re rovleui of interi* positions .For 
containment purge L vent valve operation 6 conformance of 
operation tu post tions . Purge isolation valves used far 
inerting 24-h after startup. 

HCUARD.3.E. Da a ton Ed I son C a. 79/12/19. 3pp. 


79IS05D28S Furts.irdk IE Infu Niitlce 79-87. '‘lileam Quiieralur Tube 
Ruptures at Tuo I’UK Cleiits '' Nn reuponie vequirvd. 

CRIER. 0 >1. fiegiaii 1. I'h I ladol ph lo. Ufflcu of the llli-wiLor 
7971J/I6 Ip 

7918100107 Forwards IE Info Notice 79-ai). "liver load Ing ot H » e uc tur*! 
Element* Ou* to I'lpa Oupport Loads" Nu response required) 

CRIER. 8.11. Reglnn I. I'h Hade Ipli l.i. (Ifftce of the airastni' 
79/11/16. 1(1 
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791511038? Paruiardi IE InFo Notlcs 79-29i "Loss oF Nonsafet^-Related 
Reactor Coolant Syt Inttrumentatian During □peratlon." No 
epeciFic action or roeponie required. 

OnlERiQ.H. Region li PMladelphla. OFFlce oF the Director. 
79/11/19. Ip. 


— 791S070393 LER 79-042/03L-0: on 791 10! > 0 «gg en analgier valveo A0-S0fc5- 
10> 12i ISi I6i 17> 23 & 26 did not meat primary containment 
Isolation timing requirements. Caused by Faulty position 
Indication lights on A0-S045-12 & IS. 

HATHIS>C.J. Boston Edison Co. 79/il/30. Ip. 


7912090213 Forwards IE Bulletin 79-56i "Doran Loss From OUR Control 
Blades.'' Response required. 

ORIERiB.lt Region li Philadelphia. OFFice of the Dlreetor. 

79/11/20. ip. 


791S060964 Forwards IE Circular 79-24. "Proper Installation (t Calibr of 
Core Spray Pipe Break Detection Equipment on DMRs. " No 
responie required. 

QRIERiB.H. Region 1. Ph 1 lede Iph la. Office of the Director. 
79/11/26. Ip. 


7912110022 Forwards IE Circular 79-23. "Motor Starters t. Contactors 
Failed to Operate." No response required. 

DRIER. B.H. Region li Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912190011 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation & Control Power Syt Dus During Operation." 
Mrltten raeponee required. 

ORIERrD.H. Region 1. Philadelphia. Office of the Director. 
79/11/00. Ip. 


7912110311 Forwards LER 79-043/03L-0. 

nCOUIRE. P. J. Boston Edison Co. 79/12/06 Ip. 


— 7912110313 LER 79-043/03L-0 on 791 lOS. drywe 1 1 unidentified leakage rate 
eicceded Tech Specs. Caused by leakage passing inboard 
isolation valve MD-2301-4 on HPCI sys. Valve backseated b 
leakage reduced to less than that requiring shutdown. 

HHITNEY.e.O. Boston Edison Co. 79/12/06. Ip. 


7912110370 Forwards LER 79-044/03L-0. 

HCGUIRE.P.J. Boston Edison Co. 79/12/06. Ip 


— 7912110377 LER 79-044/03L-0; on 791109 reactor coolant leak detection 
air sampling sys indicated low Flow. Sample lines filled w/ 
condensate. Caused by packing on isolation valve of HPCI sys 
allowing steam to escape. Valve backseated b leak reduced. 
UHITNEY.O.e, Boston Edison Co. 79/12/06.. Ip. 


7912160630 Forwards LER 79-041/04T-1. 

HCeUIRE.P.J. Boston Edison Co. 79/12/12. Ip. 


7912310204 FoTuardi IE Info Notice 79-30. "Reporting of Defects b 
KoneompllanceSf 10CFR21. " No action required. 

ORIERiB.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. ip. 


-79121S0637 LER 79-04I/04T-1 : on 791119.util notified by lab that 
quarterly composite semple of air particulates taken at 
ovarleok contained Ca-60 in excess of Tech Specs. Caused by 
improved analytical techniques sensitive to more isotopes. 
HHITNEV.O.O. Boston Edison Co. 79/12/11. 3pp. 


7912190S33 Forwards IE Bulletin 79-2B. "Possible Malfunction of Nanco 
Model BAIBO Limit Switches at Elevated Temps." Written 
response required. 

ORIER.B.H. Region 1. Phi lade Iph le. Office of the Dipsetor. 
79/12/07. Ip. 


79122G0iei Forwards IE Info Notice 79-31. "Us# of Incorrect Amplified 
Retponee Spectra. " No written response required. 

CRIER. 3. H. Region 1. Philadelphia. Office of the Director. 
79/12/13. Ip. 


H. Periodic operating reports b related correspondence 


7912030446 Forwards revised monthly operetlng rept for Oct 1979. 
MCOUIRE. P. J. Boston Edison Co, 79/11/29. ip. 


"791206037S Revised monthly operating rept for Oct 1979. 
WHITNEYjO.O. Boston Edison Co. 79/11/01. 2pp. 


7912200372 Forwards monthly operating rept for Nov 1979. 
MCOUIRE. P.J. Boston Edison Co, 79/12/01. Ip. 


— 791220037B Monthly operating rept for Nov 1979. 
OAFFNEY.C. M. Boston Edison Co, 79/12/07, 6pp. 


7912310413 Forwards revised monthly operating rept for Nov 1979. 
MCOUIRE. P.J. Boston Edison Co. 79/12/21. Ip. 


— 7912310414 Revised monthly operating rept for Nov 1979. 
e Booton Edison Co. 79/12/21. Ip. 


7912200353 Forwards LER 79-046/03L-0, 

HCOUIRE.P. J. Boston Edison Co. 79/12/14. Ip. 


— 7912200360 LER 79-046/03L-0: on 790812. post t ion of Assistant Station 
Manager filled necessitating change to organ! lational chart. 
Dparatlons Review Committee composition also changed to 
Include Vice Chairman. Caused by increased work load. 

UHITFEYtO.O. Boston Edison Co. 79/12/14. Ip. 


7912270162 Forwards LER 79-045/03L-0. 

HCQUIHE.P. J. Boston Edison Co. 79/12/14. Ip. 


— 7912270204 LER 79-045/03L-0i on 791 1 14. di f f erent ial pressure between 
drgwell b suppression chamber decreased to less than 1.90 
paid. Caused by decrease In HPCI valve leakage. Nitrogen added 
b temp increased, which increased differential to l.SO. 

ORAMAM.G.T. Boston Edison Co, 79/12/11. Ip. 


7912260278 Forwards LER 79-047/03L-0. 

HCeUIHE.P.J. Boston Edison Co. 79/12/17. Ip. 


— 7912260281 LER 79-047/03L-0: on 791117 b 20. fire brigade reduced to less 
than required by Tech Specs. Caused by security shift 
supervisory personnel changing priorities of assigned tasks 
h contradicting directives Issued by chief of security. 

HATKlBiC. J. Boston Edison Co. 79/12/17. Ip. 

7912270316 RO 79-01/OH:on 791217. while lowering new fuel assembly into 
fuel pool.Rice hook holding assembly failed. resulting in 
assembly Falling onto spent fuel. Cause not yet determined 
Invastigatlon underway re recovary of assembly. 

HATHIS.C.J. Boston Edison Co. 79/12/17. Ip. 


B. Reportable occurrences. LERs b related correspondence 


7912200476 EN-79-012: proposed Imposition of civil penalty of ♦S.000.00 
to be iesued 791026 to util. based on item of nencompliance 
associated w/lmpiementatlon of physical security program. 

BROCKETT. T. H, . OOHER.O.C, Office of Inspection b Enforcement. Office 
of the Director. 79/10/24. Ip. 


7912040387 Forwards LER 79-041/04T-0. 

MCOUIRE. P.J. Boston Edison Co. 79/lt/2B. Ip. 


79122B0S77 SO; on 791211. while transferring Fuel Assembly LTL -696. crane 
lifted assembly out of spent fuel pool. Caused by failure to 
monitor hook while withdrawing from pool. Assembly returned 
to proper position. 

HATHIS.C.J. Boston Edison Co. 79/12/20. Ip. 


7912280479 RO-79-040 on 791224: bac kup battery charger. in use due to 
main battery charger 791223 fal lure. tripped b could not 
be reset. Cause under investigation. Spare battery charger 
will be In SVC by 791224. 

ORAHAM.E.T. Boston Edison Co, 79/12/24. ip. 


— 7912040394 LER 79-041/04T-0: on 791 1 19. YenVee Atomic Environ Lab 
notified util that quarterly composite sample of air 
particle* from overlook area exceeded calculated lower limit 
of detection. Improved analysis instituted. 

WHITNEY. 0. 0, Boston Edison Co. 79/11/27. Ip. 


7912070390 Forwards LER 79-042/03L-0. 

MCGUIRE. P. J. Boston Edison Co. 79/11/30. Ip. 


791^10493 Forwards LER 79-049/03L-0. 

MCWIIRE.P. J. Boston Edison Co. 79/12/28. Ip. 


— 7912310494 LER 79-049/03L-0; on 791129.after completing surveillance 
testing of diesel generator A. auxiliary trip relay 
annunciator did not clear. Cause undetermined. Phase A target 
li differential lockout reset. 

HATHIS.C.J. Boston Edison Co. 79/12/28. ip. 
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--791S070-IS3 Amend 33 to Licence DPR-35 changing Tech Speci to relax pump 
operehilitij requirementc tn Cijs uhere spare pumps are 
installed in eicess of requ i r e.r.en t s . 

rPPHLIXa.T A Operating Reactors Branch 3. 79/11/23. 7pp. 


-—7912070435 Gafetg evaluation supporting Amonrf 33 to Lzcense DPR— 35. 
• Offtce of Nuclear Reactor Regulation. 79/11/23. 2pp. 


7912270419 Foruards complete offsite poucr outage h i story i conta ining 
rasponsea to NRC 790918 gues ti ans. Descrip t ion of intended 
transmission line mods to minlmiie frequency of simultaneous 
345 IV line outages due to lightning end. 

ANDOGNINI.ti. C Doston Edison Co. 79/12/20. 43pp. 


Q. Inspection reports. IE Bulletins t> correspondonc a 


— 79I20704BB Notice of issuance i availability of Amend 38 to License 
DPR-35. 

IPPQLITD.T A Operating Reactors Branch 3. 79/11/23. 2pp. 


7912040259 Foruards specific t< comprehensive info per URC 790713 
request re BUR. Requests clarification on specific 
requirements re valve position 

ANDOGNIHI. 0. C . MCGUIRE.P J Boston Edison Co. 79/11/25. 75pp- 


7912230176 Advises of Equifai study re feasibility of performing 
epidemiologic studies on health effects of eiposure to- low 
level koniiing radiat i on. Requests cooperation. 

IPPOLITO. T A Dperating Reactors Branch 3. 79/11/27 Ip. 


79123BQI39 Advises of Equifai study re feasibility of performing 
epidemiologic studies on health effects of ecposure to lou 
level ioniiing radiat i on. Requests cooperation. 

IPPDLI TO. T. A. Operating Reactors Branch 3. 79/11/27. ip. 


7912140250 Ack receipt of 790109 t. 0021 Itrs re containment purging. 
Util justified unlimited operation of valves involved only 
in containment differential pressure opera t ion- Add 1 info 
required re containment purging in mechanical area 
IPPOLITO. T. A Operating Reactors Branch 3. 79/11/23. 4pp. 


7912120419 Responds tn 791031 Hr requesting util to submit scbeduie 
for plant unique analysis for Hark I containment long-term 
program, Refers to Kark I owners group 791130 Itr voicing 
concern on subj. 

ANDOGNINI. C. C Boston Edison Co. 79/11/30. ip. 


79IZ31001I Requests cooperation in allowing some NRC TLD stations to 
co-locate u/utii TUB stations. Advi sas of 791210 meeting lu/MA 
Dept of Health re TLB stations. 

SKITH.e.H Region f. Philadelphia. Fuel Facility t. Materials 

Safety Branch 79/12/04. 2pp. 


7912120333 Forwards "Multiple Controlled Cell Removal. delineating 
util methodology for determining that removal of one or 
multiple controlled cells during cold shutdown leads to less 
reactive state 

ANBDONINI.G C. Boston Edison Co. 79/12/07. Ip 


--79121Z0337 “Multiple Controlled Cell Removal." 

ANTONOPOULOS, F Boston Edison Co 79/11/30 50pp 


7912210011 Requests addl info re Dergen-Patterson hydraulic shock 
suppressor accumulator spring coils to evaluate adequacy of 
util response to IE Bulletin 70-10. 

ORIER.B.H. Region I. Philadelphia. Office of the Director. 
79/09/13. 2pp. 


79120S0252 Forwarils IE Insp flept 50-293/79-12 on 790705-06. No 
n one ompl lance noted. 

MARTIN. H.O. Region l> Philadelphia. Safeguards Branch. 79/10/04. 

2pp. 


— 7912050262 IE Insp Rapt SO-293/79-12 nn 790705-06. No noncompl ianc e 
noted. Major areas inspec tod: ver 1 f ica t ion t> evaluation of 
actions re physical protection program. Detai Is withhold 
iref I0CFR2. 790). 

JONESiE.U. Region 1. Philadelphia. Office of the Director. 
DEVLIN.J.U. Region 1. Ph 1 ladolph ia. Safoguards Branch. 

79/09/27. Ip, 


7912070123 Ack receipt of 791002 Itr informing NRC of stops takan to 
correct violation noted in IE Insp Rept 50-293/79-09. 

OmmNER.E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/10/32. ip. 


--7912070126 Responds to NRC 790910 Itr re violation noted In IE Insp 
Rept 50-293/79-09. Corrective acll ons: procedures updated to 
specify coolant Injection valve lacking. 

ANDDONIHI.O. C. Boston Edison Co. 79/10/02. 3pp. 


— 7912070132 Forwards IE Insp Rept 50-293/79-09 on 790514-10,21-23. 

29-31 b 0601 I. notice of violation. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/09/10. 2pp. 


— 7912070134 Notice of violation from insp on 790514-18,21-23.29-31 b 
0601. 

a Region 1. Philadelphia. Office of the Director. 79/09/07. 

2pp. 


• 7912070139 !£ Insp Rept SO-293/79-09. None ompl lanco no t ad; proc aduroo 
do not specify valve locking position b valve documented 
locked in wrong position. 

ARCHITZELi R. > MWIK0W5K I . H. Region 1. Philadelphia. Offlca of the 
Director. MCCABE.E.C, Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch, 79/09/07. 20pp. 


7912260077 Notification of 791211 meeting w/util in Bethesda.Mft re 
electrical design of engineered safety feature override 
c irc u i try. per criteria of NRC 791128 Itr. 

HANNON. J. N, Operating Reactors Branch 3. 79/12/07. Ip 


7912140286 Responds to IE Bulletin 79-24, “Froien Linas." IdentiPles 
stack sample line as only line to eiporloncB froezing at 
fact li ty. 

AMDOGHINI.O.C. Boston Edison Co. 79/10/24. Ip. 


7912270144 Forwards util r e sp onse . la/o a t tachment s. t o 791036 notice 
vioJatlQn b of proposed imposition of civil pane 1 1 i es. Iti 
response to State of MA 791126 request. At tachmen ts withheld 
(ref 1 0CFR2. 7901 . M/o encl. 

STELLOi W. Office of Inspection {, Enforcement. Office of the 
Director. 79/12/07. ip 


7912260065 Responds to 790913 request for addl info needed to complete 
review of util response to IE Bulletin 70-10 re Bergen- 
Patterson hydraulic shack suppressor accumulator spring 
colls. EafatyrelDtad hydraulic snubbers inspected in 1979, 

AMDDCKINI. 0. C. Boston Edison Co. 79/10/29. 2pp 


7912260242 Forwards "Supplemental Reload Licensing Submittal I 
Pilgrim Nuclear Power Station Unit I.Reload 4,'' & Class III 
request for changes to App A of Tech 9pccs. 
HOHARD. J. E. Boston Edison Co 79/12/12. 39pp. 


7912180405 Updates 790001 response to IE Bulletin 79-14. Acc essib I a 
saPety-relateil sys inspot ted. al 1 deviations insignificant or 
minor in effect nn piping stress analy s i s. Asks extension 
of i 20 -day deadline for Inaccesslhle portions of sus, 

ANDOGNIHI. Q. C. Boston Edison Co, 79/11/02. 3pp. 


— 7918260246 ''Supplemental Reload L 
Power Station Unit I.Reload 4, " 
of Tech Specs 

RASH.J.L. General Electric Co. 


censing Submittal for Pilgrim Nuclear 
supporting changes to App A 

NEDD-24224 . 79/il/30. 2Spp. 


7912050017 Forwards IE Circular 79-22. 
Relief Valves.” No response required. 
GRIER. D.H Region 1. Philadelphia. 
79/11/16. Ip. 


"Stroke Times for Poiiier Operated 
Office of tho Director. 


79J2280064 Request submittal of Class II amend fee re 790820 
transAltt»l of simulator retraininj fkrogram. NRC 79l02s3 Itr 
foe has not been ansueratf. 

MILLER. H.O. License Fee Management Branch. 79/12/14, Ip, 


f *f ruruiirq 




RupburAS afc Two PWR Plants. " No response required, 

ReSion !■ Philadelphia. Office of tho Director. 

79/ 1 l/lo Ip. 


7912270320 Responds to 791022 Ur re review of interim 

''Alves used fo 

in^Tting 24*'h aftav startup. 

HOWARD. J.E. Boston Edison Co. 79/12/19. 3pp, 


asitioiift .^QT 
of 


7912IO0IO7 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Duo to Pipe Support Loads." No response required 
^lER.B.H. Region 1. Philadelphia. Office of the Dlroctor. 

79/ J i/i6. tp. 
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79!BJ 10339 Forward* IE Info Notice 79-29. "Lo*s of Nonsafetij-Related 
Raictor Coolant Sye Inttrumantatlon During Operation." No 
ipeciflc action or responie reiiuired. 

ORIERrB. H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


— 7912070393 LEB 79-042/031.-0: on 791 101 , 0 «y g en analyier valveo AO-5065- 
10. 12i 15. 16. 17. S3 & 26 did not meet primary containment 
isotatlon timing requirements. Caused by faulty position 
indication lights on A0-S045-13 1. 15. 

HATHIB.C.J. Boston Edison Co. 79/11/30. Ip. 


791S090213 Forwards IE DuUatln 79-26. “Boron Loss From BUR Control 
Blidoa. " Response required. 

ORIER.e.H. Region 1. Philadelphia. Office of the Director. 
79/11/20. Ip. 


7912060S64 Foruarde IE Circular 79-24, "Proper Installation t< Calibr of 
Core Spray Pipe Break Detection Equipment on DURs. " No 
response required. 

ORIER.E.H. Region 1. Philadelphia. Office of the Director. 
79/11/26. ip. 


7912110022 Forwards IE Circular 79-23, “Motor Starters tc Contactors 
Failed to Oparate. " No response required. 

ORIER.E.H. Region 1. Philadelphia, Office of the Director. 
79/11/26. ip. 


7912190011 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation & Control Power Sys Bus During Operation. ° 
Hrltten response required. 

ORIER.E.H. Region 1. Philadelphia. Office of the Director. 
79/11/30, Ip. 


7912110311 Forwards LER 79-043/03L-0, 

HCOUIRE.P. J. BoBtOT) Edison Co. 79/12/06. Ip 


— 7912110313 LER 79-043/03L-0: on 791 100, drywel 1 unidentified leakage rate 
exceeded Tech Specs. Caused by leakage passing inboard 
isolation vaive KO-2301-4 on HPC! sys. Valve backseated 6 
leakage reduced to less than that requiring shutdown. 

HHITNEV. 0. 0. Boston Edison Co. 79/12/06. ip. 


7912110370 Forwards LER 79-044/0aL-0, 

HCeUIRE.P. J. Boston Edison Co. 79/12/06. ip 


— 7912110377 LER 79-044/03L-0; on 791109 reactor coolant leak detection 
air saoipling sys indicated low flow. Sample lines filled u/ 
condensate. Caused by packing on Isolation valve of HPCI sys 
allowing steam to escape. Valve backseated tt leak reduced. 
MHITNEV.O.C. Boston Edison Co. 79/12/06.. ip. 


7912180630 Forwards LER 79-041/04T-1. 

HCOUIRE.F.J. Boston Edison Co. 79/12/12. ip. 


7912310204 Forwards IE Info Notice 79-30, "Reporting of Defect* I. 
Noncomp 1 lances. 10CFR21. ” No action required. 

ORIER.E.H. Region 1, Philadelphia. Office of the Director. 
79/12/06. Ip. 


7912190933 Forwerds IE Bulletin 79-2B. "Possible Malfunction of Naneo 
Model EA160 Limit Switches at Elevated Temps." Uritten 
responie required. 

ORIER.E.H, Region 1. Philadelphia. Office of the Director. 
79/12/07. Ip. 


79122301B1 Forwards IE Info Notice 79-31. “Use of Incorrect Amplified 
Response Spectra. " No written response required. 

ORIER.E.H. Region 1, Philadelphia. Office of the Director. 
79/12/13. Ip. 


R. Periodic operating reports (c related corraipondince 


791209044B Forwards revised monthly operating rapt for Oct 1979. 
HCOUIRE.P.J. Boston Edifon Co. 79/11/29. Ip. 


'-7912060379 Revised monthly operating rept for Oct 1979, 
WHITNEY, e. 0. Bolton Edison Co. 79/11/01. 2pp. 


7912200372 Forwards monthly operating rept for Nov 1979. 
MCQUIRE. P. J. Boston Edison Co. 79/12/01. Ip. 


•7912200379 Monthly opereting rept for Nov 1979. 
OAFFNEY.C.M. Boston Edison Co. 79/12/07. 6pp. 


7912310413 Forward* rsviied monthly operating rept for Nov 1979. 
HCOUIRE.P.J. Boston Edison Co. 79/12/21. Ip. 


—7912310414 Revised monthly operating rept for Nov 1979. 
• Boston Edison Co. 79/12/21. Ip. 


a. Rsportable occurrences, LERs t> related correepondenca 


7912200476 EN-79-012: proposed Imposition of civil penalty of *5.000.00 
to be Iseuid 791026 to util. bated on item of noncomp 1 ienec 
aseociated u/lnp lementat Ion of physical security program. 

BROCKETT. T. U. . COWER. O.C. Office of Inspection t< Enforcement, Office 
of the bireetor. 79/10/24. Ip. 


7912040387 Forwards LER 79-041/04T-0. 

HCOUIRE.P.J. Boston Edison Co. 79/11/28. tp. 

— 7912040394 LER 79-041/04T-0: on 791 119, Yankee Atomic Environ Lab 
notified util that quarterly composite sample of air 
particles from overtook area exceeded calculated lower ti*it 
of dataetlon. Improved analysts Instituted,' 

WHITNEY. 0.0. Boeton Edison Co. 79/11/27. Ip. 


7912070390 Forward* LER 79-042/03L-0. 

HCOUIRE.P.J. Boston Edison Co. 79/11/30. Ip, 


—7912180637 LER 79-041 /04T-1 : on 791119, util notified by lab that 
quarterly composite sample of air particulates taken at 
overlook contained Co-60 in. eicess of Tech Specs, Caused by 
iaproved analytical techniques sensitive to more isotopes. 
UHlTNEY.a.O. Boston Edison Co. 79/12/11. 2pp. 


7912200353 Forwards LER 79-046/03L-0, 

HCOUIRE.P.J. Boston Edison Co. 79/12/14. Ip. 


— 7912200360 LER 79-046/03L-0: on 790B12, post t ion of Assistant Station 
Manager filled necessitating change to organiiational chart. 
Operations Review Committee composition also changed to 
Include Vice Chairman. Caused by increased work load. 

HHITNCY.e.O. Boston Edison Co. 79/12/14. Ip. 


79122701^ Forwards LER 79-045/03L-0. 

HCOUIfle.P.J. Boston Edison Co. 79/12/14. Ip. 


— 7912270204 LER 79-045/03L-0: on 791 114, d i f f trenti al pressure between 
drywell 6 suppression chamber decreased to less than 1.50 
psld. Caused by decrease in HPCI valve 1 eakage. N1 trogen added 
tt tenp increased, which Increased differential to 1. SO. 

0RMiAI4.E.T. Boston Edison Co, 79/12/11. Ip. 


7912260278 Forwards LER 79-047 /03L-0. 

HCOUIRE.P.J. Boston Edison Co. 79/12/17. Ip. 


— 7912260281 LER 79-047/03L-0: on 791117 h 20. fire brigade reduced to less 
than required by Tech Bpece. Caused by security shift 
supervisory personnel changing priorities of assigned tasks 
Ic contradicting directives issued by chief of security. 

HATHIB.C.J. Boston Edison Co. 79/12/17. ip. 


7912270316 RQ 79-01/aR:an 791217. while lowering new fuel assembly into 
fuel poal.Rlce hook holding assembly fal led . resul ting in 
asseirtly falling onto spent fuel. Cause not yet determined. 
Investigation underway re ricovcry of assembly. 

HATHIB.C.J. Boston Edison Co. 79/12/17. Ip. 


79122S0577 RO; on 791211, while transferring Fuel Assembly LTL-656, crane 
lifted assembly out of spent fuel pool. Caused by failure to 
monitor hook while withdrawing from pool. Assemb ly returned 
to proper position 

MATHfB.C.J. Boston Edison Co. 79/12/20. ip. 


7912280473 RQ-79-048 on 791224: beckup battery charger, in use due to 
main battery charger 791223 fal lure. tripped b could not 
ba resat.Cauee under invest igat ion. Spare battery charger 
Hill be In SVC by 791224. 

SRAHAMiE. T. Boeton Edison Co. 79/12/24. ip. 


79123104S3 Forwards LER 79-049/03L-0. 

HCeUIRE.P.J. Boston Ediion Co. 79/12/28. Ip. 


—7912310484 LER 79-049/03L-0: on 791129,afler completing surveillance 
testing of diesel generator A.auilliary trip relay 
annunciator did not clear. Cause unditermi nod. Phase A target 
b differential lockout reset. 
nATHIB>C.J. Boston Edison Co. 79/12/28. Ip. 
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DOCKET 50-294 MICHIGAN STATE UNIV. RESEARCH REACTOR 

F. SBCurltg. medical, emergency *< fire protection plans 


7912120206 Forwards draft Reg Guide 5. XX. “Std Format t Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Lou Strategic Significance. " H/o end. 

REID.R- H. Operating Reactors Branch 4 (Pre 791030>. 79/O0/2S- 

2pp. 


J. Insurance 6 indemnity information 


7912140331 Forwards eiecuted Amend 10 to Indemnity Agroenent E-31 
defining "in course of transportation. " 

GRIDER. H.O. Michigan. Unlv. of. 79/12/10. 2pp. 


DOCKET 50-295 ZION NUCLEAR POWER STATION. UNIT 1 
F. Security, modlcal. emergency & fire protection plans 


7912170261 Discusses proposed task force review of emergency 
preparedness. Task force should study alternatives for 
reduction of prohabllity U consequences of severe accident. 
EI6ENHUT. D. 0. Division of Operating Reactors. 79/11/21- 3pP- 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for improving licensee 
emergency preparedness U assuring capability of offsite 
agencies to tale appropriate emergency actions. 

GRIMES. B.K. Emergency Preparedness Task Force. 77/11/23. JUPP- 


7912200122 Notification of 791205 meeting w/ulll in Bethesda.MD. to 
review emergency preparedness capabilities. List of NRC 
considerations end. ^ 

EISENHUT. D. G. Division of Operating Reactors. 79/11/29. 3pp. 


7912270063 Forwards list of specific items requiring updating in 
emergency plans. Emergency plans were evaluated using code 
requirements. Reg Guide 1.101 S< Emergency Planning Review 
Ouidelines Number 1, Revision 1. 

IPPOLITD. T. A. Operating Reactors Branch 3. 79/11/30- 7pp. 


7912210127 Responds to 791115 conversation re emergency telephones. 
Requests Info Indicating backup power supply to emergency 

KEPPLEH.J.O. Regions. Chicago. Office of the Director. 79/12/05. 

ip 


7912200672 Requests payment of Class 111 foes for review of 790B16 
nuclear security personnel training i qualification plans. 
D1G68.R.M. License Fee Management Branch. 79/12/07- Ip. 


7?l2t9001S Forwards documents relevant 
corrosion cracking issue. U/o end. 
STEPTOE.P. P. Ishaa. Lincoln (> Beale. 


to intergranular 
79/11/19. 2pp. 


stress 


7912110033 Confirms receipt of end 790329 petition to suspend OLs for 
all PHRs. Forwards FR notice indicating that petition will be 
treated In accordance W/10CFR2. 206. ,o/n/aT 

DENTON.H.R Office of Nuclear Reactor Regulation. 79/11/aJ. ip. 


— 7912110126 Notice of request for action pursuant to 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 
HULLER.D.R. Office of Nuclear Reactor Regulation. 


10CFn2. 206 

79/11/23. 


re 


3Bpp. 


7912040439 Recommends dosing plants due to proilmity to population 
canters 6 tack of evacuation plans. 

* Cltiiens Against Nuclear Power. 79/11/28. 9pp. 


7912100476 Motion for eitonslon until 791214 for NRC to respond to ASLD 
order requesting info re Intergranular stress corrosion 
cracking. Applicant submittal was not received until 791128. 

Certificate of Sve end. 

GODDARDjR.J. Hearing Branch 2. 79/11/29. 3pp. 


791214004B Memorandum 6 order granting eitenston until 791214 for NRC 
to respond to ABLB 790914 order re possible intergranular 
stress corrosion cracking in proposed fuel storage racks to 
bo used in spent fuel poul. 

UOLF.B. F. Atomic Safety and Licensing Board Panel. 79/12/03. Ip. 


7912100230 Advises of errors In licensee 791116 submittal on 
Intergranular stress corrosion cracking. Forwards missing 
pages. _ 

OTEPTOEiP.P. laham. Lincoln Ic Beale. 79/12/03. 3pp. 


7912180170 Response to A8LB 790914 order that affidavits be provided 
stating oitsnt to which Stalnloss Steel 304 would be used 
in spent fuel storage pool & effects from Immersion in pnol 
water. Forwards JR Weeks b A Taboada affidavits. 

ODDDARDiR.J. Hearing Branch 2. 79/12/07. 3pp. 


— 7912100181 Affidavit of JR Weeks on 791206 re extent of presence of 
Stainless Steel 304 in spent fuel storage pool tc effects of 
letBersien In pool water. Statement of prof qualifications 
end. 

UEEKOiJ.R. Brookhaven National Laboratory. 79/12/06. 4pp. 


•7912100106 Affidavit of A Taboada in 791207 re ektont of presence of 
Stainless Steel 304 in spent fuel storage pool U effects of 
iMorsinn In pool water. Statement of prof qualifications & 
Cortiflcate of Bve end. 

TABOADA>A. Office of Standards Development. 77/12/07. 4pp. 


G. Adjudicatory corrospondence 


7912U0S03 Forwards licensee response to ASLB 790914 memorandum li ortfor 
b 791029 IE Bulletin 79-17. Revi sion l.T Tramm.TW Lukens.B 
Clarke b R Staohle affidavits address technical safety 
problems re spent fuel storage. Certificate of Sve end. 

STEPTQE.P. Isham. Lincoln & Beale. 79/11/16. 4pp. 


79J2I10513 Affidavit identifying type of stainless steel in liner.spent 

fuel assemblies b spent fuel pool cooling sys. Clarifies 
eiposuro condition of stainless steel b consequences of 
stainless steel sys failure. 

TRAMM.T.R. Commonwealth Edison Co. 79/11/16 IQpp. 


7912210420 Response to intervener State of IL 791810 request for 
eitension until 791220 to respond bo ASLB order requiring 
info re intergranular stress corrosion cracking. No objection 
to aitentlen.H/Certlflcate of Sve. 

OOODARDi R. J. Hearing Branch 2. 79/12/12. 2pp. 


H. Oeneral correspondence 


79I22B060S Discusses 791204 title change of manager of nuclear 
operattans to vice president. Organl lat ion structure not 
altered. No revision will be made to QA program topical rupt 
CE-l-A until organiiatlon structure is delineated. 
JMECEK.R.F. Commonwealth Edison Co. 79/12/19. Ip. 


—7912110518 Affidavit reporting spent fuel pool cooling sys Insp 
results. Identifies examination of spent fuel rack undertaken 
in respunsB to IE Bulletin 79-17. 

LOKENS.T.H. Commonwealth Edison Co. 79/11/16. 5pp. 


—7912110525 Affidavit reporting spent fuel pool cooling sys insp 
results Identifies oiamlnatlon of spent fuel rack undertaken 
in response to IE Bulletin 79-17. 

SHANNON. R. Commonwealth Edison Co. 79/11/16. 4pp. 


—7912110532 Affidavit giving essential performance requirements of 
sensitliation tests results performed on TMI specimens. Prof 
qualifications b supporting documentation end. 

CLARKE. H.L. General Electric Co. 79/11/16, 64pp. 


—7912110542 Affidavit stating reasons for believing that intergranular 
stress corrosion cracking does not present safety problem. 

Recommends weekly monitoring of pool water chemistry. Prof 
qualifications b supporting documentation end. 

8TAEHLE.R. Minnesota. Univ. of. Minneapolis. 79/11/16. 30pp. 


P. Operating license stage documents b correspondence 


7911090248 "SowoaTy of Operating Experience H/Recirc ulat ing Steam 
Oeneraters. " 

EIEEtMJTj D. 0. Division of Operating Reactors. NUREO-0823. 
79/01/31. a7pp. 

7908010339 Notifies of statue of rept on reactor cavity ennulus seal. 
Nest PWR users remove ring during normal operation. Others 
store seal ring in raised position during normal operation. 
LAIHASiO. Plant Systems Branch (Pre 791030). 79/07/05, 7pp. 


7912110011 Forwards NRC position on status b applicability to pending 
OL appllcsttens of results of TMI followup actions. Outlines 
addl short-term actions to bo taken. 

u ABOAi I n. n B Division of Project Management. 79/09/27. 41pp. 
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79iail03&4 Olicuittf NRC plan* to u*e ganvric analyic* to davplop aarly 
vtrlflcatlan pragran to raiolv* ATUB is»ua for PUR* b BUR*. 

Buccai* of ppograi* depend* on IndUftry r**pan*e. Support* 
fornatlon of ounar* group* to provld* necatsary Info. 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912090162 Dlscuste* NRC ravlau of LER* b Tech Spec raqoireaiant* re 
control RPI >y« at Uettlnghouse PUR*. Raiiuiets Tech Spec* 
revlau to enaur* requirement for rod naint to within +/- IS 
*tep» indicated b RP! sy* verified accurate within 12 etepa. 
SCHUENCER.A. Operating Reactor* Branch 1. 79/10/39. 7pp. 


7911270467 Porwards “Oiecuseions of TMI Lessons Learned Shorfe-Tera 
Raqulreaients" providing addl clarifications of NRC 
requiraaiants for pending OL applicants, 

VA86ALL0. D. B, Division of Project Managanont. 79/11/09. 2pp. 


7912100189 Discusses NRC 79ii01 nesting w/reprssantatives of NSSS 
vendors b fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing w/fusl cladding 
swelling b incidence of rupture. Vendor responses end. 
EISENHUT.O.O. Division of Operating Reactors. 79/11/09. 6Spp. 


—7912100399 Responds to NRC 791101 request re noncompliance of 
Uestinghousff ECCB evaluation model under requlremante 
of 10CFR90 App K. Evaluation of three fuel rod models 
indicates no safety problems for Uastlnghouse plant*. 
ANDERBON. T. H. Usetinghous* Electric Carp. 79/11^02. 4pp. 


—7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data, Review of analytical models b tests Indicates 
compliance W/10CFR90 App K.All OE specs for catcutatad peak 
cladding temp remain unchanged. 

BUCHHOLZi R. H. Oanaral Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst teat 
data. Concludes that data properly rapratented by fuel siodets 
used in vendor evaluation models b that analysis dsmonetrata 
all criteria of 10CFfl90. 46 satlified. 

DHSLEYiO.P. Esson Nuclear Co. . Inc. isube. of Exxon Cerp. 1. 
79/11/02. 9pp. 


■7912100496 Forwards addl Info ra evaluation of impact of NRC prapooqd 
rupture/blockage model used in vendor evaluation model. 

No adverse impact from new rupture buret data or uie of NRC 
rupture/blockage model on licensing calculation results. 

OMBLEViC.F. Exxon Nuclear Co. ^ Inc. (subs, of Exxon Carp. I. 
79/11/04. 22pp. 


7912090322 Discuesas 791113 b 14 sit* vlelt re solid radwaite 
preeaiilng b temporary storage. Faelli ties have inetitutad 
improved waste nlnlmliation programs. 

ORANT.P. Environmental Evaluation Branch. 79/tl/23. 2pp. 


7912060649 Notification of 791209 meeting w/utlls in Betheeda.HD bo 
dlfcuis alternatives to reduce probability b contiquenco* of 
savare reactor accident. 

ZECHiO. Division of Operating Reactors. 79/11/29. 4pp. 


7912040297 Forwards supplementary response to be incorporated Into 
791018 Itr re leesoni learned eoaimitments to meet ncar-terei 
requirements. 

REEDiC. Commonwealth Edison Co. 79/tl/30. 7pp. 


7912120411 Forwards supplsnentary response re commitment to ateeb 
short-term raquirameni* of Leseoni Learned Tatk Force. 

REED. C. Cenfflonuealth Edison Co. 79/11/30. 7pp. 


7912120429 Forwards supplemental response to 791018 Itr re coMltatents 
to Lesions Learned Task Force recommendations. 

PEOPLEB.D.L. Commonwealth Edison Co. 79/12/03. 2pp. 


7913110309 Responds to NRC 791029 Itr re control RP| sy* at 
Uostinghous* PURs. Rssolutlon of RPI lys 1* ■•-/-SX of span. 
When indicated misalignment of 12 steps existstmlsaligneent 
could fas 24 step* b control RPI should be monitored +/-t2X. 
PEOPLESiD.L. Commonwealth Edison Co. 79/12/04. 3pp. 


7912110318 Confirms 791119 notification of implemented nod. Automatic . 
rod control operation prohibited above 90X of rated power 
w/Control Bank D below 216 steps withdrawn. 

PEOPLESiD.L. Commonwealth Edison Co, 79/12/04. Ip. 

7912200041 Forwards request for addl info rt auxiliary feodwator fy* 
automatic initiations b flow indications to steam 
ganaratere. 

6CHUENCER.A. Operating Reactors Branch i (Pre 7910301. 79/12/12. 

2pp. 


7912210349 Forwards cover sheet for CE-l-A. Revision 10. inadvartently 
omitted from 791116 transmittal. 

NAUOHTDNi U. F. Comnioniiiealth Edison Co. 79/12/13, 2pp. 


7912iBDS3i Forward* info documenting evaluation of purge & vent valve 
operability veri f ica tion. Ut t 1 committed to purge b vent sys 
in conformance w/NRC interim position. Coeplete confirmatory 
analyse* not available for 30-40 wl, 

PEOPLEB.D.L. Coratnonwoalth Edison Co. 79/12/14. 6pp. 


7912190S42 Forwards "Adequacy of Station Electric Distribution 9ys 
Voltages." addressing 460-volt undarvoltage conditions. 
JANECEK.R.F. Commonwealth Edison Co. 79/12/14. Ip. 


— 7912190343 "Adequacy of Station Electric Distribution Sys Voltages." 
• Commonwealth Edison Co. 79/12/14, Spp. 


7912270469 Forwards responst to NRC rsquest for addl info on Lessons 
Learned Task Force Rec ommendatlan* 2.1.7a b 2.1.7b. 

PEOPLEB.D.L. CoAtnonuealth Edison Co. 79/12/14. Bpp. 


7912270470 Advises that qualification program for remaining purge b 
vent containment valves is In progress. Dresden b Quad-Cities 
butterfly valve* will close.regardles* of degree of opening. 
Rasponaa to NRC interim position end. 

PEOPLESiD.L. Commonwealth Edison Co. 79/13/14. App. 


7912270397 Advises oF compliance w/Category A THl Lessons Learned Task 
Force items identified In NRC 790913 b 1030 1 trs. CoMpllance 
will be achieved by BOOlOl.or prior to return to power for 
unite In outages on BOOlOt. 

PEOPLEB.D.L. Commonwealth Edison Co. 79/12/17. ip. 


7912270464 Forward* supplementary response rs THl Lesions Learned Task 
Force recommendatione. in response to NRC request for info. 

Response should be incorporated into 791019 Itr re 
auxiliary feedwater eg* requlroments. 

PEOPLEB.D.L. Commonwealth Edison Co. 79/12/18. 9pp. 


791331034S Forwards revised pages to CE-l-A. ''Cornffl Ed QA Program for 
Nuclsar Oenerating Btatlons." Revision 11. 

JANECEK.R.F. Commonwealth Edison Co. 79/13/20. Ip. 


— 7912310339 Revised pages to CE-t-A. ‘Comm Ed QA Program for Nuclear 
Oenerating Stations." Revision U. 

• Commonwealth Edison Co. CE-l-A. 79/11/21. 16pp. 


7912270267 Forwards 791220 conference paper ra Indian Polnt/Zien near 
sits studies. Requests paper be made part of public record. 
PEOPLEB.D.L. Commonuioalth Edison Co. 79/12/31. ip. 


—7912270273 "Indian Polnt/Zlon Near Bite Stuilies. " presentation to NRC. 
• Commonwealth Cdieon Co. 79/12/20. 31pp. 


Q. Inspection reports. IE Bulletins b correspondence 


7912050030 Forwards IE Imp Repti 30-293/79-20 b 50-304/79-19 on 
790901— 30. No nonccmpl lance noted. 

HEIBKNAN. R, F. Region 3. Chicago. Reactor Operations Nuclear 
Support Branch. 79/10/17. 2pp. 


—7912030066 IE Insp Rept* 50-295/79-20 b 50-304/79-19 on 790901-30. No 
noncomplianca noted. Kajor areas Inspec ttd: reac tor operation. 
/nelntalE bulletin fo 1 louup. LERt. physical security.b changing 
pump shaft matl. 

KOHLERiJ.E.i 8PEB8ARD. R. L. Region 3. Chicago. Office of the 
Director, 79/10/17. 9pp. 


7912180224 Forwards IB Imp Rept* 30-293/79-23 b 50-304/79-21 on 790702 
b 0925. No noncomplianca noted. 

FIQRELLl.O. Region 3. Chicago. Reactor Construction b Engineering 
Support Branch. 79/11/07. 2pp, 


—7912180236 IE Insp Repts 50-295/79-23 b 30-304/79-21 on 790703 b 0923. 
No noncomplianee notad. Major area* lnspictsd:revliu 
procadurss. fflfg activities at Leckenby Co b ravlew audits b 
aurvaillanees perforisod by Comm ED. 

HAYES. D, U. Region 3. Chicago. Reactor Construction b 
Engineering Support Branch. NAIDU.K.R. Region 3. Chicago. 

Office of the Director. 79/11/05. 5pp. 


7913030106 Forwards IE Circular 79-22. "Stroke Times for Power Operated ; 
Rcliaf Valves. " No reaponae requlrid. 

KEPPLERiJ.O. Region 3. Chicago. Office of the Director. 79/11/16. | 
Ip. 


( 
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UOOaSS Forwards IE Inifo Notice 79-28. "Overloading of Structural 
omiefits Due to Pipo Support Loads " No response required. 
iPPLER.d.O. Region 3. Chicago. Office of the Director 79/11/16 

ip' 


H10557 Foruarda IE Info Notice 79-29. "Loss of Monaa fety-Related 
lactor Coolant Sya Instrumentation During Operation." No 
leciFic action or response required. 

iPPLER.J.C. Region 3. Chicago. Office of the Director. 79/11/16. 

Ip- 


7912120066 PNO-III-79-02S: on 791025. e ss enl la 1 svc s motor generator set 
tripped. resulting In tripping of Unit 3 reactor. Caused by 
slaaming of esoential sves electrical panel door. 

CREED.J- Region 3. Ctilcogo. Office of the Director. 79/10/26. 

2pp. 


7912170166 PN0-III-79-25A: threatening telephone calls came from court- 
cooiieltted patient. All affected licensees notified. 

DELANOER.J. Region 3. Chicago. Office of the Director. 79/10/29. 

Ip. 


J0S03AA Forwards IE Dulletin 79-26, "Doron Loss From DHR Control 
lades." Ho response required 

iPPLER.-J.G. Region 3, Chicago. Office of the Director. 79/11/30. 

Ip. 


M00417 Forwards IE Circular 79-24. "Proper 
ire Sprag Pipe Break Detection Equipment on 
-itten response required. 

iPPLER.0.0. Region 3. Chicago. Office of 
Ip- 


Installation I. Calibr of 
BURs. " No 

the Director. 79/11/36. 


79120606S4 PNO-III-79-iaC: on 791023. baaed on matallurglcal t< volumetric 
esaainatlon. 1 inear indications found in feedwater not<le-to- 
plpe welds. I.icensee will remove t< replace defective welds (t 
piping In feedwater loop. 

KOHLERrJ.E.. SPESSARD.R.L. . HEI BKHAN. R. F. Region 3. Chicago, 

Office of the Director. 79/11/01. Ip. 


7912070418 Foriuards LER 79-076/03L-0, 

UANDKE.N.E. Commonwealth Edison Co. 79/11/09. Ip. 


1140187 Forwards IE Circular 79-23. "Motor Starters Ir Contactors 
liled to Operate. " No written response required. 

iPPLER.O. G. Region 3. Chicago. DfflCB of the Director. 79/11/36. 
Ip. 


— 7913070422 LER 79-076/03L-0; on 7910l0.uihUo performing refueling 
survel llancesi reactor coolant flow transmitter lFT-444 
shifted high. Caused by zero sh if t. Transmit tir recalibr using 
new technique to correct drift U tero shift problem. 

ROOERStC.L. Commonwealth Edison Co. 79/11/09. ip. 


1110393 Notifies that NRC intends to routinelg forward to 
iproprlate state public util rcgulatorg groups tc state atty 
ineral ofes copies of escalated enforcement correspondence 
int by NUC to licensees. 

iPPLER.vi.O. Region 3. Chicago. Office of the Director. 79/11/38. 

Ip. 


1190199 Forwards IE Dulletin 79-27, "Loss of Non-Class IE 
istrumentatlon & Control Powor Sys Bus During Operation. ’’ 

'itten response required. 

•PPLEHtO. 0. Region 3. Chicago. Office of the Director. 79/11/30. 

IP' 


’140056 Forwards IE Info Notice 79-30. "Reporting of Defects *• 
inc ompl iancesi 10CFR21 . ” No action or response required. 
iPPLER.J.G. Region 3. Chicago. Office of the Director. 79/13/06. 
P- 


1200086 Forwards IE Dulletin 79-28. "Possible Malfunction of Naaco 
idel EAIGO Limit Switches at Elevated Temps. " Action 
pqu i red . 

iPPLER. J G. Region 3. Chicago. Office of the Director. 79/18/10. 

>P' 


7912070433 Forwards LER 79-079/03L-0, 

WAMOKE.N.E. CorAmonuealth Edison Co. 79/11/09. Ip. 


— 79130704S7 LER 79-079/03L-0: on 791023, during re f ue 1 ing. au« i 1 lary 
bldg area radiation monitor rapoatedly failed loui, Caused by 
broken rastralnlng clamp on p ho tomul t ipl ler tube. Clamp 
replaced. Honi tor functionally tested ti restored to svc. 
TRZVMA.O. Commonwealth Edison Co. 79/11/09. Ip. 


7913180090 PIO-lIl-79-43: on 791 1 14. during overhaul of lour prassure 
turbine, crack Indications found in D section, Number 8 disks 
it on 791120, two cracks found in C sec ti on, Number 1 disks, Neui 
spindle required for permanent repair. 

KOHLER.J.E., BOyO.D.C. Regions. Chicago. Office of the Director. 
79/11/30. Ip. 


7913180366 PNO-11 1-79-0S2; on 791 129. during routine turvel 1 lance, g land 
seals on three hydraulic snubbers obetrved w/excetsive 
leaking. Oauget observed on piston rods where snubbers pass 
through housing at gland seal b on housing. 

DANIELSON. D. H. , FIORELLI.O. Region 3. Chicago, Office of the 
Director. 79/11/29. Ip. 


1200443 Notification of 791213 meeting w/util to discuss IE Bulletin 
1-02 anchor bolt b base plate analysis. 

IRDAN.E.L. Division of Reactor Operations Inspections, 79/12/11. 

ip. 


’BTlodlc operating reports 6 related correspondence 


1110219 Forwards monthly operating repts for Nov 1979. 
INDKE.M.E. Commonwealth Edison Co. 79/12/07. Ip. 


M3110223 Monthly operating rapts for Nov 1979. 
COOKiJ.ri. Commonwealth Edison Co. 79/12/07. 11pp. 


loportable occurrences, LERs U related correspondence 


1180373 PNO-1 1 1— 79-018: on 791 01 S, crac k Ing In feedwater noezle— to— 
Ipe welds on steam generators A b 0 verified by radiographs 
ling H b AA f llm. Prevl ous examination using diffarent 
ichniques b film found welds acceptable. 

IVD.D.C,. HEISMKAN. R. F. Region 3. Chicago, Office of the 
irector. 79/10/15. Ip. 


1310045 P.NO-Ill-79-OiaA: on 791017, Insp b evaluation ongoing of 
inear indications in feedwater noiile to pipe welds, Helds 
I each of four steam generators have been radiographed, 
inear Indications exist in feedwater noizla. 

'ES9ARD,R.L. , NEI5HMAN, R. F. Regions. Chicago. Office of the 
■ rector. 79/10/17. 2pp. 


>310095 PNa-IIl-79-OiBD: on 791023. 1 ieensee determined linear 
idlcattons In feedwater noizle pipe welds to be cracks. 

'acklng estimated depth less than 0.170 inch. Meeting 
rheduled 791025 to review matter. 

iLLIAMS.C. C. . STREETER. J. F. , HEISHHAN. R. F. Regions. Chicago, 
’flee of the Director. 79/10/23. 2pp. 
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F. Becurltv medical, emergency b fire protection planit 


7912200023 Discusses NRC 791109 meeting re emergency preperedness team 
review objectives. Provides guidance for improving licensae 
aaergeneg preparedness b assuring capability of offsite 
agenclea to take appropriate emergency actions. 

ORIHEB.B, K. Emergency Preparedness Task Force. 79/11/83. 30pp. 


P. Operating license stage documents b correspondence 


7913100189 Discusses NRC 791101 meeting w/representat 1 ves of N8B8 
vendors b fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing w/fuel cladding 
Buelllng b Incidence of r up ture , Vendor responses end. 

ElBENHliT. D. O, Division of Operating Reactors, 79/11/09. 65pp. 


— 79IS10039S Rasponds to NRC 791101 request re noncomp 1 iance af 
Hastlnghouse ECCS evaluation model under requirements 
oF lOCFRSD App K. Evaluation of three fuel rod madels 
indicates no safety problems for Uestinghouse plants. 
ANOERSQl, T. n. Hestinghouse Electric Corp. 79/11/02. 4pp. 


•7913100330 Responds to NRC 791101 request rs DRNL cladding swelling & 
rupture data. Review af analytical models b tests indicates 
coaplianca u/lOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCWiOLZ.R. H. General Electric Co. 79/12/07. 3pp. 


--7913100407 Forwards rasponse to NRC 791101 request re rod burst tsst 
data. Cancludes that data properly represantid by fuel models 
used in vendor evaluation models b that analyses dsmonstrate 
ail criteria of lOCFRSO. 46 satisfied. 

QWBLEV.O.F, Exxon Nuclear Co., Ine. (subs, of Exxon Carp. ). 
79/11/02. 5pp. 
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— 79121004Si Forwards addl Info r» evaluation of impact of WRC proposed 
ruptura/b lockage model used In vendor evaluation model, 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OUBLEYiO-F. Esson Nuclear Co. • Inc. (subs, of Esion Corp. I. 
79/11/04- 22pp. 


791226001B Responds to 790629 t 20 submittals re proposed radiological 
effluent Tech Spec s. Requests 791206 meeting u/util in 
Bethesda> MD. Agenda items end. 

IPPDUITOi T. A. Operating Reactors Branch 3- 79/11/26. 4pp. 


7912050379 IE Insp Hepts 50-259/79-31 t 50-260/79-31 & 50-296/79-31 on 

791003-05. No none omp 1 i ant e noted. Major areas inapec ted: core 
thermal power cal cula t ion s. core power 1 iml ts- radioactive 
discharge 4 plant operations. 

DANCEi H. C. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. PRICE, D-S. Region 2. Atlanta, Office of the 
Director. 79/10/26. 5pp. 


7912060163 Forwards IE Info Noticn 79-12A, "Attempted Damage to New 
Fool Assemblies. " No specific action or response required. 
O'BEIULVi J. P Region 2, Atlanta, Office of the Dlrector. 
79/11/09. 3pp 


791204043S Informs NRC that as member of BWR owners group, util comito 
to accept Ic implement owners group positions on NURE0-0578i 
Items 2. 1. 3. b h 2. 1. 9. 

HILLB.L.M. Tennessee Valleg Authority. 79/11/29. Ip. 


791205050B Forwards requested amend to Licenses DPR-33< DPR-52 I> DPR-6B. 
changing Tech Specs to reflect Nuclear Bafetg Review Board 
Class I h Class II fees forthcoming. 

MILLS, L.M. Tennessee Valleg Authority. 79/11/29. 2pp. 

—7912050510 Proposed changes to Tech Specs, ref lecting Nuclear Safety 
Review Board charter, 

• Tennessee Valley Authority. 79/11/29. 24pp. 

7912130439 Fowards Amend 2B to License DPR-6B, safety eveloatlon fc 
notice of issuance It availability. 

IPPDLITO, T. A. Operating Reactors Branch 3. 79/11/30. 2pp. 


7912210203 Forwards IE Insp Repts 50-259/79-32,50-260/79-32 ti 
SO-296/79-32 on 791016-16 No none amp I i anc e noted. 

tIURPHY.C.E. Region 2, Atlanta, Reactor Construction fc Engineering 

Support Branch- 79/11/09. 2pp. 

791221021B IE Insp Repts 50-259/79-32,50-260/79-32 & 50-296/79-32 on 

791016— IB-No noncomp I lane B noted. Major areas inspected: 
thermal sleeve attachment weld s, feedwater pump shaft 
failures & observation of work activities. 

VAN DODRNiP.R. Region 2, Atlanta, Office of the Director. 
HER1>T.>A.R. Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch. 79/11/07. 3pp. 

7912070499 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Two PWR Plants. " 

O'REILLY. J. P. Reglait 2, Atlanta, Office of the Director. 

79/11/16. 14pp. 


—7912130706 Amend 28 to License DPR-6B, chang Ing Taeh Specs to 
incorporate limiting conditions for operation during 
third fuel cycle Si to reflect ficlllty mods during 
currant refueling outage. 

IPPOLITOi T. A. Operating Reactors Branch 3. 79/11/30. 49pp. 


— 7912130717 Safety evaluation supporting Amend 2B to License DPR— 6B. 
* Office of Nuclear Reactor Regulation, 79/11/30. 25pp. 


—7912130726 Notice of issuance t, availability of Amend 28 to License 
DPR-6a. 

IPPOLITOi T. A, Operating Beectore Branch 3. 79/11/30. 2pp. 


7912130023 Notification of BOOllO meeting u/utll to discus* reporting 
level of util QA Sc manager Sc QA review of documente. 

BPRAULcJ.O. Quality Asiuranct Branch. 79/12/05. Ip. 


7912130402 Forwards proposed emend to Lletntts DPR-33i DPR-52 Sc DPR-68 
to chengo Tech Space re Isolation of main steam lines 
following main steam line high temp logic actuation. 

MILLS. L.M. Tenneiaee Valley Authority- 79/12/05. 2pp. 


7912100192 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. Ip. 

79121 1057S Forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolont Sye Instrumentation During Operation. " No 
specific action or response required, 

O'SElLLVi J. P. Region 2, Atlanta. Office of the Diraclcjr. 
79/11/16. 2pp. 


'912O606SO Forwards IE Circular 79-24, "Proper Installation h Calihr of 
Core Spray Pips Break Detection Equipment an BNRs. " No 
roeponse required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 


7912190472 Forwards IE Bulletin 79-27, 
Inatrumentation S, Control Power Bys 
lifritten response required. 

O'REILLY. J. P. Region 2, Atlanta, 
79/11/30. ip. 


"Loss of Non-Class IE 
□us During Operation. " 

Office of the Director. 


—7912130500 Tech Specs rsvislon for isolation of main staam linos. 
* Tennesttt Valley Authority. 79/12/05. 20pp. 


7912140273 Responds to 791022 Itr re containment purging >< venting 
during normal operation, Forwards commitment to operato In 
conformance w/NRC Interim position for containment purge fc 
vent valve operation. 

CROSS, J.L. Tennetiee Valley Authority. 79/12/10. 3pp. 


7912270251 Forwards amends to Licenses DPR-33, OPR-52 t< DPR-60 
changing Tech Specs re containment integrated leak rate 
test. 

HILLS, L.M. Tennessee Valley Authority. 79/12/17. 2pp. 


—7912270256 Revised Pages 230 «i 235 to Tech Specs re containment 
integrated leak rate test. 

* Tennessee Valley Authority. 79/12/17. 4pp, 


—7912270262 "Nuclear Containment Testing for TVA Nuclear Power Plants, 
presented at AN8 791111-16 winter meeting. 

CLARKiK.H., WHlTEiT.J. Tennessee Valley Authority. 79/11/16. 

SOpp, 

7912270527 Notifies that, Unit 2 will be In full compliance w/NUREO-bSTO 
short-term requirement's by 800101. 

M1LLS,L.M. Tennessee Valley Authority. 79/12/19. ip. 


7912810202 Forwards IE Insp Repts 50-259/79-40,50-260/79-40 t, 
SO-296/79-40 on 791113-16. No noncompliance noted. Detal Is 
withheld tref 10CFR2.7901. 

HENNA, N.B. Region S, Atlanta, Safeguards Branch. 79/12/05, 


2pp. 


— 7918210212 IE Insp repts 50-259/79-40,50-260/79-40,50-296/79-40 on 
791113-16. No noncompliance noted. Major areai inspected; 
eecurtty organliation. Details withheld (ref 10CFR2,790). 
TILLMAM-A. Region 2, Atlanta, Office of the . 

TOBlNiM.O. Region 2, Atlanta. Safeguards Branch. 79/12/04. 

IP- 


7918310316 Forwards IE Info Notice 79-30, "Reporting of Defects t< 
Naneompllancos, 10CFfi21. " No action rtqulrad. 

O'REILLY, j. P. Region 2, Atlanta, Office of the Director. 
79/12/06. 6pp. 


7912800060 Forwards IE Bulletin 79-88, "Possible Melfunction of Namco 
Modal EAiao Limit Switches at Elevated Temps." Action 
required. 

O'REILLY, J- P. Region 2, Atlanta. Office of the Director. 
79/18/07. 3pp. 

791S2S0426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Reeponse Spectra." No written response required. 

O 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/13. 3pp. 


O. Inspection reports, IE Bulletins t, correspondence 

79I20S0366 Foruerds IE Insp Repts 50-289/79-31.50-260/79-31 h 
50-296/79-31 on 791008-05. No noncompliance noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/10/26. 2pp. 


79182801SO Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference." No written response required. 
a'RElLLV<J.P^ Region 2, Atlanta, Uffice of the Director. 
79/18/20. 4pp. 



0 


DOCKETED ITEMS 


Periodic operating reports t> related correspondence 


1S1403B4 Forwards monthly operating repts for Nov 1979. 
ADERCRQMJIIE. H. Tennessee Valley Authority. 79712/10. ip. 


7912140393 Honthly operating repts for Nov 1979. 

CREEN.D. Tennessee Valley Authority. 79/12/02. 33p. 


Reportable occorrencesi LERs tt related correspondence 


121B0299 PNO-1 1-79-007: on 791007. supporting chain holding tube bundle 
fron RHR sys heat eiehanger brok e. dropp Ing bundle appros 20 
ft back Into shell of heat eschanger. RHR sys not required 
far opoTabion prior to reactor startup. 

PRICE.D.S.. DANCE, II.C. Region 2. Atlanta, affice of the Director. 
79/10/09. Ip. 


'12100213 PNO-1 1-79-034: on 791127. Revi si on 2 emergency responses 
ctr activated vhen notified by TVA of planned drill re 
transport of radwaste. Inspectors u/survey oiluipnent 
dispatched to site of simulated accident. 

JQME0.D. Region 2, Atlanta. Office of the Director. 79/11/27. 
Ip- 


'I2190S54 RD S0-29A/79-19; on 7912D4. during augmented ultrasonic inep 
of core spray p Iping. indication located adjacent to 
safe-end to core spray pipe ueld. Caused by stress corrosion 
cracking. Piping replaced u/carbon steel. 

ADERCROHDIE.H. Tennessee Valley Authority. 79/12/05. Ip. 


'12270475 Forwards LER 79-019/01T-0. 

CALHQUN.J.R. Tennessee Valley Authority. 79/12/17. Ip. 


79122704E13 LER 79-019/017-0: on 791204. uihile performing ultrasonic Insp 
of core spray piping . ind 1 cati on found adjacent to safe-end- 
to-core spray pipe weld DaS-3-lB. Possibly caused by stress 
corrosion cracking in stainless steel pipe, 
e Tennessee Valley Authority. 79/12/17. 2pp. 


12270564 Forwards LER 79-02a/03L-a. 

CALHOUN.J.H, Tennessee Valley Authority. 79/12/19. tp. 


7912270S74 LER 79-020/03L-. on 79U20rdurlng refueling outag e, secondary 
containment integrity lost whan both hatches in personnel 
air lock from turbine bldg to reactor bldg opened 
simultaneously For IS-s. Caused by bant door lock bolt. 

» Tennessee Valley Authority. 79/12/19. 2pp. 


'122B0S03 Forwards LER 79-021 /OIT-0, 

CALHQUN.J.R. Tennessee Valley Authority. 79/12/21. Ip. 


79122B0S07 LER 79-021 /OIT-D: on 791208. foil owing refueling outage ti Unit 
3 return to sve, escessive dryuall leakage occurred. Caused by 
loose bolts around hatch door. Dolts were retlghtened & 
administrative controls initiated to verify seal worthiness. 

• Tennessee Valley Authority. 79/12/21. 2pp. 


ICKET 50-297 NORTH CAROLINA STATE UNIV. PUL8TAR REACTOR 


Security, medical, emergency & fire protection plans 


'12120206 Forwards draft Reg Guide S. XX. "Btd Format li Content for 
Licensee Physical Security Plan for Protection of SNM of 
Modorate or Low Strategic Significance." U/o end. 

REID.R.U. Operating Reactors Branch 4 (Pre 791030). 79/08/22. 

2pp. 


Inspection reports. IE DiiUBtliis (l correspondence 


>12310223 Responds to IE Qullstln 79-19. "Packaging of Low Level 
Raduaste for Transport ti Burial." Blitcon shipments made in 
Jan 197e-JunB 1979. 

nORSAN.D, U. North Carolina State Unlv. 77/12/06. 3pp. 


ICKET 50-29H COOPER Ifl/CLEAR STATION 


Security, medical, emergency & fire protection plans 


'12200022 Discusses NRC 791109 meeting re emergency preparedness toan 
review objectives. Provides guidance for improving licensee 
emergency preparedness & assuring capability of offsite 
agencies to taka appropriate emergency actions. 

0RIHE9.B.K. Eraargencij Preparedness Task Force. 79/11/83. 30pp. 


P. Operating license stage documents C< correspondence 


7912140233 Forwards response to IE Bulletin 79-14. "Boistnlc Analysis 
For As-Built Bafety-Re lated Piping Sys." Insp results for 
all safety-related sys not addressed In previous responses 
end. 

PILAMT.J.H- Nebraska Public Power District. 79/10/30. 3pp. 


79121001B9 Discusses NRC 791101 meeting w/r epresentat Ives of NSBS 
vendors b fuel suppliers rs discussion of respective 
portions of ECCS evaluation models dealing u/fuel cladding 
swelling Si incidence of rupture. Vendor responses end. 
EISENHUT.D.O. Division of Operating Reactert. 79/11/09. 6Spp. 


— 7912100259 Responds to NRC 791101 request re none omp lianca of 
Westinghouse ECCS evaluation model under requiraments 
of lOCFRSO App H.Evaluatlon of three fuel rod models 
indicates no safety problems for Uestinghouse plants. 
ANDERSON. T. n. Uestinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNI. cladding swelling 6 
rupture data.Ravltu of analyticel models b tests indicates 
cospllance w/lOCFRSO App K. All CE specs for calculated peak 
cladding testp remain unchanged. 

nUCHH0L2.R.H. General Electric Co. 79/12/07. 3pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Cancludes that data properly represented by fuel models 
used In vendor evaluation modals t. that analytes demonstrate 
all criteria of lOCPRSO. 46 satisfied. 

OUBLEY.e.F. Ecson Nuclear Co.. Inc. <subs. of Exion Corp.). 
79/11/02. 9pp. 


—7912100496 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation rosults. 

OUSLEViG.F. Exion Nuclear Co. . Inc. (subs, of Exon Corp. ). 
79/11/04. 23pp. 


7913170039 Notification of meeting w/utils In Brownsvi lie, N£ b OmahsiNE 
to discuss NRC post-THI emergency planning acceptance 
criteria. Agendo end. 

IPPflLlTO, T.A. Operating Hoactors Branch 3. 79/11/16. 3pp. 


7913040291 Forwards commitments to followup actions required by NRC as 
reeult of THI-2 review. Justification for delay in direct 
Indication of valve position schedule 6 description of 
degree of cenpllance included. 

PILANT 1 J.H. Nebraska Public Power District. 79/il/80. Bpp. 


79130703S9 Forwards addl info nn short-tern TMI Lessons Lsarned Task 
Force requirenentSa concerning emergency power. safety valves 
& diverse containment isolation. 

PlLANTiJ.H. Nebraska Public Power District. 79/12/03. 3pp. 


7913120299 Concurs w/intent of GE 791130 Ibr to NRC. formallilng 
comnltoent to perform limited number of addl confirmatory 
full scale condensation oscillation tests. 

PILAMT.J.H. Nebraska Public Power District. 79/13/04. Ip 


7913190S49 Nssponds to NRC 790910 request for addl info re lo^s of 
offsite eys on 760222. Four lines lost feuding 34S hV 
switchyard ring bus eennocted to startup tranefermer. Ceust. 
fault on 349 kV relay t. false reloying resulting from stormi 
PILANT.J.H. Nebraska Public Powsr District. 79/12/14. 3pp. 


7912230992 Commits te oporatu facility In accordance u/intarihi position 
provided in NURE0-097B re containment purging b venting 
during normal operation. Schedule Far required mode will be 
ovbmittad approx BOOIOI. 

PILANT.J.H. Nebraska Public Power District. 79/12/lB. 3pp. 


3. Inspection reports. !E Bulletins b correspondence 


7912140248 Rasponds to IE Bulletin 79-23. "Potential Failure of 
Eiacrgancy Slesel Oonsrator Field Exciter Transformer." No 
direct connection exists betwesn neutrals of excitation 
potsor transformer b emcrgancy diesel generator. 

PlLAHT.J.n. Hsbraska Public Power District. 79/09/88. Ip. 


7912140133 Ferwards IE Bulletin 79-17. Revision 1. "Pipe cracks in 
Btagnant Derated Mater Sys at PUR Plants. " No written 
response required. 

^WRlTiK.V. Region 4. Dallas, Office of the Director. 79/10/29. 

ip. 


DOCKETED ITEMS 


77131S0S64 Foruiardf IE Bulletin 79-33i "Failures of Uestinghntise DFD 
Relsvs in Safety-Related Sys. " Action retiulred. 

SEYFRIT.K.V. Region 4. Dallati Office of the Director. 79/11/02. 
Ip. 


791219002& Foruards IE Circular 79-2S. "StroVe Times for Poucr Operated 
Relief Valves." No written response required. 

SEVFRIT.K. V. Region 4> Dallas. Office of the Director. 79/11/lA. 
ip- 


7912120SS3 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 
Blades, " Response required. 

8EYFRIT.K.V. Region 4. Dallas. Office of the Director. 79/11/20. 
‘P- 


79121104B4 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups It state atty 
general ofcs copies of escalated enforcement correspondence 
sent by NRC to licensees. 

8EYFRIT.K.V. Region 4. Dallas. Office uf the Director. 79/11/26. 
‘P- 


7912190141 Orants 79110B request for estenslon until mid-htar 1980 to 
ansuar Item 3 of IE Bulletin 79-14. Orants astension until 
800229 to Complete AE assessment of isometric drawings 
resulting from past insps, 

. 8EYFRIT. K. V. Region 4. Dallas. Office of the Director. 79/11/26, 
Ip. 


— 7913190190 Requests extension to mid-Mar 19S0 to verify remaining 
isometric piping drawing to complete response to IE Bulletin 
79-14. "Seismic Analysis for As-Built Safety-Related Piping 
Bys. " 

PIUANTiv/.K, Nebraska Public Power District. 79/11/08. 2pp. 


79121901B9 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation I. Control Power Sys Bus During Operation," 

Mritten response required. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 79/11/30. 
If- 


R. Periodic operating reports ti related correspondence 


7912140399 Forwards monthly oporating rapt for Nov 1979. 

LESSOR.L.C. Nebraska Public Power District. 79/12/07. ip. 


"7912140399 Monthly opirating rept for Nov 1979. 

BALLINOER. P. L. Nebraska Public Power District. 79/12/07. 4pp, 


8, Reportable occurrences. LERa It related correspondence 


7912200019 PNO-IV-79-014: on 791 1 14. reactor taken off line due to 
Inability to determine cause of emergency diesel generator 2 
malfunction. 

CONSTABLE. I. . HESTERMAN. l.F, Office of Inspection It Enforcement. 
Office of the Director. 79/11/19, Ip, 


7912130387 Forwards LER 79-03D/03L-0. 

LEBSORiL.C. Nebraska Public Power District. 79/11/20. 2pp. 


--7912I303B9 LER 79-030/03L-0; on 791021iWhlIo pumping water from torus to 
radwaits. dryuall-to-torui difforential pressure dropped 
below Tech Specs. Caused by nitrogen pressure forcing water 
from downcomers to f'luw to torus. 

PHILLIPS. 0. L. Nebraska Public Power District. 79/11/20. Ip. 


7912130391 Forwards LER 79-032/03L-0. 

LEBBOR.L.C. Nebraska Public Power District. 79/11/21. 2pp. 


”7912130393 LER 79-032/03L-0: on 791026. during normal operation, doore to 
HPCI b RHR Blip pump rooms left open u/o fire watch. Caused by 
personnel error, Occurrence discussed w/persnnnel Involved. 

Fire doers controlled by procedure posted w/slgns. 

LAWRENCE. L. 1. Nebreika Public Power District, 79/11/21. 3pp. 

7912310439 Forwards LER 79-0a3/03L-0, 

LEBBOR.L.C, Nebraska Public Power District. 79/12/06. 3pp. 


■7912310437 LER 79-033/03L-0: on 791 109. survei Hence procedure re diesel* 
generator operability not performed on diesel generator 1. 

Porsonnol under impression diesel generetor 3 would not be 
made operable. Test performed following day. 

WILLIAMS. H, 0, Nebraska Public Power District. 79/12/06. ip. 


7912310447 Foruards LER 79-034/03L-0. 

LESSOR. L.C. Nebraska Public Power District. 79/12/06. 2pp. 


——7912310450 LER 79-034/03L-0: on 791107. base for diesel generator 2 lube 
all header to cam chain tensioner broke. Caused by hose 
proximity to cam chain li tensioner sprocket. Hose replaced fc 
clamped away from cam chain. 

MWI.P.F. Nebraska Public Power District. 79/12/06. Ip. 


791K3I04S9 Forwards LER 79-033/03L-0, 

LESSOR.L.C. Nebraska Public Power District. 79/12/07. 2pp. 


— 7912310467 LER 79-035/03L-0; on 791 109. during core spray operabl 1 1 ty 
surveillance procedure. C8-H0-12A valve would not open 
electrically. Caused by failure of axial movement on worm set 
clutch collar. Valve repaired. 

FLAbMlOAN. R. D. Nebraska Public Power District. 79/12/07. Ip. 


7912310442 Forwards LER 79-036/03L-0. 

LESSOR.L.C. Nebraska Public Power District. 79/12/10. 2pp, 


—7912310444 LER 79-036/03L-0; on 791110. four cylinder sleeves In diesel 
generator 2 damaged during surveillance test. Cause under 
investigation. Damaged parts replaced b cylinders inspected. 
WIAN.P.F. Nebraska Public Power District. 79/12/10. ip. 


7912310438 Foruards LER 79-037/03L-0. 

LE680R.L.C. Nebraska Public Power District. 79/12/12. 2pp. 


"7912310440 LER 79-037/03L-0: on 791113. diesel Generator t failed to 
start.Caused by silencer bypass solenoid stopping in mid- 
position due to insufficient air supply. Valve opened b air 
supply capped. Sys will be modified. 

PHILLIPS. D. L. Nebraska Public Power District. 79/12/12. Ip. 


DOeiKT 50-301 POINT BEACH NUCLEAR PLANT. UNIT 2 


F. Security, medical, emergency b fire protection plans 


7912200022 Dltcustes NRC 791109 meatlng re emergency preparedness team 
review oh jectlves. Provides guidance for improving licensee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORlI^iB.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


791213D29S Forwards Revision 11 to emergency plan manual, requiring that 
NRC be notified within 1-h of initiation of onsite 
evacuation plan b implementing temporary support ctrs 
w/dodlcated phone line to NRC. 

FAYjC.W. Wisconsin Electric Power Co. 79/12/06. 3pp. 


•7912130303 Revision 11 to emergency plan manual. 

# Hisconaln Electric Power Co. 79/10/22. lOOpp. 


791812<K230 Submits info re modified amended security plan. Info withheld 
Cref 10CFR2. 790). 

filXlBTEIN.S. Wisconsin Electric Power Co. 79/13/07. ip. 


7912270499 Forwards Revision 12 to emergency plan manual. Page change 
Inetructions provided. 

FAVfC.H. Wisconsin Electric Power Co, 79/12/17. 2pp, 


-7912270S00 Revision 12 to emergency plan manual. Page change Instruction 
It supporting Itr end. 

• Wisconsin Electric Power Co. 79/12/17. llpp. 


791K310217 Discusses evaluation of incomplete items identified in 
790802 fire protection safety evaluation. Licensee submitted 
Info re brigade shift ilxa on 791001 b basis for staff 
assignmants on 790821, Proposed fire brigade acceptable. 
LAlNABiS. Plant Systems Branch. 79/13/17. 4pp. 


791*170191 Foruards rept. "Fire Detector Location Plan." mod to fire 
protection plan. Requests comment. 

FAY.C.U. Wisconsin Electric Power Co. 79/12/20. 2pp. 


”7912270196 "Fire Detector Location Plan." mod to fire protection plan. 
• WlseoneSn Electric Power Co. 79/12/20. 53pp. 


0. Adjudicatory earrospondenct 


7912110038 Confirms receipt of end 790329 petition to suspend OLs for 
all PWRt, Forwards FR notice Indicating that petition will be 
treated in accordance w/lOCFR2. 206. 

D1^QN>H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 



DOCKETED ITEMS 


?l2110l2fi Notice of request for action pursuant to 10CFR2 aOi re 
Environ Coalition on Nuclear Pouer 790329 petition 
requesting suspension of all OLs for PWRs. 

MULLER. D.R. Office of Nuclear Reactor Regulation. 79/11^23. 
□Upp. 


314D&39 Requests that Future hearing, re reitoval le storage of 
jnerators.be held In ftani touioc. UI . 

SfES.J. Lakeshore Cittiens for Safe Energv- 79/lt/29. Ip. 


3290154 Opposition to MI Environ Decade Inc 791126 petition to 
itervene *< request for hear Ing. Request premature since 
'Dceed Lng not yet Initiated. IF hearing required re amend. 

3LD must be appointed to rule on petition 

'NEILL. J. H. Wisconsin Electric Power Co. 79/12/07. Tpp. 


General correspondence 


2130479 Requests NRC investigation of saFety aspects oF stean tube 
inerator leaks. Hceting should be held to inform public of 
1 ndlng s. 

5TE8. J. Lakeshore Citiiens for Safa Energy. 79/11/07. tp. 


Iperating license stage documents L correspondence 


,090249 "Summary of Operating Eeperlenee H/Rec Ircolating Steam 
inarators. " 

SENHUT.D. 0. Division of Operating Reactors. NUfl EO-0523. 
VDl/31. B9pp. 


!050193 Discusses NRC review of LERs 4> Tech Spec requirements ra 
mtrol RPI sys at UestlnghousB PMRs. Requests Tech Specs 
view to ensure requirement for rod maint to within +/- 12 
eps indicated & RPI sgs verified accurate within 13 steps. 
HHENCEfi.A Operating Reactors Branch 1. 79/10/29. 7pp. 


!ia060B Submits partial response to 790931 Itr re short-term b 
ng-terin requirements for autillary feedwater sys. Requests 
tension until 000131 For remaining requirements. 
iXiC. W. Hisconsin Electric Power Co. 79/10/29. 4pp. 


1001B9 Discusses NRC 791101 meeting w/representatives of NSBS 
ndort t( Fuel suppliers re discussion of respective 
rtlons of ECCS evaluation models dealing u/fuel cladding 
elllng b Incidence of ritp ture. Vendor responses end. 

SENHUT.D. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


121002SS Responds to NRC 791101 request re noncomplianee of 
Westinghouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no jaFety problems for Mrstinghouse plants. 
ANDERSON. T. M. Msstinghouse Electric Corp. 79/11/02. 4pp. 


12100330 Responds to NRC 791101 requsst re ORNL cladding swelling fa 
rupture data. Review of analytical models fa tests Indicates 
compliance ui/lOCFRSO App K.AIl DE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ. R. H. Deneral Electric Co. 79/12/07, 2pp. 


12100407 Forwards response to NRC 791101 request re red burst tost 
da ta. Cone ludes that data properly represented by FuaT models 
used In vendor evaluation modals fa that analyses iTemonstrati 
all criteria of lOCFRSO. 46 satisfied. 

□MSLEViO.F. Exion Nuclear Co.. Inc. (subs, of Exon Corp.). 
79/11/02. 9pp. 


12100496 Forwards add] into re evaluation of Impact of NRC proposed 
rupture/blockagc model used in vendor evaluation model, 
do adverse Impact Prom new rupture burst data or use of NRC 
rupturs/blociags modal on licensing ca Icula 1 1 on rt sul t s. 

IMSLEy.O.F, Exion Nuclear Co.. Inc. fsubs. oP Exon Corp.). 
79/11/04 22pp. 


)S0474 Advises that supplemental info re lessons learned info will 
poruarded 791127. 

7. C, H. Wisconsin Electric Power Co. 79/11/20. Ip. 


>30171 Ack receipt of NRC 791030 request for payment re approval of 
:h Spec Change 61-No change eccurrsd to reporting level 
‘ radiochemical engineer fa health physicist to warrant 
.030 reclassification as Class til fee. 

C. W. Wisconsin Electric Pouer Co. 79/11/21. 2pp. 


130172 Responds to NRC 791123 telcon re rtvlsed ECCS rsanalysls for 
an generator tubes plugged up to IBX. 

iSTEINiB. Wisconsin Electric Pouer Co. 79/11/26, 2pp. 


7912130012 Summary of 791119 telcon u/utll re proposed schedule far 
Implemsntatlon of Lessons Learned Task Force 
recoaendations. 

TRMIteLL. C. H. Operating Reactors Branch 1. 79/12/06. 6pp. 


7912140369 Responds to 790917 Itr rc commitment to EPA U fuel cycle 
std. Facility already in compliance u/procodura comparing 
actual quantity of radioactive rratl released w/dose design 
objectives of code. 

FAY. C. W. Wisconsin Electric Pauier Co. 79/12/06. 2pp. 


7912100576 Notifies that NRC radiation saFety certification is 
acceptable in lieu of util safety program. 

FAVi C. W. Hiseansin Electric Power Co. 79/12/06. Ip. 


7912190S62 Requests reconsideration of liconie fee applicability to 
790710 Tech Spec change requested re qualification 
requirements for radiation safety manager, Change originally 
requested by NRC. No safety Issue involved. 

FAY.C.U. Wisconsin Electric Power Co. 79/12/10. 2pp. 


7912210143 Forwards response to NRC 791004 request for addl info on 
inservlce Insp fa testing program. Oversl le drawing end, 

FAY> C. U. Wisconsin Electric Power Co. 79/12/14. 6pp. 


7912270300 Submits addl info for NRC review of Tech Spec Change 60 
For operation at reduced primary sys operating pressure. 

FAYiC.M. Wisconsin Electric Power Co. 79/12/14. 5pp. 


7912270430 Responds to NRC 791210 request for addl Info on TMI Lessons 
Learned Task Force recommendations re auxiliary feedwater 
sys.Ovcrslie drawings available in Central Files, 

FAY.C.W. Wisconsin Electric Power Co. 79/12/17. 2pp. 


7912260554 Forwards modified response to previous commitment to 
ieiplujaent NUREO-0576. Ut i 1 will provide alarms In addition to 
existing position indication for power operated relief 
valves for both units. 

BU1BTEIN.S. Wisconsin Electric Pouer Co. 79/12/17. 4pp. 


7912270206 Requests amend to Licenses DPR-24 fa DPR-27 incorporating 
changes in Tech Specs re rod bou fa Section IS. 3. 10 
clarification. Fee end. 

aURSTEIH.8. Wisconain Electric Pouer Co. 79/1S/19. 4pp. 


--7912270220 Revised Pages 15. 1-4 through 15.3. 10—16 for proposed amend 
to Tech Specs re control rod fa power distribution limits, 
a Wisconsin Electric Power Co. 79/12/19. 2app. 


7912280601 Advises that seal ring should be removed following each 
refueling outage by raising ring more than 12 ft above 
cavity floori in response to NRC 791002 request. Util does not 
concur w/NRC belief that ring could becoms missile, 

8UR8TEIN.8. Wisconsin Electric Pouer Co. 79/12/20. ip. 


7912270492 Forwards mod to Tech Spec Change Request 60. 

BURS1EIN.8. Hisconsin Electric Power Co. 79/12/21. 3pp, 


—7912870499 Proposed Tsch Spec Page IS. 2. 3-2 ref 1 acting nod to Tech Spec 
Change Request 60. Provides addl operating margin between 
proposed primary sys pressure fa low prtssuriier reactor trip 
setpoint. 

• Uiscontln Electric Power Co. 79/12/21. Ip. 


Q. Inspactlon reportsi IE Bulletins fa correspondence 


7912260094 Forwards IE Insp Repts 50-266/79-15 fa 50-301/79-17 on 
791083-24. No noncompliance noted. 

DAVIBrA.B. Region 3i Chicago. Fuel Facility fa Materials Safety 

Branch. 79/11/09. 2pp. 


— 791226O09B IE Insp Repts 50-266/79-15 fa 50-301/79-17 on 791023-24. No 
noncoaplianee noted. Major areas Inspec ted: conf Irmatory 
meaaiirements fa radiological environ protection. 

ESSIQ.T.a. OESTMANN. N. J. I RQVTEK.C. Region 3. Chicago. Office 
of the Director. 79/11/OB. Spp. 


7918050156 Fomrard s IE Circular 79-22. "Stroke Tines far Power Operated 
Rellaf Valvas. " No response required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Dirtetor. 79/11/16. 
»p. 


7912100S49 Forward s IE Info Notice 79-8B. "Overloading of Btructural 
Eleeirnts Oue to Pipe Support Loads." No response required. 

KEPPLERxJ. a. Region 3. Chicago. Office of the Director. 79/11/16. 
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7912110593 Foruard 
Reactor Coolant 
specific action 
KEPPLER. J. 0. 


s IE Info Notice 79-29. "Lots of Nonsapatii-Related 
8gs Instrumentation Durinp Operation." No 
or response required. 

Region 3. Chicago. Office of the Director. 79/11/16. 


7912310139 Responds to IE Bulletin 79-13. "Cracking In FecifMter Sus 
Piping." Outlines Unit 1 insp t repair. 

FAY.C.H, Wisconsin Electric Poiuer Co. 79/11/19. 3pp. 


“CKET^S0-30a CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 
F^_^turltij. medical, emergency t. fire protection plans 


. • . _ ...... ...CCVI..U IQ ■.uirry eaiL g preoareensss i 

reviau objectives. Provides guidance for improving licensee 
emergency preparedness l< assuring capability of offsite 
agonclis to take appropriate emergency actions 

OrIMES.D. K. Emergency Preparedness Task Force. 79/11/23 30pp. 


7912050414 Foru/ards IE Bulletin 79-26 
Blades," No response required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 

If. 


Boron Loss From BUR Control 

79/11/20. 


7912100447 Foruards IE Circular 77-24. "Proper Installation (i Callbr of 
Core Spray Pipe Break Datection Equipment on DWRs. " Mo 
written response required. 

KEPPLER, J.O, Region 3. Chicago, Office of the Director. 79/11/S6 
Ip. 


7912130201 Foruards addl design drawings for fire protection mods, in 
response to NRC 790727 request per safety evaluation in 
Amend 23 of QL. Descri p 1 1 on of fire detection eys end 
Drawings available in Central Files only. 

BAYNARD.P. V. Florida Power Corp. 79/12/06. llpp. 


7912200094 Responds to 790B17 Itr re security training 8, 

qualification plan. Approval or amend fee of »4,0O0 required 
before final review of plan by NRC. 

OieOB.R.M. License Fee Management Branch. 79/12/07. Ip. 


7912140245 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate. " No written response required, 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/11/26. 


7912260245 Forwards addl info concerning fire 
shutdown capability proposed mod. in response 
request. 

HANCOCK, J. A. Florida Power Corp. 79/12/17. 


program re alternate safe 
to NRC 7909U 

Spp. 


7912110448 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups U state atty 
general ofes copies of escalated enforcement corrasponctenee 
sent by NRC to licensees. 

KEPPLER, J.O, Region 3, Chicago, Office of the Director. 79/11/28. 


7912190235 Forwards IB Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation 6 Control Power Sys Dus During Operation,'' 

Written response required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Dlreetor. 79/11/30. 


7912200027 Responds to IE Bulletin 79-17. Required piping asamlnations 
completed 791012, No abnormalities found. Forwards final rsot 
on piping examinations. W/o end. 

FAYiC.H. Wisconsin Electric Power Co. 79/11/30. 2pp. 


•7912260254 "Sys Instrumentation & Controls 
from Outside Control Room. " 

* Florida Power Corp. 79/12/17. 19pp. 


Required to Qo to Shutdown 


/viQjjiuodj i-oruards draft version of upgraded emergency 

u/format of Reg Guide 1. 101, In response to NRC 
791010 request. Draft Procedure NSSD-17i "Offsite 
Radiological Support Plan" end. 

HOQRE-O.C. Florida Power Corp. 79/12/27. 3pp. 


Aaii 1 II 


—7912310536 Draft Procedure 17, "Offsite Radiological Support Plan 
a Florida Power Corp, 79/12/20. lOpp. 


•7913310540 Draft "Emergency Procedure EM-100. " 
* Florida Power Corp. 79/12/27. 250pp, 


7912210144 Ack receipt ef 791022 Itr re inspector access. Response will 
be forwarded upon cdmpletion of review. 

KEPPLER, J.O, Region 3, Chicago, afflca of the Dtraetop. 79/lS/OS. 


7912140106 Forwards IE Info Notice 79-30, "Reporting of Defects «i 
Noncomp 1 lancet, I0CFR2I. " No action or response required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/12/06 

ip. 


7912200650 Forwards 30-day response to IE Bulletin 79-02, Revision 2, 
Pipe Support Base Plate Designs Using Concrete Expansion 
Anchor Bolts." Accessible support testing comp lete. Samp le 
insp of small pipe supports shows more testing not nieded. 

FAY, C. H. Wisconsin Electric Power Co. 79/12/07. 6pp, 


7912200153 Forwards IE Bulletin 79-20, "Possible Malfunction of Nomco 
Model EAIBO Limit Switches at Elevated Tempt." Action 
required. 

KEPPLER, J.O. Region 3, Chicago. Office of the Director. 79/12/10 
if- 


operating reports b related correspondence 

7912180446 Forwards monthly operating rapt for Nov 1979. 
BURSTEIN. 8. Wisconsin Electric Power Co. 79/12/10. Ip. 

“7912180449 Monthly operating rapt for Nov 1979. 

BURSTBlNrS. Ulsconiin Electric Power Co. 79/12/OS. 10pp. 


T. Hearing transcripts on non-antttrust matters 


of 791128 public meeting in Hash Ington. DC. 
• Cemmlsslon. 79/11/20, 95pp. 


—7912100217 Submits proposed schedule for 791120 hrteping re ateaii 
generator tube dagredatlon. Viawgraphs end, 

BICKUIT.L. Office of the General Counsel. 79/11/20. t8pp. 


0. Adjudicatory correspondence 


7912180327 Requests that NRC take ifflmedlats action to shut down 
facility. 

PUTNEV.L.M, Putney, L.W. 79/11/06. 2pp. 


7912110033 Confirms receipt of end 790329 petition to suspend 
all PHRs. Forwards FR notice indicating that petition will be 
treated in accordance W/10CFR2. 206. 

BENTON, H.R, Office of Nuclear Reactor Regulation. 79/11/23, 


DLs for 
if- 


7912110126 Notice of request for action pursuant to iOCFR2, 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all DLs for PWRs. 

HOLLER. D, R. Office of Nuclear Reactor Regulation. 79/11/23. 


H. Gsneral correspondence 


7912200634 Responds to 791106 Itr re safity of nuclear power plants. 
C6 miles from nearest population ctr of 25,000 or 
more. Lessons learned from TMI eeddtnt will be reviewed b 
evaluated to assess need for new safety margins. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/12/05. 2pp. 


J. Insurance b indemnity information 


7809190350 Informs recipient of Duke Power Co 700705 request to modify 
atatlon Indemnity Agreement B-44 to permit receipt b 
possession of 4 fuel astembllis from Cryitel River 3 
facility. 

FAIRTILErM. 0. Operating Reactors Branch 4 (Pro 790625), 

78/09/14. 2pp. 


7912190629 Forwards executed Amend 7 to Indemnity Agreement 8-54, 
modifying prefatory language re transportation of 
radioactive matl. 

FREITAGiJ. D, Florida Power Corp. 79/12/13. 3pp. 
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P. operating license stage documents 

7911090240 "Summary of Operating Ejporlencc H/Roc ircula ting Steam 

ElBENHUTyo.G. Division of Operating Reactors. NUHE0-0S23. 
79/01/31. B9pp. 


-79120S004B Amend 36 to License DPfi-72 modifying Tech Specs to require 
five-man fire brigade. -a/i,/m-j b„„ 

REIDaR.U. Operating Reactors Branch 4. 79/11/27. 5pp. 


—7912050033 Notice of Issuance & availability 
DPR-72. „ ^ ^ 

HEID.R.M. Operating Reactors Branch 4. 


of Amend 26 to License 
79/11/27. 2pp- 


7912190260 Forwards Revision I to 790002 submittal --/f 

differences between Revisions 0 U l.AIso forwards Gilbert 
Associates 790924 llr.All but four required insps conducted 
for safety-related piping listed ‘n Jjj;- 
STEWART. W.P. Florida Power Corp. 79/10/30. 17pp. 

7912310070 Act 790031 Itrs endorsing HbW generic rept BAH-1564. 
"Integrated Control Sys Reliability Analysis, 8. requests 


' Integ 
addl infc 
REID.R.W. 


Operating Reactors Branch 4. 79/11/07. 13pp. 


7912070460 Forwards response to NflC 791121 Ur requesting addl Info 

re small break LOCAs. -,o/io/m 9on 

HANCOCK. J. A. Florida Power Corp. 79/12/03. Spp. 

7912I104IO Forwards revised Pages 3-1 through 3-3. 6-2. 6-7. 6-11 8. 6-12 
for Proposed Change 53 to Tech Bpeci requesting amend of 
Ados A & D re title of director of nuclear operations 8. 

organisational figure. Fee ‘‘Certificate of Bve end. 

HANCOCK* J. A. Florida Powoi* Corp. 79/18/04. 3pp* 


7912130101 Forwards summary of Teknelron Research, Inc study of llcensoo 
regulatory performance evaluation 8, Teknekron draft rept re 
operating reactors ui/DtW nuclear steam supply sys. Requests 

comments. W/o end. _» it- 

STELLOiV. Office of Inspection 8< Enforcement. Office or tne 
Director. 79/11/OB. 3pp. 

7912100189 Discusses NRC 791101 meeting u/representalives of N8SS 
vendors 8. fuel suppliers re discussion of Uspective 
portions of ECCS evaluation models dealing u/fuel cladding 
Buelllng 8, incidence of rup ture. Vendor responses •nd. 

EI8ENHUT, D. 0, Division of Operating Reactors. 79/11/09. 63pp. 

—7912100235 Responds to NRC 791101 request re noncomplianee of 
Westlnghouse ECCS evaluation model under requirements 
of 10CFR80 App K. Evaluation of three fuel rod models 
Indicates no lefety problems for Westlnghouse plants. 

ANDERSON, T. M. Westlnghouse Electric Corp. 79/11/02. ApP- 


-7912100330 Responds to NRC 791101 request re ORNL cUddlng sualllng fc 
rupture data. Review of analytical models 8< tests Indicates 
compliance u/10CFR30 App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ.R. H. General Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod hurst test 
data. Concludes that data properly represented by fuel models 
used In vendor evaluation models i< that analyses demonstrate 
all criteria of 10CFR50. 46 satisfied. 

OWSLEY. 0. F, Btion Nuclear Co.. Inc. of Exion corp- ». 

79/11/02. 5pp. 


—7912100436 Forwards addl info re evaluation of Impact of NRC prapflBed 
rupture/blockago model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or u*® •”*' 

rupture/lilocfeage mobeJ on liconfllng calculation result*. 

DWSLEYfO.F. Enoo Nuclear Co. i Inc. <iub«. of Exxon Corp. I. 
79/11/04. 22pp. 


-7912110417 Revised Pagss 5-1 through 

Proposed Change 55 to Tech Specs requesting amend of Apps 
A 6 B ro title of director of nuclear operations Sc offsite 
erganliatlonai figure. 

» Pncjar Coro. 


70/IP/04. 


9no. 


7912260023 Advises of NRC position. in response to 790723 submittal re 
Dump fc valve InservUe testing program, High b low pressure 
intorfaeas u/taio or more valves shall bo leak tested 
porlodisally. Requests design PTovislons per encl. 

REID.R H Operating Reactors Branch 4. 79/12/04. 3pp. 


7912200637 Bequests design provisions 8./or procedures to permit 
tasting of valves In Interfaces between high 8. low pressure 
sys.N/o end. . ^ 

REID.R. U. Operating Reactors Branch 4 


leak 


79/13/04. ip. 


7912110351 Submits addl info concerning respanso to Ouestlon 7 of NflC 
790803 Itr.Addl nonlinear time history sliding analysis 
performad. Hal sliding distance for high density fuel storage 
rocks not affected by time history motion beyond 1.2-s. 

HOQRE.a.C. Florida Power Corp. 79/12/05. 6pp. 


7912120298 Responds to NRC 790008 Ur re electrical power sys review. 
Offsite power sys 8c onslto distribution sys in compliance 
u/KRC guidelines. 

KOOREiO.C. Florida Power Corp. 79/12/05. 3pp. 


7912260309 Requests info re sensitivlty-to-feedwatsr transients he 
td Dojrd. ^ , _ 

VOLLNER.R.H. Assistant Director for aystematie Evaluation Program 
IPro 791030). 79/12/03. 3pp. 


7912260348 "IflEP - Initial Plant Study." Attempts to develope 

ossessnent of DbW reactors to identify risk Impacting 
sequences ro reactor safety study Ic preliminarily identify 
possibly Inpactsd by design changes. 

e Office of Nuclear Reactor Regulation. 79/10/28. 4pp. 


7912120092 Summary of 791024 meeting w/B8cM owners group re aeyiMietrle 
LUCA loads evaluation. Evaluation of DbW plants to he 
completed by Jul 1980. 

HCSF0RD.8.B. Assistant Director for Engineering Programe. 

79/11/20. 4pp. 

7912100478 Forwards. to all B!cW operating plants except TMlcrequest for 
addl info re small break LOCA. Comments requested by 791203. 

REID.R.W. Operating Reactors Branch 4. 79/11/21. 3pp. 


7912100222 Requests detailed Info re wear characteristics of control 
rods on guide tubes in fuel assamh 1 les. Info needed to 
verify that guide tube wear was not significant problem In 
abW faciUtloa. NRC eancerns re tube wear end. 

REID.R.W. Operating Reactors Branch 4. 79/11/23. 6pp. 

7912040441 Submits confirmation of sotpoint derivation per Tech Spec 
Change Request 33. 

BRIGHTcR.M. Florida Power Corp. 79/11/27. 2pp. 

7912040499 Forwards Section 2 20 of Cycle I refueling ciutage rept In 
response to J Strosnlder request for info re onca-through 
steam generator B repairs. 

SRIOHT.R.M. Florida Power Corp. 79/11/27. Ip. 


79121B0271 Forwards revised Pages 4 8c 3 to Tech Specs ra fire 
protactian *. secondary water chomletry monitoring program re 
790924 Tech Spec change vequoet. Number 50. Cert I f icata of sve 

DAYNARDcP.Y. Florida Power Corp. 79/12/07. 4pp. 


—7912180273 Bevlaad Pages 48.3 to Tech Specs r# fire protection 4. 
secondary water chemistry monitoring program. 

* Florida Power Corp. 79/12/07. 2pp. 


791214(^22 Forwards rospotise to 791121 Question 3 ro small break LOCAs. 
Rosoenie to Question 1 will he submitted in mid-Jan 1900. 

HANCOCKcJ.A. Florida Power Corp. 79/12/10. Spp. 


7912140239 Notifies of one wk delay In obtaining Info ra proposed 
alternate safe shutdown capability mod requested 790911. 
HANCOCKcJ.A. Florida Power Corp. 79/12/10. 2pp. 


7912270575.Provldas info re new fuel cladding strain *i fuel assembly 
flow blockage modelsi in rasponoe to NRC 79H09 Itr. Agrees 
H/resuUs presented by BMI re calculated peak fuel clad 
temp. Compliance u/10CFR50. 46 ehown, 

HANCOCKcJ.A. Florida Power Corp. 79/12/20. 8pp. 


— 7912040302 Cycle I refueling outage rept. Section 2.20. 
» Florida Power Corp. 79/11/27. 27pp. 


7912050042 Forwards Amend 26 to Licenee DPR-72 8. notice of Issuance tc 
aval lability, 

REIDiR.W. Operating Reactors Branch 4. 79/11/87. 3pp. 


Q. tnepectlon rsports. IE Bulletins 8. eorrospondence 

7912030060 Forwards IE Inop Rept 30-308/79-42 on 791001-03. No 

noncomplianee noted. ... _ ^ 

LEUIStR.C. fleplon 8i Atlantai Reactor Operations Nuclear Support 

Brench. 79/10/24. Spp. 



DOCKETED ITEMS 


— 7912080068 IE Intp R#pt 50-302/79-42 on 791001-05. No nonconpllanco 
noHd.Mijor «r#a« Inipoettd: rtvHu at LERSr followup on 
praviouily Idantifled Ittns (< plant tour. 

QUtCKiO. R. Roglon 2> Atlanta. Offlca of tho DlrteliOT. DVER>J. A. 

Raglon 8. Atlanta. Raactar Oparatloni Nuciaar Support Branch. 
79/10/24. 6pp. 


79121B0114 Forwardt IE In»p rapt 30-302/79-43 on 791009-12. No 
nonEOmpllanea notad. 

LEWIS. R.C. Ragion 2. Atlanta. Raaetor Oparationa Nuciaar Support 

Branch. 79/11/07. 2pp. 


—7912180121 IE Imp Rapt 80-302/79-43 on 791009-12.No noncoapllanca 
notad. Major artaa impacted: contalnmant Integrated loot rata 
teeting t. plant operations. 

JOHNSON.A.H. Region 2. Atlanta. Office of the Director. 
BURNETT/P. T. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/11/07. 8pp. 


7912060136 Forwards IE Info Notice 79-12A. "Atteapted Daaafle to New 
Fuel Asseablies. ’ No specific action or response required. 
O'REILLY. J.P. Region 2. Atlanta. Office of tho Director. 
79/11/09. 2pp. 


7912100114 Responds to IE Bulletin 79-25 ra failure of Hoatlnghouie 
BFD relags. No Wastlnghouso BFD/NBFD rolags used or planned 
for uio in safotg-rolatod sgs. 

HOORE.O.C. Florida Power Corp. 79/11/14. tp. 


7912100207 Responds to IE Bulletin 79-08C. Item 9. B6U operating 
guideline contains Instruetlom for istsblishlng li 
aalntaining plant control during Inadequate core coollnB 
condltlem. 

HANCOCK. J. A. Florida Pouir Corp. 79/11/14. 2pp. 


7912100176 Forwards IE Info Notice 79-2B. "Dvorloading of Structural 
Eloaents Sue to Pipe Support Loads." No respomo required. 
O'REILLY. J. P. Roglon 2. Atlanta. Office of tbc Director. 
79/11/16. ip. 


7912060614 Forwards IE Circular 79-24. "Proper Installation 6 Calibr c 
Cora Bprag Pips Break Detection Equipment on BWRs. " No 
response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/li/26. ip. 


7912110143 Forwarde IE Circular 79-23. "Motor Starters l< Contactors 
Fallsd to Operate. " No response rsqulrod. 

O'REILLY, d. P. Region 2. Atlanta. Office of tho Director. 
79/11/26. Ip. 


7912190795 Forwards response to IE Bulletin 79-17, Revision 1 re 
Stagnant boratod water sgs. Ultrasonic testing for pipe 
cracks not get completed, Insp program for accessible k 
Ineecessible welds in development bij Ollbert Aesociatcs. 
DAVNARD.P.Y. Florida Power Corp. 79/11/29. 4pp. 


7912190439 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation S> Control Power Sgt Bus During Operation. " 
Written response required. 

□ 'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/11/30. Ip. 


7912310313 Forwards IE Info Notice 79-30. "Reporting of Defects Sc 
Noncompliances, 10CFR21. " No action required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/12/06. Spp. 


7912200032 Forwards IE Bulletin 79-28. "Possible Malfunction of Namco 
Medal EAIBO Limit Bwitehas at Elevated Temps. " Action 
required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/07. 2pp. 


791231001B Forwards response to IE Bulletin 79-02. Revision 2, re pipe 
support bass plate designs. During field testing all wedge 
tgpa concrete espansion anchors torquad per manufacturer 
recommendation for original installation. 

HANCOCK, J, A. Florida Power Corp. 79/12/10. 3pp. 


7912110358 Forwards IE Info Notice 79-29, "Loss of Nansafstg-Rslated 
Reactor Coolant 8gs Instrumentation During Operation." No 
spaclfic action or response required. 

O'REILLY. J.P. Region 2. Atlanta, Office of the Dlrectnr. 

79/11/16. 2pp. 

7912310336 Forwards IE Insp Rept 80-302/79-44 on 79101S-I9 ti notice of 
violation. . 

LEWIS, R.C. Ragion 2. Atlanta. Reactor Operations Nuclear support 
Branch. 79/11/16. 2pp. 


7912200398 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra. " No written rasponse required. 

O'REILLY. J.P. Region 2. Attanto, Office of the Director. 
79/12/13. 2pp. 


7912310010 Updates 790921 response to IE Bulletin 79-lS, "Audibllilg 
Problem Encountered on Evacuation of Personnel from High 
Noise Areas. " Engineering stutfg complete k mod/installation 
of equipment to be completed bg S00312. 

MOORE, O.C. Florida Power Corp. 79/12/13. 2pp. 


— 7912310338 Notice of violation from imp on 791015-19. 

* Region 2, Atlanta. Office of the Dlractar. 79/11/16. Ip. 


— 7912310346 IE Insp Rept 50-302/79-44 on 791015-19. Nonemspllanee noted; 
fallurs to submit prompt rapt when determined spray additive 
sgs less comervetlve than Isact conssrvetive aspect of Tech 
Specs. 

MCHENRY. T.J. Rtglon 2. Atlante. Offlcs of the Director. 

KELL009.P. J. Htgion 2. Atlante. Reactor Qparations Nuclear 

Support Branch. 79/11/16. 6pp. 

7912060661 Ack rscsipt of 791114 Itr informing NRC ot steps taken to 
Gorrset violations noted In IE Insp Rspt 50-302/79-38. 

LEUIS.R.C. Region 2. Atlante, Reactor Operationa Nuclear Support 

Branch. 79/11/20. Ip. 


— 7912060666 Raiponds to NRC 791022 Itr re violaclon noted in IS Inap 
Rept SO-302/79-38. Corrective action: procedure ehangee to 
dsaonstreti that isolation valves are operable following 
Mint. 

HANCOCK, J. A Florida Power Corp. 79/11/14. 8pp. 


— 7912060668 Forwards IE Insp Rept 50-302/79-38 on 790924-28 li notice of 
violation, 

LEUIB,R.C. Ragion 2, Atlanta, Reactor Oparstlons Nuclear 

Support Branch. 79/10/22. 3pp. 


— 7912060671 Notice of violation from insp on 790924-28. 

• Region 2, Atlanta, Office of the Director. 79/10/19. Ip. 


—7912060673 IE Insp Rept 50-302/79-38 on 790924-29. Noncoi^ltanco noted: 
failure to perform pest-melnt teeting of conteiiment. 
isolation valves. 

BELtSLEiO.A, Region 2. Atlante, Office of the Director. 

DANCE,H C. Region 2, Atlante, flsaetor Operatlone Nucleer 
Support Branch. 79/10/19. 4pp. 


7912310016 Forwards updated Table A-2, "Design Documents Used for 
Analgses, " in response to IE Bulletin 79-14 re seismic 
analgses for piping sgs.U/o end. Updated table supersedes 
original submitted tn 790912 Itr. 

HANCOCK. J. A. Florida Power Corp. 79/12/13. ip. 


7912200134 Forwards IS Circular 79-25, ’'Shocl Arrestor Strut Aisamblg 
Interference." No written response required. 

O'REILLY. J.P. Region 2, Atlanta, Office of the Director. 
79/12/20. 4pp. 


S. Poriodie operating reports I, related correspondence 


7918180391 Forwards monthlg operating rept for Nov 1979. 
HANCOCK, J, A. Florida Power Corp. 79/12/14. Ip. 


— 79131B039B Monthly operating rept for Nov 1979. 

CULVERiM.W. Florida Power Corp. 79/18/10, Spp. 


B. Roportable occurrences, LERa & related correspondence 


7912030154 Forwards LER 79-087/01T-4. 

HANCOCK, J.A. Florida Power Corp. 79/11/27. Ip. 


— 7918030157 LER 79-037/011-4; on 791004, noted that seven 
closed cgcla cooling sgs hangers failed to meet safe! 
requirements per IE Bulletin 79-08. Caused bg Inadtqui 
hanger design. Mod 79-6-e6F Initiated to rework hangai 
LANCASTER, K. F. Florida Power Corp. 79/11/80, 3pp. 


7912100269 Forwards LER 79-106/03L-0, 

HANCOCK. J.A, Florida Power Corp. 79/18/04. Ip, 
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— 7?l2lOOa75 LER 7^- 1 06/03U-0. on 79 HOB. dur i nj daily operating 
aurvB 1 1 lance, cone antra t ed boric acid flow path heat trace 
recorder ltTRT-5 failed Caused by broken recorder drive 
cord. Drive cord U balance motor replaced. 

CDOPERpJ. Florida Power Corg. 79/11/29. 2pp. 


7913110513 Affidavit Identifying type of stainless iteel in liner. sp 

fuel assesblies t< spent fuel pool cooling sy s, C lar if t es 
exposure condition of stainless steel !< consequences of 
stainless steel sys failure. 

TRAKH.T.R. Conmonuiea 1 th Edison 


TO / I 1 /I A 


7912110330 Forwards LER 79- I05/03L-0, 

HANCOCK. J. A. F 1 or i da Power Carp. 79/12/06. Ip. 

— 7912110331 LER 79-105/03L-0: on 791101. during sampling of RCS. chemical 
addition Isolation valve CAV-2 would not close. Cause 
unknown, falve body of CAV-2 lubricated. satisfactorily 
tested ti returned to sve on 791102. 

LAKCASTEft. K. F. Florida Power Carp. 79/11/23. 2pp- 


-79121105IB Affidavit reporting spent fuel pool cooling sys imp 
results. Identifies examination of spent fuel rack undertaken 
In response to IE Dullctin 79-17. . 

LUKENB.T.W. Coiwionuea 1 th Edison Co. 79/11/16. 3pp. 


-79t2110S23 Affidavit reporting spent fuel pool cooling sys Insp 
results. Identifies examination of spent fuel rack undertaken 
in response to IE Bulletin 79-17. . 

8KANNaN>R. Commonwealth Edison Co. 79/11/16. 4pp. 


7912260239 Forwards UER 79- 107/03L-0. 

HANCOCK. J. A. Florida Power Corp. 79/12/lB Ip. 


— 7912260243 LER 79-107/03L-0. on 791 120. fo 1 1 owing routine pressurlier 
sampling, chemical addition isolation valve would not close. 

Caused by inadequate design. Instal led Mod 79-11-01 providing 
pneumatic assist during valve closing. 

LANCASTER. K. F, Florida Power Corp. 79/12/12. 2pp. 


U. Congress tonal /Executive Correspondence 


-7912110332 Affidavit giving essential performance requirements of 
sensitliatlon tests results performed on TMI specimens. Prof 
quallficatiens Si supporting documentat 1 on tnc 1. 

GLARKE.W.L. Oeneral Electric Co. 79/11/16. 64pp. 


-7912110842 Affidavit stating reasons for believing that intergranular 
stress eerroslon cracking does not present safety problem. 

Recommends weekly monitoring of pool water cheml stry. Prof 
qualifications i supporting ‘’o, ,,,, , ^onn 

OTAeHLE.R. Minnesota. Unlv, of, Minneapolis. 79/11/16. 30pp. 


7912130014 Responds to 790B14 Itr re K Griffin concern about facility 
safety Issues. Forwards NRC 790813 Itr to K Oriffin.NRC 
790706 Itr to util facil fact sheet. 

OOSBICK.L. V. Office of the Executive Director for Operations. 
79/10/04. Ip. 


—7912130017 Responds to 790612 Itr re safety of facil ity. Forwards 790706 
Itr to util authoriilng restart of uni t. Numerous regulations 
protect health J. safety of public. 

EI5ENHUT. D. 0. Office of Nuclear Reactor Regulation. 79/OB/lJ. 

2pp. 


7912130020 Notifies of satisfactory completion of Section IV.Paragraph 

1, Items A-0 of NRC 790S16 shut down order. Fact 1 1 ty may 

resume opera t Ion. Fac i 1 Ity fact sheet end. • 

DENTON.H. R. Office of Nuclear Reactor Regulation. 79/07/Q6. 4pp. 


— 7912130022 Forwards K Griffin 790611 Itr re Facility safety Issues. 
Request comments. 

STONE, H. Senate. 79/00/14. 3pp. 


DOCKET 50-304 2I0N NUCLEAR POWER STATION, UNIT 2 
F. Security, medical, emergency L fire protection plans 


7912170261 Discusses proposed task force review of emergency 
preparedness. Task force should study alternatives for 
reduction of probability ti consequences of sever# accident. 
EI8ENHUT, 0. 6. Division of Operating Reactors. 79/11/21. 3pp. 


7912190015 Forwards documents relevant 
corraeinn cracking Issue. W/o end. 
BTEPTOEtP. P. laham, Lincoln tt Beale. 


to intergranular 
79/11/19. 2pp. 


stress 


7912110030 Confirms receipt of end 790329 petition to suspend OLs for 
all PHRs.Foraards FH notice indicating that petition will be 
treated in accordance U/10CFR2, 206. 


ficumu. u D 












7912110126 Notice of request for action pursuant to 

Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

MULLER, D.R. Office of Nuclear Reactor Regulation. 


I0CFR2. 206 

79/11/23. 


re 


38pp. 


7912040455 Racoiwnends closing plants 
centers & lack of evacuation plans, 
e Cltiiens Against Nuclear Power. 


due to proximity 
79/11/20. 3pp- 


to population 


7912100476 Motion for extension until 791214 for NRC to respond to ABLB 
order requesting Info re intergranular stress corrosion 
cracking. Applicant submittal was not received until 791128. 

Certificate of Bve end. 

OQDDMDfft. J. Haarlng Branch S. 79/11/29. 3pp. 


7912I4004B Memorandum (> order granting extension until 791214 for NRC 
to respond to A8LB 790914 order re possible Intergranular 
stress corrosion cracking In proposed fuel storage recks to 
be used in spent fuel pool. 

H0LF,8.F. Atomic Safety and Licensing Board Panel. 79/12/03. ip. 


7912200022 DlseusBes NRC 791109 meeting re emergency preparedness team 
review ob jec t ives. Ppdv Ides guidance for Improving licensee 
emergency preparedness S, assuring capability of offsite 
agencies to take appropriate emergency actions. 

OniNES.B.K. Emrgeney Preparedness Task Force. 79/11/23. JOpp. 


7912200122 Notification of 791205 meeting w/util In Dethesda.MD, ti 
review emergency preparedness capsb 1 1 1 ties. Lis t of NRC 
considerations end. n 

E18ENHUT, D. 0, Division of Operating Reactors. 79/11/29. Jpp- 


79121B0230 Advises of errors In licensae 791116 submittal on 
intergranular stress corrosion crac k ing. Forwards missing 

BTEPTOEi P. P. Ishara, Lincoln li Beale, 79/12/03. 3pp. 


79121B0178 Besponee to ASLB 790914 order that affidavits be provided 
etatlng extent to which Stainless Steel 304 would be used 
In spent fuel storage pool & effects from immersion in pool 
meter. Forwards JR Uetkt ti A Taboada affidavits. 
flODOARDiR.J. Hearing Branch 2, 79/12/07. 3pp. 


7912270063 Forwards list of specific Items requiring updating in 
omergency plans. Emergency plans were evaluated using code 
requlrements.Reg Guide 1. 101 I. Emergency Planning Review 
Guidelines Number 1, Revision 1. 

IPPflLITOi T. A. Operating Reactors Branch 3, 79/11/30, 7pp. 


79121fl01Bl Affidavit of JR Weeks on 791206 re extent of presence of 

Stainless Steel 304 In spent fuel storage pool Ji effects of 
tetnerslan In pool water. Statement of prof qualifications 

HEEKSiJ.R. Drookhaven National Laboratory. 79/12/06. 4pp. 


7912210127 Resp 
Requests info 
telephones. 
KEPPLER, J. 0. 
Ip. 


onde to 791115 conversation re 
Indicating backup power supply 

Region 3. Chicago. Office of 


emergency telephones, 
to emergency 

the Director. 79/12/05. 


•7912180186 Affidavit of A Taboada in 791207 ra extent of presence of 
atainleas Steal 304 In spent fuel storage pool t> effects of 
Immerslan in pool water. Statement of prof qualifications I. 
Certificate of Sve end. a.. 

TABOADA.A. Office of Standards Devalopment. 79/12/07. 4pp. 


' ludlcatory correspondence 


licensee response to ASLB 790914 mefflorandum ti order 
tin 79-17. Revision l.T Tramm. TW Lukens.D 
' affidavits address technical safety 
fuel storage. Certificate of Sve end. 

Lincoln L Beale, 79/11/16. 4pp. 


7912210420 Response to intervener State of IL 791210 request for 
extension until 791228 to respond to ASLB order requiring 
info re intergranular stress corrosion cracking. No objection 
to oxtcntlon.U/Cortiflcate of 8vc. 

OODDARB.R. J. Hearing Branch 2. 79/12/12. 8pp. 
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H, Oenaral correspondence 


7912aa0&09 Discussei 791204 title change of manager of nuclear 
operation* to vice preiidant- Drganl la t i on »trocture not 
altered. No revision uill be made to OA program topical rept 
CE-l-A until organiiation structure is delineated. 
JANECEKiR.F. CammanueaUh Edison Co. 79/12/19. Ip. 


P. Operating license stage documents b correspondence 


791109024B “Summarg of Operating Experience U/Recirculabing Steam 
Oenerators. '' 

E18ENHUT. D. 0. Division of Operating Reactors. NURE0-09S3. 
79/01/31. e9pp. 


7912110011 Foruard* NRC position on status t< applicability to pending 
□L applications of results of THI follouup act Ions. Outlines 
addl short-term actions to be taken. 

VA33ALL0. D. B. Division of Project Management. 79/09/27. 41pp. 


7912110264 Discusses NRC plans to use generic analgses to develop early 
verification program to resolve ATVJB issue for PURs & BNRs. 

Success of program depends on industry response. Supports 
formation of ouners groups to provide necessary Info. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912090162 Discusses NRC revleu of LERs b Tech Spec reRuirements re 
control RPI sys at Uestlnghouse PHRs. RtRuests Tech Specs 
revitu to ensure requirement for rod malnt to uithln +/- 18 
steps indicated b RPI sys verified accurate uiithin 12 steps. 
8CHMENCER.A. Operating Reactors Branch 1. 79/10/29. 7pp. 


7911270467 Foruards "Discussions of TKI Uetsons Learned BKort-Tara 
Requirements" providing addl clarifications of NRC 
raqulrements for pending OL applicants. 

VAB8ALL0r 0. B. Division of Project 79/11/09. 2pp. 


7912100189 Discusses NRC 791101 meeting u/repre sentatfves of NSBS 
vendors b fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing u/fuel cladding 
swelling b incidcnca of rupture. Vendor responses end. 

ElSENHUTi D. e. Division of Operating Reactors. 79/11/09. 6Spp. 


— 79121002S9 Responds to NRC 791101 request re noncomp lianca of 
Uestlnghouse ECC8 evaluation model under requirements 
of 10CFR50 App K. Evaluation of three fuel rod models 
indicates no safety problems for Uestlnghouse plants. 
ANDERSON. T. H. Uestlnghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture date.Ravisui of analytical models b tests Indicates 
compliance u/lOCFRSO App K.All OE specs for calculatsd peak 
cladding temp remain unchanged. 

BUCHHOLZ. R. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data proparly raprcsantsd by fuel models 
used In vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

□U8LEY.0.F. Exxon Nuclear Co.. Inc. (tubs, of Exxon Corp.). 
79/11/02. 9pp. 


"7912100496 Forwards addl info re evaluation of Impact of NRC proposed 
rupture/blockage model uiad in vendor evaluation model. 

No edvirse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OUBLEYiO.F. Exxon Nuclear Go.. Inc. (tubs, of Exxon Corp. )■ 
79/11/04. 23pp. 


7912090332 Discusses 791113 b 14 site visit re solid raduaste 
processing b tamporary storage. Facil Ities have instituted 
improved waste minimltatlon programs. 

ORANTiP, Environmental Evaluation Branch. 79/11/23. 2pp. 


7912060649 Notification of 791209 meeting w/utils in Betheida.MD to 
discuss altsrnativss to rtduce probaility b contequincet of 
severe reactor accident, 

ZECH.O. Division of Operating Reactors. 79/11/29. . 4pp. 


7918040297 Forwards supplementary response to be incorporated Into 
79101B Itr re lessons learned commitments to meet near-term 
requirements. 

REEDiC. Commonwealth Edison Co, 79/11/30. 7pp. 


7912180411 Forwards supplementary response re commitment to meet 
short-term requirements of Lessons Leernsd Task Force. 

REEDiC. Commonwealth Edison Co, 79/11/30. 7pp. 


7912130423 Forwards supplemental response to 79101B Itr re commitments 
to Lessons Learned Task Force recammendatlons. 

PEOPLES, D.L. Commonwealth Edison Co. 79/12/03. 2pp. 


7912110309 Responds to NRC 791029 Itr re control RPI sys at 
Uestlnghouse PWRs. Resolution of RPI sys is +/-5'/. of span. 
Hhen indiceted misalignment of 12 steps exi sts, mlsal ignment 
could be 24 steps b control RPI should be monitored e-/-12X. 
PE0PLE8>D.L. Commonwealth Edison Co. 79/12/04. Spp. 


7912110318 Confirms 791119 notification of implemented mod. Automatic 
rod control operation prohibited above 907. of rated power 
w/Control Dank D below 216 steps withdrawn. 

PE0PLE6.D.L. Commonwealth Edison Co. 79/12/04. ip. 


791SS00672 Requests payment of Class til fees for review of 790S16 
nuclear security personnel training b qualification plans. 
DlOOSfR.H. License Fee Management Branch. 79/13/07. Ip. 


7912200041 Forwards request for addl info re auxiliary feedwater sys 
automatic initiations b flow Indications to steam 
generators. 

SCHHENCERrA. Dperatlng Reactors Branch 1 (Pre 791030). 79/12/12 

app. 


7912210349 Forwards cover sheet for CE-l-A, Revl slon 10, inadvertently 
omitted from 791116 transmittal, 

NAt»HTaN.U.F. Commonwealth Edison Co. 79/12/13. 2pp. 


7912180931 Forwards Info documenting evaluation of purge b vent valve 
operability verl f icat ion. Ut 1 1 committed to purge b vent sys 
In confornance w/NRC interim position. Complete confirmatory 
analyses not available for 30-40 wk, 

PS^LE8,D.L. Commonwealth Edison Co. 79/18/14. 6pp. 


7912190942 Forwards "Adequacy of Station Electric Distribution Sys 
Vnltagesi '' addressing 480-volt undervoltage conditions. 
>MbECEH,R.F. Commonwealth Edison Co. 79/12/14. ip. 


--79I8190S49 "Adequacy of Station Electric Distribution Sys Voltages. 
• Commonwealth Edison Co. 79/18/14. Bpp. 


791K27D469 Forwards response to NRC request for eddl info on Lessons 
Learned Task Force Recommendations 2.1.7a b 2.1.7b. 

PEOPLEB.O.L, Commonwealth Edison Co. 79/12/14. Bpp. 


7912270470 Advises that qualification program for remaining purge b 
vent containment valvas is in progress. Dresden b Quad-Cities 
butterfly valves will close, regard lass of degree of opening. 
)lesponse to NRC interim position end. 

FEOPLEB.O.L. Commonwealth Edison Co. 79/12/14. 6pp. 


7912270997 Advises of compliance w/Category A TMl Lessons Learned Task 
Force item* identified in NRC 790913 b 1030 Itr*. CompI lance 
will be achieved by 600101, or prior to return to power for 
units in outages on 800101 . 

FEOPLEB.O.L, Commonwealth Edison Co. 79/12/17. ip. 


7918270464 Forwards supplementary response re THI Lessons Learned Task 
Force recommendations, in response to NRC request for info. 

Rosponsa should bo Incorporated into 79101? Itr re 
auxiliary feedwater sys requiroments. 

PEOPLES, D.L. Commonwealth Edison Co. 79/18/16. 9pp. 


7912310348 Forwards revised pages to CE-l-A, "Comm Ed QA Program for 
Nuclear Generating Stations," Revision 11. 

JiWECEK.R.F. Commonwealth Edison Co. 79/12/20. ip, 


— 7918310399 Revised pages to CE-l-A, "Comm Ed QA Program for Nuclear 
Generating Stations," Revision 11. 

• Commonwealth Edison Co, CE-l-A. 79/11/81. t6pp. 


7918870267 Foruards 791220 conference paper re Indian Palnt/Zion near 
alto itudlai. Request* paper be made part of public record. 
PEOPLES.D.L. Commonwealth Edison Co. 79/12/21. Ip. 


— 7912270275 "Indian Polnl/Zlon Near Site Studies," presentation to NRC. 
a Commonwealth Edison Co. 79/12/20, 31pp. 


0. Inspection reports, IE Bulletins b correspondence 


791209O0S0 Forwards IE Insp Repts 90-295/79-20 b 50-304/79-19 on 
790901-30. No noncomp I iance noted, 

HEI8HMAN, R. F. Region 3, Chicago, Reactor Dperations Nuclear 
Support Branch. 79/10/17. Spp, 
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M2030066 IE Insp Rapt* 50-295/79-20 1. 50-304/79-19 0 I> 790901-30. Mo 
noncompUancB noted. Major areas inspoc ted; reactor operation. 
malnt.IE bulletin fol iouup. LEHs. physical security. & changing 

SohLErI'j^E, . 9PESSARB. R. L. Region 3. Chicago, Office of the 
Director. 79/10/17. 9pp. 

21B0224 Foruards IE Insp Repts 50-295/79-23 U 50-304/79-21 on 790702 
0923. No nnnconipUanco noted- , 

lORELLl.O. Region 3. Chicago. Reactor Construction t. Engineering 

upport Branch. 79/11/07. 2pp. 

9121B0236 IE Insp Repts SO-295/79-23 t. 50-304/79-21 on 790702 4. 0925- 
No noncompllance noted. Major areas inspected: re vleu 
procedures. mfg octlvttles at Locienby Co I. revleui audits t. 
surveillances performed by Comm ED. 

HAYEBi D. W, Region 3» Chicago. Reactor Construction fc 

Engineering Support Branch. NAIBU.K.R. Region 3. Chicago. 

Office of the Director. 79/11/05. 5pp. 

2050l0i Forwards IE Circular 79-22, "Stroke Times for Power Operated 
ellef Valves." No raaponse regulrad. -rantjn 

EPPLER.J.O, Rcglpn 3. Chicago. Office of the Director. 79/11/1*. 

Ip. 


2100213 Forwards IE Info Notice 79-28. "aver I oading of Structural 
llenents Due to Pipe Support Leads. " No response reiuired. 
;EPPLER.J.0. Region 3. Chicago, Office of the Director. 

Ip. 


79/11/16. 


2U0557 Forwards IE Info Notice 79-29, "Loss of Nonsaf ety-Relatod 
teactoT Coolant Bgs Instrumeixtotlon During Operation. No 
.pecific action or response required. -.njurti. 

iEPPLER.J.O, Region 3, Chicago. Office of the Director. 79/11/16- 

Ip. 

L20S0344 Forwards IE Bulletin 79-26. "Boron Loss From DHH Control 
Hades. " No response required. ^n.ii/M 

lEPPLERi J. 0. Region 3. Chicago. Office of the Director. 79/11/30. 

ip. 

12100417 Foruards IE Circular 79-24. "Proper Installation *. Callbr af 
lore Spray Pipe Break Detection Equipment on DHRs.' No 
urltten response roqulrod. lortt/tis. 

4EPPUER. J. 0, Region 3, Chicago, Office of tho Director. 79/11/26. 

Ip. 

12140187 Forwards IE Circular 79-23. "Motor Starters 6 Contactors 
Failed to Dparato. ■' No written response required. 

KEPPUER.J.O. Region 3. Chicago, Office of the Dlroctor- 79/11/26- 
Ip- 

12110395 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups L state atty 
general ofes copies of escalated enforcumenl correspondence 
sent by NRC to licensees. . .lo/ti/oa 

KEPPLER.vJ.O. Region 3, Chicago, Office of the Dlroctor. 79/11/28- 
Ip- 


12190199 Forwards IE Bulletin 79-27. "Loss of Nun-Class IE 
Instrumentation 6 Control Power Sys Bos During Dperation. 
Written response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director, 
Ip. 


79/11/30. 


12140056 Forwards IE Info Notice 79-30. "Reporting of Defects & 
Noncompllancas. 10CFR21. " No action or response required. 

KEPPLER.J.O. Region 3, Chicago. Office of the Director. 79/12/06. 

ip. 

•12200036 Forwards IE Bulletin 79-28, "Possible Halfucietton of Ns*eo 
Model EAIBO Limit Rwitches at Elevated Temps. " Action 

KEPPLER^'j.O. Region 3. Chicago. Dfflcs of the Director. 79/12/10. 

Ip. 

(12200443 Notification of 791213 meeting u/utll to discuss IE Bulletin 
79-02 anchor bolt «. base plate analysis. 

JORDAN, E.U. Division of Reactor Operations Inspections. 

3pp. 


B. Reportable occurrences. LERs 6 corre spo ndence 

7912120068 PHa-ni-79-02S. on 791025 . essential sves motor generator set 
tripped. resulting in tripping of Unit 3 reactor. Caused by 
staaming of essential sves electrical panel ,Q/,n,ax 

CREED.J. Raglan 3. Chicago. Office of the Director. 79/10/26. 

2pp. 

7912170166 PN0-II1-79-23A: threatening telephone ealle came from court- 
coMiitted patlent.All affected licensoes notify®®- ^ 

BELANOER.J. Region 3. Chicago, Office of the Director. 79/10 

If. 

7912060650 PM1-I1I-79-29A; on 791 lOl. volume trie a. amlnat Ions revealed 
cracking in steam generator-to-feeduatBr piping. Defective 

ueids fa piping will be replaced. 

KOHLEfl.J.L^ SPESaARD, R. L. . HEIBHMAN, R. F. Regions. Chicago. 

Office of thm Director. 79/11/02- Ip. 

79121B0356 PND-II1-79-0S2; on 79! 129. during routine sorvei llonce. gland 
seals on throe hydraulic snubbers observed u/e»e#sslve 
leahlng. Oaugos observed on piston rods where snubbers pass 
through housing at gland seal on housing. 

DANIELSON. 0. H. > FIORELLl.O, Region 3. Chicago. Office of the 
Director. 79/11/89. Ip. 


DOCKET 90-305 KBJAUNEE NUCLEAR POWER PLANT 
F. Security, nedleal. emergency ti fire protection plans 

7913130415 Forwards request for addl Info re contingency plan. Request 
withheld <ref 10CFH2. 7901, 

SCHUEHCERiA. Operating Reactors Branch I- 79/ll/lJ. Jpp. 

7912200114 Forwards draft suppl to fire protection safety evaluation. 
LAINAB.O. Plant Systems Branch. 79/11/20. 2pp. 

— 7912200116 Draft suppl to fire protection 

* Office of Nuclear Reactor Regulation. 79/11/20. lopp. 

7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for improving licensee 
eaergency preparedness & assuring capability of offsite 
to tdtB offprooTioto oaner^tnctj actions. 

ORirtESfB.K. Eraargancy Praparodnoai Ta«V Force. 79/11/33. 30pp. 

7912210129 Bespends to 791115 conversation re emergency telephones. 
Requests info indicating backup power supply to emergency 

R^PLM?J*b. Region 3. Chicago. Office of the Director. 79/13/05, 
IP. 

O. Adjudicatory correspondence 

7912110036 Confirm, receipt of end 790329 petition to OLs for 

all PMRs. Forwards FR notice indicating that petition will be 
treated in accordance tu/10C;FR2. 806. 7 n/ii/pm lo 

DENTONiH.R. Office of Nuclear Reactor Regulation. 7//11/WJ. tp. 

7912110126 Notice D# request for action pursuant to 10CFR2. 206 ra 

Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all DLe for PMRs. la/tt/a’t 

HULLERiD.n. Office of Nuclear Reactor Regulation. 7V/li/.<J. 

3Bpp. 

P. Operating license stage documents fc correspond en ce 


7911090848 "Summary of Operating Esperience H/Recirculatlng Steam 
Division of Operating Reactoro. NURBO-0623. 


Oenerators. " 
EISENHUT.D. 0. 
79/01/31. Q9pp. 


7012050194 Discusses NRC review of LERs It Tech Spec requiroments ri 
control BPI sys at Uastinghouse PWRs. Requests 
ravtew to ensure requirement for rod maint 

steps indlcatod *■ RPI sy* verified voo 

8CIMEMCER.A. Operating Reactors Branch 1. 79/10/29. /pp. 


i. Periodic operating roports 6 related correspondence 

’912110219 Forwards monthly operating repts for Nov 1979. 
MANDKE. N. E. Commonwealth Edison Co. 79/12/07. Ip- 


79121001B9 Discusses NRC 791101 meeting w/representatives of NSSB 
vendors fc fool suppliers re discussion of 

oortians of ECC8 evaluation models dealing u/fuel cladding 
swelling b incidence of rupture. Vendor responses *"“• 

EtBEWiUT. 0. 0. Division' of Operating Reactors. 79/11/09. 6Spp. 


— 7912H0283 Monthly operating repts for Nov 1979. 

COOK.J-M. Commonwealth Edison Co. 79/12/07. llpp. 
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— 7912100339 Raspondi to NFiC 791101 rsquett ra noncotnp 1 lanea of 
Waatlnghouae ECCB avaluatlon modal undar raquiremonta 
of lOCFRSO App K. Evaluation of throe fuel rod models 
Indicates no safetg problems for Mestinghouse plants. 
ANDERSON. T. M. Mestinghouse Electric Corp. 79/il/03. 4pp. 


—7912100330 Responds to NRC 791101 request re ORNL cladding swelling ti 
rupture data. Revi eui of analytical models ti tests indicates 
compliance u/tOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged, 

BUCHHOLZ.R.H. General Electric Co. 79/12/07. Spp. 


—7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models t. that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OUSLEVi 0. F. Esion Nuc tear Co,. Inc, (subs, of Exson Corp. >. 
79/11/03. Spp. 


—7912100496 Forwards addl Info ra evaluation of impact of NRC proposed 
rupture/blockage model used In vendor evaluation model. 

No adveree impact from new rupture burst data or use of lAC 
rupture/blockage model on licensing calculation rcsulta. 

OHSLEY. 0. F. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
79/11/04, 22pp. 


7912040102 Summary of 791115 telcon u/utll re lessons learned 
implementation. 

OLSHAN.L.N, Operating Reactors Branch 1. 79/11/23. 7pp. 


7912060029 Summary of 791119 telcon w/util re util 791019 response to 
790913 Itr re lessons learned implementation. 

OLSHAN.L.N, Operating Raactors Branch 1, 79/11/23. 6 pp. 


7912210439 Notifies that radioactive matl shipping activities to be 
performed per util QA program. 7B0120 Revision 2 . approved 
790723. 

RICHMOND.J,. LUOMA.C.R. Wisconsin Public Service Corp. 79/11/27. 
Ip- 


7912120362 Responds to NRC 791029 Itr re Tech Specs on rod 
miielignmint. Current util Tech Specs are consistent u/safeiy 
analysis li mode of oporatlon based on approved physics 
methods. 

HATHEMSiE.R. Wisconsin Public Service Corp. 79/12/OS. 2pp. 


7912310131 Requests firm date for delivery of re-analysis at ECC 8 
cooling performance using correct Westlnghouso evaluation 
model, 

8 CHWENCER. A. Operating Reactors Branch 1 . 79/12/07. 2 pp. 


79i21B04Sl Submits Interim position for containment purge during 
operation. In response to NRC 791023 Itr. Also submits oddl 
info for comparing Branch Technical Position 6-4 for 
Containment Bys Branch, 

MATHEWS. E. R. Wisconsin Public Service Corp. 79/12/iQ, Spp. 


79t2iS0901 Forwards addl info re Lessons Learned Task Force Short-Term 
Requirements in response to 791207 telcon. No implementation 
schedule available due to uncertainty in delivery of 
equipment. 

HATHENSiE.R. Wisconsin Public Service Corp, 79/12/10. 2pp. 


7912180621 Responds to NRC 791019 Itr. Discusses overpressure protection 
sys ti number of available electrical penetrations through 
containment, Mods to Class IE power sources planned for I9B0 
refueling outage. 

MATHEWS. E.R, Wisconsin Public Service Corp. 79/12/12. tp. 


7912190420 Forwards Ueitinghoufe reanalysis description. time sequence 
of events Ic generic sensitivity study results to documsnt 
ECC 6 rsanalysls re ilrc/water reaction calculation. 

Caleulbted peak clad temp dots not exceed 2.200 F. 

MATHEWS. E.R. Wisconsin Public Servlet Corp. 79/12/14. 36pp. 


7912210325 Provides requested info re auxiliary feedwater sys. Existing 
design meets short-term criteria of NUREO-0378 b H Dsnton 
791030 clarification Itr. 

MATHEWS. E.R, Wisconsin Public Service Corp. 79/12/14, 2 pp. 


a. Inspection reports. IE Bulletins b correspondence 


7912050028 Forwards IE Ihsp Rapt 50-305/79-16 on 790925-28. No 
noncomplianco noted. 

HEISHMANi R. F. Region 3. Chicago. Reactor Operations Nuclear 
Support Branch. 79/10/18. 2 pp. 


— 7912050035 IE Insp Rept 50-30S/79-I6 on 790923-23. No noncompUance 
noted. Maior areas inspected: core power distribution limits, 
in-core/ei-core calibr b isothermal temp coefficient. 

CHOi.E.T. Region 3. Chicago. Office of the Director. 

STREETER, sf. F. Region 3. Chicago. Reactor Operations Nuclear 

Support Branch. 79/10/16. 4pp. 


7912050400 Forwards IE Insp Rept 50-303/79-15 on 790910-14. No 
noncoapliance noted. 

HEIBhHaN. R. F. Regi on 3. Chicago. Reactor Operations Nuclear 

Support Branch. 79/10/33. 2pp. 


— 7912030412 IE Insp Rept SO-303/79-15 on 790910-14, No noncompliance 
noted. Major areas inspected: safety-related components b 
equipment. Imp lemontat Ion of ASHE Code Section ti pump b 
valve test program b followup on IE Bulletin 79-06C. 

MCOHESOR. L. 0. Region 3. Chicago. Office of the Director. 
STREETER. J. E. Region 3. Chicago. Reactor Operations Nuclear 

Support Branch, 79/10/24. Bp. 


7912040211 Responds to IE Bulletin 79-lS. "Audibility Problems 
Encountered on Evacuation of Personnel from High Noise 
Areaf. “ Inadequate alarm sys identified in four areas. Bys 
will be improved by adjustment or Installation of speakers. 
HATHEW 81 E.R. Wisconsin Public Service Corp. 79/11/OB. ip. 


7912050158 Forwards IE Circular 79-23. "Stroke Times for Power Operated 
Relief Valves." No response required, 

KEPPLERjJ.O. Region 3. Chicago. Office of the Director. 79/11/16. 

*P- 


7912100252 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 

ip. 


7912120001 Forwards IE Info Notice 79-39. "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 

*P- 


7912050416 Forwards lE Bulletin 79-36. "Boron Loss From BWR Control 
Blades." No response required. 

KEPFLER. >f. 0. Region 3. Chicago. Office of the Dlroctor. 79/11/20. 

Ip. 


7912120079 Forwards IE Insp Rept S0-3OS/79-1B on 791015-19 b notice 
of violation. Notice of vlolation'wlthheld (ref 10CFR2. 790). 

HINOfJ.A. Region 3. Chicago. Safeguards Branch. 79/11/21. Spp. 


— 7912120065 IE Insp Rept S0-303/79-1B on 791013-19. Noncompl lance noted: 
some guards not qualified in accordance u/commltmants b 
some security-related equipment not tested in accordance 
w/coaMltraenti. Details withheld (ref 10CFR2.790). 

CREED. J. R. > SCHUAN.C.A. Region 3. Chicago. Office of the 
Director. HIND. J. A. Region 3. Chicago. Safeguards Branch. 
79/11/20. 2pp. 


7912170210 Updates 79101S response to IE Bulletin 79-21. Drift on 
steam generator level transmitters may ba 3, IX. Potential 
level uncertelnty is ll.BX.To assure eomplianca u/Tech 
Specs. setpoint will be raised to 17X. 

HA'mEUB.E.R. Wisconsin Public Service Carp. 79/11/31. 3pp. 


791210Q44B Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on OWRs, " No 
written response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/36. 

ip- 


7912140249 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate," No written response required. 

>«PPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/36. 

Ip- 


7912110450 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/28. 
*P- 


7912190238 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instruisentatlen b Control Power Sys Bus During Dperation. " 

Written response required. 

)^PLER>J.O. Region 3. Chicago. Office of the Director. 79/11/30. 

»P- 
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79l?20C10B'? Responds to IE bulletin 79-1 ?• R e vi s i on I re stagnant boratad 
uater sgs. Melds already inspected 'll uill be revieued to 
ensure 10/. dF accessible uelds Inspected . Rur then insp IF 
necessary to be completed uithln 12 months. 

HATHEMS. E R. Uisconsln Public Service Corp. 79/11/30. 3pp. 


7912M0109 Forwards IE Info Notice 79-30. "Reporting oF Defects U 
Noncomp 1 lance 5. 10CFR2I . No action or response required. 

HEPPUER. J. 0- Region 3, Chicago. Office of the Director. 79/12/06. 

Ip- 


79I220019S Forwards IE Bulletin 79-20. '‘Possible Malfunction of Naoco 
Model EAIGO Limit Switches at Elevated Temps." Action 
required. 

KEPPLEfl.J. 0. Region 3. Chicago. Office of the Director. 79/12/10. 
IP- 


R. Peri-odlc operating reports 6 related corresp-ondenc e 


79121*10337 Forwards monthly operating rept for Hov 1979. 

HATHEHS.e.R. Washington Public Power Supply Bgstem, 79/12/10. ip. 


— 7912140362 Monthly operating rept for Nov 1979. 

WALLACE. J- J. Washington Public Power Supply Sgstem. 79/12/10. 
4pp. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 


F. Security, medical, emergency L fire protection plans 


7912200022 Discusses NHC 791109 meeting re emergency preparedness tean 
review ob jec t Ives. Provides guidance for Improving licensee 
emergency preparedness t< assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORIHEStD.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912120244 Forwards evaluation of electrical & mechanical penetration 
seals tf fire detectors required bg 790906 fire protection 
safety evaluation rept. 

HAVER. L.D. Northern States Power Co. 79/11/30. 34pp. 


0. Adjudicatory correspondence 


7912I1003S Confirms receipt of end 790329 petition to suspend DLs for 
all PI4Rs. Forwards FR notice indicating that petition uill be 
treated In accordance u/ 10CFR2. 306. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/11/33. Ip. 


— 7912110126 Notice -of request for action pursuant to 10CFR2.206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

MULLER. D.R. Office of Nuclear Reactor Regulation. 79/il/S3. 
3app. 


P. Operating license stage documents b correspondence 


79I109024B "Summary of Operating Esperlence W/Reclrcu 1 at Ing Steam 
Oenerators. “ 

EleENHUr. D. 0. Division of Operating Reactors. NUREO-0533. 
79/01/31. B9PP. 


7912040164 Discusses NRC concerns re containment purging U venting 
during nornal operations. Includes licensee override of 
safety actuation isolation signals to containment isolation 
valves l< valve ability to shut u/d degrading containment. 
SCHWENCER.A. Operating Reactors Branch I. 79/10/29. 3pp. 


79120S0176 Discusses NRC revlou ef LEJls ?< Tech Spec requlremints re 
control RPI sys at Westinghouse PWRs. Requebts Tech Specs 
review to ensure requirement for rod maint to within *■/- 13 
steps Indicated 6 RPI sys verified accurate uithln 13 steps. 
SCHWENCER.A, Operatlny Reactors Branch 1. 79/10/29, 7pp. 


7912I001B7 Discusses NRC 791101 meeting ui/representat I ves oF NSBS 
vendors b fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing u/fuel cladding 
swelling U incidence of rupture. Vendor responses end. 

EISENNUT. D. 0. Division of Operating Reactors. 79/11/09. 63pp. 


-*-7912100233 Responds to NRC 791101 request re noncomp 1 1 ance of 
Westinghouse ECCB evaluation model under requirements 
of lOCFRSO App K. E.valud t Ion of three fuel rod models 
Indicates no safety problems for Uestinghouse plants. 
ANDER90N. T- M, Westinghouse Electric Corp, 79/11/02, 4pp. 


7912100330 Responds to NRC 791101 request re ORNL cladding swelling t 

rupture data. Review of analytical models b tests Indicates 
compliance w/l0CFR50 App K. All QE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHDLZ. R. H. Oeneral Electric Co. 79/12/07. 2pp. 


— 7913100407 Forwards response tn NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OHSLEViS.F. Exion Nuclear Co.. Inc. (subs, of Exxon Corp.). 
79/11/03. 5pp. 


— 7913100496 Forwards addl info re evaluation of impact of NRC proposed 
Tupture/bloekage model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/blockage nodal on licensing calculation results. 

OUBLEVi O. F. Exxon Nuc loar Co.. Inc. (subs, of Exxon Corp. ). 
79/11/04. 22pp- 

7912120103 Notification of 791126 meeting u/util in Bethesda.HD to 
discuss rsacior vessel noixle fabrication. 

enoiENHUIS.H. Operating Reactors Branch 1. 79/11/19. 2pp. 


7912040201 Confirms Implementation of interim procedural solution 
adopted at 791119 meeting w/NRC. Westinghouse b util re 
possible rod drop accident analysis for certain Westinghouse 
designed plants. 

HAVERiL.O. Northern States Power Co. 79/11/27. Ip. 


7918110307 Aesponds to NRC 791029 Itr re control rod misalignment 
specs. License amend request re spec changes will be 
subisltted by 80011 S. 

HAVERxU.O. Northern States Power Co. 79/12/03. Ip. 


7912310DOB Sumaarg of 791126 meating w/Westinghouse b util re base 
■etal cracking in reactor vessel noiiles under stainless 
steel cladding. 

enOTENKUIS.N. Operating Reactors Branch 1. 79/12/12. 4pp. 


— 7912210013 Discusses pipe leak at TVS 1. in Finland. due to faulty 
fabrication process of components mfg In France b 
significance to US plants. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/10/24. 

14pp. 

7913300432 Notifies that util will be in cotnplianci by BOOlSi w/Lessone 
Learned Task Force recommendations re relief b safety valves 
direct position indication b inadequate care cooling 
detection instrumentation. 

HAI^R.L. 0. Northern States Power Co. 79/12/14. 8pp. 


79I3S003BS Notifies NRC that util cannot meet 781023 schedule for 
resolving issue of asymmetric LOCA loads. due to delays In 
matl procuranent. Pipe restraints will be installed during 
refueling outage. 

HAV£R>L.a Northern States Power Co. 79/12/17. Ip. 


0. Inspection reports. IE Bulletins b correspondence 


7913050401 Forwards IE Insp Repts 50-2B2/79-23 b SO-306/79-19 on 
790917-30. No noncomp I lance noted. 

HEISHHANiR.F. Region 3. Chicago. Reactor Operations Nuclear 

Support Branch. 79/10/26. 2pp. 


— 7912030406 IE Insp Repts 30-2B2/79-23 b 30-306/79-19 on 790917-30, No 
nencompliance noted. Major areas inspected: maint. securi ty> 
reviawiaudlt b radiation protection. 

FEIERABEND. C. D. > HARNICK. R. F. Region 3. Chicago. Office of the 
Director. 79/10/32. 3pp. 


7913030144 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip- 


7913101^9 Forvxards IE Info Notice 79-2B. ''Overloading of Structural 
Eleaients Due to Pipe Support Loads." No response required. 
KEPPL^.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip- 


7913110383 Forwards IE Info Notice 79-29. "Loss of Nonsefety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

KSPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/16. 
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7918210066 Foruiard* IE Insp napti 30-282/79-27 & 50-306/79-21 on 
791001-31. No noncomp 1 lane t noted. 

HEI8HMAN. R. F. Region 3, Chicago. Reactor Operations Nuclear 

Support Branch. 79/11/16. 2pp. 


— 7912210074 IE Imp Repti 30-282/79-27 & 50-306/79-21 on 791001-31. No 
nonconpliancB noted. Major areas 1 nsp ec ted: p lent oparatlana. 
nalnt. security (< observations of plant staff response to 
steam generator tube rupture. 

FEIERABEND. C. D. . WARNICK.R.F. Region 3. Chicago. Office of the 
Director. 79/11/13. 9pp. 


79120S0404 Foruards IE Bulletin 79-26. "Boron Loss From DHB Control 
Blades," No response required, 

KEPPLER.J, 0, Region 3. Chicago. Office of the Director. 79/11/20 
Ip. 


8. Saportabie occurrences. LERs << related eoprespondenc e 


7912070133 PNO 1 1 1— 79-024 : on 791026. Reg 1 on 3 notified of chlorine 
treatment of cooling toiuor water containing amoeba 
oncophalltls. Licensee will monitor discharges 1. submit 
environ event rept to NRC. 

raSTHANNi H. . ESSrO, T. H. Region 3. Chicago. Office of the 
Diractcr. 79/10/23. 3pp. 


7912060393 PNO 111-79-035; on 791007. neutra Hi ing tank batch released 
ph greater than Tech Spec limit. Caused by Improper 
operation of ph monitor on tank effluent pipe. Kerne issued 
requiring reliable operation of monitor. 

□ESTIiANN. H. J. Region 3. Chicago, Office of the Director 
79/11/03. 2pp. 


7912100440 Forwards IE Circular 79-24. "Proper Installation & Calibi* of 
Core Spray Pipe Briak Oetactlon Equipment on BURs. " No 
written response required, 

REPPLER. J. 0. Region 3, Chicago. Office of the Director. 79/11/26 

Ip. 


7912140216 Forwards IE Circular 79-83. "Motor Starters & Contactors 
Failed to Operate." No written response required, 

KEPPLER.J, 0. Region 3. Chicago, Office of the Director. 79/11/36 
ip- 


7918110433 Notlflis that NRC intends to routinely forviard to 
appropriate state public util regulatory groups 6 state atty 
genaral ofci copies of escalatsd enforcement correspondence 
sent by NRC to licensees. 

RBPPLER.J.O, Region 3, Chicago. Office of the Director. 79/11/80 
Ip, 


7918190501 Responds to IE Bulletin 79-17. Revision 1. Insp ptr Itan 8 (b) 
to begin 791803 for Unit 8 b end in two wks.Unlt 1 Insp 
scheduled for Aug 1980. 

WACHTER.L, J. Northern States Power Co. 79/11/28. Ip. 


7918030197 Forwards LER 79-029/03L-0 

MA^RtL. □. Northern States Power Co, 79/11/30, Ip. 


"7912030802 LER 79-029/03L-0: on 791 102. during surviillanee test.turbin 
driven auxiliary feedwater pump did not itart. Cause unknown. 

Valves being checked for proper poiltion every 4-h t. design 
change Initiated. 

IWNSTAD.A.A, Northern States Power Co. 79/11/30, Ip. 


7918070332 Environ Event Rept 79-11 for 17 days in Nov.Slowdawn flow 
In excess of Tech Specs required to complete special 
chlorination treatment authnrlied by 791102 ET8 change. 

UARD.E.C, Northern States Power Co. 79/12/03. Ip. 


7918260360 Forwards Uestlnghouse evaluation of 791002 tube rupture 
event. Concurs w/util recommendations in LER 79-027/01T-0 re 
operation of turbine driven auxiliary fead pump & steam 
supply valve from faulted steam generator. 

ANDERSON, T. M. HesHnghouse Electric Corp. 79/12/19. 17pp. 


7918310475 Forwards LER 79-O31/03L-0. 

HAVER. L.O. Northern States Power Co, 79/12/86. ip. 


7918030667 Ack receipt of 791031 Itr informing NRC of steps taken to 
correct violations noted in IE insp Repts 30-802/79-21 b 
30-306/79-18, 

HEISHMAN. R. F. Region 3, Chicago. Reactor Operations Nuclear 
Support Branch. 79/11/30. ip. 


—7918030671 Responds to NRC 791009 Itr re violations notsd in'^IE tnsp 
Repts 30-203/79-21 b 30— 306/79— 18. Correc tlve actions: Design 
Change 771397 forma w/requirad initials completed. 

HACHTEfl. L. J, Northern States Power Co. 79/10/31. 3pp. 


7912190831 Forwards IE Bulletin 79-87. "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation. “ 

Written response required. 

KEPPLER.J, 0, Region 3. Chicago. Office of the Director. 79/11/30 
tP- 


79SS31047B LER 79-031/03L— 0: on 791 186. during periodic surveillance 
program review, discovered that BP1022 boric acid tank level 
teat not performed within tolerance band.Ceustd by personnel 
oversight. Instrumentati on b control schedule to be used. 
HUNSTAD.A.A, Northern States Power Co. 79/12/26, Ip. 


DDCKEn 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Becurity. medical, inergency b fire protection plans 


7918300022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidancs for Improving licensee 
cnergency preparedness & assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORIMES.B.K. Emergency Preparedness Task Force. 79/11/23. 30pp, 


7918140093 Forwards IE Info 
Noncompllancas. 10CFR21. “ 
KEPPLER.J.O, Region 3. 
Ip- 


Notice 79-30. "Reporting of Defects ti 
No action or response required. 

Chicago. Office of the Diriefcor. 79/18/06. 


7918860067 Reeponds to IB Bulletin 79-02. Hevl sion 2. "Pipe Support Baie 
Plate Designs Using Concrets Expansion Anchor Bolts." All 
Salsmlc Category I restraints that use concrete expansion 
anchors ware flald verified. 

WACHTER.L. J. Northern States Power Co. 79/12/07. 8pp. 


7912200134 Forwards IE Bulletin 79-2B. "Possible Malfunction of Namco 
Modal EAiao Limit Switches at Elevated Temps." Action 
required, 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/12/10. 


7912280041 Responds to IE Bulletins 78-12. 7a-iaA b 78-1211. "Short 
Period Scrams at BUR Fad 1 i ties. " No devletlons found In 
welding mail used in vessels. 

WACHTER.L. J. Northern States Power Co. 79/i2/tl- Spp. 


R. Periodic operating reports b related correspondence 


0. Adjudicatory correspondence 


791S11O03B Confirms receipt of end 790329 petition to suspend OLs for 
all PHRt. Forwards FR notice indicating that petition will be 
treated in accordance w/lOCFRE. 206. 

DENTQN.H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip, 


-791SI1S126 Notice of request for action pursuant to iOCFR2. 206 re 
Environ Coalition on Nuclear Powir 790329 petition 
requesting suspension of all OLs for PNRs. 

HUL1.EA,D.R. □fPiee of Nuclear Rsaetor Regulation. 79/11/23 
36pp. 


7912110408 Petition to intervene. Urges Comnisslon to schedule 
cdinferenceti discovery (. hear ings. Cer tl f icate of Sve b 
supporting documsntation end. 

TUPPER.S.R. . MIULTER.D.S. Sensible Heine Power. 79/11/29. 7pp. 


•7912I104I8 Attachment 3 In support of petition to intervene. Identifies 
aspects of procseding for which intervention sought. Con tends 
that applicant failed to Implement protective measures rs 
hiHsan b technical failures. 

MILLER. D. S. Sensible Maine Power. 79/11/29. 12pp. 


7912180680 Forward! monthly operating rept for Nov 1979 b correcblon* 
to monthly operating repts for Aug.Sapt b Oct 1979. 

MAYER. L.O. Northern States Power Co. 79/18/12. Ip. 


"7918180626 Monthly operating rept for Nov 1979. 

HUNBTAD. A. A. Northern Statee Power Co. 79/12/01. Bpp. 


—7912110425 Errata to 791123 pellllon to intervene, Corrects 
typographical errors. 

MILLER. D. 5. Sensible Mains Power. 79/11/29, 2pp. 


7918190005 Forwards State of ME notice of intent to participate. 
PATERSON. J.M. Maine, State of. 79/11/26. ip. 
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--7912190009 NotitB of Intent to participate In hearing* ro util 
applliatinn to eipand spent fuel storage capacity. 
Certificate of Svc end. 

PATEB80N. J. M. R. Main*. Btate of. 79/11/20. 2pp. 


79ta0403« Coementi on NUREO-0377. "Potential for Lou Fracture 
Toughness fc Lanellar Testing on PHR Steam Oenerator 8< 

Reactor Coolant Pump Support*. " Mall test rept* for steam 

generator base mail enel. ,o/.i/ 3 o m 


7912130277 Establishes ASLB to preside in proceeding, per Commission 
791024 ordtr. RM Laio appointed chairman l< CH Hand & OA 
Linenberger Bienbers. -,nn n 

UA20.R.M. Atnetlc Safety and Licensing Board Panel. 79/12/03. spp. 


7912170053 Ansuer in support of Bensibie ME Pouer petition to 
intervene. Request* appointment of ABLE to preside in 
proceeding. Urges holding of prehearing conference. 

Certificate of Svc end. 

DIONWIp T. 0. . OAD. R. K Maine Yankee Atomic Pouer Co. DlONANiT. 0. 
Ropes t Gray. 79/18/07. 2pp. 


7912170202 Notice of appearance in proceeding re spent fuel pool 
compaction. Certificate of Svc end. 

OAD.R.K. Maine Yankee Atomic Pouer Co. OAO.R.K. Rope* *< Gray. 
79/12/07. 2pp. 


7912100029 Notice of appearance. Certificate of Svc end. 

DlONMf. T. 0. Maine Yankee Atomic Pouer Co. DIONAN.T.O. Ropes tt 
Gray. 79/12/07. 2pp. 


7912260006 Support* request by State of ME to participate as tnterastad 
state if hearing held to consider licensee request to amend 
license to for eipanslan of spent fuel pool capacity. 

Certificate of Svc end. 

nCOURREN. H. J. Hearing Branch 1. 79/12/11. 2pp. 


7912260292 Supports Sensible ME Pouer timely petition to intervene. 
Interest requirements satlsf ied. Csrtlf Icate of Svc sncl, 

MCOURREN. H. J. Hearing Branch 1. 79/12/13. 6pp. 


H. Oaneral correspandence 


7712200695 Foruards confirmation of responses given In 791116 telcon re 
791031 questions concerning spent fuel pool. 

OAMMILL.H.P. Assistant Director for Operating Reactor Prodicts IPrs 
791030). 79/11/04. 4pp. 


P. Operating license stage documents l> correspondence 


791109024B "Summary of Operating Eiperlinca H/Racirculatlng Steam 
Generators. " 

EISENHUT.D. 0. Division of Dpsrating Reactors. NUREO-0523. 
79/01/31. a9pp. 

790B010339 Notifiai of status of rept on reactor cavity annulus ssal. 
Most PWR users remove ring during normal operation. Others 
store seal ring In raised position during normal operation. 
LAINASiO. Plant Bystems Branch (Pre 791030). 79/07/05. 7pp. 


7912100189 Discusses NRC 791101 msetlng u/represenlatlve* of N8SS 
vendors b fuel supplltrs re discussion of rsspictlvi 
portions of ECC8 evaluetlon models dealing u/fucl cladding 
swsUIng b incidence of rupture. Vendor responses end. 

EISENHUT.D. 0. Division of Operating Reactors. 79/11/09. 69pp. 


— 7912100255 Responds to NRC 791101 request re noncooplianee of 
Mestinghouse ECCB evaluation model under requlrementi 
of lOCFRBO App K. Evaluation of three fuel rod models 
indicates no safety problsms for Uestlnghouss plants. 
ANDERBONiT.M. Uestinghoose Electric Corp. 79/11/02. 4pp. 


—7912100330 Responds to NRC 791101 request rs ORNL clsdding sustling b 
rupture data. Review of anelytical models b tests indicates 
compliance U/10CFR90 App K.All OE specs fop calculated peak 
cladding temp remain unchanged. 

0UCHHOLZ.R.H. General Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards reiponse to NRC 791101 requsst rs rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analysts demonstrate 
all criteria of iOCFR50.46 satisfied. 

OHSLEY.O.F. Eiion Nuclear Co.. Inc. (subs, of Esion Corp.). 
79/11/02. Spp. 


— 7912100496 Forwards addl info re evaluetlon of Impact of NRC proposad 
rup turi/bloc kage model used in vender iveluation model. 

No adverse Impact from neu ruptura hurst data or use of NRC 
rupture/blockape nodal on licensing calculation rssultt. 

□WSLEYiQ.F. Elion Nuclear Co. , Inc. (tube, of Eiion Corp. I. 
79/11/04. 22pp. 


-7912040352 Hatl lest rept for etaam generator base natl. 
* Ooslin*'8irningham Mfg. Co- 70/05/01. Ip. 


7918180233 Responds to 790915 b 1122 Itrs re modified spent fuel rod 
storage. Forwards request fo addl Info before completing, 
review b evaluation. 

REIO.R.U. Operating Reactors Branch 4. 79/11/30- 4pp. 


79122001S0 Dlseuisee revleu of pipe cracks In chtmic^l vol control syt. 
Addition of horliontal multl-stago centrifugal charging 
pumpe will not cause pressure fluctuations. Effects from ono 
positive displacement auiiliary charging pump poesihle. 

REID.R. U. Operating Reactore Branch 4. 79/12/07. 2pp. 


7912180470 Dutllnei eommitmenli b rtsponsee to Lttsons Laarnod Taek 
Force short-term requlramenlt. . 

EDWIWDSiO.U. Maine Yenkee Atomic Pouer Co. 79/12/10. ip. 


7912260222 Foruards addl info re containment purge b vent eys in 
reopense to NRC 791103 reqoiet.Tuo overeiii drawlnge of 
vontllation arrangement end. 

HOODYrD.E. Maine Yankee Atomic Pouer Co. 79/12/10. I4pp. 


7918180990 Advieei that end addl precaution should bt addod to C-E 
post-LOCA guidelines for C-E plants u/hlgh praisura safety 
injection pumps using shutoff htads of 8.400 psl. 

Precautionary measures sncl. 

LIEBLER.O.E. C-E Opsratlnp Plents Owners Oroup. 79/12/13. 3pp. 


8. Inspection reports. IE Bulletins b correspondence 


7918060003 Forwardt IE Insp Rept 90-309/79-13 on 790906-08. No 
noncompllance noted. 

BHWIMER.E.J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/27. 2pp. 


-7918060017 IE Imp Rept 90-309/79-13 on 790906-08. No noncomp I laneo 
noted Major areas Inspected: cantalnmsnt integrated laab 
rata test b inisrvlct test program for pumps b valvts. 

8mTH.T.H.> REKITO.H.A. Rsglon 1. Phlladslphlp. Office of the 
Director. CAPHTON.D.L, Region 1. Philadelphia. Reactor 

Ctairatlant Nuclear Support Branch. 79/09/26. Spp. 


7912090390 Forwards IE Insp Rept 90-309/79-12 on 790821-23. No 

noncompliance noted. i ... .... 

BRtmtCR.E. J. Region 1. Philadelphia. ' Reactor qperatlons Nuclear 

Support Branch. 79/10/16, 2pp, 


—7918090398 IE Insp Rept 80-309/79-18 on 790B81-23.No noncompl lane# 
noted. Major areas inspsctsd: operator requallfleatlon 
training. general employee training b craft b technician 
pereonnel training. .... . 

BETTEWIAU8EN.L. . CAPHTON.D.L. Region 1. Philadelphia. Office of 
the Director. 79/10/11. 6pp. 


7918120936 Responds to IE Bulletin 79-lB. Vol of tpeakore will he 
Increased where evacuation alarm wai not clearly audible. 
Procuremant of addl ipeakare for eomi areas undsrway. 

OROCE.R.H. Maine Vankea Atomic Pouer Co, 79/10/17. tp. 


79ia040(»7 Oiscuiees IB Bulletin 79-23 re potential failure of 
emergancy diesel generator fiold aicitor transformor. No 
cennaetion axists batwaan primary winding of transforaar b 
ganarator. Test will be completed before BOOIOI. 

OROCE.R.H. Mein# Yankee Atomic Power Co, 79/10/29. Ip. 


7918140016 Responds to IE Bullitln 79-24. “Froaen Linos. “ Prosent syt 
grovidas adsquata protactlon against frssilng of 
safaty-related procsss. initrumsnt b sampling lines, 

MOODY.O.E. Maine Yankee Atomic Power Co. 79/10/31. Ip. 


791SK>40019 Second eupplementary rttponao to IB BuUotin 79-14, Commits 
le eatanslve seismic analysis of pipt* b support*. Choekt 
completed on supports 2.30 Inchat in diamator b larger. 

OROGEiR.H. Main* Yankaa Atomic Pouar Co. 79/11/07. 2pp. 


7912200344 Forwards waste packaging Insp Rspt 79-02A on 790989-86. No 

noncompliance noted. . „ ^ , , 

SUTHERLAND. tJ.T. Region 8. Atlanta. Fuel Facility b Hatarialo 

Safety Branch. 79/11/07. Spp. 


7912170068 Requeets addl info within 90 days rs less of offslt* power, 
HElOjR.H. Operating Reactors Branch 4. 79/11/27. 3pp. 
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— 7912S00399 Uaitt p«ekagins Intp flipt 79--OSA. No nonear(ipll«nc* notad. 
Major aroat intpacttd: ihlpplng papar l< DOT placarding 
raquireniantti rad lation lavilfi ra/novablt contaninationiDOT V 
NRC packagi faaturtt. 

BfiOWNi R. A. Riglen 2> Atlanta. Offica of tha Dlractar. 79/11/0&. 
App. 


79181300B6 Providaf ticond tupp lamintarg ritpenii to IE Sullatln 79-Oa< 
"Plpa Bupport Bata Plata Daalgn using Concrata E>pantlan 
Anchor Bolts." Random sample of 79 anchor bolts tastad w/a 
falluras. 

OROCEiR.H, Kalna Yankaa Atomic Pouar Co. 79/11/14, 3pp. 


7912090036 Forwards IE Circular 79-29. "Stroke Timas for Pouar Operated 
Rallaf Valves, " No response raqulrad, 

ORIER.B.H, Region 1. Philadalphia. Office of the Director. 
79/11/lA. Ip. 


79120903&4 Foraiards IE Info Notice 79-27,. “Steam Oanerator Tuba 
Ruptures at Two PNR Plants, “ No response required. 

ORlERiB.H. Region 1. Philadelphia. Office of the Dlrscter. 
79/11/16. Ip. 


7912100129 Porwarda IE Info Notice 79-28. “Overloading of Structural 
Elements Due te Pipe Support Loads. “ No response required. 
ORIER.B.H. Region 1. Philadelphia. Office of the Dlreetar. 
79/11/16. ip. 


7918110419 Forwards IE Info Notice 79-89. "Loss of Nonsaf atg-Related 
Reactar Coolant Sys Instrumantation During Operation. " No 
apaeiflc action or response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Direetop. 
79/11/19. Ip. 


7918130073 Raquacte verlflcqtion of etatue of completion of tnap 
roquirod by IE Bulletin 79-14. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. app. 


7912090291 Forwards IE Bulletin 79-86. "Boron Loss From BUR Control 
Blades, ” No responst rsqulred. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/80. Ip. 


7918130096 Requaete ratponea to IE Bulletin 79-02 containing 
justification 1. dascrlptlon of sampling program usad. 

BRUNNERiE. J. Region 1. Philadelphia. Reactor Operations Nucloar 
Support Branch. 79/11/81. ip. 


7918310472 Modifies response to NRC 001119 Itr re IE Bulletin 79-14. 
“Beltailc Analysis for As-Built Safety-Rslatsd Piping Bys. •* 
Verification completed on SO supperti for piping 8, 9 Inches 
In dlaaiater 1. larger. 

OROCE.R.H, Maine Yankee Atomic Power Co, 79/11/23. 8pp. 


7918060977 Forwards IE Circular 79-24, “Proper Initallation t. Callbr of 
Cora Bprey Pipe Break Detactlon Equipment on BHRs. “ No 
raipenao required. 

ORIER.B.H, Region 1, Philadelphia. Offlca of the Dlracter. 
79/11/26. Ip. 


7918110096 Forwardi IE Circular 79-83, “Hoter Starters 1. Contactors 
Failed to Operate." No responea required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/86. Ip. 


7918190036 Forwards IE Bulletin 79-87, "Lots of Non-Class IE 
Inttruaantetlon k Control Powor Sys Bus During Operotton. “ 
Urlttan response required. 

ORIER.B.H, Region 1. Philadalphia. Offica of the Director. 
79/11/30. Ip. 


7918310884 Forwards IE Info Notice 79-30, “Reporting of Defects k 
Noncompliancas, 10CFR21. “ No action required. 

ORIER.B.H. Region 1, Philadelphia. Offlca of the Director. 
79/18/06. 4pp. 


7918190793 Forwardi IE Bulletin 79-80, "Pocelble Malfunction of Naeteo 
Model EAIBO Limit Switchei at Eltvated Temps. “ Mrltten 
response required. 

ORIER.B.H. Region 1. Phi lad# tphls. Office of the Director. 
79/18/07. Ip. 


7918860809 Forwarde IE Info Notlct 79-31. “Uso of Incorrect Amplified 
Reepenae Spactra.." No written rssponee required. 

ORIER.B.H. Region 1. Philadelphia. Offica of the Director. 
79/18/13. tp. 


R. Periodic operating reports k related correspondence 


79131B03B7 Forwards monthly operating rept for Nov 1979. 
fKnDYiO.E. Maine Yankee Atomic Power Co. 79/ia/12. Ip. 


-7912180389 Monthly operating rept for Nov 1979. 

SdDOREN.R.H, Maine Yankee Atomic Power Co, 79/12/12, 5pp, 


8. Reportable occurrences! LERs b relatsd correspondence 


7912200942 PNO-I-79-007; on 791016iwhlle performing 24-h load test of IB 
amorpincy diesel generator. f Ire occurred in turbocharger 
eshaust piping. Diesel shut down on gensratop trip. Cause of 
trip unknown. 

J0HN8tM,D.> KEIMIO.R,. BRUNNER, E. J, Region 1. Phi ladelphie. Office 
of the Olreetor. 79/10/16. Ip. 


7918040389 Forwards LER 79-0a7/03L-0. 

HiXlOiE.C. Yankee Atomic Electric Co. 79/11/21. ip. 


- 7918040398 LER 79-027/03L-0: on 791029, leakage near safety Injection 
tank discharge check valve 1 exceeded Tech Spec limits. 

Caused by 0-ring failure on bearing cap of swing check 
valve. 0-ring replaced h bearing cap seal wtldtd, 

FRIZZLE.C.D. Yankee Atomic Electric Co. 79/11/21. 2pp. 

7912040329 Forwards LER 79-028/03L-0. 

UOOD.E.C. Mains Yonkoe Atomic Powtr Co. 79/11/28, ip. 


7918040328 LER 79 02S/03L— 0; on 791031. on# sst of relay contacts on each 
of three separate reactor trip matrix relays utre not 
opening rel lab ly. Ceusi not etated. Three CP Clare, mercury 
waited relay modules, type HSBX-lOll, replaced. 

FRIZZLE.C.D. Maine Yankee Atomic Power Co. 79/11/28. 2pp. 

7918140496 Forwards LER 79-030/99X-0. 

WX)D>E.C. Heine Yankee Atomic Power Co. 79/12/07. Ip. 


”“7912140901 LER 79-03O/99X-O; on 791 109, reactor coolant dose equivalent 
iodine exceeded Tech Spec limit. Caused by unscheduled plant 
trip, Monitoring program established to follow iodine trends. 

FRIZZl£. C. 0. Maine Yankee Atomic Power Co. 79/12/07. 4pp. 


7912180994 Forwards LER 79-029/99X-0. 

MODD.E.C. Heine Yankee Atomic Power Co. 79/12/07. ip. 


7918160997 LER 79-089/99X-0; on 791025. during routine shutdown 
oporations for repair of leaking valve, reactor coolant dose 
equivalent iodine exceeded Tech Specs. Caused by minor fuel 
cladding degradation. 

FRIZZLE.C.D. Main# Yankea Atomic Powor Co. 79/12/07. gpp. 


DtKlHET 90-311 SALEM NUCLEAR OENERATINO STATION, UNIT 2 
A. Appllcatien/constructlon stage documents & corrsspondenco 


7912110011 Forwards NRC position on status b applicability te ponding 
OL applications of results of TMl followup actions. Qutl Ints 
addl short-tsrm actions to bi teksn. 

VA88ALLD. D. B. Division of Project Minagamsnt. 79/09/27. 41pp. 


7912110264 Discusses NRC plans to use gentric analysts to develop early 
varifleatien progrbm to resolve ATUS issue for PURs b BURs. 

Bueceet of program depends on industry response. Supports 
formation of ountrs groups to provldt nteatsary info. 

DENTON, H.R. Offlci of Nucltar Rsaetor Riguletlon. 79/10/17. 3pp. 


7912190046 Forwards addl info raquirad for complttion of electrical 
overrlda/bypase aspects of containment purge matter. 

LAINAS.O. Plant Systems Branch. 79/11/19, 2pp. 


7918060609 Forwards proposed Revision 2 to Rog Ouide 1.97, 
“Instrumontatlan for Light Hater Cooled Nuclear Power Plants 
to Assess Plant b Environs Conditions During b Following 
Accident. " Requests commint, 

VAnOA.8.A. Assistant Dlrsetor for Light Uatir Rsaetors. 79/11/23. 
3PP- 


7918060318 Forwards requsst for emend to License DPR-70. Request 
canslatt of proposed change to safety Tech Specs to 
incorporate requirements for radiological iff luents. Pee 
k Offsite Dose Calculation Mpnual and. 

LlBRIZZI. F. P, Public Berviei Electric b Oas Co, of New Jerseu. 
79/11/26. 2pp. 
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7912060339 Offsite Dose Ca Iculat lonal Manual 

« Public Ssrvlce Electric I Oas Co. of New Jerseij. 
42pp. 


79 / 13 / 31 . 


79121Q0071 Notification of 771211 meetinj w/utll 
Lessons Learned Task Force recommendations. 
DHOMEHICK. A. W Light Water Reactors Branch 


to discuss matters re 
3. 79/12/06. 3pp. 


H. General correspondence 


7913190569 Responds to NRC 791002 Itr re acceptance of Oak Ridflo 
Associated Univs radiation safety training of NHC personel- 
NRC personnel will need to take brief radiation safety <iuU 
6 attend plant specific indoctrination. 

LIBRtZZIi F. P. Public Service Electric t< Oas Co. of Neu Jersey. 
*rayi9/iA ia 


79121B0530 Responds to 790731 Itr requesting submittal of proposed 
secondary uatar chemistry control program J< forwards 

HITTLiR.L. Public Bervito Electric & Gas Co. of New Jersey. 
79/12/06. 3pp. 


79121B0525 Notifies that Con Ed will administer hot license 
certification e.aoiination to Public Svc Electric & Oas Co 
personnel in Jan 19S0. fol J owing completion of certification 
program.Hesults will be forwarded by end of Feb 1960. 
CURRt'tJ.O Consolidated Edison Co. of New York^ 79/Irf/ii. 


Ip. 


7912310356 Notification of QOOlOa meeting w/ulils In DethBSda.HD 
to discuss Info request re adequacy of equipment 
qualification, 

UNGARQpA. R. Power Systems Branch, 79/12/11- Jpp- 


7912190452 Notifies of 600107 meeting uf Salem Teehnica Advisory Group 
to introduce individuals unfamiliar u/facility to monitorlos 
programs U to update members u/most recent , 

ALLENpH L, Environmental Protection Agency. 79/13/13. ip- 


7912190577 Responds to NRC 791210 request for addl info ra auxiliary 
feedwater sys at Unit 1. "Controls 1. Electrical Drawings for 
Safety-Related Equipment." SER t F9AR should he consulted. 

Testing procedure revisions forthcoming. 

LIDHIZZI. F. R. Public Service Electric 6 Oas Co. of New Jersey. 
79/12/14. 2pp 


6. Inspection reports, IE Dulletlns S. correspondence 


7913030059 Forwards IE Insp Septs 50-272/79-25 !< 50 311/79-13 on 
790B03-0909. Mo noncompliance noted. 

BRUNNER.E. J. Region 1. Ph i lado Ipbia. Reactor Operations Nuclsar 

Support Branch. 79/09/27. 2pp. 

—7912030064 IE Insp Repts 50-272/79-25 6 50-311/79-13 on 790005-0909, No 
noncompliance noted. Major areas inspec ted: plant layout. logs 
& records t< followup on IE hullotini «< on previously 

NmRH0LH?L.*j. Region 1. Ph i lode Iphia. Office of th# Director. 
KEIHIOiR.R. Region I. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/26. Hpp. 

791206006 B Foraards IE Insp Repts 50-272/79-25 & 50-311/79-13 on 
790B05-0909. Mo noncompliance noted, 

BRUNNER.E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/27. 2pp. 


—7913060076 IE Insp Repts 90-272/79-25 !< 50-311/79-13 on 790B09-0909- No 
noncompl lanca noted. Major areas Inspec ted; fael 1 Ity tour.log 
ii record reviews, licensee event review. IE Bulletin followup, 
fire protection 6 OA. 

NORBHDLM,L. J. Region 1. Philadelphia. Office of the Director. 
REIHIG.R.R. Region 1. PhUadelphla. Reactor Operations Nuclear 

Support Branch. 79/09/26. 14pp. 


79122S0602 Forwards request for common 
contained In NUREO-0660, "Enhancemen 
Dlosel Generator Reliability." 

PARR. 0. D. Light Water Reactors B 


t by 800131 on reconoiendatlons 
t of Onsite Emergency 

ranch 3. 79/12/14. I9pp. 


7913030336 Act receipt of 790921 Itr informing of steps taken to 
correct violations noted in IE Insp Repl 50-272/79 15. 
ORIER.B.H. Region 1. Philadelphia. Office of the Director, 
79/10/15. Ip. 


F. Security, medical, emergency & fire protection plans 

7912050487 Forwards updated emergency p Ian. Submi t tal 1 in response to 
NRC 791010 I tr. 

LIDRIZZI . F. P. Public Service Electric 6 Gas Co. of Now Jersey. 
79/11/19. 12pp. 


— 7912050489 Updated emergency plan. Submi t tal 1 

« Public Service Electric t. Oas Co. of New Jersey. 
I12pp 


79/11/19. 


— 7912030491 "Emergency Operations Plan." 

» Delaware. State ef. 72/01/31. 700pp. 


7912040471 Forwards Info re upgraded emergency plans to plants under 
const U DL review. Applicants required to make certain 
emergency arrangements u/statc t local organ! rations ti 
submit emergency plans per Reg Guide 1. 101. » 

VASSALUn.D, D. Division of Project Management, 79/11/21. opp. 


G. Adjudicatory correspondence 


7912070076 Response to Cbr I sta-Marla & JP O'Neill 791120 contentions. 
Chr i sta-har I a Contentions 1 h 7-9 are inadmissible l< 

Contentions 2-6 are subj to 791126 stipulation. JH O'Neill 
Contenttoni 1. D. 9. 2. D. 2. E. 3. 2. F D 4 admissible. 

MOORE. J.E. Hearing Branch 2. 79/11/29. 32pp. 


7912070093 Hosponae to ASUB Question 4.TMI occurrence was Class 9 

accident. 

SMITH. D.H Hsarlng Branch 2. 79/08/24. 4pp- 


—7912070102 Forwards response to A6LD questlen. TMI occurence Uas 
Class 9 accident from possible standpoint rather than 
actual. Two Certificates of Svc end. 

MATTSON. R-J. TMI-2 Lessons Learned Task Force. 79/0B/16. app. 


7912190530 Responds to 790726 Itr requesting deferment of all licensing 
of nuclear power plants until all facts known about THl.Hcu 
plants will not he licensed until criteria developed, 
implementing new safety objectives. 

DENTON. H R. Office of Nuclear Reactor Regulation. 79/13/03. Ip. 


—7900080606 Opposes proliferation of U5 nuclear power p lants. Requeits 
that licensing be deferred until TMI studies are complete- 
MILNSrM.C. Affiliation Unknown. 79/07/29, Ip. 


79131B047S Responds to IE Bulletin 79-23. "Potential Failure of 
Emergency Diesel Generator Field E«citor Transformer. " 

Dlpsel generators tested in accordance w/tE Bulletin 79-23. 

No alarms or abnormal conditions recorded. 

SCHNEIDER. F. U. Public Service Electric fc Gas Co. of New Jersey. 
79/10/33. Spp. 


7913170190 Forwards response to IE Bulletin 79-14. Boppl 2. "Seismic 
Analysis for As-Built Safety-Related Piping Bys. " As-built 
piping sys conform to stress isometrics used for performing 
seismic analyses. 

SCHNEIDER. F. M. Public Service Electric li Oas Co. of New Jersey. 
79/10/30. 4pp. 


7913300043 Forwards IE Insp Repts 50-272/79-87 8. 90-311/79-34 on 79091- 
1006.No noncompliance noted. 

BRU»lEfl,E.J. Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/11/01. 8pp. 

—7913200046 IE Insp Repts 50-272/79-27 R 50-311/79-34 on 790910-1006. No 
noncompliance noted, Major areas inspected: log U records 
ravisu & rwlou llcdnisfi evontt. 

HORRHOLN.l.. J. Region 1. Philadelphia, Office of the Director. 
KEIHIO.R.R. Region I, Philadelphia. Reactor Operations Nuclear 

Support Dranch. 79/10/31. 15pp. 


7912100435 Revises 791013 response to IE Bulletin 79-14, Soppl 8. 
"Selsalc Analysis for As-Bullt Safety-Related Piping Sys." 
Changes last sentence on Page 3 re power ascension tests. 
MARTIN.T.J. Public Service Electric A Oas Co. of New Jersey. 
79/11/06. Ip. 


7918360038 Responds to Revision S of IE Bulletin 79-13 re cracks In 
feedwater syi piping. Insps at Unit 1 axceeded requirements. 

After piping support insp at Unit 2>utll will be in full 
coapliance w/Revislon 2. 

SCHNEIDER. F.U. Public Service Electric h Oas Co. of Now Jersey. 
79/11/15. Spp. 

7913050037 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves. " Nn response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 

79/11/16. tp. 

7912090298 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures et Two PMR Plants. " No response rsqulred. 
miERiB.H. Region 1. Philadelphia, Office of the Director. 

79/11/16. Ip. 
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791S100146 Foruiipd* IE Info Notlci 79-S8> “Over load Ing af Structural 
Eleinenti Due to Pipe Support Loads.'' No response retiulrsd. 
ORIER.B.H. Region I. Philadelphia. Office of the Director. 
79/11/16. Ip. 


791S110466 Foruards IE Info. Notice 79-S9. “Loss of Nonsaf etg-Relatad 
Reactor Coolant Sys Instrunentation During Operation.'' No 
specific action or response required. 

ORlERiB.H, Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip, 


79180S0267 Foruiards IE Bulletin 79-86. "Boron Loss From BUR Control 
Blades. " No response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/80. Ip. 


791S060SBB Foruards IE Circular 79-84. "Proper Installation & Calibr of 
Cora Spray Pipe Break Detection Equipment on BMRs. " No 
response required. 

ORIERiB.H. Region 1. Ph 1 ladelph le. Office of the Director, 

79/11/26. Ip. 


7918110080 Foruierds IE Circular 79-83, "Motor Starters ti Contactors 
Failed to Operate, " No response required, 

ORIERiB.H. Region 1, Philadelphia, Offica of the Director. 
79/11/86. Ip. 


7918190071 Forwards IE BuUatin 79-87, "Loss of Non-Class IE 
Instrumentation b Control Power Sys But During Operation.* 
Hrittsn response rtquirsd.' 

ORIERiB.H. Region 1, Philadelphia, Offlcs of the Director. 
79/lt/30. ip. 


7918310844 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncampliancee, lOCFRai. " No action required. 

ORIERiB.H. Region t, Philadelphia, Offica of the Director. 
79/18/06. 4pp. 


7918190769 Forwards IE Bulletin 79-88, "Poielble Malfunction of Nameo 
Model EA180 Limit Switches at Elevated Temps." Urltten 
responsa required. 

ORIERiB.H. Region 1, Philadelphia, Office of the Director. 
79/18/07. Ip. 


791SS80S36 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectre." No written rtiponse required. 

ORIERiB.H. Region 1, Philadelphia, Offica of the Director. 
79/18/13, Ip, 


R. Periodic operating reports b related correspondence 


7913040911 Induttrlel weite treatment operating ript for Oct 1979. 
HIDURAiH, J. Public Service Electric b Oas Co. of New Uerseu. 
79/lt/OS. app. 


—7918040919 Industrial waste treatment operating rept far Oct 1979, 

* Public Servica Electric b Oas Co. of Naw Jersey. 79/10/31. Ip. 


7918040981 Forwards wasteuiatar treatment rept for Oet 1979. 
HIDURA, H, J. Public Service Electric b Oas Co. of New Jereeu. 
79/11/13. ip. 


—7918040984 Mastewater treatment rept for Oct 1979. 

* Public Service Electric b Oas Co. of New Jartey. 79/11/13. Ip. 


7918040493 Forwards "Discharge Monitoring Rept for Oct 1979." 
HIDURAiH.J. Public Service Electric b Oas Co. of New jersey. 
79/11/86. Ip. 


— 7918040499 "Dltcharge Monitoring Rapt for Oet 1979. " 

SCHNEIDER, F. W. Public Service Electric b Oas Co. of New Jersey. 
79/11/80, 18pp. 


8, Reporteble occurrences, LERs b releted correspondence 


7918180179 Ack receipt of'791009 Itr forwarding Significant Deficiency 
Evaluation Rept 79-06 re etaam generator water level, 

CARLSON, R. T. Region t, Philadelphia, Reactor Construction b 
Engineering Support Branch. 79/10/19. Ip, 


7918140126 Ack receipt of end 791009 Itr forwarding final deficiency 
rapt re eonteinment purge b pressure vacuum relief valve. 

CARLSON, R. T. Region I, Philadelphia, Reactor Construction b' 
Engineering Support Branch. 79/10/19. ip. 


7912140S33 Ack receipt of 791004 interim deficiency rept re maj flow of 
BHR pump during post-LOCA recirculation mode. Rept end. 

CARLSON, R.T. Region 1, Philadelphia, Reactor Construction b 

Engineering Support Branch. 79/10/lS. Ip. 


•7912140537 Interim deficiency rept re ma« flow of RHR pump during post- 
LOCA mode. Caused by low sys resistance to pump runout 
conditions. Sys resistance increased by placement of resiled 
orifices. 

MARTlNiT.J. Public Service Electric b Oas Co. of New Jersey. 

79/10/04. 3pp, 


79183101D6 Forwards WPPSB info indicating over 190 violations of 
separation criteria in control room. Requires util audit of 
Installed electric equipment to determine conformance. 

PARR.O.D- Light Water Reactors Branch 3. 79/11/29. 2pp. 


DOCl^ 90-312 RANCHO SECO NUCLEAR OENERATINO STATION 


A. Application/construction stage decuments b correspondence 


7918170038 Forwards WA Baldwin of Friends of the Earth 791024 request 
for preparation of addl environ statements rt Class 9 
accidents at fac 11 i ties. Petit ion being handled as request 
for action under 10CFR2. 206. 

DENTON.H. R. Office of Nuclear Reactor Regulation- 79/11/27. app. 


7918170064 Forwards HA Baldwin of Friends of the Earth 791084 request 
for preparation of addl environ statements re Class 9 
accidents at fad 1 1 ties. Petit ion being handled at request 
for action under 10CFR3. 206. 

DENTON.H.A. Office of Nuclear Reactor Regulation. 79/11/87. Spp. 


F. Security, medical, emergincy b fire protection plans 


7918180339 Notifies of delay in Plant Sys Branch Team 1 evaluations of 
facility fire protection sys.autllnes of assistance needed 
end. 

LAlNAStO. Plant Systems Branch. 79/11/16, 5pp. 


7918190738 Forwards input for answering two of OAD recommendations in 
rept, "Emergency Preparedness Around Fac 11 1 ty: Case Study." 

RVMI,R.O. Office of State Programs. 79/11/23. 3pp, 


7918800D82 Discusses NRC 791109 meeting re emergency preparedness team 
review objectlvee. Provldee guidance for improving licensee 
emergency preparedneei b assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORlMESiD.R. Emergency Preparedneis Task Force. 79/11/83. 30pp, 


7912360230 Forwards constr installation b testing schedule re phyiical 
protection sys. Schedule withheld (ref lOCFRS. 7901. , 

MATTIHOE, J. J. Sacramento Municipal Utility District. 79/12/14. Ip, 


7918860SS6 Forwards Amend 7 of modified amended security plan Amend 
•Ithhald irtf lOCFRB. 790). 

MATTIMtffi. J. J. Sacramento Municipal Utility District. 79/12/17, Ip. 


0. Adjudicatory correspondence 


7912030107 Restatement of Iteues by CA Energy Cammistion. U1 thdraus 
previous issues, per NUREO-0570 recommendation to Implement 
addl eafety mteeurec. Urges ABLD to clarify ruling on scope 
of hearing re offsite power loss. W/Certificete of Sve, 

ELLISON, C., DROWN, H.H. California, State of. 79/10/34. 3pp. 


-7912030112 Motion by CA Energy Cammisslon for reconsideration of ASLB 
791009 order eicludlng emergency reiponee issue from 
proceeding. If affirmed, order should be certified to 
CDBsiissien for clarification of ABLB jurisdiction. 

ELLISON.C., BROWNiH.H. California. State of. 79/10/24. Spp. 


•7918030117 Motion by CA Energy Commission for reconsideration of 791107 
b 27 evidentiary hearings schedule. Requests delay of 
dteeovary until teeuance of ruling on CA commission motion 
re rastatement of issuis. Certiflcata of Bve and. 

ELLIBON,C., BROWN.H-H. California, State of. 79/10/24. Spp, 


7912030087 Anewer in opposition to CA Energy Commieelon 791024 motion 
for recanaideratlon of ASLB 791009 order or for Commission 
certification. Urges eiclutlen of emergency planning issue 
or rafarral of order to A8LAD for review, 

BAXTER, T.A.i LARSON, L. K. Sderamento Munlc Ipal Utility District. 
BAXTER, T.A. Shaw, Pittman, Potts b Trowbridge. 79/ll/OB. 7pp. 
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7912030034 Reiponse to CA Energy Commiselon 7910S4 r»»tafce«»T»t at 

ls«iies & regusat for clarification of offilta pouer litue. 

Issues mag be admit ted. CIsri flea 1 1 on rot nec essarg > due to 
expected ruling on evi dence. Cert 1 Pica te of Sve end. 

BAXTER. T. A., LARSBN.L.K. Bacraminto Municipal Utllitj District. 
BAXTER. T. A. Shaui Pittman. Potti & Troybridge. 79/ll/'0a. 4pp. 


7912050242 Response to CA Energy Commission 791024 motion for 
reconsideration oP schedule oP discoverg & hearings. 
Expidited schedule end. Certl ficate of Sve end. 

LEWIS. S.H. Hearing Branch 2. 79/11/03. Spp. 


7912100>137 First set of i nterroga torlos. d irec ted to 0 Hursh t< B Castro. 
Requests bases for allegations that steam generator design 
results in unsafe faciliitg. 

HOEFLINOi R. K. Hearing Branch 4. 79/11/09. ISpp. 


7912110126 Notice of roquiit for action pursuant to lOCFRB. 20i re 

Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

HULLERjD.R. Office of Nuclear Reactor Regulation. 79/11/23. 


791S1300SB Forwards petition bg HA Bel duln. requesting 
oupplomanfeal environ itataments re Clast 9 oeeidents 
facilltios. Appropriate action will be taken. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 


that NRC prepare 

at 

79/11/27. 3pp. 


—7912130070 Request for action under 10CFR2. 206. for preparation of 
siipplcfliental ElB concerning impact of Clast 9 accidents at 

MUULEr!'d*r! Division of Site BePetg fc Environmental Analysis. 
79/11/S3. Ip. 


— 7912100143 Request far production of documents. d Irec ted to 0 Hursh fc 
R Cas tTO, Demend s insp E. copying of all documents to be 
identified in responses to NRC 791109 first set oP 
interrogatories. 

MOEFLlNa. R. K. Hearing Branch 4. 79/11/09. Ip. 


— 7912100J47 First set nP interrogatories directed bo CA Energy 
Commission <CEC>. Questions mpaning op "mechanics of 
facilitg." "basic reactor physics." ''overpressur 1 tation 
protection" I. ether terms used in CEC queries. 

KOEFLINO. R. K. Hearing Branch 4. 79/11/09. 7pp. 


— 7912100153 Request for production of documents. directed to CA Energy 
Commission. Demands insp i copying of all documents to be 
Identified in responses to NRC 791109 first set of 
Interrogatories. 

HOEFLIND. R. H. Hearing Branch 4. 79/11/09. ip. 

— 7912100tsa First set of Interrogatories directed to Friends of tha 
Earth. Requests reasons t< bases re allegations of util 
failure to take procedures assuring facility ngt competence. 
HOEFUtNO. R. K. Hearing Branch 4. 79/11/09, 7pp. 


— 79t2iODI6i Request for production of documents, d irec ted to Friends of 
the Earth. Demands insp (. copying of all documents to bo 
Identifiad in responses to NRC 791109 first set of 
interrogatories. Certificate of Sve end. 

HOEFLINO. R. K. Hearing Branch 4. 79/11/09. 3pp. 


7912170072 Response to CA Energy Commission iCECl 791024 request for 
reconsideration of schadu lo. Urges partial denial of motion 
re CEC burden of proving own issues tc seels clarification 
of CEC burden re ASLO tssuos. U/Certif icat e of Sve. 

LEHI8.8.H. Hearing Branch 2. 79/11/13, 6pp. 


7912170082 Response to CA Energy Commission 791024 rostatimenfc of 
issues 6 bo request for clarification re A8LD exclusion of 
offsite power loss. Issues I**! &1~12 should be admitted, 

Urges denial of c lari flea t ion. Cert if icate of Sve and. 
LEUlS.e.H. Hearing Branch 2. HOEFLINO. R. R. Hearing Branch 4. 
79/11/13, 6pp. 


7913170216 Response to CA Energy Commission 791024 motion for 
reconsideration of ASLB 791005 order ruling on scope of 
contentions. Urges Inclusion of emsrgency planning issues It 
exclusion of offsite matters, 

LEHIStS.M. Hearing Branch 2. 79/11/13. 7pp. 


7912300I5B Act receipt of 791024 petition fc forwards FR -notice for 


request for action per 10CFR2. 206. 
ncsrmM.u D ntHra of Nuclear Reactor Reoi 




*70 y. 7 yOT 


791220016S Notice of issuance t. availability of Friends of the Earth 

79l€K24 petition requesting that NRC prepare supplemental 
Eia re impact of Class 9 accident at fadtitiei. 
l1ULLER.D.n. Division of Bit# Safety & Environmental Analysis. 
79/11/23. ip- 


7913060024 Confirms 79112B telcon re exchange of discovery batueen 

CA Energy Commission <CEC) U NRC. Responses to NRC 

ulll be ■•pvtd on 791209. Rtiponit* to CEC 
interrogatories ulll be served on 791211. 

LEM18yS. H. Hearing Branch 2, 79/11/29. 2pp. 


7912140015 First set of interrogatmilei. Adopts NRC 791109 first sat of 

K. Bacramento Municipal Utility District. LAHSON.L.K. 
Shaw. Pittman. Potts ti Troubrldga. 79/12/04. 2pp. 


-7912140023 First requeet for production of documants directed to 
inttrvnnor Friends of the Earth, Adopts 791109 request for 
deevaents. Certificate of Bve end. . » 

LMISDNtL.K. Bacramento Municipal Utility District. LARSON. L. K. 




7912140<K33 First set of interrogatories directed to intervenor CA 
Energy Commission. Requests info re increased challenges to 
safety sys. failure of safety 8. relief valves, low reliability 

of auilllary feedwater sys 8. accumulation of gas. 

LARSON.L.K. Bacramento Municipal Utility District. LARSON. L. K. 
Shaw. Pittman. Potts Si Trowbridge. 79/12/04. 6pp. 


—7912140041 First request for production of documents directed to 
intervener CA Energy Commissi on. Rtquei ti all doeunente used 
to respond to util 791204 first set of interrogatories to 
CA Energy Commis s Ion. Cert If lea tt of Sve end. 

LAHBON.L.K. Bacramento Municipal Utility District. LARSON.L.K. 
shau. futtman. Potts 8. Tr owbr 1 do ». 79/12/04. 4pp. 


7912140068 Order adopting parties' proposed schedule for prehearing 
activities. Parties ' understanding re schedule also adopted. 
Discovery util proceed on tuo Issues rssubnltted In 
intervener CA Energy Commission 791024 pleading. 

BOWERBiE.B. Atomic Sofety and Lleeniing Beard Panel. 79/12/04. 


Spp. 


— 7912170236 "Modlfiod Adjudicatory Procedures." 10CFR2.764 suspenslenli 
statement of policy on conduct of adjudicatory procetdinga. 
Constitutes final action on petitions received in 
proceedings. SJ CMlk 791105 suppl U Certificate of Sve end. 

» Office of the Secretary of the Commission. 79/11/09. I8pp. 


7912140054 Intervenor CA Energy Commisalon first set of interrogatories 
k request for documents. Seeks info re small break analysis, 
plant transient conditions 8. safety precautlort taksn in 
light of TMI. 

ELLiaON.C,. LANPHER.L.C. California. Btataof. 79/11/lS. lOpp. 


’912140124 First ist of intsrrogotorlas. Beski info on Contentions 
SSt 254 32 34 

LM)SON>L.H. Sacramento Municipal Utility District. LARBONiL.K. 
Shaui Pittman. Potts k Trowbrldgs. 79/12/04, 4pp. 


-7912140159 First request for production of documents directed to 
tfitervenoTS R Castro 8< 0 Hursh. Seeks all documents used 
to reepond to util 791204 first set of Interrogatories. 
Certificate of Bve end. „ 

LARBONiL.K. Sacramento Municipal Utility District. LARSON.L.K. 
QhB... SiSSman. Potts i, Trowbrldoa. 79/12/04, 4pp. 


7912170005 Intervenor CA Energy Commission first request to NRC 
production a documents. Rtques ts all documents identified by 
NRC in 791115 response to first set of interrogatories. 
ELLlBONiC.i LANPHER.L.C. California. State of. 79/11/19. 2pp. 


7912050433 Notice that ML Olase will be replaced by ES Bowers as 
chairperson for proceeding. 

LAZO.R. M. Atomic Safety and Licensing Board Panel. 79/11/20. Ip. 


7912110038 Confirms receipt of end 790329 petition to suspend OLe for 
all PWRs. Forwards FR notlca indicating that petition will bo 
treated in iccordance w/ 10CFR2. 206. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/11/23. ip. 


7912170158 Rtsponte te CA Energy Commission first request for 
ge'oduction of documonts Identified In NRC 791115 rtsponia to 
first sat of interrogatories. Certain documents available 
through Board notifications. Certificate of Sve and. 
HOB^INO/R.K. Kterlng Branch 4. 79/12/11. Bpp. 


7912170266 Rasponses to CA Energy Commission 791115 first set of 
InterroBatorles. IndiidsB listing of all docunsnti related to 
Tni’*2 li to effects of accident on B8iH plants. Affidavits, prof 
qualifications k Cartifieats of Bve end. 

HQEFLINSt R. K. Hsarlng Branch 4. LEWISES. H. Htaring Branch 2, 
79/12/11. 74pp. 



DOCKETED ITEMS 


iz 


79iai8004B R*qu««t for finding r« 8tat« of CA Enargy Caiuiialon flrtt 
(•t of Intirrogatorlsi (> for protactlva ordar. Rtiponif* to 
Intarregatorlai li3<9>7>Bill ti 14 not nocettary to propar 
daeitlona tc/or ara obtalnabla from othar tourcaa, 

HOEFLINO. R.K. Haarlng Branch 4. LEHIS, 8. H. Haarlng Branch a. 
79/18/11, 9pp. 


7918310278 Qrdar affirming ti rafarrlng A8LB 791009 rulins to A3LAB for 
eonaidarattan. Emargancy plan Istua within aeopa of 
proeaadlng> but barrad by propoiad rulamablng. M/RF Cola Ic 
FJ Shan laparata opinion tupperting rafarrai, 

CDLE.fl.F,. 8H0N>F.J.. BOUERB.E.B, Atomic Bafaty and Licanoing Board 
Panal. 79/12/14. ISpp. 


7913810431 Raiiuait far iatuanca of ordar compalling tntarvanor Frianda 
of tha Earth to raspend to NRC 791109 Intarrogatorla* 3-9. 
Intarvanora nuat dafine tarma uaad>atata raaaona for 
aaaartlona li giva opinion ai to adaquata aafaty laval. 

LEHIS.8.H. Haarlng Branch 8. 79/18/17. 7pp. 


79183A0387 Raquaita that intarvanora 0 Hurah ti R Caairo pariiit inap li 
copying of all doeumanta Idantlfiad in reaponaa to NRC 
aacond aat of Intarrogatoriaa. 

HOEFLIHO.R.K. Haarlng Branch 4. 79/18/17. Ip. 


—7913260339 Baeond aat of intorrogatorlaa. Raquaata clarification of 
ratpenaaa to Intorrogotoriaa Si 4 ti 8 of NRC flrat aat of 
intarrogatoriaa. 

HOEFLINOiR. K. Haarlng Branch .4. 79/1S/17. 3pp. 


— 7918360344 Baeond aat of intarrogatloriaa. Raquaiti furthar info ro 
raapenaao to NRC Intarrogatoriaa Si7i80 li 21 of NRC ftrat 
aat of intarrogatoriaa. 

HOEFLIHO.R.K. Haarlng Branch 4. 79/13/17. 3pp. 


—7918260349 Baeond lat of intarrogatoriaa. Raquaita furthar info ra 
Intarvanor cantantioni ra NRC 790907 ordar. facility 
paraonnal conpatanca t adaquaey of amarganey inatrucfclena. 
Cartificata of Bve and, 

HOEFLINO. R.K. Hearing Branch 4. 79/13/17, 7pp. 


7913370093 Notifiaa of error in ABLE 791009 order ruling on icopa It 
centantiona. Lilt of accepted contantiona do not contain 
thoia of 0 Hurah li R Caatroi accepted by ASLB on Page 19.Tait 
of contention 6 Cartificata of Bve and. 

BAXTER. T.A. Bhau. Pittman. Potts l> Troubridga. 79/13/17. 3pp. 


7913370143 Qrdar placing burdan of proeaadlng w/Enargy Commiatlon 
contantiona on CA Energy Commlaaion, 

BOHERB. E. 8. Atomic Bifoty and Licanalng Board Panel. 79/12/17. 

8pp. 


7912870347 Bubnita util reaponaa to intarvanor Frianda of tha Earth 
791024 raqueat for preparation of aupplamantal EIB ra 
environ impact of Claaa 9 accident. Environ raviau eloaed in 
1974. No Indication of atgnlflcant dafact in aaaoeaaiant. 

BAXTER. T.A. Shaw. Pittman. Potta it Trowbridge. 79/12/21. 7pp. 


79183B0906 Raquaata lubatantiva reaponaa to 791024 roquaat for NRC to 
aupplanant EIB to conaldsr conaaquancaa of Claaa 9 nuclear 
aceidente. Failure to raapond by B00104 will indicate NRC 
does not plan to raquira auppl. 

BALDHIN.W.A. Frianda of the Earth. 79/12/81. Ip. 


H. Oanaral corraipondanca 


79iS8fl011S Raaponda to 791088 Itr to Chairman Handria aipraaaing 
concarna ra amarganey evacuation plana ti burdan of ihutdown. 
Emargancy Itaua racaivlng mors attention after THI-8 
accident. Efforts being made to avoid dalayi In aparation. 

KANE. H. F. Btandardliation Branch. 79/18/13, 3pp. 


d. Inauranca ti indemnity information 


7912090000 Forwards axscutad Amend 7 to Indomnlty Agraamant B-6Ai 
modifying prefatory language ra daflnltion of "in courta of 
traniBortatlon. " 

HATTlHOBi J, J. Sacramento Municipal Utility District. 79/11/29. 

2pp. 


7912070468 Adviaaa of <JR Hickey complaint contending bDdtty««fntal li 
financial tnjuriaa ouf farad whlls amployad by BMUD. Fllad 
bafort Bupspler Courti Baeramanto County. CA. Cham-Nuc laar l< 
other BMUD contraetora Included ai dafandanta. 

ALTONiC.e. American Nuclear Inaurara. 79/12/04. Ip. 


P, Oparating llcanae stage documents 6 corraspondanca 


7911090248 "Summary of Operating Eaparlanca H/Aacirculating Steam 
Oanarators. " 

EISENHUT. D. 0. Division of Oporating Raactora. NUREO-0933. 
79/01/31. 89pp. 


790B010339 Notifiaa of etatui of rapt on reactor cavity annulus seal, 
Host PHR users raiBova ring during normal operation. Others 
liors seal ring in raised position during normal oparatlon. 
LAINAS.O. Plant Syatemi Branch (Pro 7910301. 79/07/05. 7pp. 


7913800843 Forwards Inda* of BtH generic corraspondanca ra raiolution 
of laauaa asaociabad ui/t77 Fuel Aaatmbly planti. 

SOUDEH.J.L. Olvlalon of Rulea and Racordt. 79/ll/OS. 7pp. 


7913310070 Ack 790831 Itrs endorsing BbU generic rapt BAU-1964i 
"Intagratad Control Sys Rallabiiltu Analysis." I> raquaata 
add! Info. 

REIS.R.M. Oparatlng Raactora Branch 4. 79/11/07. 13pp. 


7913130176 Forwards summary of Teknekron Rasaarch. Inc study ra licanaaa 
regulatory porPormanca evaluation & Taknakron draft rapt re 
oparatlng raactora w/BLN nuclear steam supply ays.Raqueata 
comnanti. W/o and. 

BTELLOiV. Office of Inapaction li Enforcenant. Office of the 
Director. BALDMIM.H.A. Baldwin. W. A. VALENTINE. P. C. Valentina, 

P. C. 79/ll/OB. 3pp. 


7913100169 Dlscussaa NRC 791101 naetlng w/raprasantatlvai of N9B8 
vendora & fuel suppliers re discussion of reapectlve 
portlona of ECCB avaluatlon models dealing w/fual cladding 
■welling It Incidence of rupture. Vendor raaponaaa end, 

BI8ENHUT, D. 8. Division of Operating Raactora. 79/11/09. 6Spp. 


~”79131002BS Raaponda bo NRC 791101 raquaat rt noncomp 1 iance of 
Haitinghouaa ECCB evaluation modal under raqulramanbs 
of 10CFR90 App K. Evaluation of thraa fuel rod modats 
Indleataa no aafaty problems for Uaatlnghouaa plants. 
ANDERSON. T. H. Uaatlnghouae Electric Corp. 79/11/02. App. 


—7912100330 Responds to NRC 791101 request re DRNL cladding sualllng li 
rupture data. Review of analytical nodali h teats indicates 
eorapllanca w/lOCFRSO App K.All OE specs for calculated peak 
cladding tamp remain unchanged. 

aUCHHOLZ.R.H. Oansral Electric Co. 79/12/07. 8pp. 


—7913100407 Forwards rasponaa to NRC 791101 requast re rod burst tost 
data. Cone ludea that data properly repraaantad by fuel medals 
used In vendor avaluatlon models & that analysaa damonatrata 
all criteria of lOCFRSO. 46 laiisflad. 

ONSLEYiO.F. Eason Nuclear Co., Inc. (subs, of Exxon Carp.). 
79/11/02. Spp. 


—7913100496 Forwards addl info ra avaluition of Impact of NRC propoaed 
ruptura/blockaga modal used in vendor evaluation modal. 

No advaraa impact from new rupture. burst data or uae of NRC 
ruptura/blockaga modal on licensing calculation raaults. 

OMBLEV. 0. F. Ecson Nuclear Co., Inc. (subs, of Esxon Corp.). 
79/11/04. 33pp. 


7913130092 Summary of 791024 meeting ui/BtU ounara group ra aaynmatrlc 
LDCA leadt evaluation. Eva luatlon of BhU plants to ba 
completed by dul 1980. 

HOBFQRD.a, B, Assistant Director for Engineering Programs. 
79/11/20. 4pp. 


7912100478 Forwardsito all BhH oparatlng plants ascapt 7M1. request for 
addl info ra small break LOCA. CoBMtnta requested by 791203. 

REID, R.VI. Operating Reactors Branch 4. 79/11/21. 3pp. 


7918060991 Forwards NRC concarna on control rod guide tuba wear In BhU 
facilltlaa. Meat ing schaduted 791380 to clarify h diacuaa 
canesrns. 

REID.R.U. Operating Reactors Branch 4. 79/11/83. 7pp. 


7918040398 Forwards rasponaa to NURE0-O37B. Rsfutllng 19B0 h 01 chosen 
as Implsmantatlon datas.rathar than BOOlOl L SIOIOI. Moat 
■BOOlOl talks will ba completed by raturn-to-powar date fc 
will ba performed more afficiantlv. 

NATTIliOEi J. J. Oacramento Municipal Utility District. 79/11/26, 
13pp. 


—7912040412 "Operating Culdelinas for Small Breaks." 

BECKNSl.D.A.. HALLMAN. D. , KAURANK.B.A. Babcock » Hilcox Co, 
BHNP-a0004. 79/11/30. 49pp. 


—7918040417 "Analyala Summary in Support of Inadaquata Cora Cooling 
euidalinas for Loss of RC8 Inventory. “ 

• Babcock t> Uilcox Co. 79/11/30. 30pp. 
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791204047G Submits fallomup request for eitenalon frois 791105 to 79H17 
for completion of mods re degraded voltage conditions. 

MftTTlMOE- 0. J. Sacramento Municipal Utilitg District, 79/11/3*. »p- 


7912100283 Formards IE 
Elsments Due to Pipe 
ENCELKEN. R. H. Reg 
79/11/1*. Ip. 


Info Notice 79-28. "Overloading of Structural 
Support Loads. " No response required, 
ion 5, San Francloco, Office of the Director. 


7913110319 Sutiinits design details on mods re containment penetration 
valve area L makeup pomp room discussed in Paragraph 3.0 
of safety evaluation for License Amend 19. Requests approval. 
MATTIMOEp i>. J. Sacramento Municipal Utility District. 79/11/30. 


IP- 


7912270463 Notifies of 2-ui» delay In receipt of CRAFT analysis si/ 
sequential auilllary feeduater flow performed by DtW, 

Analysis uill not fie foruarded to NRC until 79123B. 

MATTIMOEi J. J. Sacramento Municipal Utility District. 79/13/03. 


tP- 


7912180607 Corrects util 791017 Itr re ma« eiperience siditchyara 
voltage. District changed setpoint of eiistlng overvoltage to 
241 kV during 791117 outage. Operation at 241 kV acceptable. 
MATTIMOE. J. J Sacramento Municipal Utility District. 79/13/0/ 

2pp. 


7912110319 Forwards IE Info Notice 79-29, "Lost of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. No 
specific action or response required. nm.rtnr 

EMOELKEN. R. H. Region S. San Francleco, Office of the Director. 

79/11/16. tp. 


79121BO207 Forwards evaluation of util 80S.11. 14.21 t< 

1026 responses to IE Bulletins 79-OSA 6 79-05B. Nuclear 
Incident at TNI-Suppl." Liceneee has taken appropriate 


actlene to meet mejorlty of requirementi. 
DcTis.D ij n.iai.atinn Reactors Branch * 


no/^ I /OT 


7912210072 Forwards rept. "Evaluation of 
Bulletins 79-05A 6 73-03B. " 

REIDiR. H. Operating Reactors Branch 


Licentaas Responses 

4. 79/11/23. 3pp. 


to IE 


7912190264 Forwards assessment of seismic design requirementi 
containment itpueture. 

EISENHUT. D- 0. Division of Operating Heactors. 79/12/06. 


for 

3pp. 


-791221O07B “Evaluation of Licenisis 
79-09B. 

» Operating Reactors Branch 4. 


Reiponsti To IE Bulletins 79-03A li 
79/11/23. 29pp. 


7913190269 Assessment of seismic design requirements for containment 

structure in response to CA Div of Minos L Geology. 

• Division of Operating Reactors. 79/12/06. 54pp- 


7912280573 Responds to NRC 79I12i Itr requesting small break analysis 
Info. D&W Is working on analyst s. Sc hedulo indicates info re 
natural circulation slug flow will be submitted by 800131 6 
infn re reactor coolant pump seals by 791219. . 

MATTIMOE.U.J Sacramento Municipal Utility District. 79/12/06. Ip. 


7912190437 Responds to 791002 memo requesting feedback on saminar 
BChtdule providing radiation safety training In lieu of util 
safety couree. Propoees etam for staff requiring entry into 
restricted areas. Individuals who fail should take course. 
RODRIQUEZ. R J. Sacramento Municipal Utility District. 79/12/12. 
Ip. 


79I23103SS Forwards Revision 1 to proposed Amend 63 to Tech Specs 
Sections 3 & 4 re limiting conditions for operation S< 
survaillanca a tds, resp oc t Ive ly. 

MATTIMOE. J, J. Sacramento Municipal Utility District. 79/12/13. ip. 


7912310368 Revision 1 to praposeO Amend 63 tn Tech apee Sections 3 St 4 

re limiting conditions for operation & surveillance stds. 
respectively. 

e Secramonto Municipal Utility District. 79/12/12- 26pp. 


79121903S3 Forwards billing a 
demonstrating that util has 
operability of containment 
UALBRIDOE, M. C. Sacramento 
3pp. 


uthoriratlon Issued to All Is-Chsleiers Cot-p 
initiated action to qualify 
vent b purge valves. 

Municipal Utility District. 79/13/13- 


7912200305 Forwards '’Auxlliartf Feedwator Sys HeliabHity " , 

MATTIMOE. J. J. Sacramento Municipal Utility District. 79/12/17. Ip. 

— 7912200506 "Auxiliary Feedualer 8ys Reliability Analyst#.'' 

« Sacramento Municipal Utility District. 79/I2/3J. 47pp. 


7912070028 Forwards IE Circular 79-24, "Proper Installation 6 Celihr of 
Cure Spray Pipe Break Detection Equipment on BWRs. No 

Em^^NiR.H. Region 3. Ban Francisco. Office of the Director. 




7912110273 Forwards IE Circular 79-23. "Motor Starters 
Failed to Operate. " No response required. 

ENSELKENi R. H. Region 8. San Francisco. Office of 
79/11/26. ip- 


6 Contactors 
the Director. 


7912110499 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups t> state atty 
ganeral oPcs copies of eseatatid onforcsmont correspondence 
■ant by NRC to licensees. 

EHOELKEN.R.H. Rsglon 5. San Francisco. Office of the Director. 
79/11/26. Ip. 


7912190191 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation 6 Control Pguitr Sys Bus During Opsration. 
Written raspanse required. 

EKBELKEN.R-H. Region Si asn Francisco. 

79/11/30. Ip. 


Office of the Director. 


7912200129 Forwards IE Rtpt 50-312/79-24 r# 
791121. Details uithhald (ref 10CFfi2. 7901. 
ENOELKEN.R.H. Region 3i San Francisco. 
79/12/06. 2pp. 


enforeemsnt conference on 
Office of the Director. 


7912310277 Forwards IE Info Notlcs 79-30. '‘Reporting 
Mancoapliancas. 10CFR21. " No action required. 
ENOELKEN.R.H. Region 8. San Francisco. Office of 
79/12/06. 4pp. 


of Defects L 
the Director. 


7912190042 Forwards liesnsss response to 
"Nuelaar Incident at TMI-Suppl." 
CREUB.U.L. Region 9. San Francisco. 

Support Branch. 79/12/07, Ip. 


IE Bulletin 79-OSA. Revision 
Reactor Operations Nuclear 


1 . 


7912280467 Notifies of error 
irradiation of reactor ves 
ullhdraura at end of first 
MATTIMOE. J. J. Sacramento 


In 791031 rept justifying continued 
sel surveillance spec Incns. Capsule 
cycle is RSI-Dinot R8I-E. 

Municipal Utility District. 79/12/17. 


ip- 


7912280496 Discusses NRC 791107 request for position on ricommentfatlons 
in BbV|i Rept 136. "integrated Control Sys Reliability 
Analysts." Position re recommendat Ions will be provided by 

MATTIMOE. J. J. Sacramento Municipal Utility District. 79/12/19. Ip. 


Q. Inspection reports. IE Bulletins 6 correspondence 


7912050272 Forwards IE Insp Rept 50-312/79-16 on 790713-0803. No 
none amp 1 lance noted, 

CREU9<J.L. Region S. San Franclscoi 

Support Branch. 79/08/20. 2pp. 


Reactor Operations Nuclear 


—7912030280 IE Insp Rept 50-312/79-16 on 790713-0803. No noncoBpllatice 
noted. Major areas inspected : insp of plant operati on, f ire 
protection program 6 indepsndant effort. 

CARTER. H.L.> JOHNSON. P. Region 5. Ban Francisco. Office of the 
Director. FAULKENBEfiftV. B. Region S. Ban Francisco. Reactor 

Operations Nuclear Support Dranch. 79/08/17. 4pp. 


"Nuclear 


-7912190092 Havlsid response to IE Bulletin 79-08Ai Revi slon I 
Incidant at TMI-8uppl. " Standing order will be Issued to 
eperating ptrsonnel that NRC should be notified within 1-h 
froei time reactor is not in controlled or •*P!'**‘* 

HODfllQUEZ.R. J. Sacramento Municipal Utility District. 79/10/24. 


7912200248 Foruerds IE Bulletin 79-28, "Poeslble Melfunctlon of Namco 
Model EAiaO Limit Sultehes at Elevated Temps. " Action 

EIWELV^.R. H. Region S, Ban Francisco, Office of the Director. 
79/12/07. Ip. 


7913210132 Forwards rtsponsts to IE Bulletin 79-21., 
Laval Naasuramants. " 

CREWSpJ.L. Region 5, San Franclseor Office of 
79/12/07. Ip. 


"Temp Effects on 
the Director, 


— 79122101S5 Responds to IE Bulletin 79-21i "Temp Effects on Level 
Instrumentation." Evaluated liquid Itval mtasurieiint sys 
anst-accldsnt ambient temp on indicated water level, safety 6 
control setpoints 6 emergency procedures, 

HATTlMOEt J. J. Saeramonto Municipal Utility District. 79/09/14. 
Spp. 
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7912270S46 Submits info requested by NRC 791017 Itr re inservice Insp ti 
Inservlci testing program. Resolves b documents licensee 
open items, 

HATTIHOe. J. J. Sacramento Municipal Utility District. 79/12/10. 

ASpp. 


7912270329 Foruiards Revision 1 to inservice Insp program originally 
submitted 7907t8> In response to NRC request at 791003-04 
insp program revieu meeting. 

HATTIHOE. J. J. Sacramento Municipal Utility District. 79/18/12. Ip. 


—7912270334 Revision 1 to inservice insp program originally subsilttad 
790718. Sections 3-b replaced In entirety, 

« Sacramento Municipal Utility District. 79/12/12. 300pp. 


7912310492 Forwards corrected pages to Implementation review oF 
Inservice insp testing program. 

MATTIMOE. J. J. Sacramanto Municipal Utility District. 79/12/24. Ip. 


—7912310499 Corracted Paget 4-4.4-11 through 4-13. 4-ld>. 4-49. 4-47 ti 4-96 
to inservice testing program. Includes results from makeup/ 

HPI lys. decay heat/cori flood areas. raw water b cooling 
water b turbine sampling tests. 

a Bacramento Municipal Utility District. 79/12/24. Gpp. 


R. Periodic operating reports b related corrispondenca 


7912170277 Forwards monthly operating rept for Nov 1979, 

RODRIQUEZ. R. J. eacramento Municipal Utility District. 79/18/07. 
Ip. 


— 7912170278 Monthly operating rept for Nov 1979. 

COLOHBOiR.U, Sacramento Municipal Utility District. 79/11/30, 

8pp. 


a. Reportable occurrences. LERs b related correspondence 


7912070426 Forwards LER 79-0i6/03L-0. 

MATTIMOE, J. J. Sacramento Municipal Utility District. 79/11/29. 

2pp. 


—7912070430 LER 79-016/03L-0: on 791 101. during periodic visual insp of 
accessible safety sys hydraulic snubbers, snubbers 12 ti 14 
determined inoperable. Cause unstated. Snubber 12 rebuilt 
b tested, Snubber 14 refilled to proper level, 

COLOHBO.R.U, Sacramento Municipal Utility Dictrlet. 79/11/29. 

Ip- 


7912110329 Forwards LER 79-003/04T-0. 

MATTIMOE. J. J. Sacramento Municipal Utility District. 79/11/29. 

2pp. 


—7912110327 LER 79-003/04T-0; on 791120>plant effluent sample sscooded 
Tech Spec limit of 0,2 mg/1 chlorina. Caused by escesslva 
flow In plant sewage sys, 

COLOMBOiR.H, Sacramento Municipal Utility District. 79/11/29. 

Ip. 


7912180630 Unusual Evsnt UE-79-03: on 79ii20, plant affluent sanpls 
revealed chlorine concentration above Tech Specs limit. 

Caused by sanitary sewage sys. Flow-through sys will be 
reduced. Forwards LER 79-003/04T-0. 

MATTIMOE. J. J, Sacramento Municipal Utility District. 79/11/29. 

2pp. 


—7912180641 LER 79-003/04T-0: on 791120, plant effluent sample Indicated 
chlorine concentration above Toch Spec limit, Probably cauatd 
by eseesslve flow of plant aauiage sys. Cause of esceseivo 
flow being Investigated. 

COLOMBO.R.U, Sacramento Municipal Utility District. 79/11/29. 

Ip- 


7912140490 Forwards LER 79-017/03L-0. 

MATTIMOE, J. J. Sacramento Municipal Utility District, 79/12/04. 
2pp. 


— 7912140497 LER 79-0I7/03L-0: on 791109, during routine operation. ditaal 
gonorater A failed to etort from control room. Cauec 
undotarminad beeauea major faetore affecting atartlng 
eapabllltiei appeared normal. No recurrence of problem. 

COLOMBO, R.M. Sacramento Municipal Utility Dietrlct. 79/12/04. 

Ip. 


7912160991 Forwarde LER 79-0ia/03L-0. 

MATTIMOE, U. J. Bacramento Municipal Utility Dletrtct^ 79/12/06. 

2pp. 


— 7912100559 LER 79-018/03L-0; on 791 1 1 7, d ur Ing periodic visual insp. 
inubber 129 found Inoperable due to lack of oil. Caused by 
loose lock-nut which allowed unit to rotate. Unit will be 
modified during 1980 refueling outage to secure lock. 

COLOMBO. fl.U. Bacramento Municipal Utility District. 79/12/06, 
IP 


791226022a Forwards LER 79-019/03L-0. 

tMLBRlDOE. U. C. Sacramento Municipal Utility District, 79/12/10, 

2pp. 


— 791226022? LER 79-019/03L-0; on 791 125. tf ur Ing routine plant equipment 
insp. discovered weld leak on seal injection line, Cause not 
stated, Defective portion of weld ground out b weld dye 
penetrant checked. 

CCS-OMBO. a. W. Sacramento Municipal Utility District. 79/12/10. 

3pp. 


791^60215 Forwards LER 79-004/04T-0. 

HATTIHDE, J. J. Bacramento Municipal Utility District. 79/12/tl 
2PP- 


— 7912260217 LER 79-004/04T-0; on 791203. plant effluent samples indicated 
chlorina levels eiceeded Tech Spec 1 Imits. Caused by partial 
blockage of sewage sys Inlet 1 ine. Di 1 ut ion flow increased b 
sewage sys hypochlorite pump stroke reduced. 

COLDMDOifi.R Sacramento Municipal Utility District. 79/12/11. 

Ip. 


7912260279 Forwards updated LER 79-003/04X-1. 

HATTIHDE. J. J. Bacramento Municipal Utility District. 79/12/12, 
2pp. 


—7912260283 Updated LER 79-003/04X-1; on 791120.plant effluent sample 
indicated excess amount of chlorine at site boundary. Caused 
by partial blockage of sewage sys inlet 1 ine. Preventative 
maint under review. 

CDLDMDD.R.W. Bacramento Municipal Utility District, 79/12/12. 

If- 


791226(^73 Forwards LER 79-005/04T-0. 

HATTlMOEi J. J. Bacramento Municipal Utility District. 79/12/13. 

2pp. 


”7912260277 LER 79-O0S/O4T-O; on 791208. plant effluent sample indicated 
•kcosi amount of chlorine at site boundary. Caused by 
miiunderstandlng between chemistry b operations personnel re 
chlorine specs. Recurring problems w/chlorlnc under review. 

COLOMBO. R. M, Sacramento Municipal Utility District, 79/12/13. 

Ip- 


DOCKET SO-313 ARKANSAS NUCLEAR ONE. UNIT 1 
F. Saeurtty, medical, emergency b fire protection plane 


7918180339 Notifies of delay in Plant Sye Branch Team 1 avaluatlons of 
facility fire protection syt.Outllnee of aeslttanci needed 
encl. 

LAINM. Q. Plant Syitams Branch. 79/11/16. Spp. 


7912200022 Discusses NRC 791109 meeting re emergency preparednese team 
ravlau objactlves. Provides guidance for improving liceniee 
•mergancy preparedness b assuring capability of offsite 
aganclas to take appropriate emergency actione. 

QRlHESiO.K. Emergency Preparedness Task Force. 79/11/23, 30pp. 


7911^0070 Forwards comments re rivlslons b addl info needed re 
facTllti] safeguards contingency plan. Plan withheld 
(raf 1DCFR2. 790). U/o end. 

REIDxR.U. Dparating Reactors Branch 4. 79/12/10. 2pp. 


7912310231 Forwards results of preliminary review of facility emergency 
plan. Encourage! continued work w/siati & local 
rapresentatlyes to improve emergency preparedness. Emergency 
planning acceptance criteria end 

RElDiR.W. Operating Reactors Branch 4 (Pre 790625). 79/12/17. 

12pp. 


7918310471 Forwards draft emergency plan, incorporating recommendations 
of NUHEO-0978 b NUREO-0610, Emergency Planning Review 
Ouldelinee 1, Revision l.re emergency planning acceptance 
criteria for licensed nuclear plants b Rag Guide 1.101. 

' TRIMBLE. D.Q. Arkanias Power b Light Co. 79/18/2S. 2pp. 


—7912310474 Draft emergency plan. 

a Arkansas Power b Light Co. '’9/12/26. 300pp. 
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0. Adjudicatarg corraspoTufene* 

791Sn003B Conflraii r.caipt of and 790329 p.tition to for 

>tlca indleating that petition will t* 


all PMRa. Fop«ard» FR not 
treated In accordance u/l0CFR2. 206. 

DENTON. H.R. Office of Nuclear Reactor Regulation, 


79/11/23. If. 


—7912110126 Notice of renueet For action purmuant to I0cni2-206 re 
Environ Coalition on Nuclear Power 790329 petition 
reouestlng euipeneion of all QLt for PHRe. . 

KULLERf D. R- Office of Nuclear Reactor Regulation. 79/11/23. 

3app. 

7912120539 Reeponde to FDIA requeit for IE bulletlne fc circuloT* for 
1979 & le info notices for 1979-79. Foruerde docunente 
listed in App A. IE circulars not Issued In 1973 tc IE info 
notices not Issued prior to 1979. ,o/t./D7 

CARR.J.C, Division of Rules and Records. 79/11/27. 3pp. 

7912120959 Ordar requiring licensee to place facilitg in cold shoMoyn 

condition until plant operation U eafetg procedures are 
evaluated U until licenste has taken steps to assure that 
personnel adhere to procedures. 

DAVIS. J.O, Office of Inspection fc Enforcement. Dfflca of the 
Dlroetor. 79/06/30. 9pp. 

H. Oeneral correspondence 

791231021S Ack receipt of 791103 Itr clarifging Proposed fiueiellville 
AR Municipal airport e lassif leatlon. Comments on DES for 
airport heing located in close proiimltg of fecllltg. 

Assistant Director for Envlroneiental Projects. 


■ Irpc 
REOAH.U. H. 
79/12/17. 2pp. 


I. Financial information 

7912090469 Forwards util statement of source of funds. for Qefe I97B- 
LANOBTON.M. Arkansas Pouar 6 Light Co. 79/11/29. ip. 


—7912100407 Forwards response to NRC 791101 request re rod buret teet 
data.Concludes that data properly represented bg fuel modeie 
used In vendor evaluation modeie 6 that analgeae damonitrata 
all criteria of lOCFRSO. 46 satisfied. , 

OHSLEY.e.F. Ex»an Nuclear Co,. Inc. (subs, of Exxon Corp. ). 
79/11/02. 9pp. 

79121004S6 Forwards addl Info ra evaluation of impact of NRC proposed 

Tuptore/blockage model used in vendor evaluation modal. 

No adverea impact from new rupture buret dote or use of NRC 
ruptura/blockago model on Uctnelng calculation results. 

OWSLEY.O.F, Exxon Nuclear Co,. Inc. <euhi. of Exxon Corp. 1. 
79/11/04. 22pp. 

7913100200 Forwards request for oddI info to eompleto ovaluotlon of 
electrical overrlde/byposs aapacts of eontalnnent purge ays. 

LAINA8.0. Plant Systems Branch, 79/11/19. 2pp. 

7912130092 Summary of 791024 meeting w/DtH owners group re aiymmatrtc 
LOCA loads awaluation. Evaluation of BliW plants to be 
conpleiad bg JoX 1980. . o ... 

HOBFORDi B. B. Aeeistant Director for Engineering Programs. 

79/11/80. 4pp. 

7918100478 Forwards, to all BtW opsrating plants 

addl Info re small break LOCA. Comments requssted by 791203. 
nEID.R.M. Oporatlng Reactoro Branch 4. 79/11/81. app. 

79t810ffi289 Requests detailed info ro wear characterletics of control 
rods on guide tubes in fuel ossotnblits. Info nseded to 
varlfy that guide tube ueor not significant problem In HaM 
facllitles.KIC concerns re guide tube wear 
RElDtR.U. Oporatlng Reactors Branch 4. 79/11/23. 6pp. 

7918040459 Forwards plot of projaetad operating cyclasiper NRC request. 
One oversiiad page available in Central Files only. 

TRIHBLE. D. C. Arkansas Powtr 6 Light Co. 79/ll/SB. Ip. 

7912040191 Foruardi rsvised pages to Startup Rtpt Cyelo 4 submitted on 
TRlHBLEiD.C. Arkantae Power 6 Light Co. 79/11/29, Ip. 


J, Insurance 6 Indemnity Information 


7912070397 Forwardt surety bond to meet requlreminte re Prlce-Anderson 
Ac t 

IIARTON. J.J. Arkanaas Power 6 Light Co. 79/12/03, 3pp. 


-7912040197 Reviaed pages to startup rtpt Cycle 4 eorraeting error In 
Moderator coefficient extrapolated to 99X Pull power fc 
indicating location of In-cora inetrumontatlon used to 
determine core power distribution. 

TRIHSLE.D.C. Arkanses Power fc Light Co. 79/11/89. 3pp. 


K. Utility Final Safety Analysis Report (F8AR) V amende 


7912200920 Foruardo Amend 59 to FSAR, 

TRlHBLEiD.C. Artenias Power 6 Light Co. 79/12/li. ip- 


7912110198 Notification of 791806 meeting u/utll to dlteuss util 
propeeal far long term technical support etnta ba 
implemented as followup to THI Lessons Learned Task Force 
TSpfce 

LONO.C. TMl-2 Lessons Learned Task Force. 79/11/30. 8pp. 


— 7?i2200983 Amend 59 to FHAR. 

TRIMBLE. D.C, Arkansas Power 6 Light Co. 


79/12/11. 


94pp. 


7918180396 Forwards core power mapi required 
distribution for Cycle 4 startup rept. 
TRlNBLEiD. C. Arkansas Power & Light Co. 


to calculate core 
79/18/03. 13pp. 


power 


P. Operating license stage documents 6 correspondent 

791I09024B “Summary of Dpereting Experience H/Hecirculating Steam 

EIBENHUTj D. 0. Division of Operating Reactors. NUREO-OOas. 
79/01/31. B9pp. 


7912310070 Ack 790B31 Itrs endorsing BtH generic rept BAU-I064. 
"Integrated Control Sys Reliability Analysis." b requests 

REID.n.H. Operating Reectori Branch 4. 79/11/07, I3pp. 


7912100199 Discusses NBC 791101 dieting w/representatlves of N6B8 
vendors b fuel suppliers re dlscuaslon of respective 
portions of ECCB evaluation models dealing u/fuel cladding 
swelling b Iticidenci of rup ture. Vendor responiee tnej- 
E18SNHUT. D. 0. Division of Operating Reaetars. 79/11/09. 6Spp. 


7912100253 Responds to NRC 791101 request ro noneomplienee of 

Uastlnghouse ECC8 eveluitlon nodal under requirenents 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Hestinghouei plants. 
ANDERSON. T.rt. Hiitlnghouse Electric Corp. 79/11/02. App. 


—7918100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests Indicates 
complienee w/lOCFftSO App H.All OB speci for calculated peak 
cladding teap remain unchanged. 

BUCHHOLZ.R. H. Oeneral Electric Co. 79/12/07. 2pp. 


791812<sa3 Bubniita schedul# of response for email break LDCA conearne 
requested In 791181 Itr. . 

TRlHBLEiD.C. Arkansas Power b Light Co. 79/18/04. Ip. 

7918120934 Forwards request for addl Info to complete review of OA 
pruffran. 

HAABSiH.P. Quality Assurance Branch. 79/12/05. 3pp. 

79181302^ Forwards rovision to 791120 Itr re Implemsntatlon schedule 
for Lessons Lterned Task Force short-term reeommendatiene. 

.Requests expedited concurrence w/method of compliance to 
HUREO-OSra. 

CAVANAUOHiW. Arkansas Powsp fc Light Co. 79/18/00, 82pp. 


7912140327 Forwirds rtvision of selaetad provisions of 791180 response 
to THI Lessons Learned Task Fores racommendetlons. Sequential 
shutdowne preferred to concurrent. Implementation schedule 

CAVANMWI.N. Arkansas Power b Light Co. 79/18/00. Slpp. 


7912810131 Responds to 780719 Itr rsquesting cask handling changes for 
facility b permit for B4C test rod shipmsnt. Requests addl 
SUM to meet Class 4 fee requirements. 

wti I mn.u n Licenst Fee Management Branch. 79/18/18. Ip. 


7912070409 Advises of committment to NRC interim position re 
demonstration of purge b vent valve operability. Purge 
isBlation valves will rsmain closed whsn reactor Is not In 
cold shutdown or refueling mode. 

TRlHBLEiD.C. Arkanses Powtr b Light Co. 79/18/18. Ip. 



DOCKETED ITEMS 


79IS17070S Forwsrdl ''Enirgtncg Optratlng Bppc. Opprattng Ouidplincs for 
Snail Braakii " li "Analgilt Sutnmarg in Support of Inadaquat* 

Cora Cooling Ouldtlintt for Loai of RC8 Invantorgi " to to 
Incorporatad into "Small Braak Qporatlng Ouldfllna*. " 

TRIMBLE. 0. C. Arkaniat Pouar li Light Co. 79/1S/13. tp. 


— 7912190716 "Emarganeg Oparating Spaea.Oparating Ouldalinaa for Small 
Braakf, " 

BECKNER.D.A. Babcock l< Mllco> Co. BHNP-20004. 79/11/01. SOpp. 


--7912190721 "Analgala Sunmarg in Support of Inada^uata Cora Cooling 
Ouldalinaa for Lott of RGB Invantorg. " 

BECKNER.D.A. Babcock ti Mllcox Co. 79/11/01. 31pp. 


7912280609 Raituoftt camml tman t to faellltg modi to tntura control roon 
hobitabllltg following toiic got raltaia. Qulck-ratponia 
. chlorlna datactort thould ba inttallad in frath air Inlatt 6 
control roon itolatlon air exchangt rata raducad. 

REID.R.H. Optratlng Raactort Branch 4. 79/18/14. 3pp, 


7918810342 Dltcuttti propotad ihutdown to Inplamant ihort-tarn Itona of 
NUREO-0876. Shutdown tehadula undargolng nod.Unltt 1 b 2 will 
be thut down 791831 1. 800131. ratpactivalg It will not ba 
raitartad until Itamt art inplanantad. 

CAVANAUOH. H, Arkantot Powar b Light Co. 79/18/17. 2pp. 


7918310339 Forwarda correction to conciptual datign for initiation ti 
control of anargancg feedwater indopandant of Intagratad 
control tgt.por NUREO-037B. Raiiuoitt approval. Eight ovartiia 
drawingt and. 

TRIMBLE. O.C. Arkantat Power b Light Co, 79/18/18, 10pp. 


7912870193 Forwardt "Auilliarg Feedwater 8gi Raliabilitg Analgaaa." 6 
"Enargancg Faaduatar Raliabilitg Analgtlt for Unit I." 
prapared bg BbU. 

TRIMBLE. D.G. Arkantat Powar b Light Co, 79/18/80. Ip. 


■7912270196 "Auxlllarg Faadwatar Bgt Raliabilitg Analgtai, " 
UEAVER.M.W.. DORMAN.R.M,. ENZINNA.R.8. Babcock b Wi Icox 6o. 
BAW-lSe4. 79/18/31. 32pp. 


—7912370161 "Emarganeg Faadwatar Raliabilitg Analgtlt for Unit 1, " 
HCAVER.W.M.. DORHAN.R.M,. ENZINNA.R.S, Babcock b Uilcox Co. 
79/12/31. 40pp. 


9. Inapaetlon raporti. IE Bulletlnt.b eerriipondanea 


7918170134 Roependt to IE Bulletin 79-23. "Potential Failure of 
Enargoncg Dletal Oanarator Field Exciter Trantfornar. " 
Connactlont between low kVA rated trantfornaro b high KVA 
rated anargancg ganarateri have not bean meda. 

TRIMBLE. D.C. Arkantat Powtr b Light Co, 79/10/03. 2pp, 


7912090326 Forwardt IE Intp Rtptt 00-313/79-21 b 90-368/79-20 on 
790909-1009 Si notiet of violation. 

HAOBEN.O.L. Raglan 4. Dallat. Reactor Oparationi Hudtar Support 
Branch. 79/10/23, 3pp. 


—7912090333 Notice of violation from intp on 790909-1009, 

• Region 4> Ddlai. Offlca of the Director, 79/10/23. Ip. 


—7712090348 IE Intp Rapti 90-313/79-21 b 80-368/79-20 on 790909~100». 
Noneomplianca noted: outdated Q llttt, 

JOHNSON. H, D, , HESTERMAN, T. F. Region 4. DaUai. Office of the 
Director. 79/10/23. 11pp. 


7913140103 Forward! IE Bullttin 79~17.Ravitlon 1. "Pipe Cracki in 
Stagnant Boratod Mater Bgt at PUR Planti. " Urittan rasponta 
rtRUired, 

BBYFRIT.K, V, Region 4. Dallat. Office of th.a Dlraetar. 79/10/89. 

‘P. 


7918180961 Forward! IE Bullttin 79-29. "Fallurtt of Uattinghouta BFD 
Helagt in Safatg-Ralatad Sgt, " Action raaulrad. 

BEYFRIT.K.V. Ragton 4. Dallat. Offlc# of the Dirtctor. 79/11/08. 
‘f- 


7918190033 Forwardt IE Circular 79-82. "Stroke Tint! for Power Operated 
Relief Valvea. " No written ratponie required. 

8EYFRIT.R. V. Region .4> Dallat. Office of the Director. 79/11/16. 
Ip. 


7918180990 Foruorde IE Bulletin 79-86. "Boron Lott From BUR Control 
** No 'Tttponftt rt^uirfd. 

SEYFRXTiK. V. Ro|ion 4» Dallopf Off let of tht Diroctor. 79/il/SO. 


7918110467 Notiflt* that NfiC Intendi to routinelg forward to 
appropriate <tatt public util regulatorg group* b itate attg 
ganeral ofci copiet of ticalated inforctment corntpondance 
tent bg NRC to lleenteas. 

8EYFRIT.K.V. Region 4. Dallat, Offiet of tht Director. 79/11/26. 
Ip- 


7912040309 Respond! to IE Bullttin 79-14. Forwardt tubmlttal tchedule 
for analgtlt of InecctttUlt piping. Schsdult for responte 
to rtmaining Itemi hat dipped due to impact of n*w IE 
Bulletin 79-02. Revision 2. requirsmenti. 

TRIMBLE.D.C, Arkantat Power b tight Co. 79/11/87. Opp. 


7918090684 Ack receipt of 791119 Ur Informing NRC of ttep* taken to 
eorreet violation* nottd in IE Intp Rept 90-313/79-21. 

MAOSBg.O.L. Region 4. Dallat. Reactor Qpsratlon* Nuclear Support 
Branch. 79/11/27. Ip. 


■79120S06S7 Reipondi to NRC 791023 Ur re violationi notad In IE Intp 
Rept 90-313/79-21. Corrective actloni; plant Q-Iitt b 
distribution list ravited b circulated. 

TniMBLE. D. C. Arkansas Power b Light Co. 79/li/lS. 2pp. 


7912190169 Forusrds IE Bulletin 79-27. "Loss of Non-Class IE 
Inatruaentetlsn b Control Power Sgt But During Operation. " 

Written retponte required. 

reVFRIT.K.V. Region 4, Dallat, Office of the Director. 79/11/30. 

If. 


R. Periodic operating report* b related corrstpondsnci 


7918170331 Forwards monthlg operating rept for Nov 1979. 
TRIMBLE.D.C, Arkantat Power b Light Co, 79/12/14. Ip. 


•7918170339 Monthlg operating rept for Nov 1979. 

BBAMLETT. L. 8. Arkansas Power b Light Co. 79/12/14. 9pp. 


8. Reportable occurrencit. LERs b related corrstpondenct 


7918310069 PND-lV-79-009: on 791016. roporter intsrvleusd plant manager 
re rapt* of radioactive leakage lnstancei;7909S6. leakage 
past packing on two primarg tgs valves Into bldg b 791012. 
ahuidotim cooling heat exchanger leak to ivc water tgt. 

UEBTERHAN, T. F. . MADSEN. 0. L. Region 4. Dallat. Office of the 
Director. 79/10/17. ip. 


7918310073 PND-IV-79-OiO: on 791017, inadvertent relsate of radioactive 
gaa, Air sample in makeup tank Initiated, stack monitor 
alarmed b sampling termlnetad, Rate of radioactive release 
exceeded Tech Spec limit bg 2.36. 

HESTERMAN, T. F. . MADBEN, 0, L. Region 4, Dallas, Office of the 
Director. 79/10/18. Ip. 


7912170296 Forwards LEfi 79-02I/03L-0 b updated LER 79-0I2/03X-1. 
TRlMBLEiO.C. Arkansas Power b Light Co. 79/18/06. tp. 


—7918170264 LER 79-Oai/03U-0: on 79ni9.whils securing makeup b 
purification sgs, inside containment isolation tsal return 
valve failed to futlg close on dimand. Cauttri hg valve 
operator torque switch failing to mike up. Switch replacid, 
BH1VELY.C.N. Arkaniei Power b Light Co. 79/18/06. Ip. 


— 7918170269 Updated LER 79-0ia/03X-l: on 790810. leak rate tatting of 
reactor bldg purge valvei at penetration V-1 indicated Itak 
rate in eicett of Tech Spec 1 Imitt. Caused bg maladjuttsd 
valve teat shim*. Leak rate test performed. 

BHIVELY.C. N. Arkantat Powtr b Light Co. 79/12/06, Ip. 


7918860872 Forward* LER 79-02a/03L-0. 

TRIMBLE.D.C. Arkansas Power b Light Co. 79/12/10. ip. 


—7918860274 LER 79-0a2/03L-0; on 79U19. during plant heatup to hot 
ehutdown condition*. operational test of turbine driven 
emarganeg feedwater pump not performed, Cauttd hg scheduling 
alitake.Stertup procedure revised. 

BRAMLETT.L. 9. Arkantat Power b Ligh't Co. 79/12/17. ip. 


U. Gongretiional/Executivt Corrtipondencc ' 


79182B0361 Forward* B Petirt 79110B Ur expretiing concern* re NRC 
public matting on tmtrgincg planning imp. Retponte 
requeited. 

PRYOR, D. Senate, 79/11/29. 3pp. 
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)aCHET 50-315 DONALD C. CQOH NUCLEAR POWER PLANT^ UNIT 1 
■ Security, (nsdlcal. emergency U fire protection plane 


7912130409 Confinee 791129 meeting to discuss NRC regulatory 
for protection of public health li safety re plants. 
KEPPLERiJ.O. Region 3. Chicago. Office of the Director. 

2pp. 


program 

79/11/21. 


'912200022 Discusses NRC 791109 meeting re emergency preparodnoss team 
revleu ob ject Ives. Provid es guidance for improving licensee 
emergency preperedness U assuring eapability of offsite 
agencies to tale appropriate emergency actions. 

ORinES, D.K. Emergency Preperednoss Task Force. 79/11/23. 30pp. 


79122aO&33 Confines 791129 meeting u/mayor of Bridgman. MI l< 
dlscuoo rogulatoTV program for public health Ei safety 
protection. Tentative agenda end. 

KEPPLERiJ.O. Region 3. Chicago. Offict of th# Dlractor. 

2pp. 


staff to 

79/11/21. 


1. Adjudicatory correspond ance 


7912110036 Confirms receipt of end 790329 petition to suspend OUt for 
all PWRs- Forujards FR notice indicating that petition mill be 
treated in accordance (ii/10CFH2. 20d>. 

DEHTON.H. R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7912110126 Notice of request far action pursuant to 10CFH2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

MULLER. D. R. Office of Nuclear Reactor Regulation. 79/11/23. 
33pp. 


I. Financial Infarnation 


7912270604 Forwards article of merger filed ui/Slate of IN fc certificate 
of merger filed u/State of MI. 

DOLAN. J.E. Indiana t< Michigan Power Co. 79/12/17- 16pp. 


P. Operating license stage documents !> correspondence 


791109024Q "Summary of Operating Eiperienee W/fleeireu 1 iting Steam 
Osnerators. " 

ElBENHUT. D. 0. Division of Operating Reactors. N\JREa-0523, 
79/01/31. a9pp. 


79I304O4B9 Responds to NRC 791030 Itr re imp iemantatlon of 
rBcoflunendations contained in NURE0-O57B. Supplements previous 
responeob re power operated relief valves, safety valves 4i 
iiistruisantatlon for inadequate core cooling. 

DaLANrJ.E. Indiana & Michigan Power Co. 79/11/26. Bpp. 


791217001B Bubaits addl info re analysis, insp ti mod of main feedwater 
sys at plant. 

DBLAHiJ.E. Indiana b Michigan Electric Co. 79/11/26. 31pp. 

Available at NTIB. 


7912D402S7 InforMt of changes in operating procedures for automatic rod 
control sys. Changes made to guarantee that plant transient 
behavior due to credible control rod drop event will be 
within plant safety criteria. 

DDLANtU.E. Indiana t Michigan Power Co. 79/11/29. 3pp. 


7912210134 Requests quarterly radiological asseisments to NRC. if Tech 
Space 2. 4. l.h t 2.4.3c of App B arc eieeadid or vary u/code. 
SCHMENCERiA. Dperatlng Reactors Branch 1. 79/12/04. 2pp. 


7912110308 Dlscvasis monitoring of containment radiation in contest of 
purge sys eperatlon. Design justified in using control grade 
radiation monitoring equipment since contelnment ventilation 
isolation not relying eolely on monitor initiating signals, 

DOLANiO.E. Indiana h Michigan Electric Co. 79/12/09. 3pp. 


7903010339 Notifies of status of rept on reactor cavity annulus seal. 
Most PUR users remove ring during normal operation, Others 
store seal ring in raised position during normal operation. 

LAINAB. 0. Plant Bystems Branch (Pre 791030). 79/07/03. 7pp. 


7912050175 Discusses NRC review of LERs t Tech Spec requirements re 
control RPI sys at Uestinghouse PURs. Requests Tech apecs 
review to ensure requirement for rod naint to within +/- 12 
steps indicated b RPI sys verified accurate within 12 steps. 
SCHWENCER.A. Operating Reactors Branch 1. 79/10/29. 7pp. 


79l2t00ia9 Discusses NRC 791101 meeting u/repreientatlves of NBSS 
vendors l> fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing w/fuel cladding 
swelling E. incidence of rup ture. Vendor responses end. 

EI6ENHUT. D. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


-7912100255 Responds to NRC 791101 request re noncomplianee of 
Uestinghouse ECCS evaluation modal under requlrinents 
of lOCPRSD App K. Evaluation of three fuel rod models 
indicates no safety problems for Uestinghouse plente. 
ANDERSON. T.il. Uestinghouse Electric Corp. 79/11/02. 4pp- 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling Ic 
rupture date. Review of a-nakytical models & teats indicates 
compliance u/tOCFR5D App K. All OE specs fer calculated peak 
cladding temp remain unchanged. 

DUCHHQLZ.R. II. Oeneral Electric Co. 79/12/07. 2pp. 


7912110312 Eubsiits reviled icheduli for final repti on results of 
facility analytical evaluation. 

I>fX.AN.O.E. Indiana b Michigan Electric Co. 79/12/07. 3pp. 


7912120404 Forwards addl into for mods to auxiliary feedwatar sys re 
790B09 amend request. 

DOLANi-J.E. Indiana b Michigan Elaetrlc Co. 79/12/07. 9pp. 


7912270016 Peruarde Amends 34 b 19 to Llcintes DPR-5S b DPR-74, 
resgactlvely. safety evaluation b notice of issuance b 
availability. 

BCHUENC^tA. Operating Reactors Branch 1 <Prt 791030). 79/12/07. 

app. 


— 7912270021 Afnands 34 b i5 to Licenses DPR-9B b DPR-74. rttpec tlvely. 
requiring aaax allowable containment purge isolation valve 
cloture tiaiee to be reduced from 10 to 9-i. 

SCHWENCER.A. Operating Reactors Branch 1 <Pre 791030). 
79/12/07. 12pp. 


—7912270023 Safety evaluation supporting Amends 34 b 15 to Lieannas 
»>R-Sa b DPfi-74. reipeetlvely. 

* Office of Nuclear Reactor Regulation. 79/12/07. 6pp. 


— 7912270024 Notice of issuance b availability of Amandt 34 b IS to 
Licenses OPR-SB b DPR-74< raspeetlvely. 

SCHWENCER.A. Operating Risctors Branch 1 (Pra 791030). 
79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Cone 1 ud es that data properly represontad by fuel models 
used In ve-ndor evaluation models b that analyses demonstrate 
all criteria of tOCFRSD. 46 satisfied. 

□USLEV.O.F, Exxon Nuclear Co., Inc. (subs, of Exxon Carp.). 
79/11/02. Bpp. 


7912100390 Forwards response to 791030 Ur re requirements for 
auxiliary feedwater sys identified during Bulletlnc b Orders 
Task Force review of operating reactors. Valves locked bp 
sealed & mod to feedpump train to be completed. 

OQLAN.J.C. Indiana b Michigan Electric Co. 79/12/11. 6pp. 


—7912100456 Forwards addl Info re evaluation of Impact of NRC proposed 
rupturo/blockage model used In vendor evaluatlen model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation resulti. 

OUSLEV.O.F. Exxon Nuclear Co., Inc. (tubs, of Exxon Corp. >. 
79/11/04. 2app. 


7912040176 Summary of 791115 telcon ui/util re Implementation of Leisons 
Learned Task Force recommendations. 

HIOOINTON.D. Operating Reactors Branch 1. 79/11/21. 4pp. 


7912050054 Summary of 791115 telcon w/llcensee re 791024 response to 
NRC 790913 Ur. Informed licensee of lessons learned itsms 
for which proposed schedule for itnpl ementai on is 
unacceptab le, 

UIDOINTONiD, Operating Reactors Drench 1. 79/11/21. 3pp. 


7912190560 Frevldes plans for Cycle 2 refueling outege.Niw fuel batch 
Hill consist of SO fuel asseniblies mfg by Uestlnghoute. Fuel 
designated as Region 4 b enriched to 3.40 u/o U-23S. Stertup 
of Cycle 2 expected by mid-Dec 1979. 

DOLAN, J.E. lndla.na b Michigan Electric Co. 79/12/11. 2pp. 


7913270431 Ferwerds Info re voltage level at safety buses. startup, 
ehutdown b accident loading high b low voltage condition 
cases b transformers capacity. in rtsponsa to 790B0B Itr. 
M/ovarstse drawing of simplified offsite power sources. 

DOLAN. J.E. Indiana b Michigan Electric Co. 79/12/17. 40pp. 


7912270258 Forwards response to NRC 791210 rtquist for info required 
for ovaliiation of licensee response to TMI Lisioni Laernad 
Task Force recommendations. Ovarilse drawings available in 
Central Files only. 

DDLAM.J.E. Indiana b Michigan Electric Co. 79/12/20. 8pp. 
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0. Inipectlon rtportt. IE Bullatlni it corrtspondenc e 


7912110257 Foruirdi IE Insp R»ptB 50-315/79-23 it 50-316/79-20 on 
790903-1005 b noticB of violation. 

KEIBHHAN.R. F. Region 3. Chicago. Reactor Operations Nuclear 

Support Branch, 79/10/24. 2pp. 


--7912110263 Notice of violation from insp on 790903-1005. 

• Raglan 3. Chicago. Office of the Director. 79/10/22. ip. 

— 7912110271 IE In»p Ripl* 50-315/79-23 t< 50-316/79-20 on 790903-1003. 
NoncompllancB noted: active ueldlng permit not signed by 
util const safety coordinator ti insp repts not revieuad by 
plant nuclear ti safety rsvleui committee. 

KASSE.R.E.. BOYO/D.C. Region 3. Chicago. Office of the Director. 
79/10/22. 5pp. 


7912070109 Responds to. IE Bulletin 79-24. “Froien Lines." Adequate 
measures taken to prevent froien lines during eitremely cold 
ueather. 

DOLAN. 0. E. Indiana t< Michigan Pouer Co. 79/11/09, 2pp, 


7912200687 Responds to IE Bulletin 79-24. "Froien Lines." Adequate 
measures taken to prevent freezing during extremely cold 
ueather. 

DOLAN. J. E. Indlane t< Michigan Power Co. 79/11/09. 2pp. 


7912050103 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Velves. " No response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 

Ip- 


7912050130 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No rssponsa required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/ll/]l6. 
Ip- 


7912100209 Forwards IE Info Notice 79-28. "Overloading of Btructuralt 
Elements Due to Pipe Support Leeds, " No response required. 
KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 

Ip- 


7912110SB2 Forwards IE Info Notice 79-29. "Loss of Nansafaty-Helated 
Reactor Coolant 8yi Instrumintatlon During Operation," No 
specific action or response required, 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip- 


7912050340 Forwards IE Bulletin 79-26. "Boron Loss From BNR Control 
Blades. " No response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/20. 

Ip. 


7912100436 Foruerdi IE Circular 79-24. “Proper Ine'tai Ution 1< Callbr of 
Core Spray Pipe Break Detection Equipment on BURs. " No 
written retponse required. 

KEPPLER.J.O. Region 3. Chicago. Office of tho Director. 79/11/26. 
IP- 


7912110392 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups tc stats atty 
general ofes. copies of escalated enforcement correspondence 
sent by NRC to Ileansaas. 

KEPPLER.J.O, Region 3. Chicago. Office of the Dlrsctor. 79/11/28. 
Ip. 


7912190228 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation ti Control Power 8ys Bus During Operotian. " 

Written response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/30. 
ip. 


791220(}036 Responds to IE Dullstln 79-17>Revislon i. Nondestructive 
aiamlnatlons eomplstad 791121. No stress corrosion cracking 
found. Forwards list of addl piping runs falling under NRG 
definition of stagnant boratid water lines. 

DOLAN. J.E. Indiana it Michigan Electric Co. 79/11/30. 3pp. 


7912140043 Forwards flow diagrams for inssrvice insp program per NRC 
791031 request. Drawings available In Central Piles only. 

MALONEY.O.P. Indiana U Michigan Electric Co. 79/12/06. 3pp. 

7912140089 Forwards IE Info Notice 79-30. "Reporting of .Defects b 
Noneompllances. 10CFR21. “ No action or response required. 

KEPPLER.J.O. -Region 3. Chicago. Office of the Olrector. 79/12/06. 

Ip- 


791^00127 Forwards IE Bulletin 79-28. "Possible Malfunction of Namco 
Model EA180 Limit Switches at Elevated Temps." Action 

required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/12/10. 
Ip- 


R. Periodic operating reports k related correspondence 


7912170270 Forwards monthly operating rept for Nov 1979. 
SHALLER.D.V. Indiana i. Michigan Power Co. 79/12/13. Ip. 


—7912170274 Monthly operating rept for Nov 1979. 

OILLETT.M.T. Indiana !< Michigan Power Co. 79/12/03. app. 


7912^0521 Forwards annual statistical rept of eipesures for 1978. 
License 8UD-1176 did not expire until 79093D. Same rept being 
submitted for Licenses SUD-1176. DPR-58 & DPR-74. 

BHALLBl.D.V. Indiana «< Michigan Power Co. 79/12/20. Ip. 


—7912^0524 Submits statistical rept of exposures for 1978. Errors 
discovered in 790305 submi t ta 1 . Data reanalysis has shown 
differences re number of individuals b distribution of 

doses. 

aiALLER.D.V. Indiana k Michigan Pouer Co. 79/09/21. Ip. 


8. Reportable occurrences. LERs k related correspondence 


7912120061 PND'ni-79-026: on 791027. unit shut down to Investigate cause 
of excessive vibrations on Reactor Coolant Pump 2. 

Nastinghouse investigating. 

BOYD.D.C.> HEIBHMAN.fl. F. Region 3. Chicago. Office of the 
Director. 79/10/29, ip. 


7912040384 Forwards LER 79-056/03L-0, 

SHALLER.D.V. Indiana k Michigan Power Co. 79/11/26. Ip. 


— 7912040390 LER 79-056/OaL-0 on 791027. op ening torque on two Ice 
condenser lower Inlet doors exceeded mas Tech Bpoc limit. 
Caused by door springs slightly stiffen than doors on other 
bays. Spring tension bolts adjusted. 

DELONO.S.O. Indiana I. Michigan Power Co. 79/11/26. 2pp. 


791204D36S Forwards LER 79-057/03L-0, 

SHALLER.D.V. Indiana k Michigan Power Co. 79/11/28. Ip. 


— 7912040371 LER 79-057/03L-0: on 791029. wh I Ic shifting to RHIl.motor- 
oparated containment isolation valve failed to open 
completely k would not close. Caused by corrosion of valve 
aparator torque switch due to condensation In conduit. 

UIINER.D.G. Indiana b Michigan Pouer Co. 79/11/28. Ip. 


7912070371 Forwards LER 79-038/011-0. 

8HALLER.D.V. Indiana b Michigan Power Co. 79/11/30. Ip. 


— 7912070377 LER 79-050/011-0: on 791115.floiu path from Unit 2 motor- 
driven AFP steam generators 1 b 4 was knoperab le. Caused by 
power supply to motor operated valves FHO-212 b FMO-242 
being removed for routine Insp. Pouer restorod- 
CHADUELL. M. M. Indiana b Mich Igan Power Co. 79/11/29. 2pp. 


7912130330 Forwards LERs 79-039/03L-0 b 79-060/03t-0, 

5HM.LER.D.V. Indiana b Michigan Power Co, 79/12/07. Ip. 


— 7912130372 LER 79-039/03L-0: on 79nOB.dur»n9 test, containment air 
particulate detector Isolation valve ECH-31 would not close. 
Cauisd by leaking A8C0 solenoid air supply valve b vent port 
tube restriction. Valve cleaned b tube removed. 

0EL0N0.8. D. Indiana b Michigan Pouer Co. 79/12/07. 2pp. 


—7912130380 LER 79-060/03L-0; on 791 116. In termed late deck door to lee 
condanser found frozen shut. Caused by plugged air handling 
unit drain line b frozen drainage overflou. Ice removed b 
drain line cleared. Hod Initiated. 

BR0UN.H.8. Indiana b Michigan Power Cn. 79/12/07. Ip. 


7912170238 Forwards LERs 79-061/03L-0 b 79-062/03L-0. 

SHM-LER.D.V. Indiana b Michigan Power Co. 79/12/U. ip. 


— 7912170252 LER 79-06 1/03L-0; on 791U1. during startup, steam generator 4 
steam flow channel 1 Indicated 21X lower than redundant 
channel. Caused by oil leak from bellows to transmitter body 
causing drift out of spec. Transmitter replaced. 

DELONOiS.D. Indiana b Michigan Power Co. 79/12/11. Ip. 



134 


DOCKETED ITEMS 


7912170297 LEH 79*06a/03L-0: on 7911 1 1 . 1 n 0 pera b 1 e »tf«m fUis channel 1 

taken out of trip condition during 1 nvii t Ig atlon of channel 
epee reading. Caused bg incorrect panel IndlcatoT labeltn}. 

Channel placed In trip mode U labeling corrected. 

DELQNOiB.D. Indiana It Michigan Power Co. 79/12/11 2pp. 


79120900S4 SuBHiarg of 791115 telcon u>/lieen»ee re 7910M reeponte to 
NRC 790913 Itr. Informed licensee of leseone learned items 
for which proposed schedule for Implementalon Is 

MIOOIHTON.D. Operating Reactors Branch 1. 79/11/21. 3pp. 


DOCKET a0-3li DONALD C. COCK NUCLEAR POWER PLANT. UNIT 2 
F. Securitv madical. emergeneg 8< fira protection plans 


7912130409 Conflrme 791129 meeting to discuss NRC regulatorg 
for protection of public health 8. laPetg re Pl*"**. 
KEPPLER,J.O. Region 3. Chicago. Office of the Director. 

2pp. 


program 

79/11/21. 


7912200022 Dlscusies NRC 791109 meeting re emergeneg preparedness team 
revieu Ob jectives. Provides guidance for Improving licensee 
emergeneg preparedness b assuring eapabilltg of offsite 
agencies to tale appropriate emergeneg actions. __ 

CRIMES. D.K. Emergeneg Preparedness Task Force. 79/11/23. 30pp. 


7912260632 Confirms 791129 meeting ui/magor of Brldgmen.MI »i staff to 
discuss pifulatory progratn for public hiilth U sofoby 
protaction. Tantative agenda end. .. 

KEPPUERiU.O. Region 3. Chlcego. Office of the Director. 79/11/21. 

2pp. 


0. Adjudicatory correspondence 


7912110030 Confirms receipt of end 790329 petition to suspend QLs for 
all PWRs. Forwards FR notice Indicating that petition will be 
treated In accordance ut/lOCFR2. 206. . 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


7912110126 Notice of request for action pursuant to 10CFR2. 206 r# 

Environ Coalition on Nuclear Power 770329 petition 
requesting suspension of all OLs for PWRs. 

MULLER. D. R. Office of Nuclear Reactor Regulation. 79/11/23. 
3Bpp. 


1. Financial information 


791M404B9 Responds to NRC 791030 Itr re implamantetlon of 
pecoe*aBdattona contained In NUfiEO-0578. Bupplements previous 
rtftpon«*v r» jieutr optr«t*d ralltf valvtt j valvti It 

Instrunentation for Inadequate core cooling. 

DOLAN.J.E. Indiana t< Michigan Power Co. 79/11/26. 8pp. 


7912170018 Submits addl Info re analysis, imp I. mod of main faeduater 

DOLAN.jfE. Indiana 6 Michigan Electric Co. 79/11/26. 31pp, 

Available et NT19. 


7912040297 Informs of changss in operating proeedurts for automatic rod 
control sg». Changes mad# to guarantea that plant translant 
bahavtor dua bo cradlble control rod drop ivant lulll be 
altbin plant safety criteria. ........ 

POt-fMisl.E. Indiana U Michigan Power Co. 79/11/29, 3pp. 


7912270604 Forwards artids of merger filed ui/Stats of 
of merger filed w/8tete of Ml. 

DOLAN.J.E. Indiana It Michigan Power Co. 79/12/17. 


IN b certificate 
16pp. 


7912040284 Forwards diagram of control logic for RHR sys low flow 
DOLAN.J.E. Indiana li Michigan Electric Co. 79/11/30. 3pp. 


P. Operating license stage documents b correspondince 


7911090248 "Summary of Operating Eiperlence H/R#c ircula ting Stsam 
Oenerators. " 

ElBENHUT. 0. 0. Division of Operating Raaetori- NURE-Q-OSSO. 
79/01/31. 89pp. 

7912050175 Discusses NRC review of LEfli b Tech flpec requirements re 
control RPI sys at Hestlnghouse PWRs. Requests Tech Specs 
review to ensure requirement for rod malnt to within +/- 12 
steps indicated b RPI sys verified accurate within 12 steps. 
SCHHENCER.A. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912100189 Discusses NRC 791101 meeting w/repres entat 1 ves of NSBS 
venders b fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling b incidence of rupture. Vend or response# end. 

EISENHUT. D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


7912040404 Withdraws 790216 Itr requesting relief from commitment to 
perforn load rejection test. Full loed rejection test 
perforated on 790721. Tost rept will be sent by 791231. 

DDLAN.-J.E. Indiene b Hlchlgen Elaetrlc Co. 79/11/30. Ip. 


7912210134 Requests quarterly redlologlcel assessments to NRCi If Tech 
Specs 2.4. l.h b 2.4.3c of App B are esciedsd or very w/eode. 
8CHWENCER.A. Oporeting Reactors Branch 1. 79/12/04. 2pp. 


7912110308 Discusses monitoring of containment radiation in contest of 
purge sye operation. Dts ign justified in using control grade 
radiation monitoring equipment since conteinment ventilation 
Isolation not relying tolaly on monitor initiating lignals. 

IKILAN>J.E. Indiana b Michigan Electric Co. 79/12/05. 3pp. 


7912110312 Bubnlts revised schedule for final 
facility analytical evaluation. 

DOLANiJ.E. Indiana b Michigan Electric Co. 


repts on results 
79/12/07. app. 


of 


— 7912100255 Responds to NRC 791101 request re noncomp 1 lance of 
Wsttlnghouse ECCB evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
indieatei no saftty prnblams for Msstinghouse plants, 
AHDER8DN. T, M. Hestinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
eonpliance w/lOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLIi R. H. Oeneral Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards raipnnse to NRC 791101 requait re rod burst tael 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses damonstrets 
all criteria of lOCFRSD. 46 satlsflad. 

OUBLEYjO. F. Elion Nuclear Co. < Inc. (subs, of Eiien Corp.l. 
79/11/02. 5pp. 


— 7912100456 Forwards addl Info re evaluation of impact of NRC proposed 
rupturi/blockagc model us«d in vender evaluation modal. 

No adverse impact from new rupture burst data or us# of NRC 
rupture/btoclage model an licensing colculabion rasulti. 

OWSLEY. O.F. Eicon Nuclear Co.. Inc, iiubs. of Eicon Corp.l. 
79/11/04, 22pp. 


7912120404 Faruardi eddl Info for mods to aucillery feedwater sys re 
790807 amend request. , . _ 

DOLANtJ.E, Indiana b Michigan Electric Co. 79/12/07. 9pp. 


7912270018 Forwards Amends 34 b 15 to Licenses DPR-8B b DPR-74. 
recpectlve ly> sefaty svaluatlon b notice of issuanca b 

BCHWEMCERi a!* Operating Reactors Branch I (Pre 7910301. 79/12/07. 

2pp. 


7912270021 Amends 34 b 15 to Licensee DPR-5B b DPR-74. respectively. 

requiring mex allowable containment purge Isolation valvt 
cloBUra tlAss to be reduced from 10 to 5-s. 

8CHUENCER.A. Operating Reactors Branch I <Prt 791030). 
vt/to/oy. 1200 . 


--7912270023 Safety evaluetion supporting Amsnds 34 b IS to Licenses 
W>H-sa fc DPR-74. respectively. , ,, 

• Office of Nuclear Reactor Regulation, 79/12/07. 6pp. 


— 7912270024 Notice of lesuanet b availability 
Llcmnaae DPR-sa b DPR-74, reipactlvely. 
BCHUENCERiA. Operating Reaetore Branch 1 
79/12/07. 2pp. 


of Amends 34 b IS t 
(Pre 791030). 


0 


7912040176 Bumaiary of 791115 telcon u/utll re Implenentatlon of Lessons 
Learned Talk Force recommendations, 

WIOSINTON.D. Operating Reactors Branch 1. 79/11/21. 4pp. 


7912160390 Forwards response to 791030 Itr rt requirements for 
auxiliary faadwater sys Identified during Bulletins b Orders 
Task Forea ravlaw of operating reactors. Velvas locked or 
■aalad b mod to feedpump train to be completed. 

DOLANjJ.b. Indiana b Michigan Electric Co. 79/12/11. 6pp. 
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79i.21B04M Paruardt addl info for 791tOS Tich Sftc ch«ng> raquaatii 
Including dtierlptlan af PSAR analutt* raiulti.Aloo Includas 
NCAP-9S66> "Nuclaar Diiign ti Cera Hgt of DC Caok Unit &< 

Cvclo 2 .“ Rapt withhold (raf 10CPR2. 790). 

DOLAN. J.E. Indiana 1. Hichigan Elactric Co. 79 / 13 / 11 . 3Spp. 


79iS370431 Ferwardt info ra voltaga laval at tafatg buoaa. atartup. 
ahutdown 1. aecldant leading high V low voltaga condition 
c«ata ti trantfaraara capacitg.in raapenaa to 79080B Itr. 
N/ovaraiit drawing ef alaplifiad offaita powar aourcaa. 
DOLAN-J.E. Indiana t. Klehigan Elactric Co. 79/1S/17. 40pp. 


7912200909 Raqueata dalotion of Licanaa Cenditiona 3. A t. 3. E of OL 
Aaand. A, RaquiroManta for Agaatat 7000 aariaa ralaga b 
praaeura awltchaa fulfilled per and teat raaulta. 

DOLAN. J.E. Indiana t> Michigan Elactric Co. 79/18/12. Bpp. 


'7918800S1B “Dgneaic Evaluation Taat Prograa on Safatgi Injoction Sga 
Panel. Auxiliary Relay Panel 1. Hot Bhutdown Panel." 

FaNLER>B..e. Wyle Laboratorlea. 79/11/19. 117pp. 


■7918800919 "Seianic Sinulation Ic Radiation Taat Pnograa on Sevan 
Ppeiaura Switchea. " 

THORNBERRV. R. Hyle Laberatoriaa. 72/10/26. a9pp. 


7918870384 Subnlta addl info re currant atatua of four requlrenanta ef 
nOne 0-O97B eanearnlng direct indication of aafety valve 
patlblon. aubeooling aeter. aya integrity for high 
radioactivity li peat-accldant aaapllng. 

HUNTER. R. 8. Indiana !• Hichigan Elactric Co. 79/12/19. 6pp. 


791S87089B Forwarda raaponaa to NRC 791210 requeat for Info required 
far evaluation of licenaae reapenaa to TNI Leaaona Laarnad 
Taak Force racaiaaandatlena. Overaizo drawinga available in 
Central Filea only. 

DMJhN.J.E. Indiana b Hichigan Electric Co. 79/12/80. Spp. 


0. Inapection reporti. IE Bullatlna l> corraapondenc e 


7918110897 Forwarda IE Inap Ropta 90-319/79-23 b 90-316/79-20 on 
790903-1009 b notice of violation. 

HEIBhWAN. R. P. Region 3. Chicago. Reactor Oparationa Nuelaar 
Support Brandh. 79/10/24. Spp. 


—7918110263 Notice of violation fron inap on 790903-1009. 

« Ragion 3. Chicago. Office of the Director. 79/10/22. Ip. 


•7918110271 IE Inap Repta 90-319/79-23 b 90-316/79-20 on 790903-1009. 
Honeoeipllanea natad:actlva waldlng paraiit not elgnad by 
Util conat aafety coordinator b imp repte net reviewed by 
plant nuclear b aafety review coiwilttae. 

MA88E.R.E.. 80V0. D. C. Raglan 3. Chicago. Office ef the Dlreeter. 
79/10/22. 9pp. 


7918070109 Raepende to IE Bulletin 79-24. "Froian Llnaa. Adequate 
■aaaurae taken to prevent frozen linea during aztrenaly cold 
weathar. 

DOLAN. J.E, Indiana b Michigan Powar Co. 79/11/09. 2pp. 


7918800627 Reaponda to IE Bulletin 79-84. "Frozen Llnaa." Adequate 
■eaaurae tatan to prevent freezing during eitreaaly cold 
weather. 

DOLAN. J.E. Indiana, b Michigan Powar Co. 79/11/09. Spp, 


7918090103 Forward! IE Circular 79-23. "Stroka Tiaea for Fewer Operated 
Relief Velvet." No reiponea required. 

HEFPLER.J. 0. Raglan 3. Chicago. Office ef the Director. 79/11/16. 

Ip. 


7918090130 Ferwerdi IE Circular 79-88. "Stroke Tiaea for Power Operated 
Relief Velvet." No raaponaa required. 

KEPPLERi J, 0. Region 3. Chicago. Office ef the Director. 79/11/16. 

if. 


7918100809 Forwarda IE Info Notice 79-82. "Ovarloedlng of Btruetural 
Eleaente Due to Pipe Buppert Loede. " No rciponae required.' 
HEPPLER.J.4, Region 3. Chicago. Office of the Director. 79/11/16. 
Ip. 


7918110988 Forwerde IE Info Notice 79-89. "Loai of Neneaf ety-Raleted 
Reactor Coolant Bye Inetruaentatlon During Operation. " Mo 
apeciflc action or reeponee required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/il/lA. 

ip. 


7918090340 Forwarda IE Bulletin 79-^6. "Boron Lota Proa BHR Control 
Bladeo. " No raaponaa required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/80. 
if- 


7918100436 Forwarda IE Circular 79-24. “Proper Inatallation b Callbr of 
Core Spray Pipe Break Detection Equipment on BURi. “ No 
written raaponae required. 

KEPPLER>J.O. Region 3. Chicago. Office of the Director. 79/11/86. 

ip- 


791814081a Forwarda IE Circular 79-23. "Motor Startera b Contactora 
Failed to Operate." No written reaponae requlrtd. 

l^PLERrJ.fl. Region 3. Chicago, affice of the Director. 79/11/86. 

If. 


7918110393 Notlfiea that NRC intend! to routinely forward to 
appropriate atete public util raguletery groupa b aiate atty 
general efea>ceplaa of tacelated anforceaiant correapondance 
aent by NRC to Uctnaate. 

KB>PLERiJ.O. Region 3. Chicago. Office of tha Director. 79/11/2B. 

if. 


791819023B Forward! IE Bullitin 79-27. "Loaa of Non-Cleaa IE 
Inetpuaentatlen b Control Power 8ya Bus During Operation. ” 

Hritton roaponae required. 

KEFPUER. J. 0. Ragion 3. Chicago. Office of the Director. 79/il/30. 

If. 


791SS00036 Reaponda to IE Bulletin 79-17. Ravleion i. Nondestructive 
eiaainatlons completed 791121. No stress corrosion erecting 
found. Forwards list of addl piping runs falling under NRC 
dofinltien of stagnant boratad water linei. 

DOLAN 1 J.E. Indiana h Michigan Electric Co. 79/11/30. 9pp. 


7918140043 Forwards flow diagrams for Inservlce inap prograa par NRC 
791031 roqueat. Drawinga aveilabla in Central Files only. 
HALOEY.O.P. Indiana b Michigan Electric Co. 79/12/06. Spp. 


7918140DS9 Forwards IE Info Notice 79-30. "Reporting of Defeeta b 
Nonconpllancaa. 10CFR21. " No action or responea required. 

KEPPLER.J.fi. Ragion 3. Chicago. Office of the Direqier. 79/12/06. 
If- 


7918200187 Forwarda IE Bulletin 79-8S. “Possible Malfunction of Namco 
Model EAIBO Llnlt Switchea at Elevated Tenpe. " Action 
required. 

K^Pl^iJ.O. Region 3. Chicago, affica of the Director. 79/12/10. 
If- 


7918270337 Confirms 791219 verbal rapt to RE Meeac re nonconformance in 
eoMll piping aya. Anelysla indicated that 1— Inch pipe between 
priaury piping b exetaa Itt-down haat exchanger would be 
•treesed ebova yield limit In event of earthquake. 
aiALLER.O.V. Indiana b Michigan Power Co. 79/12/20. Ip. 


R. Periodic operating reports b related correapondenct 


7918260921 Forwarda annual stetlatlcel rapt of eipoauree for 1973. 
Llcenee 8UB-1176 did not expire until 790930. Same rept being 
eubAlttad for Licenaea 6UB-1176.DPR-9B b DPR-74. 

SHALLER.D.V. Indiana b Hichigan Pouar Co. 79/18/20. Ip. 


— 7912!^9S4 Bubmits atatiatlcal rapt of exposures for 1978. Errors 
diecevered in 790309 submittal. Date reanelysia hat ahown 
differoncea re number of individuals b distribution of 

deeee. 

6HM.LER.D.V. Indiana b Michigan Power Co. 79/09/21. Ip. 


6. Reportable oecurrancta. LERa b riletid earrespondanco 


7918040379 Forwerde LER 79-O39/03L-a. 

SHALLER.D.V. Indiana b Hichigan Power Co. 79/11/88. Ip. 


—7918040376 LER 79-039/03L-0: an 791031. eonta inment air particulate 
detector tripped on low flow while plant wee In Mode 6. 

Cauead by flow trip twitch In nonvertical position. Proper 
air particulate flow establlahed. 

OEU)N«.B.D. Indiana b Michigan Power Co. 79/11/28. Spp. 


7918040484 Forwarda LER 79'03B/01T-0. 

BHALLER.S.V. Indiana b Michigan Power Co. 79/11/88. ip. 


•7918040430 UR 79-038/017-0: on 791114. boron Injection flow path was 
Inadvertantly aade inoperable to perforn curvtillanco 
teetinig. Cauaed by charging line being out of avc for eye 
end. Fuel oleiaent altered. 

CHADWELL.H.M. Indiana b Michigan Power Co. 79/11/8S. 8pp. 


7918070391 Forwards LER 79-040/03L-0. 

SHALLER.D.V. Indiana b Michigan Power Co, 79/11/30, Ip, 
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7912070396 UER 77-040/03L-0. or 79110 >.■! u r i ng rsfueUng operations. 

reactor vessel head unbolted u/one source range neutron flo« 
monitor inoporab le. Caused by defletert refueling procedure- 
Procedore to be revised. -o , 

CHADHELL, H. M. Indiana U Michigan Poiuer Co. 79/1 1/'S9. »p. 


7912200062 Discusses fire protection tost procedures to qualify cable h 
pipe panetrations. Lisbs issues that will not be resolved by 
test. No objection to use of test to obtain addl info on 
capability of cable. 

LAlNAB.e. Plant Systems Branch. 79/11/29. 2pp. 


7912070370 Forwards LER 79-041/03L-0. 

SHALLER, D. V. Indiana U Michigan Pouor Co. 79/11/30. tp- 


7912070379 LER 79-041 /03L-0: on 791 101 . during surveillance testing. 

hydrogen raeombiner 1 failed to increase temp as required by 
Tech Specs. Causa unknown, Trout leshoo t Ing in progre ssi repair s 
to fol 1 Old. 

MI2NER.D.G. Indiana S< Michigan Power Co. 79/11/30. Ip. 


7912100277 Forwards UERa 79-042/031-0 8. 79-043/03L-0. 

BHALLERi D. V. Indiana b Michigan Power Co. 79/12/03. Ip. 


7912100206 LER 79-042/03L-0: on 791101. while In Mode 6. u/one diesel 

generator out of ave.lk'/ inverter blew fuse. Caused by loose 
bus feed cable short circuiting Inverter while contractor 
personnel worked on Inoperable generator. 

* Indiana & Michigan Power Co. 79/12/03. 2pp. 


7912100291 LER 79-043/03L-0: on 791 102. during surveillance insp. cracks 

discovered in robber of ice condenser divider barrier seal. 

Cause U corrective action under study. 

WIZNERiD. C. Indiana C< Michigan Power Co. 79/12/03. Ip. 


7912130312 Forwards LER 79-044/0aL-0. 

SMALLER. D.V. Indiana t Michigan Power Co, 79/12/07. Ip. 


— 7912130322 LER 79-044/03L-0; on 791025. dur Ing transfer of fuel, 
surveillance requirement for potential impact energy of 
crane load was not completed. Caused by misunderstanding of 
new Tech Spec. Ref uel ing procedure change Initiated. 

WIZNERiD. G- Indiana & Michigan Power Co. 79/12/07. Ip. 


7912170260 Forwards LER 79-043/03L-0. 

SMALLER. D.V. Indiana & Michigan Power Co. 79/12/12. Ip. 


7912260220 Forwards responses to Paragraphs 3.19.3.1.20,3.2.1.3.2.2. 
3 2 8 Si 3.2,9 re fire protection SER S. amends to DL. Balance 
of response to Paragraph 3.2.1 delayed due to manpower 
coBnltnente of TMI requirements. 

I injiw/ai I . A g. Dalllmore Oas & Electric Co. 79/12/21. 350pp. 


7918310308 Forwards oversiie drawings uf Figures 1-11 for fire hajards 
analysis of flra protection safety evaluation. Remaining item 
will be completed by 800111 . 

LirnDVALL. A. E. Baltlrtore Oas S< Electric Co. 79/12/27. Ip. 


— 7913310431 "Fire Haiards Analys Is: Au« 1 1 iary Bldg. Elevation <-)8 ft-0 
inchos.i-)10 ft-0 inches ti {-115 ft-0 Inches. Safe Shutdown 
Equipments & Raceway Locations. ” Figure 1. 

• Baltimore Oas b Electric Co. 79/12/27, Ip. 


— 79133104S2 “Fire Hazards Analysis; Containment fc Auklliary Bldg, Unit 1. 
Elevation 5 ft-0 Inches 6 10 ft-0 Inches. Safe Shutdown 
Equlpnonts li Raceway Locations. " Figure 2. 

* Daltlnore Oas L Electric Co. 79/12/27. Ip. 


”7918310490 “Fire Hazards Analys Is; Containment L Auxiliary Bldg. Unit 1. 
Elevation 27 ft-0 Inches, Safe Shutdown Equipments L Raceway 
Locations. " Figure 3. 

* Baltlaore Oas L Electric Co, 79/12/27. Ip. 


•7912310496 "Fire Hazards Analysis: Containment ft Auxiliary Bldg, Unit I, 
Elevation 49 ft-0 inches, Safe Shutdown Equipment L Raceway 
Laeations. ** Figure 4. 

a Baltiaora Oas Electric Co. 79/12/27. Ip. 


— 7913310503 “Fire Hazards Analysis: Containment L Auxillry Bldg, Unit I, 
Elevation 69 ft-0 Inches, Safe Shutdown Equipment 8, Raceway 
Locations.” Figure 5. 

» Baltimore Oas 8< Electric Co. 79/12/27. Ip. 


— 7912170271 LER 79-049/03L-0: on 791 1 13. penetration provided access 
from containment to auxiliary bldg atmosphero contrary to 
Tech Specs. Caused by repair of bonneb removed from hand 
valve. Valve work suspended. 

LEASE.fJ.B. Indiana 8. Michigan Power Co. 79/12/12. 2pp. 


7912270590 Forwards LER 79-046/03L-0 t LER 79-047/03L-0. 
BHALLER.D. V. Indiana 8, Michigan Power Co. 79/12/19. Ip. 


— 7912270590 LER 79-046/03L-0; on 791119. during ref uaUng, source range 
neutron flux monitor N-3] fai led. Caused by excessive 
moisture In detector wel Is. Detec tors replaced 6 dried. 

RI6CHLIN0. J. L. Indiana 8. Michigan Powor Co. 79/12/19. 2pp. 


— 7912270602 LER 79-047/03L-0; on 791 124, dur 1 n g grid degraded voltage 
relay calibr. relay 27-1-201-AB dropped out at 
noncanservative value. Caused by zener diode fai lure. Diode 
replaced 6 relay recallbr. 

RISCHLINOi J. L- Indiana i> Michigan Power Co. 79/12/19. Ip. 


7912310343 Forwards LER 79-043/03X-1. 

BHALLER.D. V. Indiana 8< Michigan Power Co. 79/12/24. Ip. 


— 7912310330 LER 79-043/03X-1 : on 791 102, dur i ng surveillance insp. Ice 
condenser divider barrier seal found to have cracks in 
rubber. Caused by excessive compression during installation. 

Seal ring replaced in manner limiting compression. 

WIZNERiD. 0. Indiana Z> Michigan Power Co. 79/i2/2i. Ip- 


—7912310911 “Fire Hazards Analysis: Containment 8, Auxiliary Bldg, Unit 2, 
Elevation 9 ft-0 inches & 10 ft-0 Inches. Safe Shutdown 
Equlpaent 8, Raceway Locations, " Figure 6. 

B Daltlnore Oas l< Electric Co. 79/12/27. Ip. 


--7913310S25 "Fire Hazards Analys 1 s ; Con tainment 6 Auxiliary Bldg, Unit 2, 
Elavatian 27 ft-0 inches, Safe Shutdown Equipments 6 Raceway 
Locabions. “ Figurs 7. 

• Baltimore Oas h Electric Co. 79/12/27. Ip. 


•7912310530. “Fire Haiords Analys is ; Con tainment It Auxiliary Bldg, Unit 2, 
Elevation 49 ft-0 inches, Safa Shutdown Equipment 8i Raceway 
Loeatloni. * Figure S. 

« Daltimore Oas l< Electric Co, 79/12/27. Ip. 


--7912310534 "Fire Haiards Anal ysis : Containment 6 Auxiliary Bldg, Unit 2, 
Elevatlan 69 ft-0 Inches, Safe Shutdown Equipment 8i Raceway 
Lacabiofis. “ Figure 9. 

* Baltimore Oas S, Electric Co. 79/12/27. Ip. 


--79I2310S41 "Fire Hazards Anal ysis: Water Treatment Area, Warehouse 8< 
Intake Structure, Unit l.Safe Shutdown Equipment 8, Raceway 
Laeations.'' Figure 10. 

O Daltimore Oas 8, Electric Co. 79/12/27. Ip. 


— 7912310S44 "Fire Haiards Anal y si s : Water Treatment Area. Uarohouse 4 
Intake Structure, Unit 2. Safe Shutdown Equipments 4 Raceway 
Locations." Figure li. 

• Baltlaore Oas 4 Electric Co. 79/12/27. Ip. 


DOCKET SO-317 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT I 


F. Security, nodical, emergency 4 fire protection plans 


79123000S2 Discusses NRC 791109 meeting re emergency preparedness teas 
review at jectlves. Provl des guidance for improving licensee 
emergency preparedness 4 assuring capability of offsite 
agencies to take appropriate emergency actions, 

GRIMES, B.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912040463 Notifies of delay in responding to request re A8TM E— 119 
test procedure. New drawings 4 room-by-room documentation to 
reflect fire safety actions underway. Revised lubnlttals 
will be completed by 791221. 

LUNDVALL, A. E. Daltimore Oas 4 Electric Co. 79/11/29. Ip. 


0. Adjudicatory correspondence 


7912110038 Confirms receipt of end 790329 petition to suspend DLs for 
all PMls. Forwards FR notice indicating that petition will be 
troabad in accordance cu/10CFR2. 206. 

DENTQN.H.R. Office of Nuclear Reactor Regulation. 79/11/23. ip. 


--7913110136 Notice of request for action pursuant to 10CFR8. 206 re 
Environ Coalition on Nuclear Pouier 790329 petition 
Toquestlng suspension of all OLo for PWRs. 

HULLER.D.fl. Office of Nuclear Reactor Regulation. 79/11/23. 
3Spp. 
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P, Oparsfelng llcanit atagt dacumantra tt correipondanca 


791109034B "Suaunarg of Oparatlng Exparlanca U/Raclrculating Staan 
Oanaratora. " 

EI6ENHUTiD.fi, DWlslon of Oparatlng flaactor*. NUREO-OSS3. 
79/01/31. eVpp. 


7906010339 Notlflaa of atatui of rapt on raactor cavity annutva aaal. 
Moat PUR uaart raaiova ring during noraial oparation. OtKara 
• tora otal ring In raitid poaltlon during noratal oparatlon. 
LAINAe.S. Plant Sgatama Branch (Pra 7910301. 79/07/09. 7pp. 


7918130301 Informa of arror in Figura 3.2-4 of Tach Spaea laauad aa 
Licanaa Anand 39.Corractad copg and. 

REtO. R. M. Oparatlng Raactor* Branch 4 <Pra 791030}. 79/10/11. 

Spp, 


-••7913180307 Ravlaad Pagaa 3/4 2-11 t< 2-12 for Tach Spaci ra DNB ailal 
flux offaat control Unit, laauad w/Uieanaa Aaiand 39. 

• Operating Reaetori Branch 4 (Pra 791030>. 79/10/11. Spp. 


7918170116 Forwarda findings froni Nov 1978 "Powar Plant Cumulative 
Environ impact Rept. " Ultt of 12 4uettiana re radloative 
affluants It apent fual itoraga poola and. 

MlMEORADrO. H. Hargland. Stata of. 79/11/06. 27pp. 


79181B0097 Notlflaa of complatlon of ravlau of itaaai ganarator water 
hammer. Approvea propoaed chengaa aecompanging Inatallatlon 
of L tubea.Tubea can effaetivalg (nlnlmlie likelihood of 
water haatmer avanta. Safetg avaluatlon and. 

LAINABiO. Plant Sgitama Branch. 79/11/07. 2pp. 


—7918160063 Bsfatg avaluatlon ra ataam ganarator watar hammer In 
feedwater aga auppertlng propoaad proeadural changai. 

• Qffiea of Nuelaar Raactor Regulation. 79/11/07. Spp. 


7918100169 Dlacuaaaa NRC 791101 meeting u/rapreaentattvea of Nass 
vandort ti fuel auppllera re dlacuaalon of reapectlvi 
portions of ECCB evaluation modali dealing w/futl cladding 
awaillng ti Incldanca of ruptura. Vendor raaponaaa and. 

ElBENHUTi D. fi. Dlvition of Qparating Rractora. 79/11/09. 69pp. 


—7913100289 Raapondt to NRC 791101 raquaat ra noncomp 1 ianca of 
Waatlnghouaa ECC8 evaluation modal under reiiulramanti 
of 10CFR90 App K, Evaluation of three fual rod aiodala 
Indieatoa no lafatg problamt for Waatlnghouia planta. 
ANOERBONi T. M. Haatlngheuia Electric Corp, 79/11/02. 4pp. 


"7918100330 Raaponda to NRC 791101 raquaat ra CRNL cladding awallint 6 
rupture data. Review of analgtlcal modali li teita Indlpqtae 
compliance w/lOCFROO App K.All OE apace for calculated peak 
cladding tamp remain unchanged. 

BUCHHOLZ.R.H. Oanaral Electric Co. 79/12/07. 2pp. 


— 7918100407 Forwards ratpons# to NRC 791101 requait ra rod buret teat 
data. Coneludat that data properlg rapraiantad by fuel modela 
used In vendor avaluatlon modali l< that analyaai damonstrata 
all criteria of lOCFRSO, 46 aatitfled. 

OWSLEY/O.F. Eicon Nucloar Co. t Inc. (lubi. of Euan Corp. >. 
79/11/08. 9pp. 


—7918100496 Forward! addl Info ra evaluation of Impact of NRC pi 
rupture/blockaga modal used in vendor avaluatlon modal. 

No adverse impact from now rupture buret data or uta of NRC 
rupture/blockaga modal on llcanilng calculation raaulta. 
OWBd.EY>O.F. Elion Nuclear Co. > Inc. (tuba, of Eicon Corp. >. 
79/11/04. 22pp. 


7918180868 Buouaarg of 791039 maating w/C-E owners group ra aavmmetrlc 
LQCA loada. 

HOSFORSfS. B. Engineering Branch. 79/11/20, 4pp. 


7918180874 Forwarda aupplamantarg ratponaa to followup actiena 
raaultlng. from TNl-S Incldanb ra ahort-tarm laaiona learned 
requ Irementi. Provide! Implamantatlon echodula. 

LUNDVALL.A. E. Baltlmera fiaa l< Electric Co. 79/12/09. 3pp. 


7918310470 Forwerdi raquaat for eddl info ra containment purge aye to 
ceaptate avaluatlon of elec'trleal overrlde/bypafe aipeets. 

LAlNAOiO. Plant Bgateaa Branch. 79/18/06, 3pp. 


7913180369 Dtacuaiea hydraulic anubben w/comaon raiarvoira. Replacement 
of coeMon reaervolrt w/indlvidual ratervoira In prograaa. 

ReaalTtinB raplaeamanta will be eoapletad during nait 
rafuelinp outage. 

LUNDVAlXx A. E. Baltimore fiea tr Electric Co. 79/12/07. Spp, 


79L2190364 Riapands to NRC 791107 Itr re raquiraments for auiiliarg 
fledwatar igs, Third pump train will be added to enhance syi 
rellabil itg. Project cannot be completed within 1 yr. 

LVNDVALL. A. E. Baltimore Oas 6 Electric Co. 79/12/13. 3pp. 


7912190403 Submits responses to specific items ra containment purging & 
venting in risponse to NRC 790927 6 1023 Itrs.Utll cemnlts 
to operation in conformance w/lnterlm position in NRC 791023 
Itr.Daalgn reviau of purge Si vent valves performed. 
l.lfffl>VALL. A. E. Baltimore Oas 6 Electric Co. 79/12/14. Spp. 


7918190497 Reeponda to followup actions re TMI-2 Lessons Learned Task 
Force racommandatians. Provides interim commitment for 
coviraga of accident assessmant functl on. pending upgrading 
of oparators licansa holders to senior operatore. 

LIMDVM.L. A. E. Baltlmort Oas & Electric Co. 79/12/14. 2pp. 


7918270404 Supplements response to THI Lessons Learned Task Force 
requirements. Addl info re operator license holders will be 
added to each shift to provide coverage of accident 
assassmant function, 

LU^DVALL, A. E, Baltlmort Oas ti Electric Co. 79/12/14. 2pp. 


7912270416 Provides committment to NRC interim position for purge 6 
vent valve operation pending verification of valve 
oparabilltg under DBA-LOCA loadings. Design review indicates 
valve oparatlon u/adaquati shutting torque, 

LUNDVALL, A. E. Baltimore Oas tc Electric Co. 79/12/14. Spp. 


7918260634 Rtsponds to 791106 itr ra affects of radioactive releases 
Into Chaoapeaka Bag b atmosphare, Releases within Tach Spec 
limit.Spaclfic anawars to 12 quastions and. 

DEKTONi H. R. Office of Nuclear Reactor Regulation. 79/12/17. 7pp. 


—7912260641 Forwards aafetg evaluation documenting analysis of potential 
risks assoclatad w/LNO ship traffic in Chtsapsaka Bag. 

Likelihood of LNO accident rsaulting in significant 
radloactiVB ralaasa accaptablg low, 

REIDiR. U, Oparatlng Raactari Branch 4 IPre 7910301. 78/06/13. 

3pp. 


—7912280646 Safety avaluatlon ra likelihood of LNO accident resulting 
In significant radioactive release. 

* Office of Nuelaar Reactor Rigulatlon. 7B/06/13. 16pp, 


B. Inspection reports, IE Bulletins b corraspondanca 


791S060D22 Forwards IE Insp Rapt 50-317/79-09 on 790610-21. Ho 
nonconpllanca noted. 

CARLSON, R. T. Region 1, Philadelphia, Reactor Csnitruction b 
Enginaering Support Branch. 79/09/29, 2pp. 


—7912060026 IE Inap Rapt 30-317/79-09 on 790610-21, No none ompl ianea 
noted. Major araat inipectid: actlviti as ra IE Bulletin 79-02. 
DURR, J. P. Region 1, Philadalphla, Office of the Director. 
TRIFP,L.E. Region 1, Philadelphia, Reactor Construction b 
Engineering Support Branch. 79/09/21. Spp. 


7918090021 Forwarda IE Circular 79-22. "Btroka Tlmaa for Power Operated 
Relief Velvet." No response required, 

ORIERiB. H, Region 1, Philadelphia, Office of tha Director, 
79/11/16. Ip. 


7918090230 Forwards IE Info Notice 79-27, "Steam Oenarator Tube 
Ruptures et Two PHR Plants." No rsiponsa raqulrad. 

CRlERiB.H. Region 1, Phlladilphta) Offlca of tha Director. 
79/11/16. Ip. 


7918100109 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elamanta Due to Pips Support Loada." No riiponsa raqulrad. 

BRIER, B.H, Region 1, Philadelphia, Offlca of tha Director. 
79/11/16. ip, 


7918110394 Forwards IE Info Notles 79-29, "Loss of Nonaafaty-Rslatad 
Reactor Coolant Sys Inatrumantation During Operation." No 
apaclflc action or raaponii raqulrad. 

BRIER, B.H. Region 1, Philadalphla, Offlca of the Director. 
79/11/19. ip. 


7918090817 Forwards IE Bulletin 79-26, "Boron Lost From BUR. Control 
Bladae. ” No ritponia raqulrad. 

BRIER, B.H. Ragion 1, Philadelphia, Office of the Director. 
79/11/80. Ip. 


7918060969 Forwards IE Circular 79-24, "proper inatallatlon b Callbr of 
Cora Sprag Pipe Break Detection Equipment on BURs. *' No 
reaponae required. 

BRIERiB.H. Ragion 1, Philadalphla, Offlca of tha Director. 
79/11/26, Ip. 
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7913110027 Foruiards IE Circular 79-23. "HQtor Starters 8i Contactors 
FalJed to □Derate." No response required. 

CRIER. D.H. FteglOTi 1. Ph i 1 sde 1 p li ia. Offn-e of the Dlrectar. 
79/’11724 Ip 


7912140213 Forwards IE Circular 79-23. "Motor Starters h Contactors 
Failed to Operate- ” No written response required. 

KEPPLEBiJ 0. Region 3. Chicago. Office of the Director. 79/11/26. 
Ip. 

7912190017 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
I na tr uaien tat 1 on J. Control Power Sgs Bus During Operation. “ 

Written response required. 

QRIER.Q.H. Region 1. Philadolphiap Office of the Director. 
79/11/30. Ip. 

7912060358 Sulunita addl response to IE Bulletin 79-OlA. Coils In 
solenoid actuated onloader valves for MSIV hydraulic ays of 
both units observed to be envir omen ta 1 ly unqualified for 
oilatlng temp ambient. No safety haiard Involved. 

ASH.R.F. DaltiraOTB Qss t> Electric Co. 79/12/01. 3pp. 


791231’0205 FoTuards IE Info Notice 79-30, "Reporting of Defects & 
NoneompLiances. 10CFR21. " No action required. 

QRIEflpQ.H. Region 1. PhUadelphla. Offico of the Director. 

79/12/Oii. ip 

7912190731 Forwards IE Bulletin 79-20, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps. ■’ Written 
response required. 

ORIERiO H. Region 1. PhUadetphtai Office of the Director. 

79/12/07. Ip. 

7912280010 Responds to IE Bulletin 79-02, Revision 2, "Pipe Support Dase 
Plate Designs Using Concrete Eipsns i on Anc hor Dolts." 

Supports using structural shapes attached directly to 
concrete u/eipansion anchors were reviewed t< repaired. 

LUNDVALL. A.E Daltimore Cas !. Electric Co. 79/12/07. 2pp. 

7912200103 Forwards IE Info Notice 79-31, "Use of Incorrect Anplificd 
Response Spectra." No written response required. 

GRIER, B. H. Region 1. Philadelphia, Office of the Director. 

79/ 12/ >3- ip. 

7912190571 Submits lA-day followup required by IE Bulletins 79-Ol/OlA 
re nonqualified electrical cDciponen t. So I enoid valves mfg by 
Skinner Precision I ndu s trS es. Elec tr 1 c Valve Dlv can satisfy 
pressure flow & environ requirements Valves on order. 

LUNDVALL. A. £.• Baltimore Gas I, Electric Co. 79/12/14. 2pp. 


R. Periodic operating reports !< related correspondence 


7912310416 Forwards monthly operating repts for Nov 1979. 
MERSGH.B-D. Daltimore Gas !, Electric Co. 79/12/13. Ip. 


— 791231041a Monthly operating repts for Nov 1979. 

MERSDN.S.D. Daltimore Gas t Electric Co. 79/IB/I3. I9pp 


S. Reportable occurrsneos, LERs 1< related correspondence 


7912200456 PNQ-1 -7 9-OIB: on 79 1 1 07, reac tor power uoa reduced to 50S as 
result of observed aaial power imbalance t increased 
differential pressure of 1.7 psl across reactor cor*. Caused 
fay air introduced into reactor coolant sys. 

JOHNSON. D. Office of Inspection I. Enforcement, Office of the 
Director. KEIMIO,n. . DRUNNER.E, J. NRC Regional Offices. 79/11/09. 
ip. 


7912260062 Forwards rept, "Cycle 4. Prel iminarij fiopt of Power 
Distribution Episode." 

RUSSELL. L.B Baltimore Gas t- Electric Co. 79/II/I3. Ip. 


— 7912260064 "Cycle 4. Prel Iminary Rept of Power Distribution Episode. 
LIPPOLDi W J. Baltimore Oas !< Electric Co. 79/11/12. llpp- 


7912060453 Forwards LER 79-069/03L-O. 

RUSSEL, L.B. Daltlmora Gas & Electric Cn. 79/12/04. Ip. 


■7912060434 LER 79-063/03L-0 ; on 79 1 1 13. d i ese 1 generator 12 taken out of 
SVC to Inspect h correct governor operation. Caused by sludge 
deposits in governor assemb ly . Oovernnr cleaned. 

HEIDEL.R.P, , HU5EDY. D. E. Baltimore Gas 8. Electric Co. 79/13/04. 

IP- 


7912060469 Forwards LER 79-071 /03L-0. 

RUSSELL. L.D. Baltimore Gas t, Electric Co. 79/12/04. Ip. 


79ia0604BS LER 79-071 /03L-0. on 791 1 1 1 . r eac tor tripped doe to 500 kV 

breakers opening L causing loss of SOO kV transmission line 
3052 6 Unit 1 500 kV bus. Caused by malfunctioning solid 
state relay card in breaker 352-43 panel replaced. 

HEIDEL.R.P. Daltimore Oas 6 Electric Co. 79/12/04. 2pp. 


7912060494 Foriuards LER 79-072/03L-0. 

RUSSELL. L. B. DeltimoTa Oas t Electric Co. 79/12/04. Ip. 


— 7912060499 i-ER 79-072/03L-0: on 7911 14. breaker 552-43 tripped t, 
transmission lino 5052 de-energlied while breaker 552-41 was 
open. Possibly caused by personnel working on relay panel. 
HEIDEL.R.P. Baltimore Oas h Electric Co. 79/12/04. Ip. 


7912130S41 Forwards LER 79-066/03L-0. 

RUSSELL. L. B. Daltimore Oas 6 Electric Co. 79/12/10. Ip. 


7913130543 LER 79-O66/O3L-0i on 791120. coiita inment cooler 12 taken out 

of ive to repair sticking fan motor controller handsultch. 

Cause not statsd. Spring tension on switch handle adjusted. 
lElBEL.R. P.. BAUER. E.R. Daltimore Oas 6 Electric Co. 79/12/10. 

Ip- 


7912160456 ForBaTds LER 79-075/04T-0. 

RUSEELLiL.D. Baltimare Oas !< Electric Co. 79/12/13. Ip. 


79121S0469 LER 79-075/04T-0: on 791129. waste neutraliiing tank 

overflowed to ground in unmonltorod discharge against 
environ Tech Specs. Caused by operator error in reading tank 
level. Procedures revised. 

EHERTSiR.F. Baltimore Gas 8. Electric Co. 79/12/13. 2pp. 


79121B0597 Forwards LER 79-069/03L-0. 

RUSSELL.L.B. Daltimore Gas t Electric Co. 79/12/13. Ip. 


— 7912180602 LER 79-069/03L-0 : on 79 1 127. dur Ing steady state operation, 
diesel generator 11 was removed form svc. Caused by need to 
repair generator fuel oil Injector supply line. Line replaced 
b diesel returned to svc, Leok marked for future ref. 

LAGIEHSKl. J. S. . HUSEDY. D. E. B.iltlmore Oas 8. Electric Co. 

79/12/13. 2pp. 


7912180608 Forwards LER 79-06B/03L-0. 

RUSSELLiL.O. Daltimore Oas 8. Electric Co. 79/12/13. Ip. 


— 7912180619 LER 79-06H/03L-0 ; on 791 127. d ur ing normal steady state 
operation. emergency diesel generator placed out of svc. 

Caused by need to replace Hoffman air vent float valvu which 
failed duo to normal wear. 

LAOIEHSKt. J. S. ■ HUSEBY, D. E. Baltimore Oat S< Electric Co. 
79/12/13. 2pg. 


7912210276 Submits nooruutine radiological environ operating rept ro 
analysis of oyster samples for gamma-omitting radionuclides. 
Samples showed very small fractions of allowable doses. 

STOUT. J.M. Onltimora Oas 8< Electric Co. 79/12/18. Ip. 


7912310354 Forwards LER 79-074/03L-0. 

RUSSELL.L.B. Baltlmoro Gas 8. Electric Co. 79/12/20. Ip. 


— 79I23103S7 LER 79--074/03L-0: on 791204. during steady state operation, 
diesel generator 12 placed out of svc for repair of oil 
loaks. Caused by flare 8. ferrule fittings coming loose due to 
diesol vibration. Fittings tightened 8< tubing replaced. 

LAOIEMSKt. J. 8. > HUSEBY. D. E. Baltimore Oas D Electric Co. 

79/11/20. Ip. 


DOCKET 80-318 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 3 


F. Security, medltal. emergency 8< fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency pruparadness team 
review objectives. Provides guidance far Improving licensee 
epergency preparedness & assuring capability of offsite 
eganciss to take appropriate emergency actions. 

GRIHEB.B.K. Emergency Preparedness Task Force. 79/11/23, 30pp. 

7912040463 Notifies of delay In responding to request ro ASTM E-119 
test procedurs. New drawings 8. room-by-room documentation to 
reflect fire safety actions underway. Revised submittals 
will be completed by 791221. 

LUNDVALL. A. E. Balklihore Oas S. Electric Co. 79/11/29. Ip. 

7912200062 Discusses fire protection test procedures to qualify cable 8( 
pipe penetrations. LI sts issues that will not be resolved by 
test. No objection to use of test to obtain addl Info on 
capability of cable. 

LAJNAS.O- Plant Systems Branch. 79/11/29. 2pp. 
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7918S60220 Porwardi rasponses to Paragraphs 3. 19> 3. I. 20. 3. 8. 1> 3. S. 3i 
3,2.0 t> 3.2.9 rs fire protection SER t< amends to OL. Balance 
of response to Paragraph 3. 2. 1 delayed due to manpouer 
cotnmltments of TMl reiiulrements. 

UUNOVALL. A. E. Baltimore Oas & Electric Co. 79/12/21. 3SQpp. 


79123103B8 Foruiards oversize drauiings of Figures 1-11 for fire hatards 
analysis of fire protection safety evaluation. Remaining iteio 
uiill be completed by 000111 . 

LUNDVALL. A. E. Baltimore Oas l< Electric Co. 79/12/27. Ip. 


--7912310A31 “Fire Hazards Analysis: Au» il lary Bldpi Elevation <->B ft-0 
inches. <-)10 ft-0 inches ti (-119 ft-0 inches/Bafe Shutifoum 
Eciuipments (c Raceuiay Locations." Figure i. 

• Baltimore Oas b Electric Co. 79/12/27, Ip. 


— 7912310311 "Fire Hezards Analy s is: Con tainmen t It Auxiliary Bldg.lfnit 2i 
Elevation 9 ft-0 inches h 10 ft-0 InchosiSafe Shutdown 
Equipment & Raceuiay Locations. " Figure b. 

* Baltimore Oas & Electric Co. 79/12/27. Ip. 


— 7912310329 "Fire Hazards Analysis: Containment ti Auctliary BldB'Unit 2. 
Elevation 27 ft-0 InchestSafe Shutdown Equipments Sc Raceuiay 
Locations. " Figure 7. 

« Baltimore Oas Sc Electric Co. 79/12/27. ip. 


"7912310930 "Fire Hazards Analysis: Containment Si Auxiliary Bldg.Uziit 2. 
Elevation 49 ft-0 inches. Safe Shutdouin Equipment Sc Raceuay 
Locations. " Figure 8. 

• Baltimore Oas ti Electric Co. 79/12/27. Ip. 


— 7912310934 "Fire Hazards Analy sis: Containment & Auxiliary Dldg.Unlt 2. 
Elevation 69 ft-0 inches. Safe Shutdouin Equipment & Raceuay 
Locations, “ Figure 9. 

« Baltimore Oas <• Electric Co. 79/i2/27. Ip. 


—7912310344 "Fire Hazards Anal y sis; Hat er Treatment Area. Harehousa li 
Intake Structure. Unit 2. Safe Shutdouin Equipments & RacBujay 
Locations." Figure 11, 

« Baltimore Oas Sc Electric Co. 79/12/27. Ip. 


0. Adjudicatory correspondence 


7912110038 Confirms receipt of end 790329 petition to suspend QLs for 
all PMRs. Forwards FR notice indicating that petition «ill be 
treated in accordance U/10CFR2. 206. 

DENTON. H.R, Office of Nuclear Reactor Regulation. 79/11/83. Ip. 


--7912110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PURs. 

MULLER. D.fl, Office of Nuclear Reactor Regulation. 79/(1/83. 
3Bpp. 


P. Operating license stage documents ti correspondence 


7911090248 "Summary of Operating Experience U/Recirculatlng Btean 
Generators. " 

EIBENHUTi D. 0. Division of Operating Reactors. NUREO-0923. 
79/01/31, B9pp. 


7912170116 Forwards findings from Nov 1978 “Pouior Plant Cumulative 
Environ Impact Rapt." List of 12 questions re radloatlve 
effluents & spent fuel' storage pools end. 

MINEGRAD.O.U. Maryland. State of. 79/11/06. 27pp. 


7912180097 Notifies of completion of review of steam generator water 
hainmer. Approves proposed changes accompanying installation 
of L tubes. Tubes can effectively minimize likelihood of 
water hammer events. Safety evaluation end. 

LAINAB.O. Plant Systems Branch. 79/11/07. 8pp. 


—-7912180063 Safety evaluation re steam generator water hammer in 
feedwater sys supporting proposed procedural changes, 

-» Office of Nuclear Reactor Regulation. 79/11/07. Bpp. 


7918100199 Discusses NRC 791101 meeting u/roprasentatlveB of NSS3 . 
vendors tc fuel suppliers re discussion of resptctlve 
portions of ECCB evaluation models dialing w/fusl cladding 
fihialllng Sc incidence of rupture. Vendor responses and. 

E18ENHUT. D. 0. Division of Operating Raaetors. 79/11/09. 69pp. 


--7912100899 Responds to NRC 791101 request re noneompHance of 
Mestinghouse ECCS evaluation model under requirements 
of 10CFR90 App K. Evaluation of , three fuel rod models 
indicates no safety problems for Hestinghouso plants. 
ANDERSON. T. M. Wastinghouso Electric Corp. . 79/11/02. 4pp. 


--791210O33O Responds to NRC /91101 request re ORNL cladding duelling & 
rupture data. Review of analytical models C< tests Indicates 
compliance w/10CFR90 App K. All CE specs for calculated peak 
cladding temp remain unchanged. 

DUCHKOLliR. H. General Electric Co. 79/12/07. 2pp. 


—7918100407 Forwards response to NRC 791101 request re rod burst teat 
data. Concludes that data properly represented by fuel modols 
used iiz vendor evaluation models ti that analyses demonstrate 
all criteria of tOCFR90. 46 satisfied. 

□HSLEVi 0. F. Exxon Nuclear Co., Inc. (subs, of Exxon Curp. ). 
79/11/02. 5pp. 


— 7912100456 Forwards eddl info re evaluation of impact of NRC proposed 
rupture/bloc kage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OI^EY. 8. F. Exxon Nuclear Co.. Inc. (suhs. of Exxon Corp. 1. 
79/11/04. 22pp. 


7918100422 Forwards safety evaluation re control element assembly guide 
tube integrity for Cycle 3 operation. 

REID.R. H. Operating Reactors Branch 4. 79/11/19. 2pp. 


—791S100427 Safety evaluation re control element assembly guide tube 
Integrity for Cycle 3 operation. Facility may be operated 
at licensed power level through Cycle 3. 

a Office of Nuclear Reactor Regulation. 79/11/19. 2pp. 


7912130862 Summary of 791023 meeting w/C-E owners group re asymmetric 
LOCA loads. 

HO^ORO.S.O. Engineering Branch. 79/11/20. 4pp. 


7912170071 Requests Class 111 foe re review ti approval of Cycle 3 
operation w/sleeved guide tubes in fuel assemblies under 
control element assemblies. 

MILLER.U.O. License Fee Management Branch. 79/11/27. Ip. 


7918120274 Feruards supplementary response to followup actions 
resulting from TMl-2 incident re short-term lessons learned 
requirements. Provides implementation schedule. 

LUNDVALLiA.E. Baltimore Gas {< Electric Co. 79/12/09. 3pp. 


7912310470 Forwards request for addl info re containment purge syo to 
complete evaluation of electrical overridc/byposs aspects. 

LAINASiO. Plant Systems Branch. 79/12/06. 3pp. 


7913120869 Discusses hydraulic snubbers w/cemmon reservoirs. Replac eiment 
of coneton reservoirs w/indlvidual reservoirs in progress. 

Renainlng replacements wilt be completed during next 
refueling outage. 

LUNDVALLiA.E. Daltimore Oas Electric Co. 79/12/07. 3pp. 


7912190364 Responds to NRC 791107 Itr ru requirements for auxiliary 
feedwater eya. Third pump train will be added to enhance sys 
rellebl llty. Pro jec t cannot be completed within 1 yr. 

LUNDVALLiA.E. Baltimore Oas (c Electric Co. 79/12/13. 3pp. 


7918190403 Submits responses to specific items ro containment purging N 
venting in response to NRC 790927 li 1023 Itrs.Utll commits 
te eperatlen in conformance u/lntcrim position in NRC 791023 
Itr. Design review of purge ti vent valves performed. 

LUNDVALLiA.E. Baltimore Oas ti Electric Co. 79/12/14. 3pp. 


7912190497 Responde to followup actions re TMI-2 Lessons Learned Task 
Farce reconmendatlons. Provides Interim commitment for 
coverage of accident assessment func tion> pending upgrading 
of eperafeors license holders to senior operators. 

LUNDVALLi A. E. Baltimore Oas b Electric Co. 79/12/14. 2pp. 


7913870404 Supplements response to THt Lessons Learned Task Force 
requirements. Addl info re operator license holders will be. 
added to each shift to provide coverage of accident 
assessment function. 

LUNDVALLi A. E. Baltimore Gas L Electric Co. 79/12/14. 2pp. 


7913870416 Provides committment to NRC Interim position for purge & 
vent valve operation pending verification of valve 
eperobllity under DBA-LOCA loadings. Design review Izidicates 
valve operation w/adequate shutting torque. 

LUNDVALLiA.E. Baltimore Gas & Electric Co. 79/12/14. 3pp. 


7918280634 Responds to 791106 Itr re effects of radioactive releases 
Into Chesapeake Bay U atmosphere. Releases within Tech Spec 
llMlt.Specific answers to 12 questions end. 

ISNTON.H.R. Office of Nuclear Reactor Regulation. 79/18/17. 7pp. 
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7912280&41 Forwards aafrty evaluation documenting analyst! 

fists associated ui/LKO ship traffic In Chesapeake Hay. 
Utollhood of LNO accident rssultinB in significant 
radioactive release acceptably low. 

REID<R.U. Operating Heactors Branch 4 {Pre 7910J01. 

3pp. 


if potential 


--79122aOi46 Safety evaluation re likelihood of LNO accident reiuliing 
in slsnlflcant radioactive release. 

a Office of nuclear Reactor Regulation, 70/06/13. 16pp. 


7919190731 Forwards IE Hulletln 79-201 "Possible Malfunction of Naaico 
Hodel BAIBO Limit Switches at Elevatad Temps. " Written 


response required. 

GRlERrfi.H. Region 1. Philadelphia! 
79/19/07. Ip. 


Office of the Director. 


7912800010 Rasponds to IE Bulletin 79-02. Revision 2. "Pipe Support Has 
Plata Designs Using Concrete Espansion Anchor Dolts." 

Bupperts using structural shapes attached directly to 
conerste M/e«p#niton anchors wars reviewed tc repaired. 

LUftDVALL. A. E. Deltimore Oas fa Electric Co. 79/12/07. 2pp. 


Q. InspeetlBn reports* IE Dolletlns fa correspondence 


7919210319 Forwards IE Insp Rapt S0-31B/79-18 on 790934-26. Mo 
noncoapliance noted. _ .... 

CARLSDN.S.r. Region t. Philadelphia* Reactor Construction & 

Englnoerlnp Support Branch. 79/11/01. 2pp. 


—7912210331 IE Insp Rapt 30-318/79-12 on 790924-36 .Nd noncompi ience 
noted. Hsjor areas inspected: interviee insp activities. 

HAUTON.O A Region 1. Philadelphia* Office of the Director. 
TRIPP. L.E. Region 1. Philadelphia* Reactor Construction fa 
Engineering Support Branch. 79/10/31. 3pp. 


7912310041 Forwards IE Insp 
noncoapllance noted. 
BRUNNER*E.J. Region 1. 

Support Branch. 79/11/09. 


Rept 50-3IB/79-16 on 791013-17 fa 23-26. No 
Philadelphia. Reactor Operatiens Kuclear 

app. 


7912M0183 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Raspense Spectra." No written response required. 

ORlERiS.H. Region 1. Ph II edelph la. Office of the Director. 
79/12/13. Ip. 

7918190S71 Bobaits 14-day followup required by IE Bulletins 79-Ol/OlA 
re nonqualified electrical compenint. Solenoid valves mfg by 
Skinner Precision Industries. Electric Valve Div can satisfy 
preesure flow & environ requ iremonts. Valves on order. 

LUNDVAU-i A. E. Baltimore Oat fa Electric Co. 79/12/14. 2pp. 


7912260300 Forwards fee for 790711 submittals re control element 
mesenbly tube insp program. In response to NRC 791187 Itr. 
GLBQNi ft. C. L. Baltlmops Oas fa Electric Co. 79/12/19. Ip. 


R. Periodic operating reports fa related correspondence 


— 7912310047 IE Insp Rept 50-31B/79-16 on 791013-17 & 23-26. No 
noneonpUance noted, fiajor areas inspected: refueling 
ectlvltiee* ref uellng outage related melnt fa surveillance 
activities fa surveillance of pipe support fa restraint sye, 

KALMAN.O. Ragion 1. Philadelphia. Office of the Director. 
CAPHTON.D.L. Region It Philadelphia. Reactor Dperatlono Nuclear 

Support Branch. 79/11/07. Spp. 


7912030021 Forwards IE Circular 79-22. “Stroke Times for Power Operated 
Relief Velves. " No response required. 

ORIER.B.H. Region 1. Phi ladelpb La. Office of the Director. 
79/11/16. Ip. 


7918310416 Forwards monthly operating repto for Nov 1979. 
MERSON.a.O. Baltimore Oas fa Electric Co, 79/12/13. Ip- 


— 79123104iB Monthly operating repts fer Nov 1979. 

HER80N. B. D. Baltimore Oas fa Electric Co. 79/12/13. ISpp. 


7918200923 Forwards monthly operating rept for Nov 1979. 
MER^*a.O. Baltimore Oat fa Electric Ca. 79/12/19. Ip. 


— 7912KI0927 Monthly operating rept for Nov 1979. 

HERSOM. B. D. Baltimore Oas fa Electric Co. 79/12/19. Ip. 


7912050230 Forwards IE Info Notice 79-27* "Bteem Oenerator Tube 
Ruptures at Two PWR Plants." No response required. 

ORIER.B.H. Region 1. Ph 1 1 edelph 1 a. Office of the Director. 
79/11/16, ip. 


7912100109 Forwards IE Info Notice 79-2B* "Overloading of Structural 
Elements Due to Pipe Support Loedi. " No response required. 
ORIER.B.H. Region I. Ph iladilph ia. Office of the Director. 
79/11/16. Ip. 


7912110394 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Ralatad 
AeictoT Coolant Bys Instrumentation During Operation." No 
iptciflc action or response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


7912030217 Forwards IE Bulletin 79-26. “Boron Loss From BWR Control 
Bladea. " No response required, 

ORIER.B.H. Ragion 1. Philadelphia. Office of the Director. 
79/11/20, Ip. 


7912060963 Forwards IE Circular 79-24. “Proper Installetion fa Celibr ef 
Con Bpray Pipe Break Detection Equipment on BURs. “ No 
response required, 

ORIER.B.H, Region 1. Philadelphia. Office of the Director. 

79/H/26, Ip. 


7912110027 Forwards IE Circular. 79-23. "Motor Starters fa Contaefeare 
Failed to Operate." Ho response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912190017 Perwards IE Bulletin 79-27. "Lose of Non-Class IE 
Instrumentation fa Control Power Bys Bus During □piratlon. " 
Writtsn response required. 

ORIER.B.H, Region 1. Philadelphia. Office of the Director. 
79/11/30. Ip. 


79180603SB Submits addl response to IE Bulletin 79-OlA. Colls in 
solenoid actuated unloader valves for HSIV hydraulic sys of 
both units observed to be anviromentallg unquellflsd fer 
existing temp ambient. No safety hexard involved, 

A6H.R.F. Baltimore Oas & Electric Co. 79/12/01. 3pp. 


7912310203 Forwards IE Infe Notice 79-30. "Reporting of Defects fa 
Noncoeipliancesi 10CFR2t. * No action requlrad. 

ORIER.B.H. Region 1. Ph lladelphie. Office of the Director. 
79/12/06. Ip. 


S. RapoTtable eceurrencas. LERs fa related correspondence 

7918210876 Submits nonroutlna radiological environ operating rept re 
analysis of oyster samples for gemma-omitting radionuclides, 
Samplos shoued very smell fractions of allowable doses. 

BTOUTtJ. U. Deltimcre Oas fa Electric Co. 79/t2/lB, Ip. 


DOCKET SO-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 
F. Seeuritgi medical, emergency fa fire protection plans 


79iSN280418 Inferms that measures needed to reduce amount of slippage in 
schedule re fire door mod. Requests that schedule be 
Implaminisd no later then mld-Ote 1979. 

COLLINS. J.T. TMI-8 Dperatlons/Dupport. 79/11/81. 2pp., 

/ 

791KQ0028 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives, Provides guidance for improving licendae 
•■■rgency preparedness fa assuring capability of offsite' 
afencies to take appropriate amergeney actions. 

CRlf£B,8.K. Emergency Praparadnatt Task Force. 79/11/23. 30pp. 


7918030170 Forwards physical security plan addendum. Addendum withheld 
(ref lOCraa. 7901. 

HERBEIN.J.O. Metropolitan Edison Co. 79/11/27. Ip. 


7912070136 Forwards Revision 6A to modified amended physical security 
plan. Revision withheld (ref 10CFR2,790). 

HERBElNt«l. 0. Hatropolltan Edison Co. 79/11/30. Ip. 


0. Adjudlcjtory correspondence 


7918110D43 Forwards comments on NUREO-OSll. Draft OEIS reflects 
cdnsclout fa deliberate NRC policy te jaoparditt public 
health fa safety fa thwart objectives of NEPA. 

KEPFORD.C, Environmental Coalition on Nuclear Power. 79/10/24. 

aapp. 


791S3S0463 Requests granting of Susquehanna Valley Alliance 79110S 
petition te Intervene fa request for hearing. Petitioners must 
demonstrate requisite intersst fa effect of proceedings on 
Intereet. Certificate of Sve end. 

CHANDLER . L. J. Hearing Branch 1. 79/11/14. Spp. 
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771S040079 Netlei ot fptclal pnhiaring cgnfaranea on Buaquahanna 
Vallay Alltanca 791109 potition to Intarvani &c raquaat tor 
haarlng. Canfaranci ulll commtnca 791S0& in Harriaburg. PA. 

PraeliB location to ba announcad. 

HILLERiH, E. Atonic Safatij and Licanalng Board Panal. 79711/19. 
4pp. 


791S040079 Suppl to 791119 notica of apacial prahaaring confaranea on 
BuaquBhanna Vallag Alllanca 791109 patltion to Intarvena tc 
raquaat for haarlng. Confaranea ulll taka placa In Haarlng 
Roan 1 of 9tata North Dfc Bldg in HarriDburg> Pa. 

NILLERiH.E. Atonic Bafatg and Uicanalng Board Panal. 79/11/BO. Ip. 


791211003& Conflrna racalpt of and 790389 patltion to auapanri OCa for 
all PWta.Forwarda PR notica indicating that patltion ulll ba 
traatad in aecordanca u/lOCFRS. 206. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/11/83. Ip. 


--7912110126 Notica of raquatt for action purauant to 10CFR8.206 re 
Environ Coalition on Nuclear Pouar 790329 petition 
raquaating luapanalon of all OLi for PHRa. 

mlLLERiD.R. Office of Nuclear Reactor Regulation. 79/11/83. 
aapp. 


791S070170 Joint notion to Indafinitalv poatpona 791206 apacial 
prahaaring confaranea cehtdulad in A8LB 791119 notica. 

Bfforta to roach agraamant are undarwag. Certificate of eve 
and. 

CHANDLER. L. J. Haaring Branch 1. 79/11/28. 2pp. 


7918380310 Order denying ^fflC 791128 joint notion to poatpona 791S06 
apodal prahaaring confaranea. Public intaraat h interact of 
parttaa will ba aarvad by aipadltioui haarlng. 

HILLER.H.E. Atonic Safety and Licanalng Board Panal. 79/11/89. 

. 3PP- 


791SSB0496 Joint notion for order tarninatlng procaidlngt. Suaquohanna 
Vallay Alllanca wlthdrawa 791109 patltion to Intarvane I. 
raquatt for haarlng. No other party raquaatad haaring. 

BELKOUITZ. L. B. Suaquehanna Alliance. 8ELK0UITZ. L. B. UldofF. 
Reagar. Salhowiti tc Adler. BAXTER. T. A, tlatropolltan Ediaon Co. 
79/11/30. 2pp. 


— 7912280499 Agraaaant that NRC 791016 manorandun b order te final for 
purpoaaa of judicial ravlaw b that order ia ravlawabta by 
Buaquahanna Vallay Alllanca. Cartlficata of 8vc and. 

SLAP.A. Buiquahanna Alllanca. SLAP.A, Public Interact Law Canter 
of Philadelphia. CHARNOFF. 0. Matropolltan Ediaon Co. 79/11/29. 
3PP- 


7913300937 Dppoaaa nuclear power, Suggaati uaa of coal b U for anargy. 
KLIE.T. AffUlatiqn Unknown. 79/11/30. 2pp. 


7918190930 Raepondt te 790786 Itr raquaating dafarnant of all llctnaing 
of nuclear powar planta until all facta known about TNI. New 
plonta will not ba lieaniad until eritarla davalopad. 
iBplananting new aafaty objaetlvaa. 

DeKrON.H.R. Office of Nuclear Reactor Regulation. 79/18/03. Ip. 


■7900060606 'Oppoaaa proliferation of UB nuclear power planta. Naquaata 
that licanalng ba daftrrid until THI atudlai art compltbt. 
H1LNS.M.C. Affiliation Unknown. 79/07/89. Ip. 


7918190393 Subaite taatidaa of rlngnack phaaaant to aupport canearna 
that radiation frea Till affected wlldlifa raproductiva 
organa b vagatatlon in vallay. Nudaar activity nuat caaaa 
lanadiatalyi ragardlaaa of need for power, 

HaLOHKRA.P. Affiliation Unknown. 79/18/14, Spp. 


H. Oonaral corraapondonca 


7909100006 Raapenda to 790417 Itr. Suggaata coabinlng nudaar planta 
w/othar anargy aya. Ceotbinad aya are not currently praetieel 
for nudaar powar planta. 

OEKTON.H.R. Offlea of Nudaar Reactor Ragulation. 79/00/80. Ip. 


—7909100007 Suggaata coMblnlng nudaar planta w/othar anargy aga. 
HAIO. D. A. Affiliation Unknown. 79/04/17. Ip. 


7918880466 Ferwarde CoaMlailon 790619 info paper daacrlbing THI-8 
prograa for ahlpoienta of radtoaetiva lolld waata.U/o and. 
COLLINS. J. T. THt-8'Oparatiena/Bupport. 79/10/88. 3pp. 


7918040060 Raaponda to raquaat for wator ehaaiiatry analyala. Analyala 
will ba aant upon coiaplitien by Ucanaaa. 

COLLINS. J.T. TNI-a Oparatlona/Bupport. 79/10/83. Ip. 


7918040101 Providaa dasignatlona for NRC trai lira. Only one boK needed. 
Should be attached to Trailer 1 b daalgnated NRC. 

CaU.IN3.J.T. TNI-2 Oparatlons/Support. 79/10/23. Ip. 


7912040063 Requesta cite acceaa for repreaantativea of IAEA. 
COLLlNBiJ.T. THI-2 Operationa/Gupport. 79/10/31. 2pp. 


7912140934 Requeata info re relaaae of raduaate water Into Susquehanna 
River b commenta on dangers of poaaible radwaate pollution. 

BEYER, J.N. New Jersey, State of. 79/11/06. ip. 


7912040094 Comtntnta by Mental Health Aaaociatlon in PA on end news 
article: area rsaldenta' niantal health should ba primary 
conalderation in daciaion to raatart TMl. Supporting artlclaa 
and. 

TKaiAB,C.D. Affiliation Unknown. 79/11/09. 9pp. 


7918040099 Comninta by Tri-County Nantal Health Aaaodation on and 
nawa article. "Paychological diatraaa" Issue should ba 
eonaldarad before THI-1 reactivation. 

TimNER.'J.A. Affiliation Unknown. 79/11/09. 3pp. 


79180401S1 Eiprassti appreciation for eomplinenti on presentation at PA 
Oovarnor safety eonfartnee. Uill make praaantation at Dec 
tri-aection naetlng of American Industrial Hygline 
Ataociatfon. 

VDLLNER,R.H. TNt-2 Oparatlona/BupporL 79/11/14. ip. 


— 7912040198 Raquaats participation in 791207 trl-aactlon mietlng of 
American industrial Hygiene Association. Presentation of 
probltm associated w/lou level radiation aipeturt would be 
appropriate. 

BTRINOERi B. M. American Industrial Kygiana Association. 79/10/02. 
Ip. 


7918310594 Responds to 791109 request on behalf of League of Ueman 
Voters for documents rt NRC b TMI location dascriptlon of 
I0IC TLOa. including approx bearings b distance from THI. U/o 
and. 

CaLLlNa.J.T. THI-2 Operations/Support. 79/11/16. ip. 


7918310935 Responds' to 79110? requiit on hthalf of League of Uomen 
Votara for documanta re NRC b TMI-8. Foruardt location 
daacriptlon of NRC TLDs. including approx bearings b distance 
from TNl.M/o end. 

COLL{Na.J.T. THt-2 Operotlons/Support. 79/11/16. ip. 


7918280344 Expresses concern on behalf on Lancaettr Branch of American 
Aaaeciatlan of Univ Momtnira ramifications of THI accident 
on haalth b lafety of community, Urges NRC to keep informad 
of iasuas b consldir public concarne. 

JOHNSTON, P. 0. Affiliation Unknown. 79/11/80. Ip. 


791S0400G9 Forwards response to 790927 queitlons re THI leak rates. 
Internal tamps b iodint concentrations, 

VOLUIER,fl.H. THI-8 Oparatlons/Support. 79/11/83. 3pp. 


—7918040098 Raquasts Info ro THI laak rates, internal tamps b iodine 
concantratlons, 

LENIS.M, I. Affiliation Unknown. 79/09/87. Ip. 


7913170094 Commints on 791009 Itr re nuclear facility accidents, 
Suggests changes to and. NRC proposing regulatory changes 
In planning requirements. Suggaata no action re Itr ba taken 
until propeaid changat acted upon. 

CaU.lN8,N.E. Office of Btata Programs. 79/11/23. ip. 


7912880399 Raquasts masting in HD u/ialactad officials b citliens re 
future disposal of decontaminated water. Ongoing 
dacontanlnation of THI water it concern of people who reside 
downitraan from facility. 

RXLEV.C. 1. Haryland, State of. 79/11/83. 8pp. 


7918040394 Expresaaa concern re request to vent radloactlva kypton 
Into atoiaiphers. Urges NRC to stop permitting reltaia of 
haiardous oatls into atmosphere b consider burial. 
eTEVENSDN, A. C. Affiliation Unknown. 79/11/30. Ip. 


7912880864 Aek receipt of remarke re accident at THr-8. Forwards info re 
events that occurred at TMI-S. 

KNTON,H.R. Office of Nudaar Reactor Rigiilotlon. 79/11/30. Spp. 


— 7918360360 Comaientf on THI-S aceldintiadvantagas of. nuclear power 
eiceed rieke. 

KANNAZZIOI.N, Affiliation Unknown. 79/11/30. 8pp. 


7918860874 Ack receipt of remark! re accident at THI-a. Forwards info re 
avsnta that occurred at THt-S, U/o and. 

DENTON,H.R. Offlea of Nudaar Reactor Ragulotlon. 77/11/30. 8pp. 
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-7912280279 Camments on TMI-2 acciden 
needed. 

CfiLCAQNOi L. Affiliation Vnknoun. 


t: organl led 
79/ 11 /30- 


plan 

2pp. 


for evacuation is 


7912280385 Cnoments on TMI-2 accident : c lose TMl-2 until effects of 

790328 incident ore thoroughly understood. 

SUnBLETGNi O. Af f 1 1 1 a 1 1 on Un k noun. 79/11/30. 2pp. 


7912230208 Act receipt of remarks re accident at TMI-2. Foruiards info re 
events that occurred at TMI-2. W/o end. a 

DEfiTDN.H. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


7912280368 Act receipt 
events that occurred 
DENTON/H.R. Office 


of remarks ro accident at TMl-2. Forwards 
at Tni-2. W/o one 1. 

if Nuclear Reactor Regulation. 79/11/30. 


info re 

2pp. 


7012280293 Comnenta on TMI-2 accident; radiation leak at facllitg 

imperiled lives of local cltliens. 

OlCAiF. Affiliation Unknoun. 79/11/30. 3pp. 

79J22B0298 Ack receipt of remarks re accident at THt-2. Forwards info re 
events that occurred at TMI-2-H/o end. - 

EENTDNiH.R. Office of Nuclear Reactor Regulation. 79/11/30. app. 


—7912280393 Comments on TMI-2 accident: requests accurate Info re 
effects of radiation released during 790320 incident. 

AQUIlJkrN.H. Affiliation Unknown. 79/11/30. 4pp. 

7912260399 Act receipt of remarks re accident at TMI-2. Forwards info re 
events that occurred at TMl-2. W/o end. - 

DENTONi H. 8. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


— 7912280304 Comments on THI-2 ac c ident: federal reactor Inspectors oust 
be placed permanently at all plants. Safety equ ipmenti key 
stoam valve settings & ECCS operation must be checked. 

CROKE.D. Affiliation Unknown. 79/11/30. 3pp. 

7912280309 Ack receipt of remarks re accident at TMl-2. Forwards info re 
events that occurred at TrtI-2.M/Q end. 

DENTONi H, R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


7912280316 Comments on TMI-2 ac c Ident: nuclear power is only wag to 

ensure economic future. 

DRODMANp n. Affi 1 iatioTi Unknown. 79/11/30. 2pp. 


7912280320 Ack 
events that 
OENTONi H. R. 


receipt of remarks re accident at TMI-2. Forwards info ro 
iceurred at TMI-2. H/o encl. 

Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


“79I22B0321 Comments on TMI-2 ac cident: noc lear plants are dangerous. 
Local citizens need prompt notification of potential 
nuclear incident. 

KUMP. R. Affiliation Unknown. 79/11/30. 2pp. 

7912280326 Ad receipt of remarks re accident at TMl-2. Forwards Info re 
events that nreurred at TMI— 2.W/o end. 

DENTONi H. n. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 

— 7912280328 Comments on THI-2 accident: NRC should supervise plant! flora 
careful Ig . Supports use of nuclear energy. 

DRUMMOND. t. Affiliation Unknown. 79/11/30. 3pp. 


7912280332 Ack receipt of 
events that occurred at 
DENTONi H. R. Office of 


remarks re accident at TMI-2. Forwards 
TMI-3. H/o end. 

Nuclear Reactor Regulation. 79/11/30- 


info re 
2pp. 


— 7912380337 Comments on TMI-2 acc ident : dose nuclear plants Its PA. 
Nuclear energy is dangerous & threatens lives of local 
c i 1 1 sens. 

BEIRLACOUEi A. H. Affiliation Unknown. 79/11/30. 2pp. 


—7912280410 Comments on TMI-2 acc i den ti shut down nuclear plants. 
GEROLDtG. Affiliation Unknown. 79/11/30. 5pp. 


7912280415 Ack receipt of 
events that occurred at 
DENTONiH.fi. Office of 


remarks re accident at TMI-2. Forwards 
TMI-2. W/o end. 

Nuclear Reactor Rogulatioh. 79/11/30. 


info re 
IP- 


— 7912260422 Comments on nuclear power: local citizens should be promptly 
notified of potential nuclear incident. 

VtZZINI.U. Affiliation Unknown. 79/11/30. 3pp. 


7912280433 Ack receipt of remarks re accident at TMI-2. Forwards info re 
events that occurred at TMI-2. W/o end. 

DEHTQN.H. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


—7912280439 Comments on TMI accidBnt:all plants w/similar design defects 
should be dosed, 

flUPPEiL. Affiliation Unknown. 79/11/30. 2pp. 


791228044S Ack receipt 
events that occurred 
DENTDN.H.R. Office i 


of remarks re accident at TMI-2. Forwards 
at Tni-2.W/o end. 

if Nuclear Reactor Rogulatlon. 79/11/30. 


info re 

2pp. 


— 79122B0449 Comments on nuclear energy: important to determine sequence 
of events at TMl-2. 

SCIRTINO/A. Affiliation Unknown. 79/11/30. 2pp. 


7912280432 Ack receipt of remarks re accident at TMt-2. Forwards 
events that occurred at TMI-2. W/o end. 

I£NTtt4>H.R- Qfflco of Nuclear Reactor Regulation. 79/11/30. 


info re 


Ip- 


— 79132804S4 Comments on nuclear power: essential part of energy, Local 
citizens require prompt notification of nuclear incident. 
FITZSlfWONS. H. Affi nation Unknown. 79/11/30. 2pp. 


7912280457 Ack receipt of remarks re accident at TMI-2. Forwards info re 
events that occurred at TMI-2. W/o end. 

DENTniiH. R. Office of Nuclear Reactor Regulation. 79/11/30. Ip. 


7912280340 Ack receipt of remarks re accident at TMI-2. Forwards info r« 
events that occurred at TMI-2. W/o encl. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/li/31». 2pp. 


"7912260450 Coramonts on nuclear power; complez 8i dangerous technology 
whose full implications are unknown. 

BAIAIWN.C. Affiliation Unknown. 79/11/30. 2pp. 


— 7913200348 Comments on TMI-2 acc ident ; nuclear energy answers iaporfeant 
part of matl energy needsiuntil alternate means of energy 
production can be utilized. 

DOLTE.B. Affiliation Unknown. 79/11/30, Ip. 


9122B0460 Ack receipt of TemarVs re accident at TMl-2. Forwards 
events that occurred at TMI-2. W/o end. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 79/11/30. 


Info re 

2pp. 


7912200353 Ack receipt of remarks re accident at TMl-2. Forwards info re 
events that occurred at THI-2. H/o end. 

DENTDN.H.R. Office of Nuclear Reactor Regulation. 79/11/30. Ip. 


•7912260461 Comments on 79032S inc Ident: fad 11 ty should be shut down. 
Local citizens require prompt notification of nuclear 
Inc idant. 

BU8CEHI.0. Affiliation Unknown. 79/11/30. 3pp. 


— 7912200361 Comments on TMI-2 acc ident ; radiation release contaeiinatod 
food (< milk in area of fadl i ty. Ci 1 1 zans ezperieneed 
psychological diet r ess. Ci tiiens require prompt notification 
of potential nuclear Incident. 

8E1LLA.A. Affiliation Unknown, 79/11/30. 3pp. 


7912280367 Ack receipt of remarks re accident at TMI-2. Forwards info re 
events that occurred at TMI-2. H/o encl. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pB- 


7912280462 Ack receipt of remarks re accident at TMl-2. Forwards 
events that occurred at TMI— 2. W/o end, 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/11/30. 


info re 
2pp. 


'79122S0465 Comments on nuclear powerimajor source of energy for world. 
Nuclear energy has caused no loss of life li little 
dafluge to environ. 

HLOWA7Y.fi. Affiliation Unknown. 79/11/30. 2pp. 


-7912280373 Comments on 7MI-2 acc 1 dent ; rad loactive chemicals raleassd 
from facility frightened k endangered lives of citizens. 
CALVARUSOiO. Affiliation Unknown. 79/11/30. 2pp. 


7912260468 AcS receipt of remarks re accident at TMI-2. Forwards 
events that occurred at TMI-2. 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/11/30. 


info 

Ip. 


re 


7912200370 Ack receipt of remarks ro accident at TMI-2. Forwards info re 
events that occurred at TMlT2.H/a end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


•7912280470 Comments on nuclear powerinudear plants can be safe. Design 
criteria must be thoroughly evaluated t operators properly 
trained. 

CAWBELLiP. Affiliation Unknown. 79/11/30. 3pp, 
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7912280472 Ack receipt of remarks re accident at ThtI-2. Foruards info re 
events that occurred at THI-S. M/o end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/00. Ip. 


— 7912280476 Dlscussei good i< bad points of nuclear pouer. Suggests 
shutdouin & imp of all plants designed like THI. 

RAMA.E. Affiliation Unknown. 79/04/09. Ip. 


79182B047B Ack receipt of remarks re accident at TMI-2. Forwards info re 
events that occurred at TMI-2.U/0 oncl. 

DENTON.H. R. Office of Nuclear Reactor Regulation. 79/11/80. 2pp. 


— 7912280460 Discusses Senate Health Subcommittee attempts to determine 
redlation levels from 790328 inc Ident. Requests info rs NRC 
ittsmpt to dttermlne radiation levels ti vieus on safety ef 
nuclear energy. 

OAZDAOrU. Affiliation Unknoun. 79/11/30. 3pp. 


7912200481 Ack receipt of remarks rs accident at TMI— 2, Forwards info re 
events that occurred at TMI-2. U/o and. 

DENTON, H.R. Office of Nuclear Reactor Ragulation. 79/11/30. 2pp. 


— 7912280482 Supports use & development of nucleer energy. NRC must issue 
stricter reguletions re design li siting criteria of nuclear 
faellltiei. 

OANNON.J. Affiliation Unknown. 79/11/30. 2pp. 


7912260484 Ack recalpt of remarks re accident at THI-2. Forwards info re 
events that occurrtd at TMI-2. H/o end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/30. tp. 


—7912280487 Suggests that nuclear power be used until oorf efficient ti 
lass expensive method of harnessing power for electricity 
is developed. 

L10TTA,R. Affiliation Unknown. 79/11/30. 2pp. 


7912280310 Ack receipt of remarks re accident at TMI-2. Foruards info re 
events that occurred at THI-2. U/o and. 

DENTON, H.R. Office of Nuclear Reactor Ragulation. 79/11/30. 2pp. 


"7912280314 Suggests that safer ti more reliable source of onergy be 
found. 

RAUSCKENBACH, P. Affiliation Unknoun. 79/11/30. 3pp. 


7912280316 Ack recsipt of rtmarks ri accidint at TMl-2. Foruards Info re 
events that occurred at TMI-2. 

DENTON, H.R. Dffico of Nudsar Reactor Regulation. 79/11/30. 8pp. 


— 79122BOS30 Approves of nuclear power. Recommend s that nuclear power be 
riguleted in stringent manner t, numerous saftguards b« 
required. 

SCHAEFER, K. Affiliation Unknown. 79/11/30. 4pp. 


7912280334 Ack receipt of remarks re accident at TMI-2. Foruards Info re 
events that occurred et TMI-2. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


7918280843 Ack receipt of remarks ri aeddsnt at TMl-2. Forwards info ra 
events that occurrtd at TMI-2. U/o end. 

DENTON.H. R. Office of Nuclear Reactor Regulation. 79/11/30. 8pp. 


r-79122803Sl Believes that nuclear energy exposes cttliens to 
unnecessary risks. Oovt net capable of using nuclear energy 
In safe way. 

KNOLL, H. Affiliation Unknown. 79/11/30. Ip. 


7918880333 Ack receipt of remarks r# accident at TMl-S. Forwards Info ro 
avanti that oceurrad at THI-2. U/o end. 

DENTON, H.R. Office of Nudsar Reactor Regulation. 79/11/30. 8pp. 

--7912280388 Comments on accidont at TMI-2: othsr plants should taka 
precautions to prevent similar occurrences. 

0ANDER.8. Affiliation Unknown. 79/11/30. 2pp. 


7912100341 Forwards updatsd avc distribution list for corresppndanca. 
Original copy of correspondence should be tent to new 

address. 

ARNOLD, R.C. Metropolitan Ediion Co. 79/12/04. 4pp. 


7912180321 Forwards updated sve copy distribution list for facility. 
ARNOLDiR. C. Metropolitan Edison Co. 79/12/04. 4pp. 


7912210033 Requssts that no radioactlvs gases be released from 
f aell ity. Radioactivity will lower productivity of farmland 
<1 contaminate produce. 

EWINOSiJ. Affll latlon Unknoun. 79/12/05. Ip. 


7913200406 Notifies that 790907 draft rept prepared for CEO circulated 
to federal officials t< within NRC. HR Denton Itr to CEO end. 

M/o end. 

RYAN.R. 0. Office of State Programs. 79/12/07. Ip. 


7912200061 Responds to 790411 Itr re THI. Di scusses availability of NRC 
repts re TMl. Forwards summaries of NUfiEO-0600 6 NURE&-0538. 
DEHTIMiH.fl. Office of Nuclear Reactor Regulation. 79/12/10. 2pp. 


— 7918200064 Requests info re THI i safety of nudaar energy. 
KOCH.H. Affiliation Unknown. 79/04/11. ip. 


7918310240 Forwards documents re changes in regulation of nuclear power 
plants resulting from studies of THI incident, in response to 
79100B Itr.H/o end. 

DEHTONiH.R. Office of Nuclear Reactor Regulation. 79/12/14. Ip. 


— 7912310247 Ack receipt of 791008 Itr re nuclear power regulation 8< 
control. Nuclear power environmentally acceptable b among 
safest methods available to generate large amounts of 
electrical energy. Ltr to President Carter end. 

PREBSE6KY, A. J. Energy , Dep t. □ f. 79/11/23. 6pp. 


7912310236 Discusses questions raised by TMI-2 accident re adequacy of 
QA requirements for design, ennst b operation of plants. 

Raquasts first b second tier documents that describe overall 
philosophy b requirements for agency OA program. 

HAASSfU.F. Quality Assurance Branch 79/12/10. Ip. 


'7912310343 Discusses questions raised by TMl-2 accident re adequacy of 
QA requirements for deslgn/Const b operation of plants. 

Requests first b second tier documents describing overall 
philosophy b requirements for agency OA program. 

HAASS.U.P. Quality Assurance Branch. 79/12/10. ip. 


--79123102S1 Discusses questions raised by TMI-2 accident re adequacy of 
OA requiraments for des Ign, cons t b operation of plants. 

Requests first b second tier documents that describe overall 
philosophy b requirements for agency QA program. 

HAABSiU.P. Quality Assurance Branch. 79/18/18. Ip. 


-—7918310237 Discusses questions raised by TMI-2 accident re adequacy of 
QA requirements for design, const b operation of plants. 

Requests first b second tier documents that describe overall 
philosophy b requirements for agency QA program. 

HAASSiW.P. Quality Assurance Branch. 79/12/18. Ip, 


—7918310238 Discusses questions raised by TMl-2 accident re adequacy of 
QA requirements for design, const b operation of plants. 

Requests first b second tier documents that describe overall 
philosophy b requirements for agency OA program. 

HAAffl4H.P. Quality Assurance Branch. 79/12/18. ip. 

J. Insurance b indemnity information 


7906290534 Forwards summary of paid loss b loss expense as described 
in telcon. 

HARflANE<J. American Nuclear Insurers. 79/08/23. 4pp. 


P. Oparating license stage documents b correspondence 


7911090246 "Summary of Operating Experience U/Rec i rcula ting Steam 
Generators. " 

EI8Q1HDT, C. D. Division of Operating Reactors. NURE0-052a. 
79/01/31. 69pp. 


790^20421 Foruards info fulfilling requirements described in 790725 
deposition. 

NDVAK, T. M. Reactor Systems Branch. 79/03/06. ip. 


7912040084 Forwards SECY-79-490. 

CQLLlNSiJ.T. TMI-2 □peratlons/Support. 79/10/82. Ip. 


--791204D086 Informs Commission of planned shipments of solid rodwaste. 
Program, procadures b checklist for shipments end. 

ISNTON.H.R. Office of Nuclear Reactor Regulation. 8ECY-79-490. 
79/08/13. 13pp. 

791S040095 Requests detailed analysis for justification of averaging 
technique for in-core thermocouples tamps. 

CDLLINBtJ. r. THI-2 Dperationa/Support. 79/10/23. ip. 

7918040122 Forwards NUREO-OSaS, "TMI-2 Lessons Loarned Task Force, ' 
Final Rspt. ” 

NATTSON>R.J. TMl-2 Lessons Learned Task Force. 79/10/22. Ip. 
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7912040077 Rosponds to 791009 request for coraments on 
for evaporator solidification f ac i 11 t«. Inquires uhy 
limited to use only SS-gallon drums. 

CQULlNBi J. T. THI-a Op Brat i ons/Supp or t . 79/10/23- 


design criteria 
sys is 

2pp. 


-7912280397 Respond, to request for reaction 

nat stress enough that equipment could have been designed to 
avoid trouble. Reot is helpful on general level t. lete 


avoid trouble. Rept is helpi 
helpful an specific issues. 
eiLlteKY>V. Commission. 79/11/09. 


3pp- 


7912040114 Discusses jsoeting on Tevleu It approval of THI recoverg 
operation procedures. No further meetings on topic requlred- 
NHC inspectors will monitor progress on resolution of 
outstanding items. 

CDLLINB.J.T. THl-2 Op era 1 1 ons/Sup port. 79/10/23. 2pp. 


— 7912280404 Concurs u/NHC response to 791106 ’'•'*“•** *" 


TH1.9eparat« views end. 
BRADFORD- P. A Commission. 


79/11/09. 9pp. 


on 


7911160314 FoTuards irstl presented at 791017 meeting w/utll in 
rtiddletoun.PA re THI-1 restart rept. 

VOOLEHEDE- J. C, Core Performence Branch. 79/10/29. 7pp. 


7912290336 Requests addl info to complete draft safety evaluation on 
THI-1 reetart.Addl Info indudet design featuresi lolld 
radieaeta tc sump pumping fc sampling 




7912040096 NotlPleaticn of 791109 meeting u/Met Ed 6 General Public 
Utils Svc Corp in Bethesda.HD to discuss proposed plans for 
disposal of Kr-09. 

UCLLflER. R.H. THl-2 Op er a tl on s /Support. 79/10/29. 


3pp. 


7912040109 Forwards printout from which most probable 
was derived. Input TLD data for upper b lower bound 
calculations and. 

EISENHAUER- C. Commerce. Dept, of- National Bureau of 
79/10/29. 50pp. 


cumulative doe# 

Stindariis. 


7912070006 "Rept of The Preeldent's Commission on The 
The Need for Change. The Legacy of TMl. " 

KEMENYfJ.O. Presidsnt's Commission on the Accident 
Island. 79/10/30. 209pp. 


Accident At THI: 
at Three Hile 


7912040073 Requests engineering evaluation of once-through steals 
generator level duo to 791012 HC8 b steam plant parameter 
deviations. Transient effects on RCS loop flow b differential 
temp should also be evaluated. 

COLLIN0.O.T. Tm-2 Operationi/Sup port. 79/11/03. 2pp. 


79120400S6 Requests engineering evaluation of once through tteaoi 
generator level due to 791012 RCS b steam plant parameter 
divlatlons. Transient effects on RCB loop flow b differential 
timp should also be evaluated. 

COLLINS. J-T. TI1I-2 Dperatlone/Support. 79/11/08. 2pp. 


7912290391 Bequests util plans for accurately quantifying oiygen 
concentpaklon of RCS within 19 days. Info needed to verify 
chMtstry control program will accurately predict corroelve 
aefeivity of primary coolant. 

CDLLlNStJ. T. TMI-2 Dpern t iona/9up por t. 79/11/19- Jpp. 


7912290362 Olscuseei tliBellnees of opening Decay Heat Valves (DHVl I b 
171,praaatup« opening of DHV 1 b DHV 17! would not be 
coneletenfc u/ALARA prlnclplee re loelnt being performed in 
DHV 3 area. 


#sna ■ .1 T TMfa9 Hn 












7912040104 Forwards technical evaluation summary of uinteriiatlon 
requipofienti for temporary solid waste staging facility, 

Eiternal bsat source for liners unneceeeary. ' 

DEVINEfJ.C.> HIL90N>R.F. Oeneral Public Utilities - OPU Bervlee 
Carp. 79/11/17. 14pp. 


7912040136 Forwards NRC 791018 order for mod of license-Tech Space b 
nagative declaration re use of EPICOR-II tys for 
dacontantnatien of intermediate level redueete water at 

V f> M S CT.H M TMI-8 Operatloni/Support. 79/11/19. Ip. 


— T91204014B Order for mod of license to add EPICOfl-II discharge paths 
to Tech Bp.cs, Hearing may be requested within 20 ^ 

KMTnM.u H nffies of Noeleer Reactor Regulation. 79/10/lB. Spp, 


7912130184 Foriuarde summary of Teknekron Research- Inc study of lieeniee 
-regulatory performance evaluation b Teinekron draft rept re 
operating reactors w/BbU nuclear steam supply tys. Requests 

comments. H/o and. , .. 

STELLOiV. Office of Inspection b Enlorcement- Offlea of tn* 

Director. 79/11/08, 2pp. 


7912040067 Requests documenlatipn identified in Itqiss 1-6 of 790822 
memo committing to eitenslve QA b QC of MDNR eye. Also 
requeits notification when welds have baen finished « 
hydrostatic b startup test procedure# have bean submitted. 

COLLINS. J.T. TI1I-2 Opera 1 1 ons/Bupport. 79/11/09, 2pp. 


7912I001B9 Diacussas NRC 791101 maating w/rapreeantatlves of N9S9 
vendors b fuel suppliers re discussion of respective 
portions of ECC8 evaluation modals dealing ui/fual cladding 
swelling b Incidence of rupture. Vendor retponeos .. 

EI8ENHUT- 0. <J., Division of Operating Reactors. 79/11/09. 6spp. 


— 7912100295 Respond# to NRC 791101 request re noncomplienee of 
Hestlnghouse ECC8 evaluation model under requircnentf 
of lOCFRSO App R. Evaluation of three fuel rod models 
indicates no safety problems for Uastinghouia plants. 
ANDERSON. T. M. Mesllrghouse Electric Corp. 79/11/02, 4pp. 


— 7912100330 Responds to NRC 791101 request re DRNL cladding swelllbB b 
rupture data. Review of analytical modals b tests indicates 
compliance w/lOCFflSO App R. All «E spec* for calculated peak 
cladding tamp remain unchanged, 

BUCHHCH.7. R. H. Oeneral Electric Co. 79/12/07. 2pp. 


„ 79 j 2100 q (}7 Forward# raspenes to NRC 791101 r#qo#»t re rod buret test 
data. Conclude# that data properly repreiented by fuel modals 
used in vendor evaluation models b that analyets deaonstrata 
all criteria of 10CFR90. 46 satisfied. 

OHBLEY.O. F. Eicon Nuclear Co,. Inc. (tubs, of Eicon Corp. J. 
79/11/02. 9pp. 


—7912040190 Tech Specs amending OL for EPlCOR-II b wastewater itorege. 
* Retropolltan Edison Co. 79/10/18, Bpp. 


7912280369 Notifies that no lengar necessary to make redundant 
netlflcations.due to realignment of NRC personnel. 

Organltational chart end. 

r.ni I IMH. J. T. TMI-2 Oo ere t i one/9UB port. 79/li/19, 4pp. 


79122B0493 Aek receipt of 791107 Ur reaffirming that all HEPA filters 
gs te DOE filter testing station prior to use in facilities. 
Recogniies that vendors test filters in aeeordenee 
l•/MIl.-F-9l06B b MIL BTD-2BB. 

G0LL1N3.J.T. TMI-8 Qperetions/Bupport. 79/11/19. ip. 


7918040003 etatement of policy b notice of Intent to prepare 
prograamatic £18. Statement will provide overall study of 
dacentanlnation dieposal proeais, . ^am/at 

CHlLKiB.tl. Office of the Becretery of the Commission. 79/11/81. 
4aD. 


71SO40100 Risponds to telegram re ralaaic of Kr-BS. NRC avaluation of 
•nwlrnn Impact will precede any radioactive release. Forwards 
environ aseesiment of uea of EPIOOR-II. M/o ehs}. to/ii/m 

VOLLMERiR.H. Aeeletant Director for Byeteme b Projeete. 79/11/83. 


712290430 Act receipt of dreft radietion protection plan for TMI-a. 
Coamente withheld pending 791128 final rept.Aeeumes thatl 
document addreesing TMl-1 will alio be eubmltted on 7911p9. 

/.ntivue-.iT — ./B » tam/a-i Ib 


791Ma0437 Forwards draft radiation protection plan re 791119 

dlacussien. Requests comments. Final document will be 
submitted on 791128. 

l«HARDiR.H. Metropolitan Edison Co. 79/11/21. 28pp. 


— 7912100496 Forward# addl Info re avaluation of impact of NRC proposed 
rupture/blockage modal uitd in vendor evaluation model. 

No adveree impact from new puptur# bup»t data or u»e of NRC 
rupture/bloc kaga model on licensing calculation rasults. 

OHBLEY.O.P. Exxon Nuclear Co,. Inc. (sube. of Eix on Corp. 1. 
79/11/04. 22pp. 


18280444 Forwardf evaluation of censaquaneee of doprassuri i Ing RC8» 
ueing hydrogen gas vol that exists in control rod drive 

■■chanism region of reactor vessel. 

CIHXlNSt J.T. TMI-2 Operations/Bupport. 79/11/83. Ip. 


7912260360 ''Prel Imlnery Analysis b Views of NRC on Reeommerdatlons of 
President's Cdmmmlfsion on Accident at THI. " 

» Commiseion. 79/11/09. 33pp, 
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7719310446 Rtipondt to NRC 791019 Itr ta JO Harbiln ra natural 
circulation oparation procadura*. Agraaa that 90 gpm fill 
rat* llailt inadaiiuata li ulll add laction to Procadura R*-9- 
79-049, Mamo will ba Itauad on turbine bypata valva. 

UILBON. R. P. Oanaral Public Utllitlea - OPU Sarvica Carp. 79/11/87. 
4pp. 


— 7919040179 IE Imp Rapt* 30-909/79-18 & 90-320/79-29. None onpllancs 
noted: uncontroLlad high radiation artasi failure to uaa 
braathlng air tyi proptrly b 1/npropar callbr of equipment 
uied to maasur* airborne concentration*. 

CROCKER. H.U. . HAVERKAHP, D. R. . NEELY.B.R. Region 1. Philadelphia. 
Office of the Director. 79/09/18. 3Bpp. 


7919280394 Raquetti approved verdon of "Technical Plan for THI-S • 
Racoverv" li eitiaietad ichadula for decontamination effort up 
to te including fuel removal t. RC8 dacantamination. 

V0LLM6R.R.H. TMI-2 Oparetioni/Support. 79/11/29, Spp. 


7918280330 Forward* IE Insp Rapt 30-320/79-24 on 790903-06. No 
noncomp 1 lane* notad. 

CMLSONi R. T. Raglan 1. Philadelphia, Raactor Conatructlon & 

Englnaarlng Support Branch. 79/10/12. 2pp. 


7912120401 Forward* updatad *vc dlitributton ll*t. Notifia* of addreei 
Chang* for original correipondtnc*. 

ARNOLD, R.C. Metropolitan Edlaon Co. 79/12/04, 4pp. 


7912130438 Forward* radiation protietlen plan. Plan will b* Chapter 1 of 
Radiological Control* Procadura Manual. Rad latlon plan for 
Unit 1 will to part of reatart aubmlttal. 

AKNOLD.R.C. Matropotltan Edlaon Co. 79/12/07. Ip. 


—7912130441 Radiation proboction plan. 

WWARO.R.H.', ARNOLD.R.C. Mttropolltan Edlaon Co. 79/19/07. tBpp. 

. i 

79121S04B3 Forward* draft "Organization Plan," a* diicu***d 791210 w/ 

D Br Inksan. Alts forward* auggaatad ehanga paga to propotad 
reeovarg Tech Bpaca.Saetion 6,0. 

HILSON.R, F. Metropolitan Edlaon Co. 79/12/11. Ip. 


"7912180491 "Organiiation Plan." 

• Matrepolltan Edlaon Co. 79/12/11. 4pp. 


"7912180492 Euggiated change page te propotad recovery Tech Specat 
Baction 6. 0 . 

• Hatropelitan Edlaon Co. 79/12/11. Ip, 


7912270202 "Summary Technical Plan for TMI-2 Dacontamlnatlen l< 
Dafuellng. " 

« Metropolitan Ediion Co. 79/19/12. Slpp. 


7912180428 Forward* juat If 1 cat ion for reducing min boratad uatar 
atermga tank vol from 330,000 to 100,00 gal Ion*. Raquaata 
that tank ba drained to within allowable limit* li that 
EPICOR-II preeeated L boratad water be uted to fill tank. 
HIL80N,H.F. Metropolitan Edlaon Co. 79/12/13. 4pp. 


7918270249 Forward* mod* te propotad Tech Spec* re afflciinfe operation 
of plant operation* ravitw committal during raeovary. 

UtL80N>R.F. Hatropelitan Ediaen Co. 79/12/20. Ip. 


— 7912S702S3 Mod* to Saction 6 of prepoaad Tech 8p*et for plant 
oparationi ravitw committee. 

• Mttropolltan Edlaon Co. 79/12/80, Spp. 


7918870343 Stataa Intantion of ralaaaing tie atoraga call* on 791381 
to held enticlpatad EPICOR-II railn, Condition* outlined: 
cell drains R drain ay* llna Into tump to ba plugged ti Rni-16 
portable radiation alarm unit to be inatallad in aump. 

M!LeON>H,F. Metropolitan Ediaen Co. 79/18/20. 4pp, 


791B2BOS99 Forwerdt achadule info for raeovory program rapta reeueated 
by NRC 791803 Itr. 

WILSONiR.F. Metropolitan Edlaon Co. 79/12/21. 4pp. 


•7912280342 IE Intp Rapt 30-320/79-24 on 790903-06. No noncompllanc a 
note. Major area imp acted; fabrication k taatlng of 
mlnt-daeay heat ramoval ay*. 

HALTQH, 0. Ragion 1, Phi lad t iphia, afftci of the Director. 

TRIPPiL, Ragion 1, Phi ladalphlar Reactor Conatructlon k 

Englnaerlng Support Branch. 79/10/09. 3pp. 


7918280379 Forwerdt IE Inap Rapt 30-320/79-18 on 790705-06 & 11-13. 
Nb noncompllancB notad. 

CARLSQNiR.T. Region 1, Philadelphia, Reactor Conatructlon k 

Engineering Support Branch. 79/10/19. 2pp. 


—7912800399 IE Inap Rept 80-320/79-10 on 790703-06 k 11-13. No 
noflconplianc* noted. Major araat Inipacted^noilt of varloua 
■ya to provide long-term cooling of reactor core k 
activltlai ra noda under atnargancy conditiona, 

JERNIOAN, E, P. Region 1, PhiladelpMa, Office of the Director. 
TRlPPiL.E. Region 1, Phlladalphta, Reactor Conatructlon k 
Englnaerlng Support Branch. 79/10/10. Spp. 


7918040131 Foruardt tpaciel Inap rapt* to SC Dept of Kaalth.Aup 1979, 
NRC conducted tpaciel intpa of Nuclear Engineering Co 
burial attaa In Stataa of UA k NV to obtirva arrivala of 
raduaat* ahlpninta from TMl-2, M/o inci. 

KERRjO.W. Aaalatant Oiractor for Btati Agraimanti Programi. 
79/U/Oe. Ip. 


7918040140 Forward* ipaelal imp rapt* to NV Dept of Human ReaDureei. 
In Aug 1979, NRC conducted apecial inap* of Nuclier 
Engineering Co burial attaa in Stataa of UA k NV te obaepvo 
arrival* of raduiaita ahipmanta from THI-S. U/o and, 

K^R/Q.U. Aiaiatant Director for Bteta Agraaaanta Programa. 
79/ll/Oe. ip. 


791S100402 Forwardi IE Bultatin 79-02, Ravi a ion 2, "Pipe Support Baie 
Plate Dealgnt Using Concrat* Ezpanaion Anchor Bolts." No 
written retponta riqulred. 

BRIER. B.H. Region 1, Phlladalphia, Of flea of the Oiractor. 
79/11/08. Ip, 


7918030260 Forward* IE Info Notlc* 79-27, "Steam Oanerator Tub* 
Rupture* mt Two PUR Plants." No rttponai raquirid. 

ORIERiB.M. Ragion 1, Philadelphia, Offlca of the Olrector, 
79/11/16. Ip. 


7918100127 Forwards IE Info Notici 79-20, "Overloading of Structural 
Elaainta Dui to Pipe Support Loads." No ratponaa required. 

BRIER, B. H. Ragion 1> Phlladalphia, Office of the Director. 
79/ll/li. Ip. 


7918280266 Forward* IE Circular 79-22, "atrok# Tlmta for Power Operated 
Relief Velv*. " No written rtsponsi raqulrad, 

BRIER, B.H. Region 1> Phlladalphia, Office of the Director, 

79/11/16. Ip. 


8. Inspection report*, IE Bulletlna k corraapondanee 


7912880286 Forward* eemtinid IE Insp Rapta 80-289/79-17 k 80-380/79-19 
on 790717-l9.No noncomplianee notad. 

CARLSON, R.T. Ragion 1, Philadalphle, Raactor Constructien. b 
Engineering Support Branch. 79/09/86. 2pp, 


—7918280301 IB Insp Rep t* 30-289/79-17 k 30-320/79-19 on 790717-19. No 
neneamplianee notad. Major area* Ina'pected: fir* prevention k 
protection program, outstanding Itams In area of fire 
pretactlon k control room panel electrical fir*. 

KOLTAY.P., CHAUDHAHY, B. K. Region 1. Philadelphia. Office of the 
Director. EBNETER,8.D. Region 1, Philadelphia, Raactor 
Conatructlon 6 Engineering Support Branch. 79/09/86. 8pp. 


7912040166 Forward* IE Insp Repta 50-289/79-18 k 30-380/79-28 on 
790718-0814. 

BRIER, a.H. Region 1, Philadelphia, OPflc* of the Dlrectcr. 
79/10/01. 8pp. 


7918110418 Forwards IE Info Notice 79-29, "Laaa of Nonaafaty-Ralated 
Reactor Coolant By* Inatrumantatlon During Dparatlon. " No 
•pacific action or reapona* raquirid, 

BRIStiB.H. Region 1, Philadelphia, Offlca of the Director. 
79/11/19. Ip. 


791S0S024S Forward* IE Bullatin 79-86, "Boron Loai From DWR Control 
Blados. " No raspona* raquirad, 

BRIER, B.H. Region 1, Phlladalphia, Office of tha Director. 
79/11/20. Ip. 


7912060576 Forward* IE Circular 79-84, "Proper Installation k Callbr of 
Cora Spray Pip* Break Detactlon Equipment on BUR*." Mo 
reaponse raqulrad. 

ORIERiB.H. Region 1, Phlladalphia, Offlca of the Oiractor. 

79/11/26. Ip. 


7912110054 Forwards IE Circular 79-83, "Motor Btartors k Contactors 
Failed to aparate, " No rasponta riquired. 

BRIER, B.H. Region It Phlladalphia, Offico of the Director. 
79/11/26, Ip. 
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7913260204 Foriuardi IE Info N-otlce 79-31. "Use of Incor-rect Aisplifietf 
Response Spectra.” No urlttsn. response reijulred. 

GRIER. Q. H. Region 1. Philadelphia. Office of the Director 
79/12/13- Ip. 


R Periodic operating reports related correspondence 


— 7912040118 Advlees of 
SHITH.B.H. Hearing 


Class 9 status of TMI accident. 
Dranch 2. 79/09/lQ. Ip. 


"791204012^ Reijuests uritten eiplanation for reclassification of THE 
accident as Class 9 occurrence 
LAQOUARSlNOiR. House of Rep. 79/04/13. Ip. 


7912040090 Grants request for sitension to 800.601 for sutmltting annual 
radiological environ operating rept for 1979. 

COLLINS.J.T. THI-2 Operations/Support. 79/11/13. 3pp. 


S. Reportable occurrences. LERs & related correspondence 


7912040082 PNa-79-003; on 791027. fire deluge sys in E natural draft 
cooling touer a< t uated. Ac tua ti on of all three power fire 
pumps resulted In overheating of fire pump B. Due to cooling 
water supply line rupture. 

CDNTEpR.J.. MCCAUSHV. B. H. . COLLINS.J.T. Office of Inspectloni 
Enforcement. Office of the Director. 79/10/29. Ip. 


7912180051 PNO-Tni-79-05: on 791121. RH Vollmer 4. JT Collins will attend 
briefing on current TNI activities in Annapol 1 s. HD. Brief Ing 
sponsored tg State of HD h will include representatives from 
Het Ed. PA Dept of Environ Resources t NRC. 

COLLIHSiJ.T. Office of Inspection U Erf orceaient. Office of the 
Director. 79/11/21. Ip. 


7913310337 Forwards duse assessment from 790828 entry into- THI-2 fuel 
handling bldg north maleup valve room to eiaeiine ti tighten 
leaking raaleup valves. Detai I ed reviews conducted by 
rad lol oglcal eng ineerlng per some 1 . 

HII.SaN.R.F. Metropolitan Edison Co. 79/12/09. 60pp. 


T. Hearing transcripts on nDn-antltrusl matters 


791S130936 Responds to 791009 Itr re AD Hotham request For improvetnent 
in operator training- Forwards NRC 790917 b 27 responses to 
AD Hothan. 

eOSSICKiL.V. Office of the Eiscutive Director for Operations. 
79/10/31. Ip. 


— 7913120532 Submits list of studies underway re improvements in 
licensing process. Fundamental role of human element not 
overlooled . 

CDLLINS.P. F. Operator Licensing Oranch- 79/09/17. 2pp. 


’•-7912120535 Forwards AD Hotham 790B3I Itr re training k performance of 
plant leerlers.Ltr outlines ideas b suggestions for training 
nuclear plant workers. Requests comment. 

ByRONrB.D. House of Rep. 79/10/09. 7pp. 


7912040081 Requests opportunity to eipriss opinions re TMI-1 restart 
before subcoflunlttee. Requests assistance In suspending 
restart hearing until Ketneny rept recommendations 
lapleeianted. 

ROTH.J.L. Three Mile Island Alert. 79/11/10. 2pp. 


7912280293 Responds to 791001 Itr concerning releases of radioactivity 
to abeiosphere 1. Susquehanna River. NRC had authoriied use of 
EPlCOn-lI to clean up contaminated water in auxiliary bldg 
tanks. 

CQSSICK. L. V. Office of the Executive Director for Operations. 
79/11/15. 7pp. 


7912040189 Transcript of 79I03D proceeding of ACRS Subcommittee on 
TKI-2 Accident Implications to review nOrEO- 0600 in 
Naahlngton. DC. Pp 1-175. 

* ACRS - Advisory Cammittee on Reactor Safeguards. 79/10/30. 
176pp. 


79112040182 Transcript of 791109 meeting of ACRS Subcommittee an THI-2 
Accident Implications in Hash ingt oni DC. Pp 1-269. 
a ACnS - Advisory Committee on Reactor Safeguards. 79/11/05. 

270pp. 


7912280477 Transcript of Senate Committee on Environ b Public Uarks> 
Subc oih.mkttee on Nuclear Regulation 791108 nearing re THI 
cleanup, Pp 1-97. 

OIECRAMP’H. Metropolitan Edison Co. THIESINS. J. U. Bechtel Corp. 
MILSONiR. General Public Utilities - CPU Service Corp. 79/11/08. 
E02pp. 


7912280479 Transcript of Senate Cammittee on Environ b Public Uarks< 
Subcom.nlttee on Nuclear Regulation 791109 hearing re TMI 
cleanup. Pp 1-69. 

LOOMIS. P. A.. LEVY. A. Securities b Exchange Commission. GRAHAHxJ. 
General Public Utilities - GPU Service Corp. 79/11/09. 71pp. 


7912280474 Transcript of NRC 791121 hearing in Harr i sb urg^ PA te receive 
testimony on classification of THI 79032B accident as 
extraordinary nuclear occurrence. Pp 1-109. 

HINDDUE. R. B. Office of Standards Oavolopment. SALTZMAN.J. 

Antitrust b Indemnity Group. QHAPAR.H. Office of the Executive 
Legal Director. 79/11/21. tlOpp. 


7912260319 Foruords Page 15 of transcript of DO Eisenhut teatinany at 
Dec 197B hearing re aircraft crash probability issue. 

CHANDLER.L. J. Hearing Branch I. 79/11/23. 2pp. 


7912280080 Forwards corrections to transcript of 79110S hearings bafare 
Subcommittee on Nuclear Reactor R tgulat 1 on. U/c sncl. 

VOLLHER’S.H. THl-2 Operatlona/Support. 79/12/09. Ip. 


U. Congreasl onal/Eiccut i ve Correspondence 


7912130195 Forwards RT Cole 790822 request for info re venting of 
radioactive gases b water from fac i 1 1 ty. Requas t s comment. 

ROTH. U. Genate. 79/09/32. 2pp. 


7912040107 Responds to 790913 request for written explanation re 
classification of TMI 770329 accident as Class 9 accident. 
Forwards NRC response to Salem I Board Question 4. FD 
Anderson 790824 Aetno b RJ Mattson 790830 nemo. 

GOBSICK.U- V- Office of the Executive Director for Operations. 
79/10/03. 4pp, 


— 7912^0297 Request response to questions re proposed radioactive 
releases into atmosphere b Susquehanna River in connection 
i»/cleanup of contaminated water from 790328 accident. 
aiKN. J. R. Senate. 79/10/01. 2pp. 


791S280399 Responds to 79072S Itr concerning comments of two geologists 
froa Franklin & Marshall College re NRC environ assessment 
on USB of EPICOR-tl. NRC has authoriied use of EPICDR-lt. 

Forwards NRC response to public comments. 

OOBSlCKt L. If. Office of the Executive Director for Operations. 
79/11/15. 57pp. 


"7912280313 Forwards comments prepared by two geologists from Franklin b 
Marshall College re NRC environ assesoment on use of 
EPICM— 11. Requests response. 

UALKER.R. 8. House of Rep. 79/09/29. Ip. 


7912130241 Responds to Subc emiiii ttee on Energy b Environ 790713 request 
for infe re release of radioactive metis to environ from 
790338-0407. Iodine b noble gases ware only radioactive matls 
of any consequencu that were released. 

KEND81E.J.M. Commission. 79/11/21. 3pp. 


--79121303I4 Besporids to 790713 request for info re release of 
radioactive natls to environ from 790328-0407, Iodine b noble 
gases were only radioactive matls of any consequence that 
uara reloasad. 

HENDRIE.J.H. Commission. 79/11/31. 3pp. 


— 791213(K93e "Summary of Gaseous Rslsases to Environ at TMI During Period 
af 770328-0931, '■ 

• Porter-Garti Consultants. Inc. 79/11/21, 2pp. 


—7912131^93 Draft "Release of Radionuclides into Susquehanna River from 
TKI During Period of 790328-0511. Da ta b Analysis." 

PASCIAK<H.. CDNGEL.F.J,. QRANAOAN. D. R. Radiological Assessment 

Branch. N\JRE0-O59B. 79/11/21. 7app. 


—7912130363 Draft rept "Method for Calculating Dosas te Population froA 
Xe-13S Releases During TMI Accident." 

PABCIAK..W.. DRANAOAN. E. F. . CDNOEL.F-J. Radiological Assessment 
Branch. 79/11/21. 23pp. 


— 7912130371 Draft Commission paper re approval of Itr to Congraseman 
HK Udall b J Ueaver in response to Info request concerning 
radielogical releases at TMI, Proposed response end, 

KMTON.H. R. Office of Nuclear Reactor Regulation. 79/10/19. Spp. 


—7912130377 Requests info re radlollgical releases from TMI from 
790328-0467 

UDALLi H. K. I HEAVER. J. House of Rep,. Interior b Insular Affairs, 
79/07/13. Ip. 
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7912280411 Rtfpondt to 790821 Itr re MA Arsenault 790819 questions. 
Approi 14 fflCl of noble gases & 19 Cl of I— 131 released into 
atcnosphire in first month follouing acc ident. Xe-133 uias 
detected in NY several dags after accident. 

OOBBlCKiL. V, Office of the Executive Director for Operations. 
79/11/21. 4pp. 


7912280471 Responds to 7905li> Itr re constituent petitions requesting 
permanent shutdoun of fac i 1 i ties. NRC ulll conduct hearing 
prior to restart of Unit 1. Licenses hat not submitted 
proposal for recovery of Unit 2. 

OOSSICKiL. V. Office of the Executive Director for Operations. 
79/11/29. 2pp. 


--7912280466 Notifies that Executive Board of East York Elemantarii flehool 
PTA 790430 resolution (c York Committee for Bale Environ 
petition requesting plant shutdoun have been foruarded to 
Director of Nuclear Reactor Regulation. 

8KAPAR>H.K. Office of the Executive Legal Director. 79/06/13. 

Ip. 


—7912280489 Foruards Executive Board of East York Elencntary School PTA 
790430 resolution (t York Committee for Safe Environ petition 
requesting plant shutdoun. Requests commsnt, 

KAHNERER.C. OffUt of Congrsssional Affairs. 79/a&/01. ip. 


--7912280492 Requests that NRC permanently shut down b d ecomoission THI 
fac 1 1 1 ties. Risks of catastrophic accldsnt from facllitias 
unacceptable. 

V0UN9.J.B.. 8ANDA6.S.H.I HANKEY. D. Af f i 1 iatlon Unknaun. 79/09/14. 
142pp. 


— 7912280493 Ack receipt of 790S16 itr forwarding Executive Board of 
East York Elementary School PTA 790430 resolution tr York 
Committee for Safe Environ petition requesting plant 
shutdown. 

KAHHERER.C. Offics of CongreiiLonal Affairs. 79/Ofr/Oi. Ip. 


DOCKET BO-321 EDWIN I, HATCH NUCLEAR PLANT. UNIT 1 


P. Socurlty. medical, tmspgancy b fire protection plans 


79128B09S9 Notifies that NRC guides b criteria cannot be adaquatalq 
incorporated into sits emergency plan before 600101. Requests 
dslay in submittal data for revised emergency plan until 
800131. 

KELLY. R.U. Otorgia Power Co. 79/10/20. Ip. 


7912200022 Discusses NRC 791109 mesting re emsrgency preparedness team 
rivleu objectives. Provides guidance for improving lietntee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions, 

ORlHESifi.K, Emergency Preparedness Task Force. 79/11/23, 30pp. 


0, Adjudicatory correspondence 


7912060120 Order diimieeing proceeding, Intevenar Oeargians Against 
Nuclear Energy perticlpetion In proceeding terminated. 

OROBBMAN.H. Atomic Bafity and Licensing Board Panel. 79/11/16. 

2pp. 


7912110038 Confirms rectlpt of end 790329 petition to suspend OLe for 
all PURs, Foruards FR notice Indicating thut petition mill be 
treated in accordance U/10CFR3. 206, 

DENTON.H.R. Of f ice of Nuc Icar Reactor Regulation. 79/11/23. Ip, 


—7912110126 Notice of request for action pursuant to 10CFR2. 806 re 
Environ Coalition on Nuclear Pouer 790329 petition 
requesting suspension of all OLs for PURs. 

MULLER. D.R. Office of Nuclear Reactor Regulation. 79/11/23. 
38pp, 


H- Oansral correspondence 


7912100139 Raqueits that RU Kelly replace CF Hhltmer as addressee for 
all corrtspondenct, 

EKRENBPEROERi U. Otorgia Powtr Co. 79/0B/22. Ip. 


P. Dperatlng license stage documents b correspandoncs 


7912100189 Discusses NRC 791101 meeting u/represontatives of NSBS 
vendors b fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing lu/fuel cladding 
swelling b incidence of rupture. Vendor responses end. 

EISENHUT. D. e. Division of Operating Reactors. 79/11/09. bSpp. 


— 79131002S9 Responds bo NRC 791101 request re noncompliance of 
Hsstinghouse ECCS evaluation model under requirements 
of 10CFR90 App K. Evaluation of three fuel rod models 
indicates no safety problems far Uestlnghause plants. 
ANDERSON. r. M. Uestlnghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds bo NRC 791101 request re CRHL cladding swelling b 
rupture data.Revleuj of analytical models b tests indicates 
compliance w/t0CFR50 App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

SUCHIlaLZ.R.H. Oaneral Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data, Concludes that data properly represented by fuel models 
used In vendor evaluation models b that analyses demonstrate 
all criteria of iOCFRBO. 46 satisfied. 

□UBLfYtO.F, Exxon Nuclear Co,. Inc, (subs, of Exxon Carp,), 
79/11/02, Spp. 


— 79121D04S6 Forwards add! info re evaluation of Impact of NRC proposed 
rupture/blockage model used In vendor evaluation model, 

Ne advsTie impact Prum new rupture burst data or use of NRC 
rupturc/blockage model on licensing calculation results. 

OUBLEY. 0, F. Exxon Nuclear Co. . Inc. (subs, of Exxon Corp. ) . 
79/11/04. 22pp. 


7912260131 Foruiards safety evaluation of util request for change in 
Tech Specs re adjustment of average power range manltor 
setpoints. 

LAINASiS. Plant Systems Branch. 79/11/27. 2pp. 


—7912260164 Safety evaluti.on limiting util Tech Spec change request. 
Deviation from average power range monitor calibr procedures 
during full power inconsistent w/IEEE 279. 

• Plant Systems Branch. 79/11/27. 2pp, 


7912030190 Forwards Amend 4 to '‘Spent Fuel Pool Mod." included as part 
of 790709 application for expansion of spent fuel storage. 

Prepared in response to NRC 791101 request. 

Ka.LV>R. J. Oeorgia Power Co. 79/11/30. 2pp. 


—7912090139 Amend 4 bu "Spent Fuel Pool Mod. '* design rept b safety 
evaluation. 

e Georgia Power Co. 79/11/30. I4pp. 


7912090933 Commits to addl confirmatory condensation oscillation tests 
In full-ecale test faei l itij. outl Ined In OE 791130 Itr re 
Hark I containment program. Schedule for submittal of plant 
unique analysis will be provided fallowing NRC resolution. 

KELLV.R. J. Oeorgia Power Co. 79/11/30. 2pp. 


7912190164 Requests payment of Class I b III amend fees for review of 
790817 security personnel training b qualification plan. 

D1006fR.i1. License Fee Management Branch. 79/12/06. ip. 


7912140321 Forwards rapt "Adequacij of Station Electric Dletribution 
Bye Vol tag#, " 

KELLYfR.J. Georgia Power Co. 79/12/07. 2pp. 


— 791214D326 "Adequacy of Station Electric Distribution 8ys Voltage. " 
e Georgia Power Co, 79/12/07. 87pp. 


7912270919 Cnnfirms commitments In respansH to short-tarn 
recommendotlons of TMl-2 Lessons Learned Task Force .on mod 
of automatic valve ruopening circuit. Mori to be completed by 
BOOlOl or prior to critical opuratlon. 
m4.YiR.fj. Georgia Power Co. 79/12/20. ip. 


a. Inspection reports. IE Bulletins b correspondence 


7912040007 Forwards response to 790702 Itr b IE Bulletin 76-14 re 
verification of seismic analysis as modified by 790727iOSlS 
b 0907 Itrs.Rapt describes resolution of items in Unit 2 
ppngram. Verification of unit analysis delayed. H/o end. 
HlOMERfU.A. Oeorgia Power Co. 79/11/08. 2pp. 


7911090248 "Summary of Operating Expirlance U/Reeireulatlng Stsqn . . 

Generators." 7912110093 Forwards 790921 response to IE Dul letin 79-19. 
EISENHUTi 0. 0, Division of Operating Reactors. NUREO-0983. "Packaging of Low-Level Radwaste for Transport b Burial, 
79/01/31. S9pp. UindER.UA. Georgia Power Co. 79/11/OB. Ip. 


79121B0083 Forwards request for addl info about eentalnment purge t> 
vent sys re util plans for unlimited purging. 

LAINASiO, Plant Systems Branch. 79/11/06, 3pp, 
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7?1804>014Q Foruiardi IE Info Notice 79-l2A> ‘Atttfptail Daaage to New 
Fuel Asiemb lie*. ' No ipeclflc action ot reiponea reiiulrad. 

□ 'NElLUVf J. P. Region Sr Atlantai Office of the Director. 
79/11/09. Spp. 


79iS1001S4 Fopuiardi IE Info Notice 79-29j ’Overloading of Structural 
Eleaenti Due to Pipe Support Loadi.’ No reiponla reiiuirad, 

□ 'HElt-UVr 0. P. Region Si Atlanta. Office of the Director. 
79/ll/IA. Ip. 


7913110963 Forward* IE Info Notice 79-29. ’Loee of Noniafety-Ralated 
Reactor Coolant Sge In*trui>*ntation During Operation. * No 
specific action or response required. 

0 'REILLY. J. P. .Region 3. Atlanta. Office of the Dirictor. 
79/11/16- Spp. 


791S060617 Forward* IE Circular 79-34. “Proper Installation fc Callbr of 
Core Spray Pipe Breal Detection Equlpaent on BWRt. ’ No 
response required. 

□ 'REILLY. J, P. Region 3. Atlanta. Office of the Director. 

79/11/36. Ip. 


7912110149 Forwards IE Circular 79-33. “Motor Starters ti Contactors 
Failed to Dparate. ’ No rasponse required. 

□ 'REILLY. J. P, Region 2. Atlanta. Office of the Director. 

79/11/36. Ip. 


7913190434 Foruerds IE Bulletin 79-37. ’Loss of Non-Class IE 
InstTumintatlan & Control Power Sgi Bui During Operation.’ 
Urltten response required. 

O'REILLY. J. P. Region 3. Atlanta. Offies of the Director. 
79/11/30. Ip. 


7912310177 Forwards corractad copy of 791130 Itr rispondlng to IE 
Bulletin 79-18. ’Audlbllltu Probleas Encountered on 
Evecuitlon of Personnel froa High-Noise Areas.’ 

MIONER.H, A. Oeorgla Power Co. 79/13/03. Ip. 


—7913310101 Correctid copy of response to IE Bulletin 79-18. ’Audibillt« 
Problems Encountsred on Evacuation of Peraennat froa High— 

Noise Area*. " Requests addl 90 day* to coaplate installation 
of sddl visual aveeuatloin signals in Identified areas. 

UIDNER.N.A. Oeorgla Power Co. 79/11/30. Ip. 


7913310301 Foruerds IE Info Notice 79-30. ’Reporting of Defects U 
Nonconpllanceii 10CFR31. “ No action required. 

□ 'REILLY. J. P. Region 3. Atlanta. Office of tha Director. 
79/13/06. Spp. 


7913300033 Forwards IE Bulletin 79-38. ’Possible Malfunction of Nenee 
Model EAIBO Limit Switches at Elevated Teaps. " Action 
required. 

Q'REILLYi J. P. Region S. Atlanta. Office of tha Director. 

79/13/07. Spp. 


79123Q0404 Forwards IE Info Notice 79-31. ’Use of Incorrect Aapilfiad 
Response Bpsetra. '' Ng written responie required. 

O'REILLY. vf.P. Region 3. Atlante. Office «f the Director. 

79/13/13. Spp. 


7912280141 Forwirds IE Circular 79-23. ’Shock Arrestor Strut Assiabkg 
tntarfsrsnce. ’ No written rasponsa required. 

O'REILLY. J.P. Region 3. Atlanta. Office ef tha Director. 

79/13/30. 4pp. 


R. Periodic operating report* 1> related correspandence 


7913180430 Forwards nonthly operating rapt for Nov 1979. 
MANRV.N. Oeorgla Power Co. 79/12/10. Ip. 


—7912180434 Monthly operating rapt for Nov 1979. 
.10HN80H. 0. L. Georgia Power Co. 79/12/10. 6pp. 


8. Reportable occurrences. LERa fc relatsd correipondonce 


7912130436 RO-79-089: on 791106, while evaluating aa-bwilt selssilc fifing 
I. (upportsi head vent lint portion of RHR head spray piping 
1. bypass to condenser valve eheet found unsupported. Caused, 
by omission of supports from daslgn. 

MANRYiK. Oeorgla Power Co. 79/11/06. Spp. 


79120S04S0 Forwards LER 79-093/03L-0. 

MANRY.M; Oeorgla Power Co, 79/11/27. Ip. 


— 79180504S7 LER 79-093/03L-0: on 791112. monthly tests on Units ! h 2 
liquid raduaste radiation monltcrs not performed. Caused by 
training class In progress during schiduled test tine, 
leaving insufficient time to eonplete teets. 

ROOERS.H.H. Oeorgla Power Co. 79/11/37. 2pp. 


7913110330 Forwards LER 79-071/03L-0. 

HANRY.H, Oeorgla Powar Co. 79/11/37. Ip. 


— 7912110333 LER 79-091 /03L-0; on 791106. insurance Invaetlgation ravealed 
required penatration leal not installed in 2-lneh 
penetration in control/svc bldg firewall. Caused by 
■ieintarpratad drawings. Seal installsd. 

COOOIH.C. L. Oeorgla Power Co. 79/11/37. 3pp. 


7912130424 Forward! LER 79-093/03L-0. 

KWnV.N. Oeorgla Powar Co. 79/12/03. Ip. 


— 7912130436 LER 79-092/03L-0: on 791107. prompt notification telegram for 
LER 79-0B9 was riot transmitted as rsqulrtd. Caused by broken 
telecopy machine L failure to advise mgt. Procedural changed. 
CDMlMiC.L. Oeorgla Powsr Co. 79/12/03. 2pp- 


7918140439 Forward! LER 79-094/03L-0. 

HANRY.H. Oaorgia Power Co. 79/12/07. Ip. 


■7912140436 LER 79-094/03L-0; on 791121. while reactor In run modii 
diecovared B pump running w/o dlseharga praaiura or flow on 
local gauges. Causad by breaking of pump line bottom shaft. 
Shaft Ic suction bill raplaead. 

NIX.R. T. Oeorgla Power Co. 79/12/07. Spp. 


7913170306 Forwards LER 79-097/03L-0. 

HANRY.H, Oaorgia Powar Co. 79/12/11. Ip. 


— 7912170316 LER 79-O97/03U-O: on 791120.aftar racalibr of P33-P001A h B 
during itaady state powar operation. drywell torue dihydrogan 
h diuslde analysare A li B Indicated mora than 4X oeygan 
caneentrailon, Cauead by leakage ef air Into analyiar. 

NIX.R. T. Oaorgia Power Co. 79/12/11. Spp. 


7913170319 Forwarde LER 79-096/03L-0. 

HANRY.H. Oaorgia Power Co. 79/12/11. Ip. 


—7912170331 LER 79-096/03L-0: on 791127.whlla performing dihydrogan h 
dloiygan analyiar initrumant callbr. oxygen analyiere on 
P33-P001A I. B found out of tolarance. Cauaad by Instrument 
drift. Analyiere recallfar. 

NIX.R. T. Oeorgla Power Co. 79/12/11. 2pp. 


7913860247 Forwards LER 79-09S/03L-0. 

HANRY.H. Oaorgia Power Co. 79/12/14. Ip. 


—7912260349 LER 79-093/03L-0: on 791136. during normal plant oparatlon. 
dlacavarad that 791126 battery Individual call aurvalllanea 
procedure not parformed. Cauaad by pareonnal oversight. 

Procadura performed on 791127. 

NIX.R. T. Oeorgla Power Co. 79/12/14. Spp. 


7912270473 Forwards updated LER 78-027/03X-1. 
HANRY.H. Oeorgla Power Co. 79/13/17. Ip. 


—7912370477 Updated LB? 76-027/03X-1: on 780302. hanger Ell-flH?-H97 on 
RM? SVC water Outlet from heat aichangar found hrofcan. 

Cauead by theared support rod h disengaged taddla bolt. - 
Switch raplaead. 

C0001N.C.L. Oeorgla Power Co. 79/13/17. Spp. 


7912370482 Forwards LER 79-098/01T-0. 

HANRY.H. Georgia Power Co. 79/12/17. Ip. 


—7918370489 LER 79-098/017-0: on 791810. HPCI aye not provan Inoparablo ai 
raqvlTmd by Tech Space. Caused by failure of pareonnal to 
censldar reactor core ieelation cooling eye Inoporahla after 
trip on high turhlna exhaust pressure. 

BAXLEY. 8.x. Oaorgia Power Co. 79/13/19. 3pp. 


791831042? Forwards 79-100/03L-0. 

HANRYtH. Oeorgla Power Co. 79/12/20. ' Ip. 


—7912310430 LER 79-100/03L-0: on 791211. during ataady itate powar 
operation. LPCl containment Isolation valve Eli-F0198 
determined to be taating. Causad by valve teat being galled. 
Carractiva action not complete. 

COeoiN.C.L. Georgia Powtr Co. 79/12/19. Spp. 
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7912310415 Forujrd* LER 79-099/03L-0. 

HANRY.H. Oiorgia Power Co. 79/12/27. Ip. 


— 7912310420 UCR 79-099/03L'0; on 791206. while perfornlng Procedur* 
HNP-1-360S w/reaetor In run mode. stack inlet valve failed In 
closed position. Caused by lleilt switch in control circuit 
not aiaklns proper contact. Llnlt switch adjusted. 

NIX. R.T. Oeorgia Power Co. 79/12/27. 2pp. 


0CX;KET 90-322 SHOREHAH NUCLEAR POUER STATION 


A. Appilcation/construetlon stage docunents b correspondence 


790B070310 Forwards NURE0/CR-0660 j ‘Enhancaaicnt of Onsite Eaergency 
Dieeel Oenerator Reliability." Requests coiuents.U/o end. 
VAS9ALL0. D. B, Assistant Director for Light Water Reactors. 
79/04/16. 3pp. 


7912110011 Forwards NRC position on status Ci applicability to pending 
OL applleetions of results of TNI followup actions, Outlines 
addl short-tern ectlons to be token. 

VA63ALL0. D, B. Division of Project Henegenent. 79/09/27. 41pp< 


7912110264 Discusses NRC plens to use generic anelyses to develop •arln 
verifieetlon progren to resolve ATWS issue for PWRe b BURs. 

Success of progren depends on industry response. Supports 
foreistion of owners groups to provide necessary info. 

OENTONiH.R. Dffica of Nuclaar Reactor Regulation. 79/10/17. 3pp. 


7912130129 Forwards proposed Revision 2 to Reg Quids i.97> 
"Instrunentation for Light Wster Cooled Nuclesr Power Plants 
to Assess Plant b Environs Conditions During b Following 
Accident," Requests connents. 

VAROA. 8. A. Assistent Director for Light Meter Reactors. 79/11/23. 
3pp. 


7912270167 Forwards proposed Revleion 2 to Reg Guide i.97> 
"Instrunentation for Light Water Cooled Power Plante to 
Aeseei Plant b Environs Conditions During b Following 
Accident. " Connents should be filed before 791214 nesting. 

VAROA. 8. A. Assistant Director for Light Mater Reactors. 79/11/23. 
3pp. 


— ~7912270t78 Notification of 791214 netting w/epplleants to discuea 
proposed Revision 2 to Reg Guide 1.97. "Instrunentation for 
Light Water Cooled Nuclear Plants to Aiseis Plant b Environs 
Conditions During b Following Accident. " 

KINTNER.L. L. Light Water Reactors Branch 1. 79/11/19. ip. 


7912070084 Sumaary of 791108 ne.atlng w/Naval Research Lab. util. 6E Si 
SbW In Bethssda.MD re status of seianlc qualification review 
of facility. 

UILBONiJ.N. Light Mater Reactors Branch 4. 79/11/30. 11pp. 


7912140033 Bunnary of 791017 netting w/util,BbU b Hunton b Willlens in 
BathesdaiHD re review of application for facility DL. 

WILBON. J. N. Light Mater Reactors Branch 4. 79/11/30. 10pp. 


C. Utility Envlronnental Report (ER). anands b correspondence 


7912200104 Forwards updatsd distribution list for environ rapt supple b 
anends for facility. 

DUNCAN. H. Environnsntal Projects Branch 2. 79/12/07. 4pp. 


F. Security, nadlcal. energeney b fire protection plans 


7912040471 Forwards info re upgraded ansrgancy plant to plants under 
const b OL review. Applicsnts required to ewike certain 
energeney arrengenents w/state b local organliatlons b 
■ ubeilt energeney plant par Reg Guide 1. 101. 

VABSALLOi D. B. Division of Project Hanagenent. 79/11/31. 6pp. 


S. Adjudicatory correspondence 


7911190928 Testlnony re Intervenor Nlanl Valley Power Project 
Contention 17 on use of Kbowool as fire barrier for cable 
traye. Certificate of Sve end. 

HARRISON. 0. A. Division of Bystans Befsty. 79/10/30.' t9pp. 


— 79ill90830 Forwards June 1979 “Fire Protective Cable Trey Fire T»»t" 
by N8 Abrans. witnessed by NB Cohn on 790606. 

COHN.N.B, Oaga-Bebcock Aisocietas. Ine. 79/06/12. 6pp. 


7912060074 Forwards 791102 second stipulation resulting fron epplicant. 
NRC b Suffolk County nagetlattons on latter contentions. 

REVELY. H. T. Hunton b Willlens. 79/11/09. Ip. 


■7912060079 Second stipulation re Suffolk County contentions. Contains 
applicant agreesient to neat certain conditions on RCS 
leakage. Uill par t Iculariie unresolved contentions. 

REVELY'.W. T. Long Island Lighting Co. LIKE.l. Suffolk County. NY. 
HOEFLINO. R, K. Hearing Branch 4- 79/11/02- 4pp. 


7912060050 Hijiarandun seeking esplanatlon by parties of 791105 sec'ind 
stipulation re Suffolk County contentions. Questions whether 
Footnote 2. Page 2. should be incorporated in Tech Specs b 
whether first paragraph of footnote is NRC disclaimer. 

BOWERS.E.S. Atomic Safety and Licensing Board Panel. 79/11/16. Ip. 


7912170227 Notice by NY State Board on Electric Oeneratlon Siting b 
Environ. Replies to utils' application for rihearing of ABLB 
order dismissing application for certificate of environ 
compatibility will be accepted if filed by 791203. 

NADIBON.S.R. New York. State of. 79/11/20. Ip. 


791213003B Response to ABLE 791116 minorandura re NRC b intervenor 
Suffolk County 791102 second stipulation re certain 
intervenor contentions. Footnote 2 re RC& leakage may be 
Incorporated into Tach Specs. Certificate of Sve end. 

HOEFLINO. R. K. Hearing Branch 4. 79/12/04. 9pp. 


791219017B Forwards ASLB "Memorandum Concerning Second Stipulation Re 
Certain Suffolk County Contentions.” 

KOEFLINO.R.K. Hierlng Branch 4. 79/12/04. Ip. 


—7912190191 "Hcaorandum Concerning Second Btlpulatlon Re Certain Suffolk 
County Contentions. Util should specify If page two single 
spaced paragraph will be included in Tach Bpecs. First 
sentence of footnote appaara to be disclaimer. 

BOWERS.E.S. Atomic Safety and Licensing Board Panel. 79/11/16. 

3pp. 


Q. Inapaetion reports. IE Bulletins b correspondencs 


7912070200 Forwards IE Insp Rept 90-322/79-14 on 790B27-30. No 
noncoapl iance noted. 

BRUNNER. E.J. Region 1. Philadelphia. Offlca of tha Director. 
79/09/26. 2pp. 


■7912070202 IE tnsp Rept 90-322/79-14 on 790e27-30.Na nonconpllance 
noted. Mejor areas Inspac tad: overall preoparatlonal test 
program.plpe supports, chlorination sys. load ctr traniformirs 
b emargency standby powar sys. 

N1CH0LA8.H. H. . HIOOINS.J.C. Raglan 1. Philadelphia. Office of 
the Director. CAPHTON.O. L. Region 1. Phlladelphlai Reactor 

Operations Nuclear Support Branch. 79/09/29, 9pp. 


7912120181 Supplements 790911 response to IE Bulletin 79-i9.No unusual 
wiar found during hydraulic .testing of deep draft pumps, 

Startup test planned for sve water pumps. 

NQVARRO.J.P. Long Island Lighting Gn. 79/10/09. 2pp. 


7912130451 Responds to IE Bulletin 79-14 re seismic analysis for 
safaty-ralated piping sys. Seismic enalyils of safety-related 
piping 2 1 / 2 — inch diameter b greeter accurately reflects 
actual Installation. 

NOVARRO.J.P. Long Island Lighting Co. 79/10/30. 2pp. 


7912130015 Responds to IE Bulletin 79-23. "Potential Failure of EDO 
Field Eaciter Transformer." Each transformer to be 
inipactod for direct or Indirect grounding condition. 

NOVARRQ.J.P. Long Island Lighting Co. 79/11/01. 2pp. 


7912310094 Forwards IE Insp Rept 90-322/79-19 on 79092l-22.Na 
noneomplianee noted. 

BRUNNERiE.J. Region'll Phlladelphlai Reactor Operations Nuclear 
Support Branch. 79/11/09. 2pp. 


— 7912310098 IE Insp Rept 90-322/79-19 on 790921-22, No noneomplianee 
noted. Major areas inspacted: reactor pressure vestal b main 
stemn lina hydrostatic test. 

NICHOLAB, H. H. Region li Philadelphia, Otflcs of the Director. 

CAPHTONiD.L. Region li Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/11/07. 9pp. 


7912090036 ForaiaTds IE Circular 79-22, "Btroke Tims for Power Operated 
Relief Valves." No response required. 

GRIER, B.H. Region 1, Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912090296 Forwards IE Info Notice 79-27. "Steam Generator Tuba 
Rupturee at Two PWR Plants. " No response required. 

ORIERiB.H. Region 1, Phlladelphlai Office of the Director. 
79/11/16. ip. 
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7912100124 FoTuards IE Info Notice 79-20. '’OveT 1 oaB J n g of Structural 
Etoments Due to Pipe Support LnaBs." No roBponae reaoired. 

SPIER. B H. Region I. Ph 1 1 ail e 1 ph i a. Office of the Director. 

79/ll/lfa Ip 

7912110413 ForujarOs I£ info Notice 79-29. "Loss of Nonsa f e ky-IlB 1 ated 
React^ Coolant Sgs Instrumentation During Operation." No 
specific actipn or response Teguired. 

GRIER. B.H. Oegior. 1. P h i 1 a if o I ph i a. Office of the Director. 

79/11/19. Ip 

7912050243 Foruards IE Bulletin 79-24i. "BorDn Loss From DHR Control 
Glsdes. " No response required. 

GRIER. B.H Region 1. Philadelphia. Office of the DlTBCfcor. 

79/11/20. Ip. 

7912060574 Fonuards IE Circular 79-24. "Proper Installatien !- Calibr of 
Core Spraij Pipe Dreal Detection Equipment on UWRs,” Ho 
response required 

OniER.D.H Region 1. Philadelphia. Office of the Dlreetor. 

79/11/26, Ip. 

7912110051 Foruiards IE Circular 79-23. "Notor Starters & Contactors 
Failed to Operate. " No response required. 

GRIER. D.H. Region 1. Philadelphia. Office of the DiTectOT. 

79/ i 1/26. Ip 

7912190031 :Feru/ard5 IE Bulletin 79-27, "Loss of Npfi-CSass IE 
Instrumentation !< Control Power Sgs Dus During Operation " 

No written response required. 

GRIEfliD-H Region 1. Ph i I adel ph la. Office of the Director. 

79/11/30. ip. 


7912310220 Forwards IE Info Notice 79-30, "Reporting of Dafeeta & 
Noncompl lances, 1QCFR2 1 " No action TBqolred. 

GRIER. D.H. Region I, Ph i ladcl ph ia. affice of the Director. 
79/12/06- 4pp. 


7912190750 Forwards IE Bulletin 79-2Q, "PossiblB Malfunction of Nanco 
Model EAIBO Limit RuitchBS at Elevated Temps. " Written 
response required 

CRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/12/07. Ip 


7912100404 Responds to FDIA request for records re 791019 meeting 
at which JH Hendrie.D Hassell. L Hickiult !. RT Kennedy uiere 
present. Forwards J Stephens h anduiri tton notes of RT Kennedy 

Aieeting. 

CARR.J.C. Division of Rules and Records. 79/11/23. 2pp. 


79121BOOB9 Forwards proposed Revision 2 to Reg Guido 1.97, 
"Instrumentation for Light Water Cooled Nuclear Power Plants 
to Assess Plant 4 Environs Condltidns During 4 Follouing 
Accident." Requests cammonts. 

VAROA.S.A- Assistant Director for Light Water Reactors. 79/11/23. 

4pp. 


7712040498 Forward s fee for Class I 4 Class II amend re request for 
extension of const dates for CPPfl-39 4 CPPR-69. 

CRANE. P A. Pacific Oas 4 Electric Co. 79/11/26. ip 


7912190170 Act RS Hirae 79U05 1 tr re CA Commission on Agriculture views 
concerning New Meiones dam 4 reservoir. Feruarda 791031 news 
release, eapiaining transfer of fac i 1 1 1 ies. W/o encl.Ltr being 
forwarded to NRC for consideration of Commission. 

NIELSEN, A. 0. In ter i or, Dop t. of . 79/11/26. 2pp. 


7912O404S2 Notifies NRC of intentions re paving of certain roads at 
plant site 4 impact on archaeological resource area north ef 
plant. Forwards 791112 Itr from Greenwood 4 Associates. 

PETCRS.R.J. Pacific Oas 4 Electric Cd. 79/11/27. 6pp. 


7912170038 Forwards UA Baldwin of Friends of the Earth 791024 request 
for preparation of addl environ statements re Class 9 
accidents at facili t i es. Pet i t ion being handled as request 
for action under 10CFR2. 206. 

DENTON^H.R. Office of Nuclear Reactor Regulation. 79/11/27. 8pp. 


7912170064 Forwards HA Baldwin of Friends of the Earth 791024 request 
for preparation of addl environ statements re Class 9 
accidents at fac i lit ies. Pet it 1 on being handled as request 
for action under 10CPR2. 206. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/11/27. 2pp. 

7912110322 Forioaris response to NRC 790Q08 Itr re secondary water 
chemistry control. 

CRANE.P.A. Pacific Oas 4 Electric Co, 79/12/05. 4pp. 


7912270517 Forwards revised preseruice iiisp program for facility re 
general magnetic particle e/aminatinn 4 program plan. 

NAVARRO. J.P. Long Island Lighting Co 79/12/13. 23pp 


7912120317 Supplies schedule for providing info re environ 
qualification of Class IE instrumentation I, eioctrlcal 
equipment, in response to 791102 Itr. 

CttAHE.P A. Pacific Oas 4 Electric Co. 79/12/05. ip. 


7912280200 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

ORIER.D.H Region 1. Philadelphia, Office of the Director. 
79/12/13. ip. 


7912130271 Forwards "Qualification of Control Sys. " in response to NHC 
790917 Itr requesting Infe for review ef potential safety 
question detailed in IE Info Notice 79-22. 

CRANE.P.A. Pacific Oas 4 Electric Co. 79/12/06. Ip. 


DDCKET 50-323 DIADLO CANTON NUCLEAR PDHER PLANT, UNIT 2 


7912050117 Joint Interveners' reply in opposition to NRC 4 applicant 
responses re qualifications of Chairman Hcndrle Zc 
Coniniss 1 oner Kennedy Available documents establish existence 
of a> parte eomnunicat inns. H.'Cer t if 1 cats of 5vc. 

FLEISCHAKER.D FI e i s c hak c r . D. S. PHILL IPS, J- R . Center for Law in 
the Putlic Interest. 79/11/23. 9pp. 


A AppI ica t ion/c ons true t ion stage documents 4 correspondence 


7912110011 Forwards NRC position on status 4 appl I r ab i li ty to pending 
UL app 1 1 ca t io'hs of results of TMI follnuup actions Outlines 
addl short-term actions to be taken. 

VA5SALL0. D. n Division of Project Management. 79/09/27. 4tpp. 


7912110264 Discusses NRC plana to use generic analyses to dcvmtDp early 
verification program to resolve ATWB issue for PWRs 4 BHRs. 

Success of program depends on industry response. Buppor ts 
furmation of owners groups to provide necessary info. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7'i’121004a3 FQIA request for records re 791019 mfletlng at which OM 
liendrtsiD Hassell, L Bickult 4 RT Kennedy were present. 
FLEISCHAKER. 0. Fleischaker, D S 79/10/26 2pp. 


/'712070004 Requests distribution of cncl memprandum to Board 
notificatlsn sve lists. 

VARGA, S. A. Assistant Director for Light Mater Reactors. 79/ll/OB. 
3pp- 


— 7912130280 "Oual i f i ca t i on of Control Sys." 

* Pacific Oas 4 Electric Co. 79/11/30- 50pp. 


7912310172 Notification of 000109 mooting w/util in Dethesda.MD to 
present info to util an methods 4 procedures used by Sandia 
Labs in study on sys interaction 4 how mothuds might be used 
for Investigating effects of failures in sys 4 components. 
SUCHLEV, B. C. Light Water Reactors Branch 1. 79/12/17. 3pp. 


7912310037 Confirms rescheduling of mooting re effect of nuclear plant 
on five endangered species to QOOICS. 

RECAN, W H. Assistant Director for Environmental Technology. 
79/12/19. Ip. 


D. NRC Draft/Flnai Environmental Statements, suppis 4 correspondonce 


7912130063 Act receipt of 791023 Itr re five endangered spocies near 
p lent. Requests consultatlan meeting at future date, 

REOANjU.H. Assistant Director for Environmental Projects. 

79/11/30. 2pp. 


F. Security, medical, emergency 4 fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const 4 QL review. AppI icanti required to make certain 
emergency arrangements ui/state 4 local organizations & 
submit eieergency plans per Reg Guide 1.101. 

VASSALLQ, D. 8 Division of Project Management. 79/11/21- 6pp. 
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0. Adjudicatory correspondence 


79120*0109 Responds to Governor Brown 791019 request to participate as 
ropresentativo of State of CA. Request should be granted. 

Certificate of Svc end. 

DAVISiL. D. Hearing Branch 4. 79/11/05. 5pp. 


7912030030 Response in opposition to Joint Interveners 791024.25 (■ 26 
requests to institute proceedings on qualifications of 
Chairman JM Hendrie Commissioner RT Kennedy. Ei parte 
communications took p lacs. Cer ti f Icate of Svc end. 

OEHR.A.C., FURDUBH, M. H, . CRANE.PA. Pacific Gas !< Electric Co. 
79/11/07. 22pp. 


79121301*0 Supports Governor EG Broun petition to intervene for 
reasoning set forth in HRC response. Cer t If 1 cat o of 8vc end. 
FLEIBCHAKER. D. S Affiliation Unknown. FLEISCHAKER. B. 3 Flelschaker. 
D. S. 79/11/07, Spp. 


791213027* Brief in support of ekceptlons to Part IV of ASLB 790927 
partial Initial decision. Urges revision of NASi.P inference 
u/intorvenor participation in security matters. Eidusion of 
esperts prejudiced Intervenor. W/Certificate of Svc. 

BALDWIN, U. A. . JONES, Y. I., VALENTINE, P. C. San Luis Obispo Mothers for 
Peace. 79/11/12. 2*pp. 


79120901*1 Response to Joint Intervenars' 791024 t, 2* requests to 
disqualify Commissioners Hendrie S> I'.ennedy. Request sboutd be 
denied because Joint Interveners failed to satisfy burden of 
proof as to bias. 

DAVISiL.D, Hearing Branch 4. 79/11/13. Hpp. 


— 7912050173 Note to all parties foruarding summary of 791019 meeting 
between JN Hendrie b util representatives. 

• Docketing L Services Branch. 79/10/2*. 3pp. 


79120*0229 Order granting extension until 791121 for ail parties to 
file replies to applicant motion for OL. 

CHILKiS.J. Commission. 79/11/15. Ip. 


7912070171 Response in opposition to POtE 791105 objections to Oovernor 
Broun participation in proceeding. R Ights of interested 
state representativos established in NRC regulations. 

Timellnass raquiremont need not be applied to state. 

BROUN, H.H., KLINE.J.A. California, State of. 79/11/15- 4pp. 


79120*0139 Order admitting State of CA as Interested state in 
proc Bed ing. Grants Governor Drown representative participant 
status. Requests Identification of issues within 30 days 
from receipt. 

BOWERS, E. B. Atomic Safety and Licensing Board Panel. 79/11/1*. 

2pp. 


7912060541 Order directing NRC to file response on intervnnurs' 
security plan contentions by 791218. 

BISHOP, C.J. Atomic Safety and Licensing Board Panel. 79/11/19. 

2pp. 


7912090439 Order eitending deadline to 791123 for Joint Intervenars 
response to util * NRC question re hearings te determlna 
qualification of Commissioners Kennedy * Hendrie. 

CHILK, 8. J. Office of the Secretary of the Conimisslan. 79/11/30. 


7912050025 Response in opposition to applicant 79102* notion requesting 
issuance of OL. Record incomplete re presence of reasonable 
assurance that activities may be conducted w/o ondangering 
public health ti safety. Cer ti fl cate of Svc end. 

DAVrS.L.D. Hearing Branch 4. 79/11/21. 9pp. 


79120S004* Joint Intervenorls ' response opposing applicant 791026 notion 
requesting that ASL0 be directed to issue declciaii on 
remaining 1 ssues. Opportur^i ty to develop argument re QL 
issuance should be granted. Cert i f icate of Svc end. 

FLEtSCHAHER, 0. Flelschaker, 0. S. PHILLIPS, J. R. Contor for Law in 
the Public Interest. 79/11/21. Bpp. 


7912130058 Forwards petition by UA Baldwin, requesting that NRC prepare 
supplemental environ statements re Class 9 accidents at 
fscllltlis. Appropriate action will be taken. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/27. 3pp. 


— 7912130070 Request for action under 10CFfi2. 206, for preparation of 
supplemental EI8 concerning impact of Class 9 accidents at 
facilities. 

HLiLLER,D.R. Division of Site Safety & Environmental Analysis. 
79/11/23. Ip. 


79121301*8 Request for extension until 791207 to file brief in support 
of oiceptions taken to ASLB 790937 partial initial decision. 
Represents that neither NRC nor applicant oppose motion. 

Stampod "granted” on 791123 by A5LAD. 

TLEISCHAKER, 0. S Affiliation Unknown. FLE I SCHAKER, D. S Fleiechaker, 
O. 3. 79/11/37. 2pp. 


7912140011 Request by Joint Intervonors for extension until 791207 to 
file brief in support of exceptions taken to ASLB 790927 
partial initial dec isi on. Vot umi nous transcript requires add] 
time to assure quality of brief . Cert i fi catc of Svc end. 

FLEISCHAKER. 0. Flelschaker. B. S. PHI LLIPS. J. R. Center for Law in 
the Public Interest 79 / 11/37 4p|i, 


791219023D Opposes private mectinq held between util L NRC on 791019. 
Urges disqualification of JN Hendrie h RT Kennedy from 
participation in matters concerning fac i 1 it 1 es. Forwards DR 
Kirkpatrick 79110* Itr transmitting KB Coen 791207 Itr. 

LAURN.V.W. Affl nation Unknown 79/11/27. Ip 


--7912190237 Opposes private meeting held between util ti NRC on 791019 
KIRKPATRICK, 0. Affiliation Unknown. 79/11/0*. Ip. 


— 7912190245 Requests d i equal if i ca t ion of JM Hendrie h RT Kennedy from 
licensing proceedings for facilities. 

CQENiK.S. Affiliation Unknown. 79/12/07. Ip. 


79122001S8 Ack receipt of 791034 petition L forwards FR notice for 
request for action per 10CFR2. 20* 

DENTQ4, H R Office of Nuclear Reactor Regulation. 79/11/27. 3pp. 


--791220016S Notice of Issuance t< availability of Friends of tne Earth 
791024 petition requesting that NHC prepare supplemental 
EI8 re Impact of Class 9 accident at facilities. 

MULLER, D.n. Division of Site Safety U Envirunmental Analysis. 
79/11/33. Ip 


7912170012 Brief in support of Joint Interveners exceptions to ASLB 
partial initial dec i si on. Board failed to consider properly 
seismic focusing t, high stress drop issue. Issue should be 
remanded for hear ing. Car t i fica Lc of Svc encl. 

KLINE.J.A., DROWN. H.H. California. State of. DROWN, H.H. Hill 
Christopher I. Phillips. 79/12/07. IQpp. 


7912310457 Brief In support of exceptions to ASLB 790927 partial 
initial decision which found that facility could withstand 
7.5 magnitude earthquake on Hosgri faul t. Requests ASLAD hear 
oral argument. Cer ti f icate of Svc end. 

FLEISCHAKER, D. S Fleischaker. D 8. 79/13/07. B9pp 


7912270064 Requests response to 791030 request for preservation of NRC 
neaoranda re 791119 meeting tetween JM Hendrie * Klelke, 

Shackleford h Blanc . Forwards engy of 791030 Itr.W/o encl. 
FLEISCHAKER. D. S Fleischaker. U. S. 79/13/13. 3pp. 


79I22B0912 Requests that OL not be granted to util. Cites inability of 
utll.clties h county to preserve public health in event of 
nuclear mishap. 

HOFFMANiH. Affi I lut ion Unknown 79/IS/14. ip. 


79133B0SO6 Requests substantive responsu to 791024 request for NRC to 
supplement CIS to consider consequences of Class 9 nuclear 
accidents. Failure to respond by B00I04 will indicate NRC 
does not plan to require suppl. 

DALDMIN.M.A. Friends of the Earth. 79/12/21. Ip. 


K. General correspondence 


7918110371 Certifies that response to Governor EG Brown petition to 
participate as representative of interested state was served 
on 791106. 

BIBCHDFF, C. A. Pacific Gas 8, Electric Co. 79/11/16. 3pp. 


79t219000Q Responds to request for reiiotice of lir.anse lasK Force 
rocommendations proceedings I, full public hearings re 1MI 
Lossons Learned applicable to appl leant. Eva luation of 
recommendations underway. 

EhfflELHARDT, T. F, Deputy Executive Legal Director. 79/11/27. Opp. 


—7912190035 Forwards interim guidance for upgrade of emergency plans 
per Reg Guide 1. lOl Comments requested. 

EISENHUT, D. 0. Assistant Director for Light Water Reactnrs. 
79/10/10. 3pp 


—7918190045 Requests full public hearings re TMI Lessons Learned Task 
Force rocommendations U renotice of ongoing licensing for 
public part ic 1 pat ion. 

CARRjH. League of Women Voters of San Luis ObispoiCA. 79/10/29. 

Ip. 
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771?l90a20 Supports rssuraptloti of OL Issuancss. 
SHAW^H.E. Affiliation Urknoun. 79/11/27. tp. 


7912200600 Rospondi to 7909S6 Itr re pouier plant opening. MSte disposal 
!< safety precautions. NRC conducting thorough InvestlgaHo*' 
of TKl accident. Recomnendatlons will be applied to all 
nuclear fad 1 1 ties. Ltr end. ' _ 

BENTOHpH.R. Office of Nuclear Reactor Regulation. 79/12/07. 3pp. 


H. Utility Final Safety Analysis Report IFSAR) & amends 


7912260280 Forwards Amend 01 to FSAR 1. Amend G2 to Hosgri Kept. 
SHACKLEFORD. D. M Pacific Oas !< Electric Co. 79/12/10. Ip. 


— 7912260234 Amend SI to FSAR t Amend 82 to Hosgri Rept for Diablo 
Canyon. Provides addl Info re pres surl la 1 1 on. alp flow 
conservative dumping value. torsion calculation h polar 
crane stability. 

• Pacific Oas *■ Electric Co. 79/12/lB. 96pp. 


0. Inspection reports. IE Oulletine & correspondence 


7912060090 Forwards IE Imp Rapts 50-279/79-21 b 50-323/79-il on 
790S21-34 h 0924-26. No noncoitp lianco noted. 

CREH9.J.L. Region 5, San Francisco. Reactor Operations Nuclear 

Support Branch. 79/10/19. 2pp. . 


—7912060104 IE Insp Repts 50-27S/79-2I t. 90-323/79-tl en 790021-24 & 
0924-26. Ho nonconpliancB noted. Major areas Inspected: 
preoperatlonal testing eva 1 uat Ion. veri f icat i on of test 
results b IE circular fnllowup. 

BTERNSERO. D. M. Haglon 9. San Francisco. Reactor Operations 

Nuclear Support Branch. MORRILL. P. J. . HORN. A. U. Region 9. San 
Francisco. Office of tha Director. 79/10/19. 5pp. 


7912100273 Forwards IE Info Notice 79-2B. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response reduired. 

ENOELKBN. R. H. Region 5. Ban Francisco, Office of the Director. 
79/11/16. Ip. 


7912110510 Forwards IE Info Notice 79-29. "Loss of Nonsaf cty-Relatad 
Reactor Coolant Bys Instrumentation During Operation.* No 
specific action or response required. 

ENOELKEN. R. H. Region 5. San Francisco, Office of the Director. 
79/11/16. Ip. 

7912070022 Forwards IE Circular 79-24. "Proper Installation & Calihr of 
Core Spray Pipe Ureal Detection Equipment on BURs. " Ko 
response required. 

ENOELKEN.n, H. Region 5. Ban FrancIscD. Office of the Director. 
79/11/26. Ip. 


7912110268 Forwards IE Circular 79-23, "Motor Starters b Contactor* 
Failed to Operate." No response required. 

ENCELKEN. B- M. Region 5. San Francisco. Office of the Director. 
79/11/26. Ip. 


7912110494 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups b state atfcy 
general ofes copies of csealatad enPoreement correspondence 
sent by NRC to licensees. 

EHOELKENiB, H. Region 5, Ban Francisco, Offlca of tha Director. 
79/11/26. Ip. 


7912190121 Forwards IE Bulletin 79-27. "Loss of Non-Class IB 
Instrumentation b Control Power Sys Dus During Oparatien. * 
Urlbten response required. 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/11/30. ip. 


7912310269 Forwards IE Info. Notice 79-30, "Reporting of Defects b 
Noncompliances. 10CFR21. " No action required. 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Oirecter. 
79/12/06. 4pp. 


7912140492 Forwards reply to IE Dulletln 79-02, "Pipe Support Base 
Plate Designs Using Concrite Espansion Anchor Balts." 
BPENCER.D.S. Region 5> San Francisco. Reactor Censtruetien Ir 

Engineering Support Branch. 79/12/07. Ip. 


— 7912140497 Responds to IE Bulletin 79-02. Revl slon 2. "Pipe Supporte 
Base Plate Designs Using Concrete Expansion Anchor Dolts. ■ 
Supports have stiffener plates added to assure baseplate 
rigidity b lead distribution to holts. 

CRANE, P.A. Pacific Oas b Electric Co. 79/09/19. 4pp. 


7912200237 Forwards IE Bulletin 79-28, "Possible Malfunction of Naneo 
Model EAISO Limit Switches at Elevated Tempi. " Action 
TSQuirsd • 

ENOELKEN, R. H. Region 5, Ban Francisco, Office of the Dirtetor. 
79/12/07. Ip. 

7918270072 Forwards POLE response to IE Dulletln 79-04. 

BPEHCERiO.S. Region S. 8an Francisco. Reactor Construction b 

Engineering Support Branch. 79/12/07. ip. 

7912270070 Notifies that response to IE Bulletin 79-04 will be sent by 

791101 pending receipt of calculated loads b hanger strength 
review from Uestinghouse. 

CRANE. P.A. Pacific Oas fc Electric Co. 79/10/16. Ip. 


7912190614 Responds to IE Bulletin 78-18. 7B-12A b 70“i2B.WBld metl 
heat b lot numbers tabulated in 790608 C-E gtnerlc rept. 
Surveillance weldment consists of full thickness weldments 
using tandem arc welding process. 

CRANE, P.A. Pacific Oas b Electric Co. 79/12/12. , Ip- 


7912280619 Forwards IE Into Notice 79-31, "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

ENOELKEN.R. H. Region 5, San Francisco, Office of the Director. 
79/12/13. Ip. 


U. Congressional /Ex ecut ive Correspondene t 


7912210216 Act receipt of 790928 Itr re League of Homen Voters of Ban 
Luis Qblspo.CA comments on advance notice of rulemaking for 
esergency planning at Diablo Canyon. 

OOBSICKpL.V. Office of the Executive Director for Operations. 
79/10/29- Ip. 


— 791221022B Forwards League of Women Voters of Ban Luis Obispo, CA 790920 
comments on proposed regulations for nuclear emergency 
plans. Requests comment. 

LAOOMARBINO, R, House of Rep. 79/09/20- 7pp. 


7912210124 Responds to JH Alexander 790829 Itr re study of human factor 
of nuelaar plant installation. Operating ptrionnel receive 
addl training in plant transients b multipli accident 
conditions. 

OOBBICKiL, V. Offlca of the Executive Director for Operations. 
79/10/31. 2pp- 


— 7912810133 Forwards OH Alexander request for more study of human factor 
in operating b control sys of nuclear power plant 

Installation. Requests commtnts. 

CRANBTON.A. Senate. 79/00/29. 2pp. 


7912210030 Requests info re effect licensing moratorium will have on 
facl lity. 

LAOOMARBlNa, R. J House of Rep. 79/11/08. Ip. 


7912130206 Advises that Commission move quickly to decide If 791019 
meeting u/utll disqualifies Commissioners Hendrie b Kennedy 
Prom licensing. 

LAOQMAHSINO.R. J House of Rep. 79/11/15. Ip. 


79121B0468 Forwarde Itri from constituents re licensing of facllltiei. 
Requests Commissioners Hendrie b Kennedy be disquelified 
because of attendance at 791019 meeting w/util. 

LA0DMAR81N0, R. J House of Rep. 79/11/15. 15pp. 

— 7912100475 Urges Commission not to license nuclear reactor doe to 
proximity to earthquake fault. 

UACKBaN,O.M. Affiliation Unknown. 79/11/2B. Ip. 

— 79121BO40O Urges resignation of Chairman Hendrie b Commleiloner Kennedy 
for attending meeting w/PObE, 

COOPER, P. Affiliation Unknown. 79/11/05. Ip. 


— 7912100464 Objects to secret 791019 meeting between Hendrie, Kennedy l> 
PQbE. Urges disqualification from further deeliiont on util. 
CUMM1N0B>6.G. Affiliation Unknown. 79/11/06. Ip. 


— 7912180490 Forwards copies of 791121 Itrs sent to Senator Craneton b 
Representative Panetta urging disqualification of Hendrie Ic 
Kennedy. 

TETER.H, M. Affiliation Unknown. 79/11/21. 4pp. 


— 7912180493 Forwards copy of 791112 Itr to Banator Cranston objecting 
to meeting betuicn Hendrie, Kennedy b PObE. Requests each 
commissloneT racelve copy. 

ERNST, T. Affiliation Unknown. 79/11/23. 8pp. 
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'-7913180302 rorwardi copy of Itr to Stnator Cranston urging 

disqualification of Hsndris li Ksnnidij from furthsr decisions 
on util. 

ZlHIiERHAN.A. Af Cl Uatlon Unknoun. 79/11/30. 3pp. 


--7918180907 Forwards copias of 791116 Itrs to Banator Cranston & 
Rapraaentative Panetta urging disqualification of Htndria it 
Kannady from further decisions on PO&E. 

HANZER.R. Affiliation Unknown. 79/11/16. 3pp. 


"7912180910 Otjects to moating between Hendria. Kennedy b PObE- Urges 
disqualification from further decisions on util. 

MOOOY.R.. HOODY.D, Af fl 1 iat ion Unknown. 79/11/11. 6pp. 


DOCKET 90-324 BRUNBUICK 9TEAH ELECTRIC PLANT, UNIT 2 


F. Becurlty, medical, emsrgencij (> fire protection plans 


7912800022 Discusses NRC 791109 neatlng re emargeney preparedness team 
revieui ob jeetives, Provides guidance for Improving licensee 
amirgoneij praparednees b assuring capabllltg of offsite 
agendas to taka appropriate emtrgancy actions. 

ORIMESi B. K. Emtrgancy Praparadnass Task Forca. 79/11/23. 30pp. 


P. Operating license stage documents b correspondsnce 


7912100169 Discusses NRC 791101 meatlng w/rspreiantativts of NS8S 
venders b fuel suppliers re discussion of raipsetlva 
portions of ECCS evaluation models dealing w/fual cladding 
Buelllng b Ineldance of ruptura. Uendor rasponses met. 

EI8ENHUT. D. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


"7912100259 Rispands to NRC 791101 request re noneomp 1 lance of 
Uistinghousa ECCS evaluation modal undar raquiramants 
of lOCFRSO App K.Evaluation of three fuel rod models 
Indlcatss no safety problems for Mestlnghousa plants, 
ANDERSON. T. H. Hestinghousa Electric Corp. 79/11/02. 4pp. 


"7912100330 Responds to NRC 791101 raqiiest re ORNL cladding swelling fc 
rupture data.Ravleu of analytical models b tests indicates 
compliance w/lOCFRSO App K.All OE spaet for calculated peak 
cladding temp remain unchanged. 

BUCHkWLZ.R.H. Oaneral Electric Co. 79/12/07. 3pp. 


"7912100407 Forwards rasponss to NRC 791101 request re rod burst tost 
data, Concludas that data properly represented by fuel models 
used In vendor evaluation models b that analyses dsmonstrate 
all criteria of lOCFRSO. 46 satisfied. 

0W6LEY>0.F. Ellon Nuclear Co., Inc. (subs, of Eiion Carp. >. 
79/11/02. Spp. 


"7912100456 Forwards addl Info ra avaluatlon of Impact of NRC proposed 
ruptura/blockaga modit used In vendor evaluation model. 

No adverse Impact from new ruptura burst data or use of HRC 
ruptura/blockaga modal on llcaniing calculation results. 

OHSLEViO.F. Elion Nuclear Co., Inc. (subs, of Eiion Corp.). 
79/11/04. 22pp. 


79121B0319 Forwards safety evaluation for singla loop operation. 
; LAINAB, 0. Plant Systems Branch. 79/11/14. Ip. 


—7912180330 Safety evaluation supporting license amend fop single loop 
oparati on. EObO technical avaluatlon and. 

• Offica of Nuclear Reactor Regulation. 79/11/14. 13pp. 


7918040270 Summariias revised Cycle 3 startup tsst rept. Goprects util 
791108 submittal. 

FURR.B, J. Carolina Powir b Light Co. 79/11/21. 4pp. 


7918040505 Forwards ravissd Cycle 3 summary startup test ropb.U/o 
and, 

FURR>B. J. Carolina Power b Light Co. 79/11/21. 4pp. 


7912040340 Forwards rssponae to NRC 791002 Itr re Oak Ridga Associated 
Unlvs radiation safety training courst. Raquosts 3-manths 
notice .prior to implamfntation, so that sltt-spaclflc 
orlantatlon matl can bt praparad. 

UTLEY, E.E. Carolina Power b Light Co. 79/11/29. Ip. 


7912200630 Nettflai of fee assassmant for review of 790B17 security 
personnel training b qualification plan. Requests payment. 

DiaOB, R. M. License Fee Hanagamant Branch. 79/12/06. ip. 


7912120409 Raeponds to 791022 Itr by stating interim position for 
containmont purgs b vsnk valve operation, pending resolution 
of isolation valve operab 11 1 ty. Vorf If Ication of valve 
operability will bi available by 800107. 

UTLEY. E.E. Carolina Power b Light Co. 79/12/07. 2pp. 


7918270380 Confirms discussion w/NRC re completion of mods for safety 
relief valve indication. containment isolation b hlgh-range 
radiation monitoring. A1 1 THI Lessons Learned Task Force 
short-tsTK requirements will be completed by 600101. 

UTLEV.E.E. Carellne Power b Light Co. 79/12/17. 2pp. 


0. Inspection reports, IE Bulletins b correspondence 


7910040479 Forwards rept of Hay 1979 Insp by Performance Appraisal 
Team. Issues in compliance section should be resolved. 

THORNBURO, H. P. Division of Reactor Construction Inspection. 
79/08/29. Ip 


— 7910040491 Notice of violation from mgt insp on 790314-25. 

e Region 2, Atlanta, Office of the Director. 79/0B/29. Spp. 


7912180337 Forwards IE Insp Repts 50-324/79-36 b 50-385/79-37 on 
790831-092B. Nn noneomp liance noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/11/06. 2pp 


— 7912180343 IE Insp Repts 50-324/79-36 b 50-325/79-37 on 790931-0988. No 
nonconplianco noted. Major areas Inspected : plant operations, 
radiation protection QA program. organiiat ion b 
administration b core power distribution. 

C)UZTB,J.E. Region 2, Atlanta, Office of the Director. 

KELLQOQ, P. tf. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/11/06. 6pp. 


7912060106 Forwards IE Info Notice 79-lSA, “Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 
0'REIU.V, J.P. Region 2, Atlanta, Office of the Director. 
79/11/09. 2pp, 


7912030223 Act receipt of 791005 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-19 b 
90-325/79-19. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/14. Ip- 


•7912030225 Responds to NRC 790913 Ur re violations noted In IE Insp 
Repts 50-024/79-19 b 50-325/79-1 9. Correc t ive actlans:an 
questionable limiting conditions for operations will bo 
treated as reportable. 

BAM1S,H.R. Carolina Power b Light Co. 79/10/09. Spp. 


— 7912030227 Forwards IE Insp Repts 30-324/79-19 b 50-329/79-19 on 
790914-25 b notices of violation b deviation. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. 2pp. 


7912100160 Forwards IE Info Notice 79-3B. "Dverlaading of Structural 
Eleaants Dus to Pipe Support Loads." No response required. 
0'RElU.y. J.P. Region 2, Atlanta. Office of the Director. 
79/11/16. Ip. 


7918110940 Forwards IE Info Notice 79-29, "Loss of Nonsaf ety-Related 
Reactor Coolant Sys Instrumentation During Operation " No 
specific action or response required. 

O'REILLY. J.P. Region 2, Atlanta, Office of the Director. 
*79/11/16. 8pp. 


79120S0626 Ack reteipt of 791016 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-29 b 
50-329/79-30. 

LEWIS, R.C. Region 2, Atlanta, Reactor Dperations Nuclear Support 

Branch. 79/11/20. Ip. 


"7912090629 Responds to NRC 790924 itr re violations noted In IE Insp 
Repta 50-324/79-29 b 50-329/79-30, Correct ive actions: 

Operating Procedure 2 revised re reactor recirculation syc. 
B/d«8,H.R. Carolina Power b Light Co. 79/10/16. Spp. 


•7912090632 Forwards IE Insp Repts 50-324/79-29 b 50-323/79-30 on 
790702-27 b notice of violation. 

LEWIS, n.C- Region 2, Atlanta, Reactor Dperations Nuclear 

Support Branch. 79/09/24. 2pp, 


"7912050634 Notice of violation from Insp on 790702-27. 

* Region 2, Atlanta, Office of the Director. 79/09/18. Ip. 


— ^7912050641 IE Insp Repts SO-384/79-89 b 50-325/79-30 on 790702-2;. 
Noncompllance noted: fal lure to have adequate procedure to 
return racirculatloii loop to svc.Dmistlon resulted in Unit 1 
trip. 

aUZT8.J.E. Region 2. Atlanta, Office of the Direebor. 
KaX.DSO,P.J. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/09/18. 6pp. 
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/•91207015a AcV renejpt of 790919 1 Cr inforitiin} NBC of tteps taken to 
correct violations nateil in If In'.p Hepts 50-324/79-25 ti 
50-325/79-26 

l.EHIS.R.C Reiliao 2. Atlanta. Beactor Uperattons Nuclear Support 

Branch. 79/11/20 Ip. 


--7912070160 Responds to IJttC 790328 Itr re violations noted in IE Insp 
Repts 50-324/79-25 f- 50-325/79-26 Corrective actions: 
informed personnel of T'equir ement s £< cautions to be folloured 
before entering posted area 

DfNKS.H R. Carolina Pouer i. Light Co. 79/09/19. 2pp 


--7912070163 Forwards IE Insp Repts 50-324/79-25 t 50-325/79-26 on 
790724-25 t notice of violation. 

LENIS.R. C Region 2. /itlanta. Reactor Operations Nuclear 

Support Drench. 79/0B/2Q. 2pp. 


— 7912070166 Notice of violation from insp on 790724-25. 

• Region 2> Atlanta. Office of the Director, 7'9/0B/16. Ip. 


— 7912070167 IE Insp Repts 50-324/79-25 !< 50-325/79-26 on 790724-25. 
NonconpliancQ noted failure to follow radiation control 
entrg requirements & failure of surveillance procedure bo 
direct sgs restoration. 

ShiOLOS. J. L. Region 2. Attantai Office of the Director. 
KELLOOQ.P. J. Region 2, Atlanta. Reactor Dprrations Nuclear 

Support Dranch 79/0S/16. 7pp 


7912060605 Foruards IE Circular 79-24. "Proper I netat lat i an b Calibr of 
Cars Sprag Pipe Break Detection Equipinent on DNlts. “ No 
response required 

D’REILLV.J P Region 2. AtlanCa> □ffice of the Dlreetcr. 

79/11/26. Ip 


7912110123 Foruards IE Circulan 79-23.. "Motor Starters & Contactors 
Failed to Operate." No response required. 

O'REILLV.JP, Region 2. Atlanta. Office of the OirecfeDr. 
79/11/26. Ip. 


7912310507 Notifies of delag in completion of Plant Mod 79-269 revised 
prints until SDOlOl U of Plant Hod 77-370 prints until 
000501, per IE Insp Repts 50-324/79-02 £. 50-335/79-02. 

TOLLISDN, A C. Carulina Pouiar t. Light Ca. 79/1I/2B. Ip. 


7912040263 Responds to IE DuUetin 79-01. Util cammits to install 
envirDrmenta 1 I g qualified limit switches on MElVs during 
Spring 1930 refueling outages New switches are NAMOO ttodel 
74O-SDIO0 tv meet IEEE criteria 

tITLEV.E E. Carolina Power 6 Light Co 79/11/29. Ip. 


7912190303 Forwards IE Uullfllin 79-27. "Loss of Non-Class IE 
Instrumentation t> Control Power Sgs Dus During Operation. 
Urltten response required 

O'REILLY. J.P Region 2. Atlanta. Office of the Director. 
79/11/30. Ip 


7912310053 Submits revised responso to IE Bulletin 79-19 re packaging 
low level radivasce. AI I personnel involved in transfer, 
packaging ^ transport of radwaste to use mg t-approved 
detailed instruction t> operating procedures. 

FURR.O.J Carol in.-i Power !< I.ight Co. 79/12/04. 3pp. 


7912310500 Responds to IE Uulletin 79-25. "Failures of Nestinghousa 
BFQ Relays In Safety-Related Sgs. " Ucstinghouse DFD relays 
not used h not maintained in stock as spares 
FURH.O O Carolina Power $ Light Co. 79/12/05. Ip. 


7912310266 Responds to IE Bulletin 79-02. Rev i sion 2. "Pips Support 
Base Plate Designs Using Concrete Expansion Anchor Dolts. '■ 
Eipansion anchors not used in concrete block walls to attach 
pipe supports in safety-related sys. 

FUHH.D.J Carolina Power L Light Cn. 79/12/06. Ip. 


79I23I02GS Foruards IE fnfu Notice 79-30. "Reporting of Defects h 
Nonconip 1 lances. 10CFR2i. " No action required. 

Q 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. 5pp. 


7912200006 Foruards IE Bulletin 79-20. "Possitila Malfunction of NanCO 
Model EAIBO Limit Switches at Elevated Temps. " Action 
requlrsd 

D 'REILLY, il. P. Region 2. Atlanta. Uffice of the Director. 

79/12/07. 2pp. 


7912310SG2 Forwards revised response to IE Bulletin 79-Oi. “Environ 
Oual if 1 cat ion of Class IE Equipment. " V/a end. 

FURR.O.-J. Carolina Power ?, Light Co. 79/12/12. 2pp. 


79122B0370 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Gasponse Spectra." No uiritton response required, 
a 'HEILLYi J. P. Region 2. Atlanta, Office of the Director. 

79/12/13. 2pp 


79I22B0119 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
tnterferanie. " No written response required. 

Q 'REILLYi J. P. Region 2, Atlanta. Office of the Director 
79/12/20. 4pp 


R Periodic operating reports S< related correspondence 


7912130354 Furuiards monthly operating rept for Nov 1979 
FURR.B. J. Carolina Power 6 Light Co. 79/12/10. Ip. 


— 7912130358 Monthly operating rept for Nov 1979. 

HILLIS.E. Carolina Power J- Light Co. 79/12/05. 12pp. 


S. Reportable occurrences. LERs ti related correspondence 


79121305B6 Notifies NRC that final rept re deficiencies In procurement, 
fabrication k Insp of engineered plates for concrete 
eabedment k support of safety-related loads will be 
completed an 791231. Delays caused by eitenslve rework. 

CHIANGl.N.J. Carolina Power k Light Co. 79/11/02. 2pp. 


7912030177 RO: on 791 111, during seal replacement of reactor 
reclrculattan pump A, nonisolab le weld on pump A suction line 
test connection leaked. Line removed & capped. Pump test 
connection D will be modified. 

TOU.lSaN,A.C. Carolina Power k Light Co. 79/11/12. Ip. 


79121B0477 Foruards LER 79-099/0aL-0. 

TOLLIEDN. A. C. Carolina Power k Light Co. 79/12/06. Ip. 


—7912160402 LER 79-099/03L-0: on 791 120, coolant Iodine activity exceeded 
Tech Spec limiit. Caused by two reactor scrams k increase in 
fission product inventory in coolant from fuel element leak. 

Fuel bundles to be sipped k leaking bundles to be removed. 

T0U.I6ON.A. C. Carolina Power k Light Co. 79/12/06. Ip. 


79121B0S33 Forwards LER 79-096/03L-0. 

TOLLISDN, A. C. Carolina Power k Light Co. 79/12/07. Ip. 


—7918180537 LER 79-096/03L-0: on 791 1 15, during reactor low pressure 
channel calibr k function test, switches 1 k 2 of 
2-B2I-PS-N0210 were out of to lerance. Caused by loose 
actuating cam. Cam set screw tightened k instrument calibr. 
TOLLISaN,A.C. Carolina Power k Light Co, 79/12/07. Ip. 


7912270279 Foruards LER 79-093/03L-0. 

TOLLtSON. A. C. Carolina Pouer k Light Co. 79/12/07. Ip. 


—7912270301 LER 79-093/03L-0: on 791120. during startup, rod 42-33 gave 
overtravel alarm at notch 40 Apparently caused by looso 
inner filter on drive. Rods will only be pulled to notch 46 
until drive unit overhaul during 1980 refueling outage. 

TOLLISDN, A.C. Carolina Power k Light Co. 79/12/07. Ip. 


7912120290 Forwards UER 79-095/03L-0, 

TOLLISDN, A. C. Carolina Power k Light Co. 79/12/10. Ip. 


—7912120303 LER 79-095/03L-0: on 791110, during relief valve test, pump 
relief valve lifted at 1,250 pslg. Caused by scuffing on stem 
guide bushing ID k on stem DD. Scuffing cleaned k surfaces 
polished smooth. 

TaLLI8aN,A.C. Carolina Power k Light Co. 79/12/10. 2pp. 


79121B0494 Foruards LER 79-100/03L-0. 

TOLLleON, A. C. Carolina Power k Light Co. 79/12/13. Ip. 


— 7912IS049B LER 79- 100/03L-0: on 791 120, dur i ng normal reactor startup, 
full out indication not received by reactor sequence control 
sys from control rod 06-27. Caused by defective optical 
isolator. Isolator replaced. 

T0LL1K!N,A.C. Carolina Pouer k Light Co. 79/12/13. Ip- 


7912270526 Forwards LER 79-10S/03L-0. 

TQLLI80N, A. C. Carolina Power k Light Co. 79/12/14. Ip. 


—7912270536 LER 79-105/03L-0: on 791201, while replacing indicating light 
bulb during rod block monitor rod block test, bulb broke k 
rod block monitor D tripped. Caused by base of broken bulb 
coming in contact u/ground. Bulb replaced. 

TDULISCW. A. C. Carolina Pouer k Light Co. 79/12/14. Ip. 
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7912S70S1'? FoTuiards LER 79-101/03L-0 

TOULISONi A. C. Carolina Pouier it Light Co 79/12/19. Ip. 


— 7912270561 LER 79-101/03L-0: on 791 120, d ur ing normal reactor startup, 
intermediate range monitor D did not indicate proper overlap 
on Range 7. Caused bg preamplifier malad justment. Preamplifier 
adjusted per Malnt instruction 3-15J. 

TQLLISON, A. C. Carolina Poyer It Light Co. 79/12/14. Ip. 


7912270325 Responds to 790918 Itr requesting addl info on 750326 loss 
of offsite pouer at unit. Normal pouer uas off for approi 
four minutes (< restored manua 1 1 y . lini t in cold shutdoun. 

Oscillograph at Castle Hayne road 507. voltage loss. 

UTLEY. E.E. Carolina Power it Light Co. 79/12/lS. 2pp. 


7912270406 Forwards LER 79-103/03L-0. 

TOLLtSQN, A. C. Carolina Power it Light Co 79/12/19. ip. 


—7912270414 LER 79-t03/03L-0: on 791126.plant chlorine source (railroad 
tank car) was located in exclusion area uhilc control bldg 
chlorlna detectors out of svc. Caused by shift foreman 
assumption that detectors uere operational. 

TOLLISON. A. C. Carolina Pouer 6 Light Co. 79/12/19. Spp. 


7912280529 Interim deficiency rept re defective Seismic Class I hanger 
ueldt. Final ropt ulll be foruarded on 800130. 

CHIANOI.N.J. Carolina Pouer 6 Light Co. 79/12/19. 2pp. 


7912270S59 Foruards LER 79-091 /03L-0. 

TOLLISON. A. C. Carolina Pouer 6 Light Co, 79/12/20, Ip. 


—7912270570 LER 79-091 /03L-0: on 791 126. during normal plant operation, 
operator noticed containment atmospheric monitor CAC-AR-i259 
uas reading upscale on oxygon channel . Caused by blocked 
sample flou uhile monitor uas sampling torus, 

TOLLISON. A. C. Carolina Pouer h Light Co. 79/12/20. tp. 


791227054B Forwards LER 79-09a/03L-0. 

TOLLISON. A. C. Carolina Power it Light Co. 79/12/21. Ip. 


— 7912270SS8 LER 79-09B/03L-0: on 791129. while replacing section of flei 
conduit leading to flou switch. one lead came in contact h/ 
cas e. short ing Itself & causing RKR logic A power failure. 

Caused by bloun F-1 fuse. Fuse replaced. 

TOLLISON. A. C. Carolina Pouer 6 Light Co. 79/12/21. ip. 


DOCKET 50-325 DRUNSMICK STEAH ELECTRIC PLANT. UNIT i 


F. Security, medical, emergency it fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness tea* 
reviiu ob jectives. Provides guidance for improving licensee 
emergency preparedness it assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORIHES. 8. K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


P, Operating license stage documents 6 correspondence 


7912100189 Discusses NRC 791101 meeting u/representativas Of M8S8 
vendors 6 fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing u/Fuel cladding 
swelling 6 incidence of rup ture. Vendor responses end. 

E18ENHUT. D. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


—7912100255 Responds to NRC 791101 request re noncompliance af 
Hestlnghouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
Indicates no safety problems for Mestlnghouss plants. 
ANDERBON. T. H. Uosbinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling 6 
rupture data. Review of analytical models 6 tests indicates 
compliance w/lOCPRSO App K. All OE specs for calculated peat 
cladding temp remain unchanged. 

aUCHHOLZ. R. H. Oeneral Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst tast 
data. Concludes that data properly reprasanted by fuel models 
used In vendor evaluation models (< that analyses demonstrate 
all criteria of 10CPR50. 46 satisfied. 

□USLEY. 0. F. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp. ). 
79/11/02. Spp. 


— 79I21004S6 Foruards odd! info re evaluation nf impact of NRC proposeil 
rupture/blockage model used in vendor evaluation model. 

Mo adverse impact from neu rupture burst data or use of NRC 
rupture/blockagc model on licensing calculation results 
OH^EV. G. F. Elion Nuclear Co. . Inc. (subs of Eiion Corp. ) 
79/11/04 22pp 


7912040340 Foruards response to NRC 791002 Itr re Oak Ridge Associated 
Untvs radiation safety training course Requests S-months 
notice prior to imp 1 omenta ti on. su that site-specific 
arientatian matl can be prepared 

UTLEV.E.E. Carolina Power t- Light Co. 79/1 1/29. Ip. 


7912200630 Notifies of fee assessment for review of 790817 security 
personnal training S. qualification p Ian. Request s payment. 
DieOS.R.M. License Fee Management Dranch. 79/12/06. ip. 


7912120409 Responds to 791022 Itr by stating interim position for 
containment purge & vent valve opera t ion. pend mg resolution 
of isolation va Ive operability.Verfificabion of valve 
operability will tic available by 800107. 

UTLEY.E.E. Carolina Power t, Light Co 79/12/07. Hpp. 


7912270380 Confirms discussion w/NRC re completian of mods for safely- 
rallef valve Indicat ion. c ontsinmen t isolation Ci high-range 
radiation monitor ing. A1 1 TMI Lessons Learned Task Force 
short-tarsi requirements will be completed by QOOIOI. 

UTl-EVrE.E. Caroiina Power t. Light Co. 79/12/17. 2pp. 


O. Inspection reports. IE Dulletins t corresp ondonco 


7910040479 Foruards rept of May 1979 insp by Performance Appraisal 
Team. Issues in compliance section should be resolved 
THORNDURGi >1. P. Division of Reactor Construction Inspection. 
79/08/29. Ip. 


—7910040491 Notice of violation from mgt Insp on 790514-25. 

* Region 3. Atlanta, Office of the Director 79/08/29. 2pp. 


7912180337 Forwards IE Insp Ropts 50-324/79-36 it 50-325/79-37 on 
790B3I— 0928 No noncompliance noted. 

LEH18.R. C. Region 2. Atlanta. Reactor Operations Nuclear Suppnrl 

Dranch. 79/11/06 2pp 


— 7912180343 IE Insp Repts 50-324/79-36 I- 50-325/79-37 on 790831-0928. Mu 
noncomp I iancD noted. Major areas inspcc bod : p lant operations. 
radiation protection QA program, organi lat i on & 
administration 6 core power distribution 
OUZTB.J. E. Region 2. Atlanb.-|. Office of the Director. 

KELLQ09. P. J. Region 2. Atlanta. Reactor Operations Nuclear 

Support Dranch. 79/11/06. 6pp. 


7912060106 Forwards IE Info Notice 79-12A. "Attempted Damage tu Neu 
Fuel Aasenbties. " No specific action or response required 
O'REILLVi J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. app. 


7912030223 Ack receipt of 791005 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-19 6 
30-325/79-19 

O'REILLy. J. P. Region 2. Atlanta. Office of the Director 
79/11/14. ip. 


"791203022S Responds to NRC 790913 Itr re violations noted in IE Insp 
Repts 50-324/79-19 tc 50-325/79- 19. Correc 1 1 ve actions:aU 
quastlonablo limiting conditions for upcratlnns ulll be 
treated as reportable. 

BAIMS.H. R. Carolina Power i. Light Co. 79/10/U3. 5pp. 


—7912030227 Forwards IE Insp Repts 50-324/79-19 I. 50-325/79-19 on 
790S14-2S b notices of violatioti t. deviation. 

O'REIU-Y.U. P. Region 2. Atlanta. Office of the Director. 
79/09/13. 2pp. 


7912I0D160 Foruards IE Info Notice 79-28. "□verloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'REILLY. J, P. Region 2. Atlanta. Uffice of the Director. 
79/11/16. ip 


7912110540 Forwards IE Info Notice 79-29. "Loss of Nonsaf e ty-Re la ted 
Reactor Coolant Sys Instrumentation During Operation." No 
jpsciPtc action or response required. 

B'REILLV. J. p. Region 2. Atlanta. Office of the Diroctnr. 
79/11/16. 2pp. 


79I20S0626 Ack receipt of 791016 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-29 U 
30-325/79-30 

LEMISiR.C. Region 2. Atlanta. Reactor □peratlons Nuclear Support 

Branch. 79/11/20 Ip. 
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— 7913050629 flesp^nds to NRC 7909B4 Itr re violations noted In IE Insp 
Repts 50-324/79-29 ?< 50-325/79-30. Correc 1 1 ve actions: 

Operating Procedure 2 revised re reactor recirculation 
DANWa.H.n. Carolina Power t Light Co. 79/10/16. 2pp. 


“7912050632 Forwards IE Insp Repts 50-324/79-29 t 50-325/79-30 on 
790702-27 & notice of violation. 

LEMIS..R.C. Region 2. Atlanta^ Reactor Operations Nuclear 

Support Branch. 79/09/24. Spp. 


— 79120S0634 Notice of violation from insp on 790702-27. 

* Region 3. Atlanta. Office of the Director. 79/09/18. Ip 


— 7912050641 IE Insp Repts 50-324/79-29 S. 50-325/79-30 on 790702-27. 
Noneomp 1 ianc e not ed : fa 1 1 ure to have adequate procedure to 
return recirculation loop to eve. Ocii ssinTi resulted in Unit t 
trip. 

□UZ75.J.E. Region 2> Atlanta. Office of the Director. 

KELLQQO. P. J. Region 3. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/09/19. 6pp. 


79120701S3 Act receipt of 790919 Itr informing NHC of ftope taken to 
correct violations noted In IE Insp Repts 50-324/79-25 U 
50-325/79-26. 

LEUIStRC. Region 2. Atlanta, Reactor Operatloni Nuclear Support 

Branch. 79/11/20. Ip. 


■7912070160 Responds to NRC 790S2B Itr re violations noted in IE Insp 
Repts 50-324/79-25 6 50-325/79-26. Correc tlve actions; 

Informed personnel of requirements I* cautions to bo followed 
before entering posted area. 

BANKS. H.R. Carolina Power 6 Light Co. 79/09/19, 2pp. 


— 7912070163 Forwards IE Insp Repts 50-324/79-25 *< 50-325/79-36 an 
790724-25 6 notice of violation, 

LENIS.R. C. Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch. 79/00/28. 2pp 


—7912070166 Notice of violation from insp on 790724-25. 

• RegiO'h 3. Atlanta, Office of the Director. 79/0B/I6. Ip. 


--791207O167 IE Insp Repts 50-324/79-35 «< 50-325/79-26 or« 790724-Z5. 
Nocicompl la'hc B no ted; fa i I ure to follow radiation control 
entry requirements & failure of surveillance procodure to 
direct sys restoration. 

SK0UD9,J.L. Region 2, Atlanta. Office of the Director. 
HELLQ0e,P-O. Region 2, Atlanta, Reactor Operatlone Nuclear 

Support Branch. 79/0B/16. 7pp. 


7912060605 Forwards IE Circular 79-24, "Proper Installation i> Callhr of 
Core Spray Pipe Break Detection Equipment on DWRs, '■ No 
response required . 

a'RElLLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110123 Forwards IE Circular 79-23, "Hotor Starters 6 Cotifcactope 
Failed to Operate. " No response required. 

O'fiEILLV. J. P. region 2, Atlanta, Office of the Director. 
79/JI/26. Ip. 


•/912060142 Forwards IE insp Rept 50-335/79-41 on 791023, No 
noncomp] lane e noted . 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/11/27, 2pp. 


— 7912060152 IE Insp Ropt 50-325/79-41 on 791022. Mo noneomp 1 lance noted. 
Major areas Inspected . cause L corrective actions re 
791019 trip. 

BILEYiD.H., KELLOCQ.P.J. Region 2. Atlanta, OPfico of the 
Director, 79/11/21. 2pp. 


7912310507 Notifies of delay In completion of Plant Mod 79-369 revisud 
prints until SODlOl 6 of Plant Mod 77-370 prints until 
BOOSOliper IE Insp Repts 50-324/79-02 6 50-325/79-02. 

TDLLteON. A. C. Carolina Pouer & Light Co. 79/11/28. Ip. 


7912040283 Responds to IE Bulletin 79-01. Util commits to Install 
environmoh tal ly qualified limit switches on HSIVs during 
Spring 1980 rs'fueling outages. New switches are NAKCQ Model 
740-50100 tc meet IEEE criteria. 

UTLEY, E.E. Carolina Power I, Light Co, 79/11/29, Ip. 


7912190303 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation & Control Po'uar Sys Bus During Clperation. •* 
Hritten response required. 

O'BElLLYiU. P. Region 2. Atlanta, Office of tho Dlraefcor. 
79/11/30- Ip. 


7912310053 Submits revised response to IE Bulletin 79-19 re packaging 
low level radwaste.All personnel Involved in transfer, 
packaging L transport of radwaste to use mgt-approved 
detailed instruction & operating procedures. 

FUHR.a.J. Carolina Power 6 Light Co. 79/12/04. 3pp. 


7912310500 Responds bo IE Bulletin 79-25, "Failures of Westinghouie 
BFD Relays In Baf e ty-Rala tod Sys." Westlnghouse BFD relays 
nat used 6 not maintained In stock as spares. 

FUHR.B.J. Carolina Power 6 Light Co. 79/12/05. Ip. 


7912310266 Responds to IE Bulletin 79-02, Revl sion 2, "Pipe Support 
Base Plate Designs Using Concrete Ecpanslon Anchor Bolts. 
Eipanslon anchors not used In concrete block walls to attach 
pipe supports In safety-related sys. 

FURRiB.J. Carolina Power h Light Co. 79/12/06. Ip. 


7912310235 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompliances. 10CFR21. " No action required. 

O'REILUVi J. P. Region 2, Atlanta. Offiee of the Director. 
79/12/06. 3pp. 


791220D006 Forwards IE Bulletin 79-28, "Possible Malfunction of Namco 
Model EAI0O Limit Switches at Elevated Tempt." Action 
required. 

O'RCILLV, J. P- Region 2, Atlanta. Office of the Director. 

79/12/07. 2pp. 


79I231O20B Forwards revised response to IE Bulletin 79-01, 'Environ 
Qualification of Class IE Equipment. " N/o end. 

FlBIRiB. J. Carolina Power 6 Light Co. 79/12/12. 2pp. 


7912280370 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra. " Nu written response required. 

O'REILLY. U- P. Region 2, Atlanta, Office of the Director. 

79/12/13. 2pp. 

79IKB0119 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference." No written response required. 

□ 'RElLLY.d.P. Region 2, Atlanta, Office of the Director, 

79/12/20. 4pp. 


R, Feriodic operating roports 6 related correspondence 


7912130334 Forwards monthly operating ropt for Nov 1979. 
FUHR.B.J. Carolina Power 6 Light Co. 79/12/10. Ip. 


•7912130380 Monthly operating ropt for Nov 1979. 

MILLISiE. Carolina Power 6 Light Co. 79/12/05. 12pp. 


B. Bapoptable occurrences, LERs 6 related correspondence 


7912210060 PNO-II-79-018A; on 791019, reactor shut down li coded at 
20 F per hour via reactor core Isolation cooling sys. 

Reactor bldg evacuated w/gross beta gamma airborne 
activities about 30'/. of mai permissible concentration. 

DANCE, H.C.> KEULOGO, P.J. Region 2, Atlanta. Office of the 
DlraetoT. 79/10/19. ip. 


7912260019 PNO-U-79-012; on 791019, high steam line radiation signal 
Bias received, closing main steam Isolation valves h shutting 
down raactor.Low level airborne radioactivity detected in 
bldg. Reactor is cooling down for investigation. 

OANCEiH.C. . KEI.LDOO, P- J. Region 2, Atlanta, Office of tho 
Director. 79/10/19. Ip. 


79I2I305B6 Not! f ies NRC that final ropt re daflciencies in procurement, 
fabrication 6 Insp of engineered plates for concrete 
embedment t, support of safety-related loads will be 
ceapletod on 791231. Delays caused by extensive rework. 

CHIANOIiN. J. Carolina Power S< Light Co. 79/11/02. 2pp. 


7912030177 RO;on 79111 1 , during seal replacement of reactor 

recirculation pump A, nonlsolabla weld on pump A suction line 
test connection leaked. Line removed ii copped. Pump tost 
eonnsctlon B will be modified. 

T0LL18DN, A. C. Carolina Power ti Light Co. 79/11/12. tp. 


7918200467 PNO-1 1-79-030: on 7911 10, during shutdown, water discovered 
dripping from through matl pipe crock in 0.7S-inch tost 
connection from 2a-inch reactor coolant pomp section line. 
RILEY.B.H., KELLOQB, P. 0. Region 2, Atlanta. Office of the 
Dtrictcr. 79/11/13. Ip. 


7912130S39 RO-l-79-98: on 791019. reactor care isolation cooling turbine 
failed to start. Caused by sheared bolt on eteam exhaust 
check valve F040. Unit resumed power. volva repaired ti loak 
test satisfactorily completed. 

TOLLieON, A. C. Carolina Power 6 Light Co. 77/11/15. Ip, 
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7912030432 Forwards LER 79-09B/OIT-0. 

T0UL18ON< A. C. Carolina Pouor U Light Co. 79/11/2B. Ip. 


— 7912030430 LER 79-09B/01T-0; on 791118. steam eihaust check valve FO40 
falltd leak tist. Caused by sheared bolt h nut lodged in seat 
of reactor core isolation cooling steam exhaust isolation 
valve pool. Bolt U nut removed. Leak test successful. 

TOLLISON.A.C. Carolina Power b Light Co. 79/11/20. 2pp. 


79120S0462 Foruards LER 79-093/03L-0. 

T0LL180N. A. C. Carolina Power b Light Co. 79/11/29. Ip. 


— 7918030470 LER 79-098/03L-0: on 791i06.Unitt 1 & 2 chlorine detectors 
Palled to respond to test solution. Cause not known. Plant 
chlorine source moved outside etclusion area until detectors 
repaired. 

T0LLI80N. A. C. Carolina Power b Light Co. 79/11/29. Ip. 


7912030473 Forwards LER 79-OB4/03L-0- 

TOLLI80N.A.G. Carolina Power b Light Co. 79/11/28. Ip. 


—7912050480 LER 79-0a4/03L-0: on 791101. RHR flow indicator lEU-FI-a33B 
indicated 2.300 gpm u/sys not in operation. Cause not stated. 
Indicator FI3338 b transmitter FI 3330 calibr b sys 
returned to sve. 

T0LL160N. A. C. Carolina Power b Light Co. 79/11/20. Ip. 


7912110370 Forwards LER 79-097/03L-0. 

FURR.B.J. Carolina Power b Light Co. 79/iS/O0. Ip. 


—7912110381 LER 79-097 /03L-0: on 791100. during normal operation, 
circulating water pump motor felled b caused diesel 
generator output breaker to reclose on bue. Caused by locking 
out of close signal by antipump feature. Plant mods ptanned. 
TOLLIBON. A. C. Carolina Power b Light Co. 79/12/06. Spp. 


7912180603 Forwards LER 79-099/03L-0. 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/07. Ip. 


— 7912100613 LER 79-099/03L-0: on 791 113. during normal reactor startup, 
"full in" lights remained lit on control rode 10-11 b 26-11 
when rods removed from "full In" position. Caused by short 
b defective gate on buffer probe cards. 

TOLLISON.A.C. Carolina Powsr b Light Co. 79/12/07, Ip. 


7912180849 Forwards LER 79-O06/O3L-O, 

TOLLC80N.A.C. Carolina Powsr b Light Co. 79/12/11. Ip. 


—7912180532 LER 79-086/03L-0: on 791 1 19. during normal operation, 
containment atmospheric monitor CAC-AQH-1263 foiled 
downscola on oxygen channel. Cause unknown. Instrument 
reeallbr. Investigating other monitoring sys. 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/11. Ip. 


7912180540 Forwards LER 79-094/03L-0. 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/14. ip. 


"7918180343 LER 79-074/03L-0: on 791 116. during normal oparatlcin. broken 
drive belt was found on containment atmospheric monitor 
CAC-AOH-IES?, Caused by normal wear. Belt added to periodic 
matnt program to detect worn belts in future. 

TOLLISON. A. C, Carolina Power b Light Co. 79/18/14. Ip, 


7912270306 Forwards LER 79-O09/O3L~O, 

T0U.I80N.A.C. Carolina Power b Light Co. 79/18/17. ip. 


”7918270317 LER 79-0B9/03L-0: on 791 iSO. reactor core isolation cooling 
turbine tripped on mechanical overspeed during scram.Caused 
by creek in amphenol connector to tachometer pickup. 

Connector replaced. 

TOLLI80N. A, C, Carolina Power b Light Go. 79/12/!7. 2pp. 


7912270322 Forwards LER 79-103/03L-0, 

TOLtIBON. A. C. Carolina Power b Light Go. 79/12/19. Ip. 


”7912270333 LER 79-103/03L-0: on 791803. root valve to Instrumantc 
l-ESt-P8-N0iSB b D found closed. Cause unknown. Penetrant test 
completed successfully b valves left In proper position. 
TOLLISON. A. C. Carolina Power b Light Co. 79/18/19; 2pp. 


7912870889 Forwirdi LER 79-093/03L-0. 

TOLLISON. A. C. Carolina Power b Light Co. 79/18/19, Ip. 


— 7918270341 LER 79-093/03L-0; on 791 127. while performing high steamllno 
radiation channel alignment b functional test. main 
staaatline drawer D was out of specs. Caused by instrument 
drift. Drawer reeallbr. 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/19. Spp. 


7912270S63 Forwards LER 79-106/03L-0. 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/19. Ip. 


“—7912270371 LER 79-106/03L-0 on 791207. during core spray sys. component 
test, "core apray/RHR pump running" annunciator not 
reee ived. Caused by shut root valves not returnsd to normal 
position after testing on 791130. 
e Carolina Power b Light Co. 79/12/14. Spp. 


7912280589 Interim deficiency rept re defective Seismic Class I hanger 
welds. Final rept will be forwarded on 800130. 

CHIM40I.N.J. Carolina Power b Light Co. 79/18/19. Spp. 


7912270487 Forwards LER 79- 108/03L-0. 

TOLLISDN.A.C. Carolina Power b Light Co. 79/12/80. ip. 


— 7918270490 LER 79-102/03L-0; on 791 129. during normal operation, 
containment atmospheric monitor tripped b could not be 
restarted. Caused by selted pump bear 1 ngs. Pump replaced b 
preventative maint procedure established. 

TOLLISON. A. C. Carolina Pouer b Light Co. 79/12/80. Ip. 


7912270318 Forwards LER 79-093/03L-0. 

TOLLISON, A.C. Carolina Power b Light Co. 79/18/20. Ip. 


— 7912270528 LER 79-092/03L-0: on 791204. during normal plant operation, 
operator noticed containment atmospheric monitor 
CAC— ATH-1863 was reading downtca 1 e. Caused by blown power 
supply fuse b shift In instrument lero.Fuse replaced. 

TOU-IBON, A. C. Carolina Power b Light Co. 79/12/20. Spp. 


7912270337 Forwards LER 79-091/03L-0. 

TaLieaN>A.C. Carolina Power b Light Co. 79/12/20. Ip. 


— 7918270531 LER 79-091 /03L-0: on 791201. seel staging flow high 
annunciator was received on recirculation pump IQ b ilryuoll 
floor drain pump started pumping . Caused by excessive 
packing leakage of recirculation pump 11] suction. 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/20. Ip. 


7912270SS6 ROion 791129, pressure switch FP-PSL-3963 shorted out, 
creating short on annunciator card covering Reactor Bldg 
ZotiBS 13-lS. Cause not stated. Short at pressure switch 
ramoyed for repair. New annunciator card ordered. 

TOLLISON, A.C. Carolina Power b Light Co. 79/18/80. Ip. 


7918870378 Forwards LER 79-107/01T-0. 

TO-LIBON.A.C. Carolina Power b Light Co. 79/12/20. Ip. 


— 7912270583 LER 79-107/01T-0; on 791312. while performing visual insp of 
Inaccessible enubbers. several snubbers found on safety 
relief valve FOtSH tal 1 p Ipe. Caused by reactor scram when 
safety relief valves FO13F.0 b H automatically lifted. 

7QLLieON.A.C. Carolina Power b Light Co. 79/12/20. 2pp. 


DOCKET 30-326 UNIV. OF CALIFORNIA AT IRVINE RES. REACTOR 


F. Security, medical, emergency b fire protection plans 


7912180206 Forwards draft Reg Guide 3. XX. "Btd Format b Content for 
Ltcensae Physical Security Plan for Protection of SNM of 
flDderate or Low Strategic Significance. " U/o end. 

REID.R.H. Operating Reactors Branch 4 (Pre 791030). 79/00/28. 

2pp. 


0. Inspactlon reports. IE Bulletins b corrtspondince 


7912280207 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Rasponse Spectra." No written response required. 

ORIER.B.M. Region 1, Ph i ledelph ia. Office of the Director. 
79/12/13. ip. 


DOCKET 80-327 SEQUOYAH NUCLEAR PLANT. UNIT 1 


A. Application/construction stage documents b correspondence 


7918110011 Forwards NRC position on status b applicability to pending 
OL appllcatlone of results of TNI followup actions. Outlines 
addl short-term actions to be taken. 

VA8BALL0. 0. B. Division of Project Management. 79/09/87. 41pp. 
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791211026'! Discutses NRC plans to use gen 
verification program to resolve ft1W5 is 
Success of program depends on industrg 
formation of ourers groups to piovide 
DENTON. H H Office of Nuclear Reactor 


leric analifses to develop earlif 
sue for PNRs S. UMRs. 
reoponse. Supports 
lecessarg info. 

Regulation 79/10/17. 3pp. 


7912040143 Discusses NRC requirements ro operator 
1 1 c ense s. 

VftSSALLD. D. D. Division of Project Management. 


6 senior operator 
79/tt/Ol. 2pp. 


7912060525 Forwards responses to NRC 791004 questions on mater level 
measurement sqs inside c on ta inmen t. He 6 pons « s based on mods 
to steam generator ref leg design which will be completed 
before initial criticalsig. 

MILLS. L.M Tennessee Valley Authority. 79/12/03. Opp- 


7912270209 Forward 5 proposed revisions to F3AR Sections 13.2 !« 13.9 to 
be Incorporated into Amend 64. in response to 791130 
questions bq OL revieuer J Buig. 

MILLS. L.H Tennessee Valleg Authority. 79/12/13. Ip. 

—7912270295 Proposed revisions to FSAR Sections 13.2 Sc 13.3. 

* TennaBsee Valley Authority. 79/12/13. 10pp. 

7912270533 Forwards proposed FSAR revisions to be incorporated in Aimnd 
64. Revisions required to resolve Inconsistencies between 
draft Tech Specs S< FSAR. tiarked-up pages end. 

MILL8.L.H. Tennessee Valley Authority. 79/12/19. 13pp. 


O. Inspection reports. IE Dulletins 6 correspondence 


7912130001 Forwards 
sys of fad 1 1 1 tg 
RUBENSTEIN. L 5 


■quest for addl info re instrumentation 8i control 
Light Mater Reactors Drench 4. 79/12/03. 9pf. 


7912030061 Forwards IE Insp Rept 30-327/79-49 on 790917-21, No 
noncom|)llanca noted. 

LEUI8.R.C. Region 2. Atlanta. Heacter Operations Nuclear Support 

Branch. 79/10/18. 2p 


7912060522 Forwards response to 791026 request for addl info re review 
of WCAP-91-57. Includes info re qualification of resistance 
temp detectors 6 remote bellows sensing eontainibent pressure 
transmi t ters. 

MILLS, L.M. Tennessee Valley Authority 79/12/04. 7pp. 


7912110369 Forwards responses to J Bury 791130 telcan questions. FSAR 
will be revised by Amend 64. in accordance w/resp onses. 

HILLS. L. M. Tennessee Valley Authority. 79/12/05 33pp. 

7912130023 Notification of BOOllO meeting w/util to dtscuas reporting 
level dF util QA ?. manager ti flA review of documents. 

5PRAUL. J. 0 Quality Assurance Branch. 79/12/05, Ip. 


79I21B0074 Notification of ACRE 791207 meeting re plant 6 low power 
tests. 

RUDENSTEIN. L. S. Light Water Reactors Branch 4. 79/12/06. 2pp. 


7912310356 Notification of 800108 meeting w/utils in Bethosda.MD 
to discuss info request re adequacy of equipment 
qua I i f i cat! on 

UNOARQ. A n. Power Systems Branch. 79/lP/Il. Opp. 

7912210003 Notification of 791210 meeting w/util in Dethesda.MD to 
discuss risk assessments. 

STAHLE.C.n. Light Water fieacl’Ors Dranch 4. 79/12/13. 3pp- 

7912210348 Forwards 760329 Itr U drawings re interim auBiliary bldg 
secondary containment enclosure. Test description etcerpts of 
preoperati onal test TVA-9A enc 1. Drawings available In 
Central Files only. 

MILLS. L.M. Tennessee Valley Authurity. 79/12/13. 39pp. 

— 7912210356 Forwards proposal for Interim, ausillary bldg secondary 
cantairment enclosure. 

GILLELAND. J. E. Tennessee Valleg Authority. 76/03/29. app. 


-r791203l>06S IE Insp Rept 50-327/79-49 on 790917-21. No noncompliance 
noted. Major areas inspec ted : star tup procedure review, 
closeout of previous insp item L review of completed 
preoperational test packages. 

DWM«TT. P. T. Region 2. Atlanta. Reactor Dperations Nuclear 

Support Branch. DONAT. T.J. Region 2. Atlanta. Office of the 
Director. 79/10/10. 5pp. 


7912060458 Forwards I£ Insp Repts 50-327/79-58 L 30-328/79-30 on 
79l001-OS-Nn noncompliance noted. 

SUTHBHL/WD. J. T. Region 2. Atlanta. Fuel Facility !< Materials 

Safety Branch. 79/10/23. 2pp. 


—7912060467 IE Insp Repts 50-327/79-58 6 50-328/79-30 on 791001-03, No 
noncomplianco noted. Major areas inspactod; preoperational 
testing of radwaste sys !< review of procedures for 
laplementing radiological Tech Specs. 

JACKSONaL.L. Region 2. Atlanta. Office of the Director. 

OIBBON.A-F, Region 2, Atlanta. Fuel Facility 4. Materials Safety 

Branch. 79/10/23 4pp. 


7912060479 Forwards IE Insp Rept 50-327/79-54 on 791003. No 
noncoeipHance noted . 

MOHPHV.C.E- Region 2. Atlanta. Reactor Construction fc Englneertng 

Support Branch. 79/10/23. 2pp. 

79120604S6 IE Insp Rept 50-327/79-54 on 791003, No none omp 1 Ian c e noted. 

Major areas inspec ted: s team generator feedwater line 
radiography. 

CRQHLEV.B.R. Region 2. Atlanta. Office of the Director. 

HERDT.A.R. Region 2. Atlanta. Reactor Construction 6 

EnglneeriTig Support Dranch. 79/10/22. 3pp. 

7912050380 Forwards IE Insp Rept 50-327/79-52 on 791002-04. No 
noncoeipHance noted. 

HUHPHV.C.E. Region 2. Atlanta. Reactor Construction 6 Engineering 

Support Branch. 79/10/24. 2pp. 


7912200503 Forwards responses to NUREG-057a. •'TMI-2 Lessons Learned 
Tasl Force Final Repi." 

HILLSiL.M. Tennessee Valley Authority. 79/12/14. .39pp. 

7912270363 Forwards affidavit certifying that Amend 63 to util F8AR 
served on 791221 to parties listed in affidavit. 

MILLS. L.M Tennessee Valley Authority. 79/12/21- 2pp. 


7912310352 Discusses Preoperational Test TVA-13. ’'OnsitB AC 
Distribution Sys.” Lists procedures to be followed to ensure 
safe operation of Unit 1. 

MILLS. L.fl. Tennessee Valley Authority. 79/12/21. 2pp. 


F. Security, medical, emergency t fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const L OL revi ew. App 1 lean t s required to make certain 
emergency arrangements u/state 6 local organi rations L 
submit emergency plans per Reg Guide 1. 101. 

VABSALLOi 0 D. Division of Project Managoment. 79/il7Si. 6pp. 


K. Utility Final Safety Analysis Report (FSAR) 6 amends 


7912100339 Forwards Amend 63 to FSAR. subihi t ted to amend OL application. 
MILLS. L.H. Tennessee Valley Authority. 79/i2/07. ip. 


— 7912100361 Amend 63 to FSAR. su&cni tbed to amend OL application. 
MILLS. L.M. Tennessee Valley Authority. 79/1S/07. t'&PF- 


— 7912050385 IE Insp Rept 50-327/79-52 an 791002-04, No noncompliance 
noted. Major areas inspec ted : concrete expansion anchors li 
seismic analysis for as-built safety-related piping sys. 

MDDD403.L. Region 2. Atlanta. Offlco of tho Director. 

HERDT.A.R. Region 2. Atlanta, Reactor Construction & 

Engineering Support Dranch. 79/10/23. 4pp. 

7912OS0486 Forwards IE Insp Repts 50-327/79-53 «■ 50-328/79-28 on 
791002-05. No ooncoinp 1 1 anc 0 noted. 

HURPHYiC.E. Region 2. Atlanta. Reactor Construction 6 EnglneerlTig 

Support Branch. 79/10/25. Spp. 

—7912050489 IE Insp Repts SO-327/79-53 6 50-328/79-28 on 791002-05. No 
none amp I lance noted. Major areas inspected: lOCFRSO. S5(a ) 
items L Inspector followup items onsite Si at design ofes. 

CAMTRn.U.F. S. Region 2. Atlanta. Reactor Construction L 

Engineering Support Dranch. ODUOE.M.J. Region 2. Atlanta. 

Office of the Director. 79/10/25. 5pp. 


79120S0627 Foroiards IE Insp Rept 50-327/79-37 on 791010-11, No 
noncnmpliance noted. 

LEHISiR.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/10/25. 2pp. 

— 79120S0631 IE Insp Rept SO-327/79-57 on 791009-11. No noncompliance 
noted. Major areas inspected: review of inspector-identified 
items, fol louiup on IE circulars L plant tour. 

SANCE.H.C. Region 2. Atlanta. Reactor Operations Nuclear 

Support Dranch. 79/10/24. 3pp. 
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791S04O44Q poruiarda suppl response to IE Bulletins 7B-12.7a-12A & 
7B-1SB re atypical ueld natl in reactor pressure vessel 
uis 1 d s. Ues t Inghouse generic rept submitted 791029 cavers 
plants Final response by B00i2S. 

MILLS. L.M. Tennessee Valley Authority. 79/10/20. 2pp. 


7912120240 Forwards IE Insp Rept 50-327/79-62 on 790920-21. No 
noncotnpliance noted. 

SllTHERLANDi J. T. Region 2. Atlanta. Fuel Facility & Materials 

Safety Branch. 79/11/02 2pp. 


— 7912120255 IE Insp Rept 50-327/79-62 on 790920-21. No noncoopl lance 
noted. Major areas inspec ted : coord inat ion ui/offsite support 
ag anc las. 

TROJANOUSKI. R. E Region 2. Atlanta. Office of the Director. 
HUFHAM. J. N. Region 3, Atlanta. Fuel Facility U Haterials Safety 

Branch. 79/11/01. 3pp. 


7912100149 Forwards Insp Rept 50-327/79-59 on 791017-10. No 
non comp 1 lance noted. 

LEWIS. R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/11/06. 2pp. 


—7912180154 IE Insp Rept 50-327/79-59 on 791017-18. No noncompliance 
noted. Major areas inspec ted: comp lot ed prooperatlnnal test 
package reviews & review of revised engineer & safety 
feature survei 1 lance instructions. 

DDNAT.T. J. Region 2. Atlanta. Office of the Director. DYER. J. A. 

Region 2. Atlanta. Reactor Operations Nuclear Support Branch. 
79/11/02. 4pp. 


7912100125 Forwards IE Insp Rept 30-327/79-56 on 79090l-30.No 
noncompllance noted. 

LEWIS. R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/11/07. 2pp. 


— 7912100130 IE Insp Rept 50-327/79-56 on 790901-30. No nonconpliance 
noted. Major areas inspec ted : movement of SNH. readiness of 
facility for OL U followup of previously identified Items. 
COTTLE.W.T. Region 2. Atlanta. Office of the Director. 

DAMCEiH.C. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/11/07. 6pp. 


7912060163 Forwards IE Info Notice 79-12A> "Attempted Damage to Nem 
Fuel Assemblies." Nn specific action or response required. 

□ 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 3pp. 


7912110202 Forwards response to 790330 Itr (< IE Bulletin 79-04 re Velan 
valves. Correct weight valves ins tal 1 ed. Pip Ing t< supports 
revleuied using correct valve weighte. 

MILLS.L.H. Tennessee Valley Authority. 79/11/09. . 2Qpp. 


7912070499 Forwards IE Info Notice 79-27. "Steam Generator Tube 
Ruptures at Two PWR Plants." 

□ 'REILLY. 3. P, Region 2, Atlanta, Office of the Directer. 
79/11/16. I4pp. 


7912100192 Forwards IE Info Notice 79-20. "Overloading of Btructwral 
Elements Due to Pipe Support Leads." No response required. 
O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/11/16, ip. 


7912110975 forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Dperatton. " No 
specific action or response required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912260147 Forwards IE Insp Rept 50-327/79-61 on 791025.No 
none ompl iance noted, 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction Ir Engineering 

Support Branch. 79/11/16. Spp. 


— 79122601S1 IE Insp Rept 50-327/79-61 on 791115. No noncempl lance noted. 
Major areas inspected: steam generator feedwater lino insp, 
par IE Bulletin 79-13, "Cracking In Feedwater Sys Piping." 

CROWLEY, B.R. Region 3. Atlanta. Office of the Director. 

HERDTiA.R. Region 2. Atlanta, Reactor Construction & 

Engineering Support Branch. 79/11/15, 3pp. 


7912260303 Forwards IB Insp Repts 50-327/79-63 *. 50-328/79-31 an 
791030-1101, No noncompl lance noted. 

MURPHY, C. E, Region 2, Atlanta. Reactor Construction ti Engineering 

Support Branch. 79/11/16. 2pp. 


— 7912260306 IE Insp Repts 50-327/79-63 ?■ 50-320/79-31 on 79 1 030- 1101 . No 
noncoisp 1 iance noted. Major areas inspected. lOCFRSO. 55 ( e > 
items, nancomformance rept control t safety-related work 
actlvi ties. 

CANTRB.L, F. 3. Region 2. Atlanta. Reactor Construction !, 

Engineering Support Qraiicli GOUGE.M.J. Region 2. Atlanta. 

Office of the Director 79/n/l5. 5pp 


7912310326 Foriuards IE Insp Repts 50-327/79-60 !< 50-320/79-29 on 
791009— 12. No none omp 1 i ance noted. 

MURPHY. C.E. Region 2, Atlanta. Reactor Cohstruction L Engineering 

Support Branch. 79/11/16. 2pp. 


— 7912310333 IE Insp Repts 50-327/79-60 6 50-328/79-29 on 791009-12. No 
nonconpliance noted. Major areas inspec ted: f ire protection 
revieii) circuit relocations instrumentation work 1> wurk 
activities 

OIBBCB^S. T. D. Region 2. Atlanta. Office of the Director 

CONLONj T. £. Region 2. Atlanta. Reactor Construction 6 

Engineering Eupport Branch. 79/11/16. 4pp 


79120S0397 Ack receipt of 791107 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-327/79-46. 

LEHIS.R.C. Region 2. Atlant.t. Reactor Operations Nuclear Support 

Branch. 79/11/20 Ip 


— 79130S06O2 Responds to NRC 791016 Itr re violations noted in IE Insp 
Rept SO-327/79-46. Correc t Ivc e c t i one ; eng 1 ne er placed control 
switch in normal position U informed persons involved. 

HILL8.L.M. TennesBoo Valley Authurity. 79/11/07. 2pp. 


—7912050605 Forwards IE Insp Rept 50-327/79-46 nn 790906-31 & notice 
of violation. 

LEHIS.R.C. Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch. 79/10/16. 2pp. 


—7912050628 IE Insp Rept 50-327/79-46 on 790306-31. Noncomp 1 iance noted 
Failure to follow procedure fnr making temporary alteration 
on safety-related sys. 

COTTLEiW. r. Region 2, Atlanta. Uffice of the Diroctor. 

DANCE.H-C. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/10/02 7pp 


7912090623 Notice of violation from insp on 790806-31. 

e Region 2, Atlanta. Office of the Director. 79/10/02. Ip. 


7912050907 Forwards responses to dcficiences noted in NRC 791031 Itr re 
IE Insp Repts 50-327/79-34 I 50-320/79- 1 9. Do c umentat I on For 
hydrostatic testing !, Flushing of fire protection sys piping 
n Biu ava liable. 

MILLS.L.H. Tennessee Valley Authority. 79/11/21. 4pp. 


7912060620 Forwards IE Circular 79-24. "Proper Installation t Calibr of 
Cora Spray Pipe Break Detection Equipment on UWHs. " No 
respense required . 

O'REILLY, >1. P. Region 2. Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110157 Forwards IE Circular 79-23. "Motor Starters 6 Contactors 
Failed to Operate." No response required. 

O'REILLY. 3. P. Region 2, Atlanta, Uffice of the Director. 
79/11/26. Ip. 


7912190472 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation !< Control Power Sys Bus During Uporotian. " 
Hrltten response required. 

□ 'REILLY, J. P. Region 2, Atlanta. Uffice of the Director. 
79/11/30. Ip, 


7912310316 Forwards IE Info Notice 79-30. "Reporting of Defects J, 
Nonconpl lances, 10CFR21 . " No action required. 

O'REILLY. J. P. Region 2, Atlanta. Uffice of the Director. 
79/12/06. 6pp 


7912300060 Forwards IE Bulletin 79-28, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps. " Action 
raquirad. 

□ 'REILLY. J. P. Region S, Atlanta, Office of the Director. 
79/12/07- 3pp. 


7912310008 Forwards final response to IE Bulletin 7a-l2D, "Atypical 
Ueld Mat! in Reactor Pressure Vessel Nelds. " Util has 
reviewed 791029 Westingliouse rept & Is satisfied that all 
specific vessel Info roquired by bulletin included. 

MILLBiL.M Tennessee Valley Authority. 79/12/11. 2pp. 


791S2B0426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Responae Spectra." No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Uffice of the Director. 
79/12/13. 3pp 
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7912260190 Fopiuarils IE Circular 79 25i "6*iock 
Interference." No written response required. 
O'RElLLYtJ P. Region 2r Atlanta. Office o 
79712/20. 4pp- 


Arrestor Strut 
f the Director- 


Assetablg 


S. Reportable occorrenees, LERa 


7910310325 Forwards final deficiency rept 
vessel insulation support. 

MILLS. L.rt. Tennessee Valley Authority. 


re inadequate louter reactor 
79/10/26. Ip. 


—7910310359 Final deficiency reptias result of IE Info Notice 79 11 
review. Insulation support discovered inadequate to prevent 
guide tube loading during seismic event. Restra int sys 
desloned to prevent escessive insolation movement, 
e Tennessee Valley Authority. 79/10/26. Ip. 


7912270473 Forwards final rept on diesel generator field relay coll 
rniiSyLk Tennessee Valley Authority, 79/12/16. Ip. 


— 7912270476 Final rept 
replaced t generator 
a Tennessee Valley 


on field relay coil failures. Field relag colls 
s bad in svc. 

Authority. 79/12/16. 2pp. 


mCKET 90-320 SEQUOYAH NUCLEAR PLANT, UNIT 2 

A"Appmation/con8tructlon stage documents^& corres pon d ence 


7912110011 Forwards NRC position on status fc eppl icabiU ty to pending 
OL applications of results of TMI followup act Ions. Out 1 tnes 
addl ahort-term actions to be taken. 

VASBALLO. D. D. Division of Project Management. 


79/09/27. 41 pp. 


7912120005 PND-II-79-017: on 
to test state response in 

state emersency plan. Insp 
licensee actions. 
JENKIN8.0.R. Region 2. 
Ip. 


791020. conducted emeP9»'*dl dri-l* plant 
conjunction u/NRC concurrence se/ 
team dispatched to site to observe 

Atlanta, Office of the Director. 79710/29. 


7912110264 Discusses NRC plans to use generic “"•‘Jl*** *;,,^*''** "•* 
verification program bo resolve ATWS issue for PHRs ti DHRs. 
fluccess of program depends on industry response. Supports 
foTmatinn of owners groups to provide necessary _ 

ncsj mM. H B Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912130520 Forwards final deficiency rept re Penn Ventilator Co OA 
MILLS.L.M. Tennessee Valley Authority. 79/11/19. Ip. 


7912050524 Forwards first interim deficiency rept re 
containment spray heat eschanger. ,a/,,,OT 

MILLS.L.M. Tennessee Valley Authority. 79/11/23. 


damaged 

Ip- 


tubes in 


7912050530 First Interim deficiency rept re 

containment spray heat eschang er. Caused by 
of tube bundle supports. result Ing in flow 
Full flow vibration test scheduled. 

» Tennessee Valley Authority. 79/11/23. 


damaged tubae in 
improper design 
induced vibration. 

•p- 


7912120422 Forwards final deficiency rept 
MILLS.L.M. Tennessee Valley Authority. 


re flood area partltlane. 
79/12/05, Ip. 


7912120420 Final deficiency rept re flood area partitions 

in accordance w/deslgn requirements. Design drawings did 
consider carbon diokide pressures. Damaged partitions 
replaced by panels w/min of 1.5-h barrier rating. 

» Tennessee Valley Authority. 79/12/05. Ip. 


not Inetalled 
not 


7912060925 Forwards responses to NRC 791004 questions on water level 
measurement sys Inside containment. Responses 
to steam generator ref leg design which will be completed 
before initial criticality. 








7912130001 Forwards request for addl info re instrumentation b control 
RUBENSTEIN,*L.*a Light Hater Reactor# Branch 4. 79/12/03. 9pp, 


712060522 Forwards response to 791026 request fop addl info re revltw 
of ucAP-91-57- Includes info re qualification of resistance 
teap detectors (c remote bellows sensing containment pressure 
transmitters. 

HILLS, L-fL Tennessee Valley Authority. 


79/12/04, 7pp, 


7912110369 Forwards responses to J Buty 791130 telcon questions. FBAR 
will be revised by Amend 64, In accordance u/responses. 

HILLS, L.M. Tennessee Valley Authority. 79/12/05. 33pp. 


7912130023 Notification of 000110 meeting w/util to discuss reporting 
level of util QA t< manager h QA review of documents. 


' miBAiai . -I n 


7912120477 Forwards final deficiency rapt re fire ettlnguishero not 
»tiiaiically si^pported. 

mULSdL.M, Tennessee Valley Authority. 79/13/05. 


7912180074 Notification of ACRS 791207 meeting re plant I. low power 
RUBEMSTEIN, L. 0. Light Water Reactore Branch 4. 79/12/06, 2pp. 


791S12O40S Final deficiency rept re fire eitlnguishers not selsaically 

supported. Caused by design oversigh t. Qualified mounting 
brackets will be installed to secure eitlnguishers by 
800530. 

a Tennessee Valley Authority. 79/12/05. Ip. 


7912190574 Forwards Pinal deficiency rept 
cooldown rates. 

MlULSiL.M. Tennessee Valley Authority. 


re RCS ezceedtng 
79/12/12- ip. 


heatup 1> 


7912210003 Notification of 79121B meeting w/utll in Bethesda,HD to 
discuss risk assessments. — 

STAHUEtC. B. Light Water Reactor# Branch 4. 79/18/13. 3pp. 


7918210340 Forwards 760329 Itr b drawings re interim auiillary bldg 
secondary containment enclosure. Test description excerpts of 
preoptratlonal test TVA-9A end. Drawings avellabl# In 

h'l^*L. M. Tennessee Valley Authority. 79/12/13. 39pp. 


7912190575 Final deficiency rept re RCS exceeding heatup It cooldown 

rates. Physical locations of temp elerasnts subject then to 
localised transient temp changes not indicative of HCB as 
whole. No corrective action necessary. 

♦ Tennessee Valley Authority. 79/12/12. 2pp. 


7912200544 Forwards flnil deficiency rept re defective design of 
charcoal adsorber trays, , 

MILLSiL.M. Tennessee Valley Authority. 79/12/14. Ip. 


— 79122B0SS2 Final doflcleney rept; on 79U16,charcoal absorber trays ware 
pound to leak charcoal between frame L perforated piota. 

Caused by design defect due to poorly pop-riveted joint. 

Trays will be rsmaved ti raplaced. 

* Tennessee Valley Authority. 79/12/14. Ip. 


7912200581 Forwards first Interim deficiency rept re control rod drop 
MILLBiU.M, Tennessee Valley Authority. 79/12/17. tp- 


•7918210356 Forwards proposal for interim auiillary bldg secondary 
containment enclosure. 

OILLELAND. J. E. Tennessee Valley Authority. 76/03/29, 3pp. 


7912200503 Forwards rosponses 
Task Force Final Rept. “ 
HILLS, L.M, Tennessee Valley 


to NUfiE0-057B, "TMI-2 Lessons Learned 
Authority. 79/12/14. 39pp. 


712270363 Forwards affidavit certifying that Amend 63 to util F8AR 
served on 791221 to parties listed in affidavit. 


AAti a a t M 


7912310352 Discusses Preoperational Test TVA-13, "Onsite AC 
Distribution Sys. “ Lists procedures to be followed to ensure 
safe operation of Unit 1. 

MILLS.L.M. Tennessee Valley Authority. 79/12/21. 2pp. 


F. Security, medical, emergency b fire protection plans 


—7912200590 First interim daflc lency. Dropped rod accideivt analysts 
methodology affected nonconsarvatively by power distribution 
& reactivity insertion prof 1 les. Ex tensive evaluation 
required to eslebllsh analytical safety margins, 
a Tennatsaa Valley Authority. 79/12/17. Ip. 


12040471 Forwards info re upgraded emergency plans to plants undsr 
const b OL review, Applicants requirsd to make certain 
amergency arrangements u/state t< local organizations fc 
aubmit emergency plans per Reg Oulde 1. 101. a,-. 

VAS3ALL0, D. B. Division of Project Management. 79/11/81. App. 
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K. Utility Final Safety Analysis Report (FSARI & ansnds 


7912100359 Faruardt Amend i>3 to FSARi suboil ttad to amend OL application. 
MlLUBiL. H. Tennessee Valley Authority, 79/12/07. Ip. 


--79121O03&1 Amend 63 to FSAR. submitted to amend OL application. 
MtLLSi L, H. Tennessee Valley Authority. 79/12/07. 16pp. 


7912S702B9 Forwards proposed revisions to F8AR Sections 13.2 ti 13. S to 
be incorporated into Amend 64>in response to 791130 
ciuestlans by OL revlowar J Busy. 

HlLLSiL.N. Tennessee Valley Authority. 79/12/13. Ip. 


-7912B7029S Proposed revisions to F8AR Sections 13.2 & 13. S. 
a Tennessee Valley Authority. 79/12/13, lOpp. 


7912270933 Foruarde propoied FBAR ravieions to ba incorporated in Amend 
64. Revleioni reiiuired to reeolve inconsistencies betueen 
draft Tech Specs tc F8AR. Harked-up pages end. 

' M1LL8>L.H. Tennessee Valley Authority, 79/12/19. 12pp. 


S. Inspection reportsi IE Bulletins & correspondenca 


7912060496 Forwards IE Insp hepts SO-327/79-96 It 50-32S/79-30 en 
791001-09. No noneompliance noted. 

BUTHERLANDt J. T. Region 2t Atlantai Fuel Facility fc Materials 
Safety Branch. 79/10/23. app. 


— 7912060467 IE Insp Repts 30-327/79-9B It 90-323/79-30 on 791001-09. No 
TiDncoapllancc noted. Major areas inspected: prsoperational 
testing of radwaste sys It review of procedures for 
laplenantlng radiological Tech Specs. 

JACKSON. L. L. Region 2t Atlanta. Office of the Director, 

OIBBONiA.F. Region 2. Atlanta. Fuel Facility 1. Hsteriatc Safety 

Branch, 79/10/23. 4pp. 


7912O904B6 Forwards IE Insp Repts 90-327/79-93 I. 90-326/79-28 sn 
791002-09, No noneompliance noted. 

MinPHYiC. E. Region 2. Atlanta. Reactor Construction 1. Engineering 
Support Branch. 79/10/29, 2pp. 


— 7912090489 IE Insp Repts 90-327/79-93 I. 90-328/79-26 on 791002-09. No 
noncampllance noted. Major areas inspected: 10CFR90. 99(a) 
items I. inspector followup items onsite Ic at design efci. 

CANTRELL. F, B. Region 2. Atlanta. Reactor Construction ti 
Enginearlng Support Drench, OOUOE.M.J. Region 2. Atlanta. 
Office of the Director. 79/10/29, Spp. 


7912040446 Forwards suppl response to IE Bulletins 70-12.78-124 t. 
76-120 re atypical ueld natl in reactor pressure vassal 
welds. Uestinghousa generic rept subnittad 791029 covers 
plants. Final response by 800129, 

H1LL8.L.H. Tennessee Valley Authority. 79/10/28. 2pp. 


7912060163 Forwards IE Info Notice 79-12Ai "Attempted Damage to New 
Fuel Assemblies." No specific action or response raiiuiTad. 

□ 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 3pp. I 


7912110202 Forwards response to 790330 Ur I. IE Dullatln 79-04 re VaXan 
valves. Correct weight valves Instal led. Piping it supporta 
rtvlawed using correct valve weights. 

HILLS, L.M. Tennessee Valley Authority. 79/11/09. 2app. 


7912070499 Forwards IE Info Notice 79-27. "Steam Oenarator Tube 
Ruptures at Two PUR Plants, " 

a'RElLLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/16. 14pp. 


7912100192 Forwards IE Info Notice 79-28, "Overloading of Btrvctural 
Elaaanti Due to Pipe Support Loads. ” No response raiiuirad. 
O'AEILLY.U.P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110979 Forwards IE Info Notice 79-29. "Loss of Nonsafaty-RaiataS 
Reactor Coolant Bys Instrumentation During Operation. " No 
specific action or response required. 

a'RElLLY. J.P, Region 2, Atlanta. Office of tho Dlroctor. 
79/11/16. 2pp. 


7912260303 Forwards IE Insp Repts 90-327/79-63 t. 90-326/79-31 on 
791030-1101. No noneompliance noted. 

NURPHY.C.E. Region 2. Atlanta. Reactor Construction ti Engineering 
Support Branch. 79/11/16. 2pp, 


•7912260306 IE Tnsp Repts 50-327/79-63 i, 30-328/79-31 an 791030-1 10 1 . No 
neneonpl lance nn teil. Major areas inspected: 10CFR50. S5( e) 
itsmsi nonconformance rept control !. safety-related work 
activities. 

CANTRELL. F. 6. Region 2. Atlanta. Reactor Construction h 

Engineering Support Branch. OOUGE.H.J. Region 2. Atlanta. 

Office of the Director. 79/11/13. 9pp. 


79imi032& Forwards IE Insp Repts 50-327/79-60 & 90-326/79-29 on 
791009— 12. No noneompliance noted. 

. HURFHY.C.E. Region 2. Atlanta. Reactor Construction h Engineering 

Support Branch. 79/11/16. 2pp. 


■7912310333 IE Insp Ropts 50-327/79-60 & 90-328/79-29 on 791009-12. No 
nonconpl lance noted. Major areas inspected: fire protection 
review circuit relocations instrumentation work (.work 
activities. 

OIBDONB. T. D. Region 2. Atlanta. Office of the Director. 

CONLOH.T.E. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch, 79/11/16. 4pp. 


7912050907 Forwards responses to deficiences noted in NRC 791031 Itr re 
IE Insp Hepts 50-327/79-34 It 90-326/79-19- Documentation for 
hydrostatic tasting I. flushing of fire protection sys piping 
now available. 

MILLS, L.M. Tonnessea Valley Authority. 79/11/21. 4pp. 


7912060620 Forwards IE Circular 79-24. "Proper Installation I. Callbr of 
Core Spray Pipe Break Detaction Equipment on DURs. " No 
response required. 

C'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110197 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate. " No response required. 

D'REtU-Y, J.P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 

7712190476 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrunsntation & Control Power Sys Bus During Operation. " 

No urittan response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/11/30. Ip- 


7912310316 Forwards IE Info Notice 79-30. "Reporting of Defects & 
ffoncompliances. 10CFR21. “ No action required. 

O'REILLY, J.P. Region 2. Atlanta. Dfflce of the Director. 
79/12/06. 6pp. 


7912200060 Forwards IE Bulletin 79-26. "Possible Malfunction of Namco 
Model EA160 Limit Bwitches at Elevated Temps." Action 
raqulrad. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/12/07. 3pp. 


7912310006 Forwards final response to IE Bulletin 76-128. "Atypical 
Weld Matl in Reactor Pressure Vessel Melds." Util has 
raviewad 791029 Hestinghousa rept b is satisfied that all 
specific vessel info required by bulletin included. 

HILLBiL.H. Tennassea Valley Authority. 79/12/11. 2pp. 


7912280426 Forwards lE Info Notice 79-31. "Use of Incorrect Amplified 
Responca Spectra. " No written response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/12/13. 3pp. 


7912290190 Forwards IE Circular 79-29, "Shock Arrestor Strut Asseably 
Interference. " No written response required, 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/12/20. 4pp. 


8. Reportable occurrences. LERs b relatsd correspondence 


7912130920 Forwards final deficiency rept ra Penn Ventilator Co OA 
Program, 

MlLLSpL. H. Tanniasaa Valley Authority. 79/11/19. Ip, 


7912090924 Forwards first interim deficiency rept re damaged tubes in 
containment spray heat eichanger. 

M3LL8,L.M. Tennessaa Valley Authority. 79/11/23. Ip. 


— 7912090930 First interim deficiency rept re damaged tubes in 
containment spray heat eichanger. Caused by Improper design 
of tube bundle supports, resulting in flow induced vibration. 
Full flow vibration test scheduled, 
a Tannassee Valley Authority. 79/11/23. Ip. 

7912120422 Forwards final deficiency rept ra flood area partitions. 
MlLLBiL-M. Tennassea Valley Authority. 79/12/09. Ip. 
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— 791212042a Final deficiency rept re flood area paTtitiens not installsd 
in accordance u/doaign refnants. Dee Ign drauings did not 

considor carbon diaiido pressuTes Damaged partitions 
replaced by panels u/min of 1 5-h barrier rating. 

• Tennessee Valley Ajthority 79/12/05. Ip 

7912120477 Foruards final deficiency ropC re fire e ■ t i ngu Isliera not 
seisitiically supported. 

MILLS. L.M. Tennessee Valley Authority. 79/12/05. Ip 

— 79121204B1 Final deficiency rept re fire e 1 1 ingui shers not seisBically 
supported . Caused by design ove rs i g h t. Oua 1 1 f I ed moyntssig 
brackets uiti be installed to secure e i t ingui shers by 
000530. 

a Tennessee Valley Authority. 79/12/05. ip. 

7913190574 Forwards final deficiency rept re RCS eiceeding heatup t> 
CDoldoun rates. 

MILLS. L M. Tennessee Valley Authority. 79/13/lS. Ip. 

— 7912190S75 Final deficiency rept re RCS eiceoding heatup U coolitawn 
ra tes. Phy s leal locations of temp elements subject them to 
localiied transient temp changes not indicative of RCS as 
whole No corrective action necessary. 

» Tennessee Valley Authority. 79/12/12. 2pp. 


7913290544 Forwards final deficiency rept re defectivs design nf 
charcoal adsorber trays. 

HILLS. L.M. Tennessee Valley Authority. 79/12/14. Ip. 


— 7912280552 Final deficiency rept. on 79 111 &. charcoal absorber trays uare 
found to leak charcoal between frame !> perforated plate. 

Caused by design defect due to poorly pop— riveted joint. 

Trays will be removed h replaced. 

« Tennessee Valley Authority. 79/12/14. Ip. 


7912280SSI Foruards first interim deficiency rept re eantrol rod drop 
events. 

MILLS. L.M. Tennessee Valley Authority 79/12/17. Jp. 


—7913260590 First interim d efic lency. Dropped rod accident analyses 
methodology affected no n c onser va t i ve I y by power distribution 
& reactivity insertion prof i les. tens! ve evaluation 

required to establish analytical safety margins. 

» Tannessee Valley Authority. 79/12/17. Ip- 


79IS270473 Forwards final rept on diesel generator field relay coll 
failures 

MILLS. L.M. Tennessee Valley Authority. 79/12/19. Ip 


— 7912270476 Final rept on field relay coil fal lures. Flel d relay coils 
replaced Zt generators back in svc. 

• Tennessee Valley Authority. 79/13/JB. 2pp. 


DOCKET 50-329 MIDLAND PLANT. UNIT 1 


A. Appl Icati on/cons true 1 1011 stage documents tc c orrespondonce 


791S110011 Forwerds NFIC position on status & applicability to ponding 
□L applications of results of TMl followup ac t ions. Oiitl ines 
add! short-term actions to be taken. 

VASSALLO. 0. 0. Division of Project Managemanl. 79/09/27. 4lpp. 


7913140175 Summary of 79Q71Q meeting w/u t i I . Dec h tel Corp b ACRS In 
Dethesda.MD re soil deficiencies at facility site. 

HOOD. D. Light Plater Roactors Dranch 4. 79/10/16. ^pp. 


7913110264 Discusses KRC plans to use generic analyses to develop early 
verification program to resolve ATUS issue for PNRs 1> BtiRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON. H.R. Office of Nuclear Reactor Reoulatlon. 79/10/17. 3pp. 


7912050294 Forwards D Hood 791002 nemo re revised estimate of const 
completion date For distribution according to board 
notification svc lists. 

VARSA.B.A. Assistant Director for Light Water Reaefcors. 79/11/08. 
3pp. 


— 7912050305 Discusses 7909IB-19 site visit re revised estimate of const 
completion date of June S903. Meeting summanj forthcoming. 

HDOD.D. Light Water Reactors Dranch 4. 79/10/02. Ip. 


7912100272 Notifies of review of response to NRC 790321 request re 
plant fill settlement t< effecti at s 1 te. Forwards addl 
questions & p osi t ions. Requests rosponse- 

RUBENSTEIN. L. S. Light Water Reactors Dranch 4. 79/11/19. 7pp. 


79120403B6 Forwards response to NRC 791025 request ro design adequacy 
of B&H NSBS utlliilng once-through steam generators. 

Necessary mods do not require const halt. 

HOHELL.S.H. Consumers Power Co. 79/11/30. 141pp. 


7912070911 Sumnary of 790906 meeting w/util & Bechtel Corp In 
BethasdarnD re load sequencing 6 design stiis for diesel 

generator. 

HOODiD. 5. Light Water Reactors Branch 4. 79/11/30. ISpp. 


7912110406 Summary of 790927 meet ing wi/ut 1 1 in Bethesda.HD re 
activities undertaken by util to consolidate continuing 
safety review of plant it concerning implication of TMI-2 
accident. 

HOODiD. 8. Light Water Reactors Branch 4. 79/11/30. 7pp. 


7912120257 Summary of 791114 meeting u/US Corps of Engineers b util re 
observation of soil settlement at plant sites. 

KOODiD. Light Water Reactors Branch 4. 79/12/03. 4pp. 


7912070451 Forwards revised response to NRC 791025 request re design 
adequacy of 6&W sys sens 1 1 1 vi ty. Ut i 1 i i ing once-through steam 
generators. Revision provides replacement of preliminary 
graphs Ic tables ti corrects minor errors. 

HOHELLrS. H. Consumers Power Co. 79/13/04. 150pp. 


7912130397 Foruards affidavit of svc of Amend 21i Issued as Revision 10 
to OL environ reptire util application for CPs t> BLs for 

faciiitlea. 

BACON>if.L. Consumers Power Co. 79/13/07. 4pp. 


7912270193 Foruards Amend 72 to application for CPs li OLs. 
H0HELL.8.H. Consumers Power Co. 79/12/19. Ip. 


— 7912270197 Amend 72 to application for CPs tc QLsi imp lement ing remedial 
actions r» sell activities for safety-related structures tc 
sys founded in tc on plant fill matl. 

HOUELLiS. H. ConBuners Power Co. 79/12/19. Ip. 


C. Utility Environmental Report <ER)i amends tc correspondence 


7912030199 RespandB partially to NRC request for addl info required 
to coaplete environ ropt. Forwards applications for discharge 
ti waste water discharge permits tc "Rept of Preliminary 
Archaeological Survey of Transmission Right-of-May. . . . " 
HOUELLiS-H. Consumers Power Co. 79/11/29. 100pp. 


— 79120301SB “Rept of Preliminary Archaeological Survey of Transmission 
Rlght-sf-May From Midland Plant to Tlttabauassae Substation 
of CPC. 

TA80ART. D. Hleblganc Unlv. of. 79/07/31. 14pp. 


7912030188 Forwards Amend 71 to application for CP tc OL. Submitted as 
Revision 10 to environ rapt. 

H0WELL<8.H. Consumers Power Co. 79/11/30. 2pp. 


— 7912030191 Rsvislon 10 to environ rept. 

s Consuaars Power Co. 79/11/30. t6?pp. 


F. fiecurlty< mcdicali emergency t< fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const tc DL review. App 1 Icants required to make certain 
emergency arrangements w/state tc local organ! latlons tc 
submit emergency plans per Reg Oulde 1.101. 

VA88ALLa> D. S. Division of Project Management. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7912060061 Submits typographical corrections to CPC post-hearing brief 
6 praposed findings of fact & conclusions of lawiPage 31< 

Footnote 2|jLinE 9 tc Page 94iLine 5. 

REVNOLDSi M. B. Shacj, Pittman. Potts tc Trowbridge. 79/11/08. Ip. 


7912190029 Responds to 791114 Hr to ASLD re lack of support in record 
for tUD comments in util reply brief. Issues before A8LB 
fully briefed. No further elaboration by parties would serve 
any useful purpose. 

REYNOLDS. H. D . Shaw. Pittman. Potts tc Trowbridge. 79/11/20. 2pp. 


7912190162 Notifies that fuel loading date for Unit 2 could be delayed 
until 1993. Definitive revised fuel loading schedule will be 
cenyilated in first quarter of 19B0. 

MILLER.f1. I. Isham. Lincoln tc Beale. 79/11/26. Ip. 
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7912300642 Forwards NRC 791206 order modlfging CPs ra soil Foundation 
mat 1 s onsl te. 

8TELL.Q. V. Office of Inspection & Enforcementi Office of the 
Director. CASE.E.O. Office of Nuclear Reactor Resutatlon. 

79712/06. Ip 


-7912200645 Order modifying CPs by prohibiting eicavatiooi const work or 
remedial action in soil matls around safety-related 
structures & sys. 

8TELL0. V. Office of Inspection & Enforcement. Office of the 
Director. CASE.E.O. Office of Nuclear Reactor Regulation. 

79/12/06. 6pp. 


—7912200648 Notice of violation from insp on 701211-790125. 

e Office of Inspection t> Enforcement. Office of the Director. 
79/12/06. 4pp. 


--7912200651 Notice of violation from insp on 701211-790125. 

< Office of Inspection h Enforcement. Office of the Director. 
79/12/06. 2pp. 


— 7912030262 Notice of violation from insp on 790918-20. 

■ Region 3. Chicago. Rcartur Construction Engineering Support 

Branch. 79/10/09 Ip 


—7912030263 IE Insp Repts 50-329/79-20 t. 50-330/79-20 on 79091B-20. 
Noncomplianc e noted : fa 1 lure to control special processes. 
NAIDU.K.R.. HAYES. D.W. Region 3. Chicogo. Office of the 
Director 79/10/09. Qpp. 


791S030S49 Forwards IE Insp Repts 50-329/79-21 U 50-330/79-21 on 
790933-27. No noncompl i ance noted. 

FIDRELLI.G. Region 3. Chicago, Reactor Construction 'h Engineering 

Support Branch. 79/10/11. 2pp. 


— 7912030357 IE Insp Repts 50-329/79-21 8. 50-330/79-21 on 790925-27. No 
noncompl iant e noted. Major areas inspoc ted: preservl ce insp 
work activities ti nondestructive eiaminatlon data & repts. 

MARD. K. D. Region 3. Chicago, Office of the Director 
DANIELSON. D. H. Region 3. Chicago. Reactor Construction & 

Engineering Support Branch. 79/10/10. 8pp. 


7912270004 Forwards order modifying CPs CPPR-Bl Si CPPR-02 & notice of 
violation. 

CASE.E.O. Office of Nuclear Reactor Rogulation. STELL0.9. Office 
of Inspection Si Enforcement. Office of the Director, 79/12/06. Ip. 


— 7912270008 Order modifying CPs CPPR-Oi t. CPPR-B2 re soil activities far 
sefety-related structures Si sys. 

CASE. E. 0. Office of Nuclear Reactor Regulation. STELLOiV. Office 
of Inspection S< Enforcement, Office of the Director. 79/18/06. 

6pp. 


— 7912270009 Notice of violation from insp on 781211-790125. 

Noncompliances not ed: inconsist enc ies in license application 
Si design basis documents Si failure to provide insp hold 
points to verify soil work. 

• Office of Nuclear Reactor Regulation. 79/12/06. 4pp. 


7912140100 Forwards order modifying CPs Si two notices of violation 
describing items of noncomp 1 iance re soil settlement 
matter, U/o end. 

OLMSTEAD, W. J. Hearing Branch 4. 79/12/07. Ip. 


7912280033 Forwards NRC 791206 order modifying CPs issued to CPC. 
W/o end. 

BTELLQ, V. Office of Inspection Si Enforcement. Office of the 
Director. 79/12/17. Ip. 


7912230036 Forwards NRC 791206 order modifying CPs issued to CPC. U/o 
end . 

8TELL0. V. Office of Inspection h Enforcement. Office of the 
Director. 79/12/17, Ip. 


7912310039 Reguests hearlngion behalf of util, re Amend 73 to 
application for CPs Si OLs. 

MILLER. M. I. Isham, Lincoln 8. Boale. 79/12/26. 3pp. 


H. Oenaral correspondence 


7912O6OS0S Notifies that offsite radiation protection training course 
for NRC inspectors D sat isfactory. Requests advance 
notification of arrivol of NRC personnel. 

LOUDENSLAOER. T. Consumers Power Co. 79/12/03. Ip. 


M. Antitrust correspondence 


7912070120 Errata to proposed license conditions filed u/CPC t. 
interveners joint 790925 motion supporting license 
cond 1 1 Ions. In tervenorsi DOJ Si NRC concur u/correc tlons. 
Certificate of Svc end, 

ROSS.M.U.i UATSONiK.S. Consumers Power Co. 79/11/28. 88pp. 


7912180212 Errata to proposed antitrust license conditions contained in 
79092S joint motion. NRC, intervenors (i DOI concur 
In corrections. Complete set of proposed license contitlonsi 
reflecting corrections, end . Cor ti flcato of Svc end. 

ROSS, U. N. Consumers Power Co. ROSS, M. U. Maid, Harkrader b Ross. 
79/11/20. 22pp. 


a. Inspection reports, IE Bulletins b correspondence 


7912030260 Forwards IE Insp Repts 50-329/79-20 b 50-330/79-80 on 
790918-20 b notice of violation. 

FIOflELLI/O. Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/10/10. 2pp, 


7918360139 Forwards IE Insp Repts 50-329/79-22 b 50-330/79-22 on 
791010-12 b notice of violation. 

FtmELLIiO Region 3. Chicago, Roactur Construction b Engineering 

Support Branch. 79/10/30. 2pp. 


—7912860133 Notice of violation from insp on 791010-12. 

• Region 3, Chicago. Office of the Director. 79/10/29. Ip. 


— 7912260137 IE Insp Repts 50-329/79-22 b 50-330/79-22 on 791010-12. 
Noncosiplianc B noted: lack of weld b rod control. 

VANDEL, T. E. . NAIDU.K.R . KNDP.R. C. Region 3, Chicago, Office of 
the Director. 79/10/29. 18pp. 


7918800128 Forwards IE Insp Repts 50-329/79-23 b 50-330/79-23 on 
791025. No noncompl i anc D noted. 

KEPPLER.J.6. Region 3. Chicago, Office of the Director, 79/11/00. 

8pp. 


7912030122 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves. " No response required. 

KEPPLER.J.e. Region 3, Chicago. Office of the Director. 79/11/16. 
ip. 


7912100223 Forwards IE Info Mntice 79-28. ‘’Over load 1 ng of Structural 
Elements Due to Pipe Support Loads " No response required. 
KEPPLER,J.O. Region 3, Chicago, Office of the Director. 79/11/16. 
ip. 


7912110574 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Heiated 
Reactor Coolant Sys Instrumentation During Operation.'' No 
specific action or response required 

KEPPLER.J.e. Region 3. Chicago, Office pf the Director. 79/11/16. 

Ip. 


79I20SD37D Forwards IE DuIIetin 79-26, "Boron Loss From BUR Control 
Blades." No response required. 

KEPPLER.J.e. Region 3, Chic.igo, Office of the Director. 79/11/20. 
Ip. 


7918100425 Forwards IE Circular 79-24, "Proper Installation b Calibr bf 
Core Spray Pipe Break Detection Equipment on BNRs. " No 
written response required. 

KEPPLER.J.e. Region 3, Chicago. Office of the Director. 79/11/26. 

Ip. 


7912110249 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate." No response required. 

KEPPLER.J.e. Region 3. Chicago. Office of the Director. 79/11/26. 

*P- 


7912120172 Ack receipt of 791031 itr informing NRC of steps taken to 
correct violations noted In IE Insp Ropts 50-329/79-19 b 
50-330/79-19, 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/26. 

ip- 


— 7918120180 Responds to NRC 791010 Itr ro violations noted in IE Insp 
Repts 50-329/79-19 b 50-330/79-19, Corrective actions; 
training records for const QC personnel updated bo 
accurately reflect actual training. 

HDMELLiS. H. Consumers Power Co. 79/11/26. Bpp 


7912110420 Notifies that NRC intends to routinoly forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER.J.O. Region 3. Chicago. Office of tho Director. 79/11/20. 

Ip. 
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7gj20600l2 Ack receipt of 791106 Itr informing NRC of step* taken to 
correct violations noted in IE Insp flepts S0-3S9/79-20 It 
50-330/77-20 _ . 

FIQRELUI.O, Region 3. Chicago. Reactor Construction It EnsinearinB 

Support Branch. 79/11/30. Ip. 

—7912060015 Responds to NRC 791010 itr re violations noted In IE Imp 
nepts SO-329/79-20 t< 50-330/79-20. Correc t Ive actions: 
procedures re formal design changes revlsad by Bechtel. 

HOWELL. S.H. Consumers Power Co. 79/H/06. 3pp. 


79I21B0176 Interim deficiency rept re containment Internal structures 
coatings w/losB of adhes inn. Evaluation of corractivo action 
being undertaken by Bechtel. Ne»t rept will be submitted by 
8002IS.Kjt enrrectlon action rept end. 

HOHELLiS.H. Consumers Power Co. 79/12/13. 6pp- 


79l2180!Ki6 Interim deficiency rept re ln-containm#nt costings uhleh 
have loss of adhesion between successive Isyert of coating 
lys. Approx 600 square ft of surface under investigation. 
K0UELL>8.H. Coniumers Power Co. 79/12/13- 6pp. 


7712190218 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation & Control Power Sys Bus During Operation. “ 
No written response required. 

KEPPLER.J.O, Region 3. Chicegi 

Ip. 


Office of the Director. 79/11/30. 


7712140077 Forwards IE Info 
Noneofflpllances. 10CFR21. " N 
KEPPLER. J. 0. Region 3. 
Ip. 


Notice 79-30. "Reporting of Defects tc 
D action nr response required. 

Chicago. Office of the Director. 79/12/06. 


7712200108 Forwards IE Bulletin 79-201 "Possible Malfunction of Naaco 
Model EAIBO Limit Switches at Elevated Temps. " Action 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/12/10. 

ip. 


R. Periodic operating reports 4. related correspondence 


7912040110 Forwards Bschtel nonconformance repts. logs. quality audit 
findings. action requests. [1!.N nonconformance rtp t s> tnservlce 
Insp nonconformance repts li util nonconformance repts. audit 
findings Ic corrected action repts for Oct 1979- 
HQHELL.6.H. Consumers Power Co. 79/11/21. 450pp. 


791211D365 Forwards interim deficiency rept r# broken anchor bolt in 
reactor vessel support skirt flange. 

K0HELL.8.H. Consumers Power Co. 79/12/14. Ip. 

—7912110373 Interim deficiency rept re broken anchor bolt In reactor 
vessel support skirt f ienge. Anchor stud pureheied from M0 
Valley Structural Btoel Co.who procured mat! from Southern 
Dolt b Fastner Corp. 

* Consumers Power Co. 79/12/09. 8pp. 


7912130S44 Interim deficiency rept re broken reactor vassal anchor 
stud. Vessel support skirt flange anchor bolt broke. Testing 
for cauBP of break will be completed by mid Jan 1900. 
w/results available by mid Feb 1980. 

HOHELLiS.H. Consumers Power Co. 79/12/14. 2pp. 


79122804B3 Final defielencij rept re reactor bldg spray piping supports. 
Streisas an within code al lowables. Orlnnell analysis i< 
plant drawings reconciled w/aetual hardware. Plant it in 
conformance u/d»sign requirements. 

HOk^XiB.H. Consumers Power Co. 79/12/21. ip. 


7912280960 Forwerds final deficliney rept re failure of Hllti drop-lti 
anchors to meet tension testing requirements. 

HOHELLiS.H. Consumers Power Co. 79/18/21. ip. 


7912280522 Forwards quarterly rept for period BOOlOl-0331 re Bechtel 
supervisors Ic engineers expected to be on const site. 

HQHELLiS-H- Consumers Power Co. 79/12/81. 34pp. 


9. Reportable occurrences. LERs tc related correspondence 


— 79me0963 Final deficiency rept re failure of Hilti drop-in anchors 
to finet tenelon testing e r iter la. Tasting program will 
devalop ultimate loads for drop-in anchors which are not 
completely set. 

KOQliiJ.O. . DAILEY. K. Bechtel Associates Professional Corp, 
79/11/30. 5pp. 


7912130418 Aek receipt of 791026 Interim deficiency rejt re tsrainal 
blocks fc cracked disconnect links. 

FIOFIELLI.O. Region 3. Chicago. Reactor Construction t< Engineering 

Support Branch. 79/11/14. ip. 


DOCKET 80-330 MIDLAND PLANT. UNIT 2 

A. Applleatlon/constructlon stag# documents li correspondence 


7712170059 Ack 
piping Impact 
FlORELLt.O. 

Ip- 


receipt of 791026 interim deficiency rept re feedwafear 


qualltlee. 

Division of Reactor Construction Inspection. 


79/11/15. 


7912110011 Forwards NRC position on status ti applicability to pindlng 
OL applications of results of TMI followup actions. Outllnet 
addl shart-term actions to be taken. 

VAS8ALL0.D. B. Division of Project Management. 79/09/27. 4ipp. 


7912170109 Ack receipt of 791026 interim deficiency rept ra tarninal 
block disconnect links. 

.FIDRELLI.O. Region 3. Chicago. Reactor Construction 6 Engineering 

Support Branch. 79/ii/lS. ip. 

7918170416 PNa-lIl-79-04e; on 79U27. i 1 ee tr iclan received shock from 
energised circuit breaker cab Inet- Caused by eleetrlcan. 
unaware breaker was energl led. hid ing tool box in breaker 
cabinet so he could gb to lunch. 

KN[H>.R-C.. FIGRELLI.C. Region 3. Chlcegoi Office of the Director. 
79/H/2B. Ip. 


7912110358 Interim deficiency rept re safe shutdown boration 
capability. Bechtel preparing sys design to increase sifety- 
grade boration capabl 1 ity. Final iia tl on of sys design 
astlmated by end of Mar 19B0.Neit rept by 000411. 

HOWELL. S.H. Consumers Power Co. 79/12/06. 2pp. 


7912130217 Forwards final deficiency rept re main feed pipe spools. 
HOHELLiB.K. Consumers Power Co. 79/18/10. 2pp. 


79i214D17B Summary of 790718 meeting w/utll. Bechtel Corp t< ACR8 in 
Bethesda.MD re soil deficiencies at facility site. 

KOODiD. Light Hater Reactors Branch 4. 79/10/16. 6pp. 


7918110264 Discusses NRC plans to use generic analyses to develop early 
varlfication program to resolve ATH8 issue for PWRs Ic BHRt. 

Succeas of program depends on industry response. Supports 
formation of owners groups to provide neeeisery info. 

DENTm>H.fi. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912090294 Forwards D Hood 791008 memo re revised eetimate of const 
completion dete for distribution according to board 
notification avc lists. 

VAROAiS.A. Assistant Director for Light Mater Reactors. 79/11/00. 

2pp. 

— 7912050309 Dlscubses 790918-19 site visit re revised estimeta of const 
completion date of June 1982. Meeting summary forthcoming. 

HOQDv D. Light Mater Reactors Branch 4. 79/10/02. ip. 


—7918130224 Final deflelency rapt re main Peed pipe spools. NRC fmond 
nine pipes not in compliance w/ASME code physical impact 
requirements. One hot bend spool being replaced. Others 
I- — temp of 70 F. 

tlonal Corp. 79/11/19. 4pp. 


: of dietal 


I Enginemrlng 


7918100272 Notlfiss of revlsui of response to NRC 790381 request ra 
plant fill settlement 1. effects at site, Forwprds addl 
questions t< positions. Requests response, 

RUBBlBTESNi L. a. Light Water Reactors Branch 4. 79/11/19. 7pp. 


7918040886 Forwards rssponst to NRC 79108S request re design adequacy 
of BU) NB8B utlliiing once-throogh eteam generators. 

Necsssary nods do not require const halt. 

HMCLL.a.H. Consumers Power Co, 79/11/30. 141pp, 


7912070911 Summary of 790906 meeting w/util L Bechtel Corp in 
BethesdaiMD re load sequincing ti design stds for diesel 

HOODiD. B. Light Water Reactors Branch 4. 79/11/30. 18pp. 
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7?121I04'06 Suintnary of 7909S7 mietlng u/utll in Dsthtsda.MD rs 
artlvitltt undtrtakan by util to coniolidate continuing 
lafaty ravieiv of plant tc concerning implication of TliI-2 
accident. 

HOODi D. 9. Light Mater Reactors Branch 4. 79/11/30. 7pp. 


79121S0257 Summary of 791114 meeting w/UB Corps of Engineer! b util re 
observation of soil settlement at plant sites. 

HOODi S. Light Water Reactors Branch 4. 79/12/03. 4pp. 


7912070451 Forwards revised response to NRC 791025 request re design 
adequacy of BtiM sys sens! t ivi ty . Ut i 1 1 2 ing onca-through stean 
generators. Revision provides replacement of preliminary 
graphs li tables 4i corrects minor errors. 

HOWELL. 8. H. Consumers Power Co. 79/12/04. 150pp. 


7912120397 Foruerds affidavit of svc of Amend 21. issued as Revision lO 
to DL environ rapt. re utH application for CPs fc OLs for 
fad ] itles. 

BACON. J. L. Consumers Power Co. 79/12/07. 4pp. 


7912270193 Foruardi Amend 72 to application for CPs t< OLs. 
HOWELL. 9. H. Consomsrs Power Co. 79/12/19. Ip. 


— 7912200A4B Notice of violation from Insp on 781211-790125. 

• Office of Inspection & Enforcement. Office of the Director. 
79/12/Oi. 4pp. 


.__7912a0(}65l Notice of violation from insp on 781211-790125. 

• Office of Inspection U Enforcement. Office of the Director. 
79/12/06. 2pp- 


7912S700D4 Forwards order modifying CPs CPPR-Bl & CPPR-82 8< notice of 
violation. 

CASE.E.O. Office of Nuclear Reactor Regulation. STELLO. V. Office 
of Inspection & Enforcement. Office of the Director. 79/12/06. Ip. 

— 791227000B Order modifying CPs CPPR-Bl L CPPR-92 re soil activitlee for 
safaty-related structures & sys. 

CASE.E.O. Office of Nuclear Reactor Regulation. BTELLO. 9. Office 
of Inspection & Enforcement. Ofriee of the Director. 79/12/06. 

6pp. 


— 7912270009 Notice of violation from insp on 781211-790125. 

Naneempllancas noted : incons Istenc los In license application 
ti design basis documents b failure to provide insp hold 
paints to verify soil work. 

• Office of Nuclear Reactor Regulation. 79/12/06. 4pp. 


— 7912270197 Amand 72 to application for CPs & OLs. Implementing remedial 
actions re soil activities for safety-related structures & 
sys founded in It on plant fill matl. 

HOWELL. 3. H. Consumers Power Co. 79/12/19. Ip. 


C. Utility Environmental Report (ER). amends b correspondence 


791203015S Responds partially to NRC request for addl info required 
to complete environ rept. Forwards applications for discharge 
It waste water discharge permits b "Rept of Preliminary 
Archaeological Survey of Transmission Rlght-of-Uay. . . . " 

HOWELL. 6. H. Consumers Power Co. 79/11/29. 100pp. 


— 7912030158 "Rept of Preliminary Archaeological Survey of Transmission 
Right-Of-Way From Midland Plant to Tittabawassee Bubstetlan 
of CPC. " 

TAOOART. D. Michigan. Univ. of. 79/07/31. 14pp. 


7912030188 Forwards Amend 71 to application for CP b DL. Submitted as 
Revision 10 to environ rept. 

HOWELL.S.H. Consumers Pewer Co. 79/11/30. 2pp. 


7912140100 Forwards order modifying CPs b two notices of violation 
daserlblng items of noncompi lanco ra soil settlement 
matter. U/o end. 

OUISTEAO. W. J. Hearing Branch 4. 79/12/07. Ip. 


7912SS0QB3 Forwards NRC 791206 order modifying CPs Issued to CPC. 
M/o end. 

STELLDiV. Office of Inspection b Enforcement. Office of the 
Director. 79/12/17. ip. 


7912S&0086 Forwards NRC 791206 order modifying CPs issued to CPC.U/o 
end. 

8TELL0.V. Office of Inspection b Enforcement. Office of the 
Director. 79/12/17. ip. 


7912310339 Requests hcarlng.an behalf of util. re Amand 72 to 
application for CPs b OLs. 

HILLER.tl. I. Isham. Lincoln b Beale. 79/12/26. 3pp. 


H. Oeneral correspondence 


— 7912030191 Revision 10 to environ rept. 

a Consumers Power Co. 79/11/30. 169pp. 


F. Security, medical, emergency b fire protection plans 


7912040471 Forwards Info re upgraded amergencu plans to plant* under 
const b DU review. Applicants required to make certain 
emergency arrangements w/state b local organitations b 
submit emergency plans per Rag Guide 1.101. 

VA8SALL0.D. B. Division of Project Menegement. 79/11/21. 6pp. 


0. Adjudlcetory correspondence 


7912060061 Submits typographical corrections to CPC post-hearing brief 
b proposed findings of fact b conclusions of law. Page 3ii 
Footnote 2f.Llne 9 b Page 94. Line 5. 

REYNOLDS.H. D. Bhaw. Pittman. Potts b Trowbridge. 79/11/OB. Ip. 


7912190029 Responds to 791114 itr to ASLn ro lack of support in record 
for two comments in util reply brief. Issues before A6LB 
fully briefed. No further elaboration by parties would serve 
any useful purpose. 

REYNOLDS. U. 8. Shew. Pittman. Potts b Trowbridge. 79/11/20. Spp. 


7912190162 Notifies that fuel loading date for Unit 2 could be delayed 
until 1903. Definitive revised fuel loading schedule wilt be 
completed in first quarter of 19S0. 

KILLER.M..I. Isham. Lincoln b Beale. 79/11/26. Ip. 


7912200642 Forwards NRC 791206 order modifying CPe re soil faundatlon 
matls onsite. 

STBLLO.V. Office of Inspection b Enforcement, Office ef the 
Dlrietor. CASE.E.O. Office of Nuclear Reactor Regulation. 
79/12/06. ip. 


—7912200645 Order modifying CPs by prohibiting escavation. const work or 
remedial action in soil matls around safety-related 
structures b sys. 

BTELLO.V. Office of Inspection b Enforcement. Office of the 
Director. CASE, E. 0. Office of Nuclear Reactor Rtgulatlon. 

79/12/06. 6pp. 


7912060508 Notifies that offsite radiation protection training course 
for NRC inspectors D sa t i sfac tory. Request s advance 
netiPicatlon of arrival of NRC personnel. 

LOUlffiNSLAOER. T. Consumers Power Co. 79/12/03. Ip. 


K. Antitrust correspondence 


7912070120 Errata to proposad license conditions filed u/CPC b 
Intei-venurs joint 790925 motion supporting license 
conditions. Intarvenors. DDJ b NRC concur u/correctlons. 
CeTtiflcate of Svc sncl. 

ROS6>H.H.> UATSON.K.B. Consumers Power Co. 79/11/28. 22pp. 


7912100212 Errata to proposed antitrust license conditions contained in 
790923 joint mo 1 1 on. NRC. 1 ntervenors b DQJ concur 
in correetlons. Complete set of proposed license contltlons. 
reflactlng corrections, end. Certificate of Svc end. 

ROaSiM. M. Consumers Power Co. ROBS. W. W. Wald, Harkrader b Ross. 
79/11/28. 22pp. 


a. Inspection reports. IE Bulletins b correspondence 


7912030260 Forwards IE Insp Repts 50-329/79-20 b 30-330/79-20 on 
79O91B-20 b notice of violation. 

FIORELLI.O. Region 3. Chicago. Reactor Construction b Engineering 

Bupport Branch. 79/10/10. 2pp. 


—7912030262 Notice of violation from insp on 790910-20. 

• Region 3. Chicago. Roactor Construction b Engineering Support 

Branch. 79/10/09. ip. 


— ^7912030263 IE Insp Repts 50-329/79-20 b 50-330/79-20 on 79091S-20. 
Noncompliance noted; failur e to control special processes. 
NAinJ.K-fi.. HAYESiD.lf. Region 3. Chicago. Office of the 
Director. 79/10/09. Spp. 


791Z03O249 Forwards IE Insp Repts 50-329/79-21 b 50-330/79-21 on 
790925-27. No noncompliance noted. 

FIORELLI.O. Region 3. Chicago. Reactor Construction b Engineering 

Support Branch. 79/10/11. 2pp. 
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—7912030237 IE Insp Repts 50-327/79-21 !. 50-330/79-21 on 790933-27. No 
roncompliaiice noted. Najar areas i nsp e c ted . pr eser vi ce jnsp 
ujork activities ?• nondestructive eierainatson data !< repts. 

HARO.K D. Region 3, Chicago, Office of the Director. 

DANIELSDN.D H. Region 3, Chicago, Reactor Construction*. 

Engineering Support Dranch 79/10/10. Spp 

7913260129 Foriuards tE Insp Repts 50-329/79-23 1. 30-330/79-32 an 
791010-12 6 notice of violation. * 

FIORELLl.O. Regions. Chicago. Rea c t or C ons tru c bian ti Enp tneennfl 

Support Dranch. 79/10/30. 2pp 


-7912260133 Notice of violation from insp on 791010 ‘2. 

. Region 3. Chicago. Office of the Director. 79/10/29. 


Ip. 


-7912260137 IE Insp Repts 50-329/79-22 I, 50-330/79-22 on 791010-13. 
Noncompliance noted, lack of ueld «. rod control. nppire of 

VANDEL.T.E., NAIDU, K. R. . KNOP.RC. Region 3, Chicago. Office of 
the Director. 79/10/39. IGpp. 


7912200128 Forwards IE Insp Repts 50-329/79-23 t. SO-330/79-23 on 

791025, Mb none omp 1 1 anc e noted. ^oynunn 

KEPPLER.J 0. Region 3, Chicago, afflce of the Director. 79/11700. 

2PP- 


7913190210 Forwards IE Dulletin 79-37 
InstruniBntatlo.li b Control Power Sys 
No written response regoired, 
KEPPLER.J-O. Region 3, Chicago, 

Ip. 


, "Loss of Non— Class IE 
Dus During Operation. " 

Office of the Director. 


79/11/30, 


7913140077 Forwards IE Info Notice 79-30, of Defects 6 

rch.no: 79/12/06. 

ip- 


7913 M 010 B Forwards IE Dulletin 79-20, 

Model EA180 Liwit Switches at Elevated Temps. Action 

;i?piER?j.O. Region 3, Chicago. Office of the Director. 79/12/.0. 


R. Periodic operating reports 1< related correspondence 

7912040110 Forwards Dechtel nonconformance repts, logs, qoalltg audit 
flndlnas. action requests. BS,W nonconformance 

insp nonconformance repts «. util repts, audit 

findings U corrected action repts for Oct *^'3* 

HOWELL.S.H. Consumers Power Co. 79/11/31. 450pp. 


7912050122 Forwards IE Circular 79-23. "Str- 
Relief Valves. ” No response required, 
KEPPLER.J 0. Region 3. Chicago, Office 
Ip. 


ke Times for Power Operated 
of the Director. 79/11/16. 


7912100223 Forwards IE Info 
Elements Due to Pipe Supp 
KEPPLER, J. G. Region 3, 
Ip- 


Notice 79-20, "Overloading of atruetural 
irt Leads. " No response required 
Chicago. Office of the Director. 79/11/16. 


7912110574 Forwards IE Info Notice 79-29. "Loss 
Reactor Coolant Bgs InstPuraentatlon Durlnj Op 
specific action or response required. 
KEPPLER.J. & Region 3. Chicago, Office of 
IP 


of Nonsafetg-Related 
eration. " No 

the Director. 79/11/16. 


79132B0922 Forwards quarterly rept 
supervisors & engineers expected 
HQHELL.B.H. Consumers Power Co. 


for period BOOlOl-0331 re Bechtel 
to be on const site. 

79/12/21. 34pp. 


S. Reportable occurrences. LERs & rela^d corre spo ndence 


912130410 Act receipt of 791026 interim deficiency rept re 
blocks «i cracked disconnect links. 

FIORELLIiO. Region 3. Chicago, Reactor Construction fc 


termkna 1 
Engineering 


7912170059 Ack receipt of 791026 
piping Inpact qualities. 
FIORELLI.S. Division of React 

Ip- 


infcerlm deficiency rept re 
or Construction Inspection. 


f eeduia ter 
79/11/15, 


7912050370 Forwards IE Dulletin 79-26. "Boron Loss 
Dladss." No responiSB required 

KEPPLER.J. 0. Region 3. Chicago, Office of the 
'7 


From DMR Control 
Director 79/11/20. 


7912170105 Ack receipt of 791026 interim deficiency rept re 
block disconnect links , „ n.„ ■ 

FIQHELH.O. Region 3. Chicago, Reactor Construction t< 

SuDDort Branch. 79/11/15. Ip 


terminal 

Engineering 


7912100425 Forwards IE Circular 79-24, "Propor 
Core Spray Pipe Break Detection Equipment on 
written response required 

KEPPLER.J. G. Reflion 3, Chicago, Office of 

Ip- 


InstalUtien b Calibr of 
DWtls. " No 

the Director. 79/11/26. 


7912110249 Forwards IE Circular 79-23. "Not 
Failed to Operate " No response required. 
KEPPLER.J. 0, Region 3. Chicago, Office 
Ip. 


or Starters & CantacSckrs 
of the Director, 79/11/26. 


7912120172 Ack receipt of 791031 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/79-19 1. 

KEPPLER. JO. Region 3. Chicago, Office of the Director. 79/11/26. 

tp 


'913170416 PNO-IIl-79-04a: on 791 127, elec tr ic Ian received shock from 
energlisd circuit breaker cab inet. Caused by electrlcan. 
unaware breaker was enorg I zed , h 1 li ing tool ho* in breaker 
cabinet so he could oo to lunch. ^ 

KMP.R.C.I FIORELLI.C. Region 3, Chicago. Office of the Director. 

• 1 /9a I n 


79I21103S8 Interim deficiency rept re safe shutdown boratlon 
capability. Dechtel preparing sys design to increase safety- 
grade boratlon capabi 1 i ty. Final I za t ion of sys design 
estlnabed by end of Mar 1900. Next rept by 800411. 

HOUELL.S.H Consumers Power Co. 79/i2/06. 2pp. 


7912130319 Forwards final deficiency rept re main feed pipe spools. 
H0HELL.8.M. Consumers Power Co. 79/12/10. 2pp. 


7912J20180 Responds to NRC 791010 Itr re violations noted in IE Insp 

Repts 50-329/79-19 S. 50-330/79- 19. C orrec t ive actions; 
training records for const QC personnel -updated to 
accurately reflect actual training. 

HDWELLi S. H. Consumers Power Co. 79/11/26. Spp. 


7912130224 Final deficiency rept re main feed pipe spools. NRC found 

nine pipes not In complience w/ABHE code physical impact 
requirements. One hot bend spool being rep laced. Others 
operate satisfactorily at min sve temp of 70 F. ,o 4 ,. 

AMDERGON.D. Dechtel Associates Professional Corp. 79/11/19. 4pp. 


7912110420 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups It state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees 

KEPPLER, J. -0. Region 3, Chicago. Office of the Director, 

ip 


79/11/28. 


7912060012 Ack receipt of 791106 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/79-20 
50-330/79-20. ^ . 

FIORELLI.C, Region 3, Chicago, Reactor Construction 6 Engineering 

Support Dranch. 79/JI/30. Ip 

— 7912060015 Responds to NRC 791010 Itr re violations noted in IE Insp 
Repts 50-329/79-20 *< 50-330/79-20. Corrective actions: 
procedures re formal design changes revised by Bechtel. 

JtaHELL, S. H. Consumers Power Co. 79/11/06. 0pp. 


7912170062 Aek receipt of 79il02 interim rept re settlement of diesel 
generator foundations 1. b Idg. Comp 1 e ted review will be 
oerforned upon receipt of final rept. 

FIORELLl.O. Regions, Chicago. Reactor Construction 1. Engineering 

Support Branch. 79/12/12. ip. 


7912180176 Interim deficiency rept re containment internal structures 
coatings u/loss of adhesion. Evaluation of corrective action 
being undertaken by Bechtel. Nez t rapt will be submitted by 
SOBSIS-Ngt correction action rept end. 

HOMELLiS. H. Consumers Power Co. 79/12/13. 6pp, 


7912180526 Interim deficiency rept re in-eontainment coatings which 
have loss of adhesion between success ive ' lay era of coating 
sys.Approi 600 square ft of surface under Investigation. 

HOHELLiS.H. Consumers Power Co. 79/12/13. 6pp. 

7912110365 Forwards interim deficiency rept re broken anchor bolt In 
reactor vessel support skirt flange, 

HOtCLLiS.H. Consumers Power Co. 79/12/14. ip. 
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--7912110373 Interim deficiency rept re drokon anchor bolt in reactor 
veesei support skirt flange. Anchor stud purchased from HB 
Valley Structural Steel Co.uho procured matl from Southern 
Bolt h Fastner Corp. 

• Consumers Pouer Co. 77/12/OS. Spp. 


— 79I2O3023S Amend 35 to License DPR-49i r ep 1 oc i ng requirement for 
repeated manual sampling analysis for chlorine at plant 
discharge u/re qu 1 r ement for automatic recording/control 
equipmen t . 

IPPQLITD.T A Operating Reactors Branch 3 79/11/17 7pp. 


7918130S44 Interim deficiency rept re broken reactor vessel anchor 
stud. Vessel support skirt flange anchor bolt broke. Testing 
for cause of break mill be completed by mid Jan i780. 
u/results available by mid Feb 19B0. 

HOUELLiS. H. Consumers Pouer Co. 79/13/14. 3pp. 


791SS604B3 Final deficiency rept re reactor bldg spray piping supports. 
Stresses are uithtn code al louab Ics. Or innel 1 analysis 
plant drawings reconciled u/actual harduarc. Plant Is in 
conformance u/dosign requirements. 

HOMELLiB.H. Consumers Power Co. 79/12/21. Ip. 


— 79t20a033B ElA supporting Amend 55 to License DPIl-49. 

• Office of Nuclear Reactor Regulation. 79/11/19. 4pp. 


—7912030240 Notice of issuance availability of Amond 55 to License 
DPR-49, 

IPPOLITO.T.A Operating Reactors Branch 3. 79/11/19. 2pp. 


7912050472 Act receipt of MRC 791026 S< 30 Itrs re containment purging h 
venting. Mill respond by 791214 

ROOTiL-D. loua Electric Light U Pouiur Co. 79/11/37. Ip. 


7912380560 Forwards final deficiency rept re failure of Hilti drop-in 
anchors to meet tension testing requirements. 

HOUELL.S.H. Consumers Pouer Co. 79/13/21. Ip. 


7912160064 Forwards corrected Tech Specs re 790111 U 0705. Ltrs 
containing Amends 4B {< 52 respectively to License DPR-49. 
IPPOLITO. T. A. Operating Reactors Branch 3. 79/11/27. 2pp. 


— 79132B0S6S Final deficiency rept re failure of Hllti drop-in anchors 
to meet tension testing cr i teria. Test ing program telli 
develop ultimate loads for drop-in anchors which are not 
completely set. 

HOOKiJ.O.i OAILEV.K. Bechtel Associates Professional Corp. 
79/11/30, 5pp. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Securltyi nedlcali emergency tt fire protection plans 


791220DD22 Discusses NRC 791109 meeting re emergency preparedness team 
revlou objectives. Provides guidance for Improving licensee 
emergency preparedness 6 assuring capability of offsite 
ogeneies to take appropriate emergency actions. 

ORIMESjB.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912040350' Forwards responses to questions raised re fire protection 
analysis. Diesel generator room drawings end. 

RODT.L.D. Iowa Electric Light b Power Co. 79/11/29. 10pp. 


J. Insura'hce b indemnity information 


7912190507 Responds to 791210 Itr requesting approved guarantee of 
payment of deferred premiums for each operating reactor over 
100 Mw(e)>owned in whole or part. Advises that info was 
filed 791120 w/util. 

TOYNE. D.U. Corn Belt Power Cooperative. 79/12/14. Ip. 


P. Operating license stage documents b correspondence 


7912100189 Discusses NRC 791101 meeting u/represontatives of NSSS 
vendors b fuel suppliors re discussion of respective 
portions of ECC8 evaluation models dealing w/fuel cladding 
swelling b incidence of rupture. Vendor responses end. 

ElSENHUTi D. 0. Division of Operating Reactors. 79/11/09. &5pp. 


"7912100255 Responds to NRC 791101 request re noncompliance of 
Uastinghouse ECC8 evaluation model under requlremonto 
of lOCFRSO App K. Evaluation of three fuel rod models 
Indicates no safety problems for Nestlnghouse plants. 
AN0ER80N. T. H. Uestlnghouie Electric Corp. 79/11/02. App. 


—7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
compliance w/IOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

BlfCHHOLZ.R. H. General Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst test 
data, Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OU3LEV<O.F, Eixon Nuclear Co,. Inc. (subs, of Exxon Corp.), 
79/11/02, 5pp. 


— 7912100456 Forwards addl info re evaluation of impact of NRC proposed 
mpture/blockage model used In vendor evaluation model. 

No adverse Impact from neu rupture burst data or use of (dRC 
rup ture/blockage model on licensing calculation results. 

□WSLEYiO.F. Eikon Nuclear Co. i Inc. (subs, of Exxon Carp.). 
79/11/04. 22pp. 


791203-0233 Forwards Amend 55 to License DPR-49i notice of issuance b 
aval lability b EIA. 

IPPDLITOiT. A. Operating Reactors Branch 3. 79/11/19. 2pp. 


— 79121B007O Submits revised Page 6. 9-t to Tech Specs re radiological 
procedureii issued as supplemental Amond 48 to License 

DPR-49. 

« Operating Reactors Branch 3. 79/11/27. 2pp. 


— 7912160077 Submits revised Pages VI.3.6-9 b 3. 6-lOa to Tech Specs re 
surveillance requiremen t s> I ssued as supplemental Amend 52 
to License DPR-49. 

* Operating Reactors Branch 3. 79/11/27. 4pp. 


7912070141 Requests that GE 791130 Itr re Mark I containment program b 
NRC accepbance criteria be made □ffictal part of facility 
docket file. 

ROOT.L.D. Iowa Electric Light b Pauier Co. 79/11/30. Ip. 


7912310369 Provides response to NRC 791022 Itr re operability of 
containment purge valves Preso-nt purge b vent valve design 
adequate for all normal b accident conditions. 

ROOT.L.D. Iowa Electric Light b Power Co. 79/12/14. Opp. 


7912270165 Discusses util 791205 Ifcr.ln response to NRC 791210 Itr re 
failure to report approved guarantee of payment for deferred 
praaiums for each operating nuclear reactor over 100 Mkl. 

Info filed through lA Electric Light b Power Co. 

HILI.IAHS< E. H. Central loua Pouer Cooperative. 79/12/17. Ip. 


Q. Inspection reports. IE Oulietlns b correspondence 


7912130064 Forwards IE Insp Rept 50-331/79-26 on 791024-25. No 
noncampliance noted. 

FIORELLliO. Region 3i Chicago. Reactor Construction b Engineering 

Support Branch. 79/11/05. 2pp. 


— 7912130067 IE Insp Rept 50-331/79-26 on 791024-25. No noncompliance 
noted. Major areas Inspec ted: ac t ions re IE Bulletins 79-14 b 
79-04. 

DAtlIEL8{3N, 0. H- > YIN, I.T. Region 3, Chicago, Office of the 
Director. 79/11/02. 3pp. 


7912060364 Forwards response to IE Bulletin 79-23. Generator grounded 
uye configured source, w/iio circuit connecting ground b 
transForieert ui 11 pass only lou f requanc t es. Spec ial lest 
Procedure 58 completed on 79i 103, ind ica ting normality. 

ROOTiUD. Iowa Electric Light b Power Co. 79/11/08. 3pp. 


7912200683 Forwards response to IE Dullatin 79-23 re failure of 
eaiergency diesel generator field exciter transformer. No 
circuit connecting generator ground b exciter primary 
transForiner. Spec ial Test Procedure SB completed 791103. 
ROOT<U.D. louia Electric Light b Power Co. 79/11/OB. 3pp. 


7912130229 Supplements 791030 response to IE Bulletin 79-14. Insp during 
1960 first quarter refueling shutdown will include normally 
inaccess lb 1 e piping. 

ROaT.L.0. Iowa Electric Light b Power Co. 79/11/15. Ip. 


79120SO126 Forwards IE Circular 79-22. ''Stroke Times for Power Operated 
Relief Valves." No response required. 

)£PPL^,J. G. Region 3. Chicago. OPfice of the Director. 79/11/16. 

‘P- 


7912100232 Forwards IE Info Notice 79-88, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

XEPPLER.J. e. Region 3. Chicago. OPfice of the Director. 79/11/16. 
Ip. 
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7912110579 Foruards IE Info Notice 79-29, “Loia of NamaPety-nBllBteil 
Reactor Coolant Bys Instrumentation During DpoTatlon. “ No 
specific action or response ronulrod. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/ll/li. 
Ip. 


7912050377 Foruards IE Bulletin 79-2fi. "Doron Loss Fro« BWR Control 
Blades. " Response required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/11/20. 
Ip- 

7912100434 Foruards IE Circular 79-24. ''Proper Installation bCalibr of 
Core Bprag Pipe Break Detection Equipment on DURs. •• No 
written response required. 

KEPPUEB.J.O. Region 3, Chicago. Office of the Director. 79/11/36. 
Ip. 


7912110259 Foruards IE Circular 79-23, "Motor Starters & Contactors 
Failed to Operate. " No response required. 

KEPPLER.J. 0. Region 3, Chicago. Office of tho Director. 79/11/Z6. 
ip. 


7912110427 NDllfles that NRC intends to routinely forward to 
appropriate state public util regulatory groups t< state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER.J. 0. Region 3, Chicago. Office of the Director. 

Ip. 


79/11/23. 


7912190223 Forwards IE Bulletin 79-27. "Loss of Non-Class TE 
Instrumentation ti Control Power Bys Bus During apsration.* 
Written response required. 

HCPPLERrJ.O. Region 3. Chicago. Office of the Director. 
Ip- 


79/lt/aO. 


7912200117 Forwards IE Bulletin 79-2D. "Possible Malfunction of Naaso 
Model EAIDO Limit awltches at Elowated Temps. " rtctlon 
TQQU irod. 

KEPPLER.J.*. Region 3. CMeago, Office of tho Director. 79/12/10. 
Ip- 


79I22D06H Forwards response to IE Bulletin 79-02. Revision 2. re pipe 
support base plates ui/concrete expansion anchor bolts. 

Analyzed pipe anchor & support base plates w/expanslon 
anchor bolts. 

ROQT.L, D. Iowa Electric Light b Power Co. 79/12/10. I4pp. 


7912140479 Forwards LER 79-030/03L-0. 

HINEOi.D. L. Iowa Electric Light *■ Power Co. 


79/12/10. Ip. 


—7912140409 LER 79-030/03L-0: on 791 112i during surveillance testing, 
differential pressure switch PDIS 2442 trip setpoint found 
out of tolerance. Caused by instrument drift. Switch calibr *. 
tested. Design review continuing. o-.. 

ZIMMERMAN. J. C. Iowa Electric Light b Power Co. 79/12/10. 2pp. 


7912170213 Forwards LER 79-032/03L-0. 

HIimKtO.L. Iowa Electric Light b Power Co. 


79/12/12. Ip. 


—7912170219 LER 79-032/03U-0: on 791116. duping surveillance testing, 
high dryuell pressure switch PS-431IC trip setpoint found 
out of tolerance. Caused by instrument drift. Switch reeallbr 
b functionally testsd. „ .. ..s/.a/io i. 

ZIMMERMAN, J. C. Iowa Electric Light b Power Co. 79/12/12. Ip. 


7912170224 Forwards LER 79-033/01T-0. 

HINECK.O.L. Iowa Electric Light b Power Co. 


79/12/12. ip. 


^7912170231 LER 79-033/01T-0; on 791120. during survaillance tosting, 

D priwaru containment oxygen analyitr ANSlBiB found 
Iraperable.Cauetd by short circuit in test jae k . Analy j tr 
repaired, tested b returned to svc. ~„o/,o 

ZIMMERMAN. J. C. Iowa Electric Light b Power Co. 79/12/12. 2pp. 


7912100918 HO~79-3:on 791202 off gas stack flow recordsr indicated 
downscale. Caused by feilure of associated transmitter. 

Recorder disasseaibled, inspected, reassembled, tested b 

reinstalled. Cause of transmitter failure unknown. 

HINECK. O. L. Iowa Electric Light b Power Co. 79/12/12. 2pp. 


DOCKET 30-333 JAMES A. FITZPATRICK NUCLEAR POWER PL^T 
F. Security, medical, emergency b fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for Improving licensee 
preparidne*! It assuring capabilliy of ofrilfca 
agencies to take appropriate emergency actions. 

cniMES.B. K. Emergency Preparedness Task Force. 79/11/23. aOpp. 


H. Beneral correspondence 


R. Periodic operating reports b related correspondence 


7912190390 Forwards monthly operating rept for Nov 1979. 

MINECK.D.L. Iowa Electric Light b Power Co. 79/12/14. Ip. 


— 791219040S Monthly operating rept for Nov 1979. 

VAN SKKEL.J. Iowa Electric Light b Power Co. 79/12/14. 7pp. 


79I2I90418 Requests update of NRC distribution list by deleting VJ 
Cassan as counsel b substituting CM Pratt. 7 o/is>/n 

EARLY. P.J. Power Authority of the State of New York. 79/12/13. 


If- 


912200304 Requests update of distribution lists by rsplaelng name of 
VJ Cassan w/CM Pratt.as counsel for util. -jo/in/,.. m 

EARLY. P.J. Power Authority of tho State of New York. 79/12/13. Ip. 


S. Reportable occurrences. LERs b related correspondence 


J. Insurance b indemnity information 


7912360364 PNO-J 11-79-030: on 791023. unit shut down to repair leaklns 
elbow in feedwater pump seal water discharge line to 
feedwater heater 4Q. 

WRIOIIT. 0. C. , BPESSARD.H.L. , HEISHMAN, R. F. Office of Inspection b 
Enforcenant. Office of tho Director. 79/10/23. ip. 


91227O60S Confirms that PASNY has loan commitment for *10 million from 
Manufacturers Hanover Trust for retrospective iniuranco 
pnqnent.iP neeeosary.in event of nuclear disaster. Commitment 
Bipiras 000630. . 

MCCARTHY, H. H. Affiliation Unknown. 79/12/18. Ip. 


7912050509 Submits E7B Violation Rept 79-2: on 791100. plant coaling 
tower basins overflowed. Analysis indicated probable 
eicesslve chlorine concentration. Caused by plant design. 

Design change for dechlarination being tested. 

HAHMQHD.E, L. Iowa Electric Light b Power Co. 79/11/36- 3pp- 


7912110340 RD:durlng normal operation. cad syo oxygon analyier B found 
Inoperable. Oxygen atiilyier A not indicating suppression 
chamber oxygen eoncentrat ion. Caused by tost jack short in 
analyier B.Test jack repaired, tested b returned to svc. 

HAMMDNDrE.L. Iowa Electric Light b Power Co. 79/11/30. Ip. 


79I218D614 HO: during normal operation. B cad sys 
inoperable during lurveillance test. Analyier 
tested b aligned. 

HAMMOND.E.L. Iowa Electric Light b Power Co. 


oxygen anBlyier 
satisfactorily 

79/ 1 1 /30. Ip. 


was 


7912140470 Forwards LER 79-&3t/03L-0. 

MINECK.D.L. Iowa Electric Light b Power Co. 79/12/10. Ip. 


P. Operating license stage documents b correspondence 

7912100109 Discusses NRC 791101 meeting w/representatlves of NBSS 
yendors b fuel suppliers re discussion of respective 
portiaT)« of ECC6 ©valuation models dealing w/fu*l cladding 
atutlllng h incidence of rupture. Vendor responseft JS/.wno 
ElSSWHUT. D. 0. Division of Operating Reactors. 79/11/09. 6Dpp. 


-7912100255 Responds to NRC 791101 request re noncomplianti 
Hestinghause ECCS evaluation model under requlTements 
of 10CFH50 App K.Evaluatlon of three fuel rod nodcls 
indicates no safety problems for Westinghouse plants. 


of 


-7912100330 Responds to NRC 791101 request re ORNL cladding swelling I. 
rupture data Review of analytical models b tests indicetes 
eompllancB w/10CFfl50 App K. All OE spies for calculated peak 
cladding temp remain unchanged. n 

BUCHH0L2.fi. H. Oeneral Electric Co. 79/12/07. 2pp. 


— 7912140402 LER 79-031/03L-0; on 791110. during power ascension follasiing 
reactor scram. channel B rod block monitor failed, causing 
control rod block. Caused by drifted count trip level 
setpoint. Setpoint adjusted. 

ZlMMEflMAM, J. C. Iowa Electric Light b Power Co. 79/12/10. Ip. 


-9121OT407 Forwards response to NRC 791101 request re rod hurst test 
data. Concludes that data properly represented by fuel models 
used In vendor evaluation models b that analyses demonstrate 
all criteria of 10CFR50. 46 satisfied. 

nwa.oEY 2 0. F. Emon Nuclear Co.. Inc. of Euon Corp, >. 

79/11/02. 5pp. 
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--79121004S& Forwardi addl info ra avaluatlcn of impact of NRC propoiad 
ruptura/blockaga modal uaad In vandor avaluation modal. 

No advaria ifnpaet from nau ruptura burst data or usa of NRC 
ruptura/bloekaga modal on Hcantlng calculation raiulta, 

OUSLEYiO.F. E««on Nuclear Co.. Inc. <subi. of Eiion Corp. >. 
79/’U/04. aSpp. 

7912100117 Forwards safatg evaluation ra degraded grind voltage 
protaetlon tga 

LATNA9> 0. Plant Sgstams Branch. 79/11/13. Ip. 

"7912100120 Safety avaluation ra degraded grind protection for safety- 
related ac power sys. Technical evaluation rapt and. 
a Office of Nuclear Reactor Regulation. 79/11/13. llpp. 


79120301diS Commits to e«pedlted implementation of valve (tuallficatlon 
prograoi for containment purge U vent valves. Provided 
operabilitv assessment of purge b vent valves on 790013. 

EARLYtP.J. Power Authority of the State of New York. 79/11/2*. Ip. 


7912040900 Raguests immediate approval for Installation of Inersas 
capacity fuel raekt, Prompt inetellatlon will provide 
capabillfeg of full core unload. 

BERRYiO.T. Power Authority of the State of New York. 79/11/29. 
3pp. 


7912120421 Forwarde addl info ra safety evaluation In support of 
Amend 47 to License DPR-99. Enel responds to Paragraph 3.2. 1> 
re fire haiard analysis, 

EAHLYiP.J. Power Authority of the State of New York, 79/12/0*. 

6pp. 


7912120437 Forwards application for amend to License DPR-S9 re change* 
in Tach Sptes . related to spiral loading/unloading of reactor 
core, Safety avaluation end, Clast III fee paid under 
protest. 

EARLViP.J. Power Authority of the State of New York. 79/12/0*. 

2pp. 


— 79121204*0 Application for Amend to License OPR-S?. changing Tech Specs 
to providt for spiral loeding/unloadlng of core. reloading 
u/o full control rod blade insertion b redefinition of 
source range monitor operability during reload. 

* Power Authority of the State of New York. 79/12/0*. lipp- 

— 79121204*1 Safety evaluation supporting changs in Tsch Spscs re spiral 
leadlng/unloading of reactor core. 

e Power Authority of the Stale of New York. 79/12/0*. 2pp. 


7912130343 Forwards application for amend to OL re expended membership 
for safety review committee b Inclusion Into Tsch Specs. 

EAHLYiP.J. Powsr Authority of ths Stats of New York. 79/12/0*. Ip. 


—7912130947 Appliestion for emend to License DPR-99. 

EABLYiP.d. Power Authority of the State of New York. 79/12/0*. 
Ip. 


— 7912130930 Proposed Tach Specs changes re safety review committee, 
a Power Authority of the State of Nau York. 79/12/0*. Bpp. 


7912100373 Notifies of primary containment inlagrated leak rate teat 
scheduled for facility. 

LEONARDiJ.D. Power Authority of the State of New York. 79/12/10. 
Ip. 


0. Inspection reports* IE Bullatine b correspondence 


7912030043 Forward! IE Insp Rept 30-333/79-12 on 790627-30. No 
noncempl lance noted, 

CAHLBONiR.T. Region 1> Philadelphia. Reactor Construction b 
Engineering Support Branch. 79/09/2*. 2pp. 

--791S03004S IE Imp Rapt 30-333/79-12 on 790527-30. No noncomplianca ■ 
noted. Major areae inepectad: Inaarvice Inep data b license 
documbntation essociattd w/LER 79-018/03L-0. 

nCBREARTV. R. A. Region 1. Philadelphia. Office of ths Direebor. 
TRIPP.L.E. Region 1> Philadelphia. Riactor Construction b 

Engineering Support Branch. 79/09/20. *pp. 


7912130003 Forwards mgt rsvltw. In response to NRC Immediate Action Ltr 
79-18 rs omission of esrtain instrumint root valvss from 
llntup chsekllst. 

LEONARDiJ.D. Powsr Authority of ths Stats of New York. 79/09/3*. 
7pp. 


7912030007 Forwards IE Insp Rapt 90-333/79-10 on 7907a0-i0803 b 20-24. No 
noneompl lance noted. 

CARL80N.R.T. Region 1> Philadelphia. Reactor Construction b 

Englnsarlng Support Branch. 79/10/16, 2pp. 


—7912050010 IE Insp Rept 50-333/79-10 on 790730-0803 b 20-24. Nn 
noncomplianco noted. Major areas inspected: spent fuel rack 
mod b action on previous insp findings. 

FEILi R. Region 1. Philadelphia. Office of the Director. 
TRIPP.L.E. Region 1. Ph i ladelphia. Reactor Construction b 

Engineering Support Branch. 79/10/09. 5pp. 


7912130300 Responds to IE Qullotln 79-10. Elevsn areas uere found u/o 
adequate audio or visual alarm capabi 1 i ties. Areas will be 
re-evaluated following installation of addl alert devices. 
LEONARDiJ.D. Power Authority of the State of New York. 79/10/17. 
3pp. 


79130SDO74 Ack receipt of 790910 Itr informing NRC of steps taken to 
correct violations noteii in IE Insp Rept 50-333/79-07. 

ORIERjS.H. Region 1. Philadelphia. Office of the Director. 
79/10/16. ip. 

— 7912090064 Responds to NRC 790024 Ur re violations noted in IE Insp 
Rspt 50-333/79-07. Corrective actions: instrument surveillance 
procedure revised b permanent scale placed on indicator. 
LEONARDiJ.D. Powar Authority of the State of Now York, 79/09/10. 

2pp. 

— 79120SOOBS Forwards IE Insp Rept 90-333/79-07 on 790929-0601 b notice 
of violation. 

BRUNNERiE.J. Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/00/24. 2pp- 

—7912030090 Notict of violation from insp on 790929-0601. 

a Raglan 1. Philadelphia. Office of the Director. 79/08/21. 

Ip. 

— 79120S0131 IE Insp Rept 50-333/79-07 on 790929-0601. Noncompliance 
notad; failure to Include acceptance criteria in Tech Spec 
survaillatica callbr b subsequent review b approval of 
erranaous results. 

ZlffrtERMAN, R. P. . KISTERiHD. Region 1, Philadelphia. Reactor 

Operations Nuclear Support Branch. 79/0B/2t. Bpp. 


7912120304 Responds to IE Bulletin 79-14. A/E piping stress analysis 
program will address bulletin concerns. Program rept 
forthcoming. 

LEONARDiJ.D. Power Authority of the State of New York. 79/10/10. 

app. 

79122*0092 Forwards IE Insp Rept 50-333/79-19 on 790911-13. No 
noncomplianca noted. 

HNlTlN.U.e. Region 1. Philadelphia, Safeguards Branch. 79/10/26. 

Spp. 

— 79122*0099 IE Insp Rept 90-333/79-15 on 790911-13 .Nd noncomplianca 
noted. Major areas Inspeetod; organiiatlon b epepatlon. 
measureaent b controls b shipping b receiving. Detal 1* 
withheld <raf 10CFR2. 7901. 

B186ETT.P. H. . 8HA0D.E. T. Region 1. Philadelphia, Office of the 
Director. JOYNER. J.H. Region 1, Philadelphia, Safeguards 

Branch. 79/10/23. Ip. 

791214029B Responds to IE Oullitin 79-24, "Froien Lines. " Adequate 
protaetive oieaiuras already taken to produce freaxlng of 
llnee during extreme cold. 

LEDNARD.J.D. Power Authority of the Stale of New York. 79/10/31. 
3pp. 

7912170214 Updates roeponse to IE Bulletin 79-01 at requastad by 
791002 Ur. Enel table tummarliet b supplements previous 
rseponset re environ qualification of Class IE electrical 

LEOHMD.J.D. Power Authority of the Stale of New York. 79/11/02. 
7pp- 

7912090049 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves. " No response required. 

OfllERiB.R Region I. Philadelphia, Office of the Director. 
79/11/1*. Ip. 


7912090276 Forward# IE Info Notice 79-27. "Steam Oeneretor Tube 
Ruptures at Two PHR Plants. " No response required. 

ORIER.D.H. Region I, Ph 1 ladelph ia. Office of the Director. 
79/tl/l*. Ip. 

791210013* Forwards IE Info Notict 79-28. "Dvtrload Ing of Structursl 
Elements Due to Pipe Support Loads." No rtsponei rtqulrtd. 
ORlERifi.H. Riglon 1. PMledtlphia. Offici of the Director. 
79/11/1*. Ip. 
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7912110432 Forujardi IE Info Notice 79-39, "Loes 
Reactor Coolant Sijs Initromentat i on During Op 
specific action or response required. 
SniER.D-H. Region 1, Philadelphia. Office 

79/11/19 Ip. 


a# Nonsaf etM-Related 

eration. " No 
of the Director. 


-7912130494 UER 79 -oa 3 / 03 >:- 2 ; on 791000 . dur ing normal operation, routine 
computer printout of core performance log Indlceted ‘hat 
aiai fraction of limiting power density was above Tech Spec 
niiJi natter power reduced appro, to Tech SPJ' 

CHILOS.U, V. Power Authority of the State of New York. 79/U/3B. 




7912050Pi9 Forwards IE Bulletin 79-26. 
Blades." Response required. 

DRIER. D.H. Region I, Philadelphia. 

79/11/20. ip. 


"Boron Loss From DWR Control 
Office of the Director. 


7918040308 Forwards UER 79-095/03X 
LEONARB.J.D. Power Authority of 
2pp. 


1 . 

the State 


of New York. 


79/11/30. 


7912360053 Respon 

safety-related 
LEONARD. J.D. P 

Ip- 


ds to IE Bulletin 79-25 re failures 
sys-ftolays not used at facillty. 
awer Authority of the State of New 


of DFD relays In 
York. 79/11/2D. 


7912260057 Responda to Revision 2 
using concrete ejpanslon anchor 
used in masonry-type walls. 
LEONARD. J D. Power Authority o 
3pp. 


of IE Qulletln 79-02 re pipe supports 
bolts. No etpanslon anchors 

f the State of New York. 79/11/21. 


791206-0503 Forwards IE 
Core Spray Pipe Dreak 
response required 
GRIER, 0. H. Region 
79/11/26. Ip. 


Circular 79-24. "Proper Installation 6 Calibr of 
Detection Equipment on BURs- " No 

1, Philadelphia, Office of the Director. 


-7912040313 LER 79-099/03X- 1 : on 791025, drywoU-to-suppreeslon chamber 
differential pressure transmitter 27-PT-102B was found out 
of tolerance. Caused by improper testing procedure. Procedure 

"^ow" AuUoH^rorj^e State of New Vork. 79/11/30. 


7912110277 Forwards LER 79- 101/D3L-0. 

LEONARD! J. 0. Power Authority of the State 

Ip- 


of New York. 


79/12/04. 


7912110202 LER 79-101 /03L-0; on 79 1 100, during 

test F-ST-76List, penetrations discovered 
plant const. Cause not stated. Penetrations 
rated matl «< performed fire watch. 
CHILOS.M.V. Power Authority of the State 


operations surveillance 
not sealed during 
sealed u/3-h 

of New Vork. 79/12/04. 


2pp. 


7912110069 Forwards IE Circular 79-23. "Motor 
Failed to Operate. " N« response required. 
GRIER, D.H. Region I, Philadelphia. Offic 
79/11/26. ip. 


Starters & Contactor* 
I of the Director. 


791211D320 Forwards LER 79-100/03L— 0. 

LEONARD! J.D. Power Authority of the State 
IP- 


of New York. 


79/12/04. 


791219005S Forwards IE Bulletin 79-27, " 

Instrumentation l< Control Power Sys Du 
Written response requlred. 

ORIER,n.H. Region 1, Ph I ladelph lai 

79/11/30 Ip. 


Loss of Non-Class IE 
s During Operation." 

Office of the Director. 


-7912110329 LER 79-1Q0/O3L-0; on 791 108. during normal operation to 
complete eoTracllva malnt,HPCI lys unintentionally made 
Inoperable. Caused by need to replace leaking gasket 
associated w/sys hydraulic control valve seat drain. , 0 ,,-,,,. 
CHILDdfW.V. Power Authority oP th» Stat# of Ntw Vork. 79/12/04. 


791210031* Providi 


jtatuB of program re requlremenls of 
79-14 Forwards schedule for tnap of safety-related pipe 
lines 2 1/2 Inches 1 larger List does not Include pipe 
lines analysed for 790313 show cause order. 

EARLY. P.J. Power Authority of the State of New York- 
6pp. 


IE Dullatln 

79/12/03. 


7912310235 Forwards !E Info Notice 79-30, "Reporting of Defects S. 
Noncampliancos. lOCFn21. •’ No action required. 

GRIER, D.H. Region I, Philadelphia, Office of the Director. 
79/12/06. 4pp. 


79l81Hra43 Forwards LER 79-099/03L-0. 
LEQHARDiJ.D. Power Authority of the 

Ip- 


State of New York. 


79/12/04. 


—7912110347 LER 79-099/03L-0: on 
control unit for control rod 
isolated! mating control rod 
D-rlng.Ring replaced. 
CHILOS.M.V. Powor Authority 


791105. leaking access plug on hydraulic 
lQ-38 required unit to be 
inoperable. Caused by failed 

of the State of New York. 79/12/04. 


2pp. 


7912190760 Forwards IE Bulletin 79-26. 
Model EAISO Limit Switches at Elevated 
response required. 

GRIER, D.H. Region 1, Philadelphia. 
79/12/07. Ip. 


Possible Malfunction of Namco 
Temps. " Written 

Office of the Director. 


7912280320 Forwards IE Info Nntico 79-31. "Use of 
Response Spectra." No written response required 
GRIER, U. H. Region I, Philadelphia. Office of 
79/12/13- Ip. 


Incorrect Amplified 
the Director. 


7912110335 Forwards LER 79-102/03L-0. -jo/is/os 

LEDMMID.J. P. Power Authority of the State of New York. 79/12/03. 
Ip- 

—7912110359 LER 79-102/OaL-0: on 791100. rqaetor water conductivity 
escseded Tech Spec limit. Caused by decomposition of ion 
esehange resins which altered ph levsl. Eight condenser tubes 
plugged fc one condensate deminsral I ler rBniovod. ^o/i^.nR 

CHILDSiU.V. Power Authority of the State of New York. 79/12/03. 
4pp. 


R. Periodic operating reports tc related corrospondonce 


7912110250 Forwards monthly operating rept for Nov 1^^^- 
LEONARD. J.D. Power Authority of the State of New Vork. 
IP 


79/18/07. 


7912110256 Monthly operating rept for Nov 1979. 

ZUFELT.E. Power Authority of the State of New York. 
1 Ipp- 


79/12/07. 


91814043B Forwards LER 79-I04/03U-0. 

LEONARD. J. D. Power Authority of the State of New York. 


79/12/10- 


-7912140449 LER 79-104/03L-0: on 791 1 10, dor log instrumont surveillance 
erocedure F-ISP-72. source range monitor A exhibited erretlc 
operation. Cause unknown. During troubleshooting, instrument 
operation returned to normal. ... 

GNILOB.H. V. Power Authority of the Stats of New York. 79/12/10. 
app- 


S. Reportable occurrences. LERs b related correspondence 


7912120128 RO: on 791034.A/E informed util that pipe strey reanalysls 
Indicated pipe support to be inoperative per NRC guidelines. 

Support will bo upgraded to accept increased loads from 

LEONARD. J. D. Power Authority of the Slate of New Verb. 79/10/84. 
ip. 


7712130449 Forwards LER 79-033/03X-2. 

LEONARD. J.D. Power Authority of the State of New York. 
Ip- 


79/11/28. 


7912100594 Forwards LER 79- 105/03L.-0. 

LEONARB.J.D. Power Authority of the State 

Ip. 


of New York. 


79/12/13. 


-7918180599 LER 79-108/03L-0: on 791 114, during normal operation, noisy 
lubricating oil recirculating pump associated u/om»rg#ncy 
diesel generator C noted. Caused by had bearing In pump 

CHILDS^H^vr '"pnusr Authority of the State of Now York. 79/18/13. 


7918310316 Ferwar 
LEQMfVlD. J. 0. P 


ds LER 79-106/03L-0. 

ouer Authority of the State of New York, 


IP- 


79/12/17. 
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— '79ISS10322 LER 79-106>'03L-0: on 791 1 1 B< d ur i ng normal steady state 
□ perationi uihl lo conducting operationt lurvtlllance test 
F-BT-IJ.KSIV 29-AOV-SOA did not provide half scram signal 
equal to or less than 107. c loauri. Cause undetermined. 

CHILDBiM.V. Poucr Authority of the State of Neu York. 79/12/17. 
2pp. 

7912210327 Forwards LER 79-103/01T-0. 

LEONAROi J. D. Power Authority of the State of New York. 79/12/17. 
IP 


— 79i22t033& LER 79-103/01T-0: on 791205. due to IE Bulletin 79-14 
reanalyiiti pipe hangar H10-S39 in D RHR sys considered 
inoperable due to thermal growth. Caused by hold down clips & 
guides restraining pipe movement. Cl ips ti guides removed. 
CHlLDSrU.V. Power Authority of the State of New York. 79/12/17. 
2pp. 


DOCKET SO-334 BEAVER VALLEY POMER STATION. UNIT 1 


p, Security, medical, emergency b fire protection plans 


791S200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for improving licensee 
emergency preparedness Ic assuring capability of offsite 
agencies to take appropriate smergency actions. 

ORtHESiB.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


0. Adjudicatory correspondence 


7912110030 Confirms receipt of end 790329 petition to suspend OLe Por 
all PWRs. Forwards FR notice indicating that petition will be 
traatid In accordance U/10CFR2. 206. 

DENTON. H, R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 79t21iai2d. Notice of request for action pursuant to 10CFR2.206 rc 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLt for PNRs. 

NULLERr D. R. Office of Nuclear Reactor Regulation. 79/11/23. 
SSpp. 


C. Financial Information 


7912310343 Responds to NRC 791210 Itr requesting util guarantee of 1979 
retrospective premiums. Forwards 790327 Itr u/internal cash 
flow projection for 1979. 

CHRIBTNERiR. 8. Duquesne Light Co. 79/12/26. 2pp. 


P. Operating license stage documents b correspondence 


791109024B "Summary of Operating Eiperience U/Reclrculating Steam 
Oenerators. " 

EIBENHUTrD.O. Division of Operating Reactors. NURE0-0S23. 
79/01/31. e9pp. 


7908010339 Notifies of status of rept on reactor cavity annulus seal. 
Most PHR uteri remove ring during normal operation. Others 
store seal ring in raised position during normal operation. 
LAINASiO. Plant Eystems Rraneh (Pre 791030), 79/07/05. 7fp. 


7712050170 Discusses NRC review of LERs b Tech Spec requirements re 
control RPI sys at Uestlnghouse PWRs, Requests Toch Specs 
review to ensure requirement for rod malnt to within ■*l'~ 12 
steps indicated b RPI sys verified accurate within 12 steps. 
SCHUEKCER.A, Operating Reactors Branch 1. 79/10/29. 7pp. 


791210040B Discusses NRC concern re containment purging b venting 
during normal operation. Includes licensee override of 
safety actuation isolation signals to containment isolation 
valves b valve ability to shut w/o degrading containment. 
8CHWEKCER>A. Operating Reactors Branch 1. 79/10/29. Spp. 


7712100109 Discusses NRC 791101 meeting w/representatives of N895 
vendors b fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing w/fuel cladding 
swelling b incidence of rupture. Vendor responses end. 
EISENHUTrD.O. Division of Operating Reactors. 79/11/09. 65pp, 


—7912100255 Responds to NRC 791101 request re noncompl lance of 
Westlnghouse ECC8 evaluation modal under requirements 
of 10CFR90 App K. Evaluation of three fuel rod modets 
indicates no safety problems for Mestlnghousa plants, 
ANDERSON. T, n. Nisttnghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b teats indicates 
cOBipllance u/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHa.Z.R. H. Oeneral Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of 1OCFR50. 46 satisfied. 

OWSLEY. fi.F. Eoon Nuclear Co. , Inc. (subs, of Ei ion Corp. ). 
79/11/02. Spp. 


•79121004S6 Forwards addl info re evaluation of impact of NRC proposed 
rupture/b lockage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/b lockage model on licensing calculation results. 

OWSLEY. O.F. Exion Nuclear Co., Inc. (subs, of Eiion Corp. ). 
79/11/04. 32pp. 


7912060038 Summary of 791116 telcon u/util re util 791022 response to 
790913 Itr ra implementation of "TMl Lessons Learned Task 
Forca" recommenda t Ions. 

MIOOtNTCHi. I>. Operating Reactors Branch 1. 79/11/23. 5pp. 


7912190007 Summary of 791116 telcon w/licensee re lessons learned 
taiplamentatlon. Lis ts of items not meeting lessons learned 
laplomentatlon. not conforming to lessons learned 
requirements b needing further clarification end. 

UIOSINTIW. 0. Operating Reactors Branch 1. 79/11/23. Spp. 


79t204<S39 Notifies of completed actions re rod drop analysis problems 
raported by Uestlnghouse b discussed at 791119 meeting. 

Actions completed 791122. Restrictions will remain in effect 
until problems resolved. 

DUNNaC.N. Duquesne Light Co. 79/11/27. Ip. 


7912040379 Discusses implementation b review schedule for TMI-2 Lessons 
Learned Task Force short-term requiroments 
DUNNaC.N. Duquesne Light Co. 79/11/30. 0pp. 


79120S046S Forwards results of analysis b info re response of 
contelnmant pressure to steam break accident inside 
GOntnlnment w/eitended auilliary feedwater flow to affected 
steaffl generator. 

DUNNaC.N. Duquesne Light Co. 79/11/30. 10pp. 

79122101 26 Notifies that rept required by Tech Specs 2. 4. 1.0 & 2, 4. 3. 3 
App fi should include dose assessment u/respect to 
confoTsiance w/code. 

eCHWEKCER.A. Operating Reactors Branch 1. 79/12/04. 2pp. 


791210030S Forwards proposed Tech Spec 3/4. 6. S, deleting option to 
utilise steam jet air ejector during (lode 4. Class II amend 

fee end. 

DUNNaC.N. Duquesne Light Co. 79/12/03. 3pp. 


— 7912100311 Proposed Toch Spec 3/4. 6. 5, el iminat Ing option to utilise 
steam jet ejector during Mode 4. Addl conservatism eliminates 
potential short-term containment leakage path. 

» Duquesne Light Co, 79/12/05. 3pp. 

7912270394 Discusses review of NRC 791213 request re commitment to 
iaplement TNI Lessons Learned Task force Category A 
requirements by 600101. Intends to Implement recommendations 
during current refueling outage, 

DUfM.C.N. Duquesne Light Co. 79/12/17. Ip. 


7912270456 Notifies that requested info re auilliary feedwater sys 
autoisafcie initiations b flow indications to steam generators 
was provided during 791213 site visit. 

DUNNaC.N. Duquesne Light Co. 79/12/10. Ip. 


7912270370 Responds to 791210 request re procedures for small break 
LOCA. Hestlnghouse owners group procedures adequate for 
faei 1 Ity. Site-sp Bc i fic procedures do not deviate 
significantly from ref procedure. 

DUIMaC.N. Duquesne Light Co. 79/12/21. 3pp. 


0. Inspection reportsi IE Bulletins b correspondence 


7912040097 Ack receipt of 790910 Itr imformlng NRC of steps taken to 
corract violations noted in IE Insp Rept 50-334/79-11. 

NARTINaM.O. Region 1. Philadelphia. Safeguards Branch. 79/10/12. 

Ip. 


— 7912040105 Responds to NRC 790B2B Itr re violations noted in IE Insp 
Rept SO-334/79-11. Corrective act ions: details withheld 
(ref 10CFR2. 790). 

DUi«4,C.N. Doquaone Light Co. 79/09/lB. Ip. 
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-._.79j20401KI rariifarcTs IE Insp Rept 50—334/79—11 on 790307—11 5t notlC9 of 
violation. NoticB of violation uilthhejd (raf 10CFR2. 790). 

KARTINiU 0. Region 1. Phi ladelphlai Safeguards Branch. 

7?/’0a/2B. 3pp. 


— 7912040129 IE Insp Rept SO-334/79-ll on 790507-1 1. Honcompl iance noted: 
securitg organ! zatlan. access control & kegs, locksi b 
eomblnat ions. Details uilthheld (ref 10CFR2.790). 

BAILEY.R.J-. MCKEOHN. L. M. Region 1. Philadelphia. Office of the 
Director. DEVLIN. J.W. Registi 1. Philadelphia. Safeguards 

Branch. 79/0B/32. Ip. 


7913060191 Act receipt of 791005 Itr Informing NHC of eteps taken to 
correct violations noted in IE Tnsp Rept SO-334/79-13. 

BRUNNEH.E.J. Region 1. Philadelphia. Reactor Dperatlono Muclaer 

Support Branch. 79/10/lB. Ip. 


—7912060205 Responds to NRC 790912 Itr re violation noted in IE Insp 
Rept S0-334/79-l3.CDrrBctlve actions; teoporarig test circuit 
remounted; on fireproof matl b installation checked for 
secure mounting. 

DUNN. C. N. Ouquesne Light Co. 79/10/05. 3pp. 

— 7912060214 Foruarde IE Insp Rept 50-334/79-13 on 790529-0601 b 11-13 b 
notice of violation. 

BRUNNER. E.J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/12, 2pp- 


— 7912100233 IE Insp Rept SO-334/79-17. Noncompl iance noted; failure to 
follcu procedures, uso of heating torch ui/o approved 
procedure ti use of vibration measuraoient equipment u/espired 
callbr. 

DECUMAN. 0. A. . KEIMIO.R.H. Region 1. Philadelphia. Office of the 
Director. 79/09/21. 20pp. 


79130SOOS6 Forwards IE Circular 79-22. “Stroke Times for Pouer Operated 
nallef Valves." No response required. 

ORlEfli D. H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912030243 Forwards IE Info Notice 79-27. "Bteam Generator Tube 
Ruptures at Two PWR Plants. " No response required. 

CRIER.B.H. Region t« Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912100110 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
mira.D.H. Region 1. Philadelphia. Office of the Director. 
79/11/36. Ip. 


7912310404 Forwards IE Info Notice 79-29. "Loss of Nonsafetg-Felatid 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

GRIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


— 7912O6021B Notice of violation from insp on 790539-0601 b 11—13. 
♦ Region 1. Philadelphia, Office of the Director. 79/09/11. 
ip- 


79120S022B Forwards IE Dulletin 79-26. “Boron Loss From BUR Control 
Blades." No response required. 

GRIER. D.M. Region 1. Phlladtlphle, Office of the Director. 
79/11/30. Ip. 


— 7912060221 IE Insp Rept 50-334/79-13 on 790529-0601 b lt-i3. 
Nonconp 1 iance noted: Inadequate ioplenrntatian of design 
control measures resulting in faulty mounting of temporary 
test circuit. 

HCNATT.T.. FINKEL.A. Region 1, Phi ladetphia. Office Of the 
Director. KEIHIO.R.R. Region 1. Philadelphia. Reector . 

Operations Nuclear Support Branch. 77/09/11. 13pp. 


7912170164 Responds to IE Bulletin 79-23. "Potential Failure of 
Emergency Diesel Oensrator Field Eiclter Transformer." 
Froblem not applicable to facility. Flew of high circulatlnt 
current cannot ecist at plant. 

DWN.C.N. Duquesne Light Co. 79/10/24. Bpp. 


7912I701B2 Updates 790820 response to IE Bulletin 79-17. "Pipe Cracks 
in Stagnant Derated Uater Sys at PUR Plants," Insp of welds 
will not be completed within required 90-day perlDd due to 
difficulty in Temoving concrete slabe. 

UERLINO.U, A. Duquesne Light Co. 79/10/29. 2pp. 


7912300530 Forwards IE Insp Rept SO-334/79-19 on 790927-28. No 
nencomp 1 1 ance noted. 

MARTIN. U.O. Region t. Ph 1 ladeiphia. Bafeguards Branch. 79/10/29. 

2pp. 


— 7912200534 IE Insp Rept 50-334/79-19 on 790927-26. No noncaaiplianea 
noted. Hajor areas Inspectediaatl control b accounting. 

JOYNER, J.H. Region 1. Philadelphia. Bafeguards Branch. 

SMITH. O. . SUMMERS. R. Region i, Philadelphia. Office of feba 
Director. 79/10/25, 5pp. 


7912170232 Responds to IE Dulletin 79-24, "Frozen Lines." All linss are 
protected or will be protected through use of cold weather 
log, heat trace thermocouples b controllers b electric heater 
in trench adjacent to cooling tower. 

UDOLEVER. E. J. Duquesne Light Co. 79/11/01. 2pp. 


7912100219 Ack receipt of 791029 Itr informing NRC of steps taken to 
correct violation# noted In IE Insp Rept 50-334/79-17. 

GRIER.B.H. Region i. Philadelphia. Office of the Director. 
79/H/06. ip- 


— 7912100224 Responds to NRC 791001 Ur re violations noted in IE Insp 
Rept 30-334/79-17. Corrective actions: startup forms revieuedr 
evaluation rept issued b vibration instrument shipped to 
vendor for recalibr. 

DUNN.C.N. Duquesne Light Co. 79/10/29. 7pp. 


—7912100236 Forwards IE Insp Rept 50-334/79-17 on 790920-24 b notice of 
violation. 

GRIER. D.H. Region 1. Philadelphia. Office of the Director. 
79/10/01. 2pp. 


— 7912i0024S Notice of violation from insp on 790820-24. 

e Region i. Philadelphia. Office of the Director. 79/09/21. 
4pp. 


7913060370 Forwards IE Circular 79-24. "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BURe. " No 
rosponse required. 

ORIER.B.H. Raglan 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912110037 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate. " No response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912190021 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrunentatlon b Control Pouer Sys Bus During Operation.” 
Uritten responie required. 

ORIER.B.H. Region i. Philadelphia, nfflet of the Director. 
79/11/30. ip. 


7912200652 Forwards notices of violation b of Intent to impose civil 
penalties for violations identified during 791127 insp. 

STCLLO.V. Office of Inspection b Enforcement. Office of the 
Director. 79/12/03. 2pp. 


— 7912200637 Notice of violation from imp on 791127. 

e Region 1. Philadelphia, Office of the Director, 
if- 


79/12/03. 


— 7912200660 Notice of proposed imposition of civil penalties from 
violations noted in 791127 insp. 

• Office of Inspection b Enforcemant, Office of the Director. 
79/ia/OS. ip. 


— 7912200667 Order madifylng license requiring redundant b indtpandent 
verification of engineered safety features operability b 
rcvleu of controls to assure Uniting conditions for 
operation not defeated by maint b other activities. 

STELLO, V. Office of Inspection b Enforcement. Office of the 
Director. 79/12/05. 4pp. 


7912120312 Correcti 781214 itr re reactor vceeel overprotection eye. 
Relief valves certified by seismic analysis. Vendor analysis 
complies u/telsmic design requirements of facility. 

OiWN.C.N. Duquesne Light Co. 79/12/06. ip. 


7912200002 Responds to IE Bulletin 79-02. Revision 2. "Pipe Support Base 
Plata Designs Using Concrete Eipansion Anchor Bolts." 

Testing b insp procedures b documantstion of tasting b insp 
performed available at site. 

DUNN.C.N. Duquesne Light Co. 79/12/06. Spp. 


7912310213 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncoiip Uances) 10CFR21. " No action required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 
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7?lS19a739 Feruarifs IE Dullatln 79-2Si “Passlbla Halfunction of Nsaco 
Modal EA180 Llnit Switches at Elevated Tenps. * Mrlttan 
raaponae ra^ulrad. 

ORIER.B.H, Region 1. Philadelphia. Office of the Director. 
79/18/07. Ip. 


7918390194 Forwards IE Info Notice 79~31. ''Use of Incorrect Anplifled 
Raiponee Spectra. " No written response required. 

CRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/12/13. Ip. 


R, Periodic operating reports k related correspondence 


7912040439 Forwards NPOES eionthly rept for Nov. 
nOORE. O.M. Duquesne Light Co. 79/11/39. Ip. 


—7912040443 NPOES Monthly rapt for Nov. 

HOOREiC.H.. 8TEED.L.8. Duquesne Light Co. 79/11/30. ISpp. 


7913160363 Forwerdt Monthly operating rept for Nov 1979. 
DUhW. C. N. Duqueine Light Co. 79/13/13. Ip. 


-7912160368 Monthly operating rept for Nov 1979. 

BPlTZNOCLEiA. Duquesne Light Co. 79/13/06, 4pp. 


6. Rapertebli occurrences. LERs ti related correspondence 


7912300092 PN8-I-79-001; on 79100S. Inti Brotherhood of Eleetrlcat 
Uorkere will strike facility if new contract voted down. 

Raeurltg organlietion not affected. 

I>eM.lN. J. H. . MARTIN.U.O. Office of Inspection t. Enforceaent. QPffco 
of the Director. 79/10/09. Ip. 


7913300967 PN6-1-79-001A; on 791008. tentative agreeMant reached on new 
contract between util tc Inti Brotherhood of Eloctricel 
Workers. Util believes contract will be ratified avoiding 
threat of strike. 

DEVLIN. U. W. I ALLAN. J. Office of Inspection ti Enfercanent. Office of 
the Director. 79/10/09. Ip. 


7912040922 RO 79-46/01P:on 791127 floupath to charging puMps closed dua 
to planned reMOVel of enargency diesel generator. High head 
iniectlon would have not bean eveilebla If needed. Error 
corrected when valve opened to increase flow path to pusips. 
HERLINO.J.A. Duquesne Light Co. 79/11/28. Spp. 


7912310369 R0-79-46/O1P: on 791187. redundant Motor operated itolatlen 
valve CH-119D placed on clearance. in closed position, 
fallowing eaargency dlatel generator aaint shutdown. Caused 
by operator error. 

W^LINOiJ.A. Duquasno Light Co. 79/11/28. 3pp. 


7912130637 Forwards LER 79~649/03L-0. 

MERLINO.O. A. Duquesne Light Co. 79/13/07. Spp. 


-7912130634 LER 79-049/03L-0; on 791108. during startup of boric acid 
cleanup sys. daborating deninarallier was filled w/prlnary 
grade water. Whan cut Into sve boron in tank diluted to iasa 
then Tech Space. Caused by inadequate startup procedure. 
HERLINO.J. A. Duqueine Light Co. 79/12/07. Ip. 


7912180633 Forwards LER 79-046/0tT-0. 

WeRLINOiJ.A. Duquesne Light Co. 79/18/11, Bpp. 


—7912160639 LER 79-046/01T~0: on 791187iwhlle generator which prevldas 
eaargency power to Motor operated valve CH-119D was rsMoved 
Proa sve. valve was placed on clearance in closed position 
Par fselnt. Caused by operator error. 

UERLlNOiJ. A. Duquesne Light Co. 79/12/11. 2pp. 


7912270902 Forwards LERs 79-039/99X-0 ti 79-040/99X-0. 
UCRLINO.J.A. Duquesne Light Co. 79/13/19. Spp. 


—7912270906 LER 79-039/99X-0: on 790930. vital bus inverter 4 Palled, 
causing rsactor trip k high stssM Plow saPsty Inyeetion 
actuation. Caused by Pailure oP vital bus Invsrtsr 1. transfer 
op vital bus to euKiliary power supply. 

WERLIND.V.A. Duquesne Light Co. 79/12/19. ip. 


-7912270980 LER 79-040/99X-0: on 790930. during operational Node 3. vital 
bus inverter 4 transferred Proa auxiliary power source to 
inverter. Inverter was inoperable li safety injection occured. 

Caused by operator error. Personnel repriManded; 

WERLINO. J. A. Duquesne Light Co. 79/12/19. Ip. . 
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F. Security, nedlcal. snergency h fire protection plans 


7912200022 Discusses NRC 791109 netting re enargency preparedness tean 
raview oh jsc tives. Provld es guidance far iMprovlng ticensoe 
ewergcncy preparedness & assuring capability of offsito 
agencies to taka appropriate onergency actions, 

QRIHES. B.K- Energency Preparedness Task Force. 79/11/23. SOpp, 


791KO0618 Notifies of fee assessment for 790B17 review of security 
training k qualification plan. Requests paynent. 

DIOOS.R. M. License Fee Management Branch. 77/12/06. Ip. 


8. Adjudicatory correspondence 


7912110038 Confirns receipt of end 790339 peiltloiv to suspend OLs for 
all PURs. Forward s FR notice indicating that petition will be 
treated in accordance U/10CFR3. 206. 

1XNT0N.H.R. Office of Nuclear Reactor Regulation. 79/11/33. Ip. 


—7912110136 Notice of request for action pursuant to 10CFR2. 206 rs 
Environ Coalition on Nuclear Power 790339 petition 
requesting suspension of all OLs for PURs. 

HULLER.D.R. Office of Nuclear Reactor Regulation. 79/11/33. 
3app. 


M. Antitrust correspondence 


7911K160020 Notion to lodge FERC 791004 opinion k order denying 
prshearing. Confirms reasons presented in FL Cities 790609 
motion to lodge rcRC 790603 opinion ti order. AffirMation of 
8vc <1 FERC 791004 order end. 

OASLON.R.A. Florida Cities. 79/11/16, Bpp. 


7918110439 Response in apposition to FU Cities 791116 Motion to lodge 
FERC Opinion 97— A. No relation eiists between FERC findings 
ra tariff matters t findings in present proceeding re 
antitrust vl olations. Csrtlf icate of 8vc end. 

BDUKNlOHTi J. A. . ORISBON.D.H. Florida Power t Light Co. 

BOUKNIOHT, V. A, Lowensts in, Newman. Reis. Aislrad tc Tol 1. 79/13/03. 

4pp. 


7912110345 Answer to FL Cities 791116 notion to lodgs FERC 790803 
opinion re whsther to conduct procesdlng under AtoMic Energy 
Act of 1994 Section lOSCal.Doet not oppoea lodging per hftC 
790623 previous answer. 

OEtfEy.L.a., CHMciANtA.F.D. Antitrust Division. 79/12/06. 3pp. 


P. Operating license stage docuMents b corratpondance 


7911070346 “Busunary of aperatlng Espsrience U/Reclrculetlng Steaa 
Oanarators. ** 

EIKNHVT. D. 0, Division of Operating Reactors. NUREO-OS33. 
79/01/31. a9pp. 

7918100169 Discussal NRC 791101 aeatlng w/representatlves of NB6B 
vandors tc fuel suppliers re discusiion of reepective 
portions of ECC8 sveluation Models dealing w/fual cladding 
swelling tc incidence of rupture. Vendor responses end. 
EIBENHUT.O- Q. Dlvlelon of Operating Reactors. 79/11/09. 6Spp. 


-7912100299 Responds to NRC 791101 request re noncoop 1 lance of 
Wastinghouie ECC8 evaluation model under requlraaenti 
of 10CFR90 App K.Evaluation of three fuel rod aodals 
Ifidtcatai no safety problems for Uastlnghouie plants. 
ANDERSONc T. M. Mestinghouse Electric Corp. 79/11/03. App. 


■7912100330 Responds to NRC 791101 request re ORNL cladding swelling tc 
rupture data. Review of analytical nodeli tc tests Indicates 
compllenca w/lOCFROO App K.All OE epees for celculatad peak 
cladding heap remain unchanged. 

BUCHHOLZ.R.H. Oeneral Electric Co. 79/13/07. Spp. 


— 7912100407 Forweards response to NRC 791101 request re red hurst test 
date. Concludes that data properly reprasanted by fuel Models 
weed in vendor evaluation models k that analysas deaonstrate 
•11 criteria of lOCFRSO. 46 aatlsfiad. 

OWBLEV.O.F. Exxon Nuclear Co.. Inc. (lubs. of Exxon Corp. >.. 
79/11/03. Spp. 


— ^7912100496 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blackage aedal uasd in vendor evaluation model. 

No adverse iatpact from new rupture burst date or use of NRC 
rupture/blockage modal on licensing calculation results. 

OW^EYiB.F. Exxon Nuclear Co,. Ine. (subs, of Exxon Corp.). 
79/11/04. 83pp. 
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7913060492 Ac 1 rsceipb of NRC 790927 S> 1023 ltr'9 r» conta innant purging 
b vantlng during nornal operation. Rtsponca ulll be submitted 
by 791213. 

UHRIO.R.E. Florida Power L Light Co. 79/11/29. Ip. 


7912110324 Foruardi “Tioie Response Testing of Resistance Temp 
Detectors." CoiiFlrms acceptability of use of onsite loop 
current step response technique for measuring resistance 
temp detectors response time. 

UHRIO.R.E. Florida Power t. Light Co. 79/12/04. Ip. 


— 7912110326 "Time Response Testing of Resistance Temp Detectors." 

KOTTiJ. E. . HERRELLi D. C. . ROD IHSON. J. C. Tachnologg for Energy Corp. 
79/12/04. 13pp. 


791226032B No objection to licensee proposed changes to NPDE8 permit. 
Requests comments on changes to ETS necessary to 
accommodate revision in NPDES permit. 

REID.R.U. Operating Reactors Dranch 4. 79/12/04. 3pp. 


7912130259 Foruards revised pump i. valve test programrin response to 
NRC 790716 Itr re test cycling of check valves. 

UHRIO.R.E. Florida Power ti Light Co. 79/12/07. Ip. 


7912100260 Forwards IE Insp Ropts 50-338/79-27 fc 50-389/79-17 on 
791002-04. No noflcompliance noted. 

BUTHERLANDi J. T. Region 2. Atlanta. Fuel Facility fc Materials 

Safatij Branih. 79/10/22. 2pp. 

—7912100274 IE Insp Repti 50-333/79-27 1. 50-389/79-17 on 791002-04. No 
noneeapllance noted- Major areas Inspected ; tngt controls, 
environ monitoring stations & analytical measuretnants. 

PEERYiU. H. Region 2. Atlanta. Office of the Director. 

HUFHM4.J.U. Region 2. Atlanta. Fuel Facility & Material* Oafety 

Branch. 79/10/19. 3pp. 


791206<K49 Foruards IE Insp Rept 80-335/79-26 on 791009-12. No 
noncompilance noted. 

LEHlSiR.C. Region 2. Atlanta. Reactor Operations Nuclear Bupport 

Branch. 79/10/31. 2pp. 


— 79120602S4 IE Insp Rept 50-335/79-26 on 791009-12. No noncoirp 1 iance 
noted. Major areas inspec ted : post-ref uel ing zero pouer 
testing t power escalation testing preceding Cycle 3 
operation. 

JULlfWiC. Region 2. Atlanta. Reactor Operations Nuclear Bupport 
Branch. LEUIB.R.C. Region 2. Atlanta. Office of the Director. 
79/10/31. 3pp. 


— 7912130264 Revised pump U valve test program. 

» Florida Power & Light Co. 79/12/07. 175pp. 


79121B0243 Urges eipeditious review l< safety evaluation of RETRAK 
reactor syi transient analysis code. List of intended uses of 
RETRAN end. 

UHRIO.R.E. Florida Power 6 Light Co. 79/12/07. 3pp. 


791231014B Forwards BER opposing porposed Tech Spec changes that reaove 
requirement for G-h ac power source surveillanee when 
limiting conditions for operation are not met. Changes do net 
conform to Reg Guide 1.93 or Tech Specs. 

LAINAS.O. Plant Systems Branch. 79/12/07. Ip. 


— 7912310IS2 SER opposing proposed Tech Spec changes that remove 
requirement for G-h ac pouer source surveillance when 
limiting conditions for operation are not met. Changes do not 
conform to Reg Guide 1.93 or Tech Specs. 

» Plant Systems Branch. 79/09/30. 2pp. 


— 7912310154 Technical evaluation opposing proposed Tech Spec changes 
that remove requirement for B-h ac power source surveillance 
when limiting conditions for operation are not met. Changes 
do not conform to Reg Guide 1.93 or Tech Specs, 
e EG I. 0. Inc. 79/09/30. 4pp. 


7912140290 Forwards evaluation of design ti performance of ref care 
conf Iguratian utilizing higher enrichment fuel. Requeste NRC 
approval by 800114 of proposed amend to revise mai 
enrichment permitted by Tech Specs 3.3.1. 

UHRIO.R.E. Florida Power & Light Co. 79/12/12. 36pp. 


79I220040B Responds to 7B1129 Itr re containment purg e Issue, Forwards 
C-E ECC5 performance evaluation. assessment of radiological 
release from containment t> discussion of containment purge 
isolation instrumentation t< control circuit designs. 

UHRIO.R.E. Florida Pouer & Light Co. 79/12/13. 2pp. 


7912270357 Advises that end-of-yr schedule, manpower constraints fc uork 
associated w/TMI-2 Lessons Learned Task Force 
recommendations will delay response to request for info re 
containment purge. Response will be submitted by B0021S. 

UHRIO.R.E. Florida Power b Light Co. 79/12/21. Ip. 


7912060143 Forwards IE Info Notice 79-12A. "Attenipted Damage to New 
Fuel AessRiblles. " No specific action or response required. 
0'RErU.Yi J.P. Region 2. Atlanta. Office of the Director. 
79/11/09. 2pp. 


7912030030 Forwards IE Insp Rept 50-335/79-29 on 791022-23. No 
nonconp 11a nee noted. 

KENNAiH.B. Region 2. Atlanta. Safeguards Branch. 79/11/13. 3pp. 


— 7912030053 IE Insp Rept 50-335/79-29 on 791022-25. No noncompilance 
noted. Major areas inspected: access control testing/malnt. 
pouer supply. locks & keys b liesnsee action on previous insp 
findings. Detal It withheld (ref 10CFR2.790). 
raORE.D.£. Region 2. Atlanta. Office of the Director. 

TDBIN.U. J. Region 2. Atlanta. Safaguarde Dranch. 79/11/13. 

*P- 


791210(>1B1 Foruards IE Info Notice 79-25. "Overloading of Structural 
Eleaents Due to Pipe Bupport Loads. “ No response required. 
0'REILLY>J.P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110561 Forwards IE Info Notice 79-29. "Lost of Nonsafaty-Rilated 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912060616 Forwards IE Circular 79-24. "Proper Installation b Callbr of 
Cor* Spray Pipe Break Detection Equipment on IlWRs. " No 
response required. 

O'REILLY. J.P, Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110147 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate. " No response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


7912100451 Act receipt of 791 lOB Itr informing NSC of steps taken to 
correct viclaton noted in IE Insp Rept S0-33S/79-23. 

81ITW01LAMD. J. T. Region 2. Atlanta. Fuel Facility b Materials 
Safety Branch. 79/11/27. Ip. 


7912260549 Notifies that 791213 rept. "Program Plan for Performance 
Variflcatlon of PUR Safe ty/Rel lef Valves b Sys." is 
responsive to requirements listed in NUREC'0S7G. 

UHRIO.R.E, Florida Power b Light Co. 79/12/21. Ip. 


0. Inspection reports. IE Bulletins b correspondttnee 


7912180355 Forwards IE Insp Rapt 50-335/79-23 on 790910-14 b notice of 
violation. 

SUTHERLAND. J. T. Region 2. Atlanta, Office of the Director. 
79/10/15. 2pp. 


— 79121B0364 IE Insp Rept 50-335/79-23 on 790910-14, Noncompilance nett 
inventory of emergency items listed on Inventory Record 
Sheet 2 of 2 not performed for Jan. Feb b May 1979. 

ANDHEH9, D. L. , TAYLOR, P, A. Region 2, Atlanta. Office of the 
Director. HUFHAM. J, H. Region 2, Atlanta, Fuel Facility b 
Materials Safety Dranch. 79/10/10. 14pp. 


•7912100453 Rcspantls to NRC 79101S Itr re violation noted In IE Insp 
Rapt SO-335/79-23. Corrective actions: recorded Det 1979 
Inventory of emergency equipment b supp 1 ies. Procedure HP90 
revised combining Record Sheets 1 b 2. 

UHRIO.R.E. Florida Power b Light Co. 77/11/OB. 2pp. 


— ^7912100455 Forwerdi lE Inap Rept 50-335/79-23 on 790910-14 b notice of 
violation. 

aurreRLAND, J. T. Region 2. Atlanta. Fuel Fecillty b Materiel* 
Safety Branch. 79/10/18. 2pp. 


-79121O048B Notice of violation from Insp on 790910-14. 

* Region 2. Atlanta, Office of the Director. 79/10/11. 


Ip. 


-7912100461 IE Insp Rept 80-335/79-23 on 790910-14. Noncompllane * noted: 
Invotitory Record Sheet 2 of emergency items not completed 
for Oan. Fab or May 1979, 

HUFHAM, J.R Region 2, Atlanta. Fuel Facility b Materials Safety 
Brant*. PERROTTI, D. J. , TR0JAN0W8KI. R. E Regions, Atlanta, 

Office of the Director. 79/10/11. 2p. 
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7913190442 Foruardi IE Bullstln 79-37< "Loss of Non-Class IE 
Instruoiintatton Ec Control Poiuer Sys Dus During Operation. “ 
Ifr 1 tten response required. 

0 'RElLLYj J, P, Region 3i Atlantai Office of the Director. 
79/ilf30. ip. 


7913310297 Foruards IE Info Notice 79-30. "Reporting of Defects h 
Moncompl lances. 10CPR21. " No action required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. 3pp. 


7913200033 Foruards IE Bullatin 79-28. "Possible Malfunction of Nanco 
Model EA10O Limit Suitches at Elevated Temps. " Action 
required. 

0 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/12/07. 2pp. 


7912200402 Foruards IE Info Notice 79-31. "Use of Incorrect Aaiplifled 
Response Spectra." No written response required, 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 
79/12/13. 2pp. 


7912280136 Foruards IE Circular 79-25. "Shock Arrestor Strut Asssmbti) 
Interference," No uritten response required, 

O'REILLY. J.P. Region 2, Atlanta, Office of the Director. 
79/12/20. 4pp. 


8. Repor^eble occurrences, LERs t> related correspondence 


79121B0291 PN0-II-79-0O9:on 79100B.high differential pressure 
observed on louer seal of reactor coolant pump 12B. Caused by 
dofsctlvB pump laal.Pump ssal rsplacemcnt undsruay. 

DYER.J.A., HARDIN.A.K. Region 2. Atlanta, Office of the Director. 
79/10/10. Ip. 


7912040438 Foruards LER 79-031/01T-0, 

SCHMIDT. A. D. Florida Foyer & Light Co. 79/10/11. Ip. 


— 7912040444 LER 79-03i/01T-0; on 790927. during planned shutdofem.OC check 
of installation of safety injection tank sample tines shaued 
four raceuay clips uilded to vassel uall. Caused by 
contractor. 

ECHOPPHAN, H. A. Florida Pouer t< Light Co. 79/10/11. Ip. 


7912040422 Foruards LER 79-029/03L-0. 

SCHMIDT, A. D. Florida Pouer (< Light Co. 79/10/17. Ip. 


— 7912040425 LER 79'029/03L-0: on 790917, level transmitter on !B1 BIT 
drifted out of callbr, louering tank level below Tech Spec 
limit. Cause not determined. Transmitter recallbr. 

BCHOPPHAN, H-A, Florida Power fc Light Co, 79/lO/i7. Ip. 


791S130440 Foruards updated LER 79-015/03L-1. 

SCHMIDT. A. D. Florida Power t< Light Co. 79/10/22. Ip. 


— 79121S04B7 LER 79-01S/03L-1 : on 790507. RCS boron concantratlon was below 
Tech Spec limit. Caused by vendor workers unknowingly cutting 
steam generator during rim cut nods. Tubes plugged & 
concentration restored. 

BCHOPPMAN.H. A. Florida Power & Light Co. 79/10/23. Ip. 


7912130639 Forwards LER 79-032/03L-0. 

SCHMIDT. A.D. Florida Power L Light Co. 79/11/15. Ip. 


—7912130647 LER 79-032/03L-0; on 791016. during plant tost of emsrgancv 
dlasel generator lAigencrator failed to indicate voltage or 
frequency after engine started. Caused by failed voltage 
regulator surge suppressor BP-3. Suppressor replaced. 

SCHOPPMAN, N. A. Florida Power S, Light Co. 79/11/tS, Ip. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION. UNIT 2 


F. Security, medical, emergency ti fire protection plane 


7912200D22 Discusses NRC 791109 meeting re emergency preparedness toa* 
rtvlau objectives. Provides guidance for improving licensee 
emergency preparedness (< assuring capability of offsite 
agoneies to take appropriate emergency actions. 

ORIMSS.B.K. Emerginey Preparedness Task Force. 79/11/23. 3Dpp. 


7912110305 Forwards addl info re slllcona foam penatraLion seals for 
Unit 2. Original 791009 Itr arroneously addresstd Unit i. 
COUNSIL.W.O. Northsast Utilltias. 79/12/04. 3pp. 


7912130435 Forwards add] response to NRC 790913 t 1030 Itri re improved 
In-plant iodine Ins trumcnta 1 1 on under accident conditions. 

Air monitors in control room area at each site will be 
installed by BOOIOI . Improved portable sys will be developed. 
COUNSIL.H.O. Northeast Utilities. 79/12/07. Ip. 


7912110148 Submits addl response to NRC Itr re fire protection & safe 
shutdown capab i 1 1 ty. Requests clarification of requests U 
prevtaus negotiated agreements. 

C0UN81L.U. 0. Northeast Utilities. 79/12/12. 2pp. 


O. Adjudicatory correspondence 


7912110038 Confirms receipt of end 790329 petition to suspend OLs for 
all PURs. Forwards FR notice Indicating that petition will be 
treated in accordance U/10CFR2. 206. 

D24TON.H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7912110126 Notice of request for action pursuant to 10CFR2.306 ro 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PNRs. 

HULLERiD.R. Office of Nuclear Reactor Regulation. 79/il/83, 

Sepp. 


P. Operating license stage documents b correspondence 


7911D90S4S "Summary of Operating Eiperlence U/Rec ircula ting Steam 
Oaneretars, " 

EI8ENHVT. D. 0. Division of Operating Reactors. NURE0-0S23. 
79/01/31. 89pp. 


790B010Q39 Notifies of status of rept on reactor cavity annulus seal. 
Host PUR users remove ring during normal operat 1 on. Others 
store seal ring in raised position during normal operation. 
LAINAa.e. Plant Systems Branch (Pre 79I030J. 79/07/05. 7pp. 


791210D1B9 Discusses NRC 791101 meeting w/representatives of NSSS 
vendors ti fuel suppliers ro discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
Buelllng L incidence of rupture. Vendor responses and. 
E1&Q«1UT.D. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


—7912100255 Responds to NRC 791101 request re noncompl lance of 
Westinghousa ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of throe fuel rod models 
Indicates no safety problems for Uestlnghouee plants. 
ANDERSON. T. H. Hestlnghousc Electric Carp. 79/11/02. 4pp. 


•7912100330 Responds to NRC 791101 request re QRNL cladding suBlllng b 
rupture data. Review of analytical models b tests Indicates 
compliance u/tOCFn50 App K.All 0£ specs for calculated peak 
cladding tamp remain unchanged. 

BUCHHOLZ.R.H. General Electric Co. 79/12/07. 2pp. 


•7912100407 Foruards reaponso to NRC 791101 request re rod burst tost 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OWSLEYiS. P, Eixon Nuclear Co,. Inc. <subs. of Eixon Corp. ). 
79/11/02. 8pp. 


—7912100456 Foruards addl info re evaluation of Impact of NRC proposed 
rupture/blockage model used in vendor evaluation model, 

No adverse Impact from new rupture burst data or use of NRC 
rupture/b loc k age model on licensing calculation results. 

OkSLEYj 0. F. Ex son Nuc I oar Co.. Inc. (subs, of Exxon Corp, 1 . 
79/11/C4. 22pp 


7912190163 Foruards add! info required for completion of NRC evolution 
of electrical override/bypass aspects of containment 
Isolation matter, Criteria end. 

LAINAeiO. Plant Byitems Dranch. 79/11/19. Ip. 


7912120262 Summary of 791025 meeting u/C-E owners group re asymmetric 
LOCA loads. 

HOSFORD.S, D. Enolneerlng Branch, 79/11/20. 4pp. 


7912130005 Foruards request for addl info re loss of ofFsite pouer 
events at facility. Requests response within 90 days, 

RElCiR.W, Operating Deactors Branch 4. 79/11/27. 3pp. 


7912050502 Responds to NRC 791018,22 b 1121 requests re short- b long- 
term racommendatlont for auxiliary feedwater sys 
requirements. 

COUNSlLiM.O. Northeast iftilitles. 79/11/28. 3pp. 
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79120&0SD9 Faruardi calculations ra automatic initiation of auiiliary 
faoduater ti supporting statemant that longer tine is 
available for Hadden Nock steam generator dryout than for 
HI llstone-S. 

COUNSIL.U.O. Northeast Utilities. 79/11/30. tSpp. 


79iai902Al Discusses coeimitnent made by CT Yanlee Atoaiic Pouer Co tc 
Northeast Nuclear Energy Co to Implenent automatic 
initiation of auxiliary feeduiater. Addresses util conclusion 
that implenentation not neceseartf for safe operation. 

COUNSIL.U.O. Northeast Utilities. 79/11/30. i>pp. 


7912100264 Foruards “Proposed Automatic Initiation Scheme for Auxiliary 
Feedwater Sysi” in response to NRC reciuest for specific 
design details & demonstration of complianca w/HR Denton 
791030 Itr. 

COUNSIL.U.O. Northeast Utilities. 79/12/06. 2pp. 


•7912030096 IE Insp Rept 50-336/79-21 on 790S14-17 t 0910-12. No 
noneoapllance noted. Major areas inspectod:QC activities 
re repair of steam line to auxiliary feedwater pumps 6 
nondestructive examinations of feedwater notiles. 
eAM0ER6>H. F. Region 1> Philadelphia. Office of the Director. 
TRlPPiL.E. Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch. 79/09/24. 7pp. 


7912140287 Responds to IE Bulletin 79-24. "Frozen Lines." Dec 1975 
review of all freeze protection for saf oty-related piping b 
Instrumeniation led to freeze protection improvements. 

CDUNSILiU. e. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 79/10/31. 2pp. 


7912130113 Forwards results of Insp & analysis performed in response to 
IE Bulletin 79—14. “Selsinic Analysis for As-Oullt Safety- 
Related Piping Sys. " 

CaUN8IU«H.O. Northeast Utilities. 79/11/07. 13pp. 


— 7912100294 "Proposed Automatic Initiation Scheme for Auxiliary 
Feedwater Sys. " 

* Northeast Utilities. 79/12/31. 7pp. 


7912120390 Foruards rept re proposed automatic initiation of auxiliary 
feedwater sys in response to NRC request for sepeific design 
details b for demonstration of compliance ui/NRC 79t030 Itr 
to oil operating nuclear power plants. 

COUNSIL.W. 0. Northeast Utilities. 79/12/06. ISpp. 


7912130331 Discusses interim procedures for Recommendation 2, l.B. b. 
until high-range capability is available re increased range 
of radiation manitors requirement. 

COUNaiL.M.O. Northeast utilities. 79/12/07. 4pp. 


7912190409 Foruards "Summary Rept of Feedwater Piping Repair Program fc 
Associated Observations 6 Flndingsr" re NHC 79092B request. 
COUNSlLiN.e. Northeast Utilitlss. 79/12/07. 2pp. 


— 7912190414 “Summary Rept of Feedwater Piping Repair Program b 
Associated Observations b Findings." 

• Northeast Utilities. 79/12/31. tOpp. 


7913180279 Provides commitment to implement Recamminiiation 8, 2. 1. b re 
shift technical adviser in compliance w/short-term Lessons 
Learned Task Force requirements. Ui 11 submit compliance for 
containment pressure indications b RC8 venting by BIOIOI. 
COUNSIL.U.O. Northeast Utilities. 79/12/10. 2pp. 


7913170294 Formally documents 791211 verbal conMiitments to develop 
procedures for Itein3. l.Q. b re increased range of radiation 
nonltars In accordance u/criterla delineated In NRC 791030 
Itr to all operating nuclear power plants. 

C0UN8IL. U. <}. . FEE.M.F. Connecticut Yankee Atomic Power Co. 
79/12/12. 2pp. 


7912210187 Notifies of util commitment to fully implement all Catcgirry 
A short-term Lessens Learned Task Force raquirements by 
BOOtOl u/exception of Items 2. 1.7. a b 2.1.9. 

COUNSIL.U.O. Northeast Utilities. 79/12/17. 3pp. 


7912210282 Foruards design drawings ra automatic Initiation of 
auxiliary feedwater. In response to NRC request. M/o end. 

List of drawings end. 

COUNSIL.U.O. Northeast Utilities. 79/12/17. 8pp. 


7912280004 Forwards drawings re automatic Initiation of auxiliary 
feedwater sys. Drawings available in Central Files only. 
COUNSIL.U.O. Northeast Utilities. 79/12/17. 3pp. 


77121QMG7 Advises that Info in C-E Rept CEN-117 Is applicable to 
facility! thareb y fulfilling requirements contained in 
Bulletin 79-06C which requested Info re Inadequate core 
coaling. 

COUNSlL!U.fi. Northeast Utilities. 79/11/09. Ip. 


7913090039 Foruards IE Circular 79-23. "Stroke Times for Power Operated 
Relief Valves." No response required. 

CRIER. Q.H. Region 1. Philadelphia. Office of the Director. 

79/ll/i&. Ip. 


7912090366 Forwards IE Info Notice 79-27. "Steam Generator Tube 
Rupturas at Two PUR Plants. " No response required. 

ORlEfl.O.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912100131 Forwards IE Info Notice 79-38. "Overloading of Structural 
Elenants Due to Pipe Support Loads. " No response required, 
CRIBI.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


79121104^ Foruards IE Info Notice 79-29. "Loss of Nonsafety-Rilated 
Reactor Coolant Sys Instrumentation During Operation." No . 
specific action or response required, 

ORIERjB.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip, 


79I2090S99 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 
Blades.*' No response required. 

ORIER.B.H. Region 1. Philadelphia. Dfflca of the Olreetor. 
79/11/20. Ip. 


7912060979 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Cora Spray Pipe Break Detection Equipment on BURe, " No 
reeponsa required. 

CRIER.B.H. Region 1. Philadelphia. Office of the Director. 

79/11/26. Ip. 


7912110060 Forwards IE Circular 79-23. “Kotor Starters b Contactors 
Failed to Operate," No response required. 

ORIER.B.H. Region 1. Phi lade Iph la. Office of the Director. 
79/11/26. Ip. 


7912190039 Forwards IE Bulletin 79-27. "Lois of Non-Class IE 
Instrumentation b Control Power Sys Dus During Operation. " 
Written response required. 

CRIER.B.H. Region 1. Phi 1 ade Iph ia. Office of the Director. 

79/11/aO. ip. 


79122703tB Provides info on compliance w/THl Lcesons Learned Task Perce 
short-term item re auiiliery feedwater sys flO'W indlcatlont 
in response to NRC 791211 request. Util installing slngls 
control grade flow indication channel per fetdllne. 

COUNSIL.U.O. Northeast Utilities. 79/12/18. 3pp. 


7912310543 Olscusses review of fuel cladding strain b assembly flow 
blockage models In ECCS calculations to confirm 
conearvatism.Hodeis in analysis are lass conservative than 
new NRC models. Addl calculations to be completed by 804312. 
COUNSIL.U.O.. SUlTZERiD.C. Northeast Utilities. 79/12/27. 2pp. 


0. Inspection reports. IE Bulletins h correspondence 


7912030054 Forwards IE Insp Rept 50-336/79-21 on 790814-17 b 0910-12. 
No noneoapllance noted. 

CARLSON.R.T, Region i. Philadelphia. Reactor Construction b 
Engineering Support Branch. 79/09/26. 2pp. 


7912310336 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncampliances. ICCFRSl. " No action required. 

miER.B.H. Region 1. Philadelphia. Office of the Director, 
79/13/06. 4pp. 


7912190794 Forwards IE Bulletin 79-38. "Possible Kalfunction of Namco 
Kodal EAIBO Limit Switches at Elevated Temps," Written 
response required, 

flRlER.B.M. Region 1. Philadelphia. Office of the Director. 
79/12/07. ip. 


R. Periodic operating riporte b related c orrsspondence 


7912180392 Forwards monthly operating rept for Nov 1979. 
aPEKA.J.F. Northeait Utilities. 79/12/13. ip. 


•79121B0403 Konthly operating rept for Nov 1979. 

HML^TT.e.H. Northeast Utilities. 79/12/09. 9pp. 
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8. Raportablt occurrtnctt. LERi t> rslatad cornipondenc* 


7918030104 PNS'-I-79-007: on 791 iOBi f arflitr centractor imployaa ws> 
ari*«*tad. aftar making thraata against formar suptrvlsort in 
facilttiil parking lot. Shotgun found in car of employaa, 

BHODLOSKYiT. Offlca of Inspaction ti Enforcamant. Offlet of tb« 
Olraetor. KEtHXO.R.. BRUNNER. E. J. Rsgion i. Ph 1 ladalph ta. Qfftca 
of tha Dlractor. 79/11/OB. ip. 


791804039& Forwards updated LER 79-01&/03X-1. 

OPEKA.J.F. Northaast Utilities. 79/11/27. 2pp. 


— 7918040401 Updated LER 79-016/03X-1; on 79061 1. during plant cooldoun. 
pressuriiar pressure channel read lower than actual 
pressure. Caused by shift of lero point on transmitter. 

Bourdon tube replaced ti transmitter restored to svc. 

DATE8.R.U. Northeast Utilities. 79/11/27. Ip. 


7918040481 Forwards LER 79-039/03L-0. 

OPEKAtJ.F. Northeast Nuclear Energy Co. isubs. of Northaast 
Utilities). 79/11/28. Ip. 


"7912040426 LER 79-03B/03L-0: on 791 102. reactor protection sys. channel A 
high power level min trip setpoint axcaaded Tech 8pac limit. 

Caused by instrument drift. Setpoint potentiometer was 
readjusted h min high power trip setpoint restored to spec. 

BATESiR.W. Northeest Nuclear Energy Co. (subs, of Northaast 
UtlUtlss). 79/11/28. Ip. 


7918130489 Forwards LER 79-03S/03L-0. 

OFEKA.J.F. Northeast Utllitlss. 79/11/28. Ip. 


—7912130468 LER 79-039/03L-0: on 791 102. during surviillanca testing In 
cold shutdown, reector protection sys Chenntl A high power 
level min trip setpoint escaadad Tech Spec limit. Caused by 
instrument drift. Setpoint readjusted. 

BATEB.R.U. Northeast Utilities. 79/11/28. ip. 


7912040407 Forwards updated LER 79-013/03X-1. 
OFEKA.U.F, Northeast Utilltlea, 79/11/29. ip. 


— 7912040413 Updated LER 79-013/03X-1: on 790329. periodic cheek of control 
room chlorine detection eye revealed inoperable detactore. 

Caused by low drip ratal of detector solution onto sensor 
aassab ly, Clogged dlspiners cleaned. 

BATEB.R.U. Northeast Utilities. 79/11/29, 2pp. 


79181&0309 8^-1-79-022: on 79112B. const worker injured In fall frea 
scaffold at plant stta.E«tant of Injurlas unknown. No 
radioactlvt matl involved. 

ZIMMERHAN. R. P. . KEIHIO.R.R., BRUNNER. E.J. Region 1> Philadelphia. 
Hfftee of the Director. 79/11/29. Ip. 


7918070381 Forwards LER 79-034/0aL-O. 

OPEKA.O.F. Northeast Utilities. 79/11/30. Ip. 


—7912070389 LER 79-034/03L-0; on 791 101. during cold shutdown. eontalnaant 
parsonnal air lock inner h outer doors opened at same time 
for 30-e. Caused by bent operating chaft. Shaft straigtanad 
ti lock operabla. 

CLEMENT.C.H. Northaast Utllltias. 79/11/30. ip. 


79121B08B9 Forwards LER 79-037/0aL-O. 

OPEKA.J.F. Northeast Utllltias. 79/12/10. ip. 


— 79181B0601 LER 79-037/03L-0: on 791114 during routine maint. leakage 
ditcovired on boric acid avaporator S eencentratas pump 
dieeharga lina.dui to hairline crack in Type 304 etainless 
eteal pipe. Cauiad by chloride etreec cerroelon cracking. 

HARRIS, J.B. Northeast Utilities. 79/12/07. Ip. . 


7918180979 Forwards LER 79-03B/03L-0. 

OPEKA.J.F. Northaast Utilities. 79/12/13. Ip. 


'79121B09B1 LER 79-036/03L-0: on 791113, leekaga discovered on aerated 
radwaata drain llna.Cauead by wall pitting or cracking. 

Failed pipe section will be replaced when matl is available 
1< further investlgetlon will be eonduetad. 

HARRtS.U.B. Northaast Utilities. 79/12/13. Ip. 


POCKET SO-338 NORTH ANNA POUER 8TAT10N. UNIT 1 


F. Security, tnedicaE. emergency t< fire protection plans 


7912200028 OlseusBis NRC 791109 meeting re emergency preparedness team 
ravlaui objectives. Provides guidance for Improving licensee 
emergency preparedness l< assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORINES.B.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7918040376 Responds to NRC 791010 Itr raquesting info re upgrading of 
emergency planning. Responses will be submitted by 791207. 

8TAU.IN06. C. N. Virginia Electric t. Power Co. 79/11/29. Ip. 


79120S057O Forwards license fee for review of security personnel 
training t. qualification progratn. submitted In 790817 Itr. 
STALLINGS. C.H. Virginia Electric & Power Co. 79/11/29. 2pp. 


7912070131 Forwards amended pages to approved security plan. Changes 
withheld (ref 10CFR2. 790). 

BTALllNOe. C. K. Virginia Electric h Power Co. 79/12/03. Ip. 


7918130329 Forwards proposed revision to emergency plan. in rasponia to 
NRC 791010 Itr. Plan designed for compatibility w/KRC 
concurred state ti county radiological response plans, to 
provide for overall response effort. 

STALLINGS, C.M, Virginia Electric 8, Power Co. 79/12/10. Ip. 


— 7912130341 Proposed revision to emergtncy plan. 

« Virginia Electric t. Power Co. 79/12/10. 300pp. 


O. Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-OSl 1. Draft OEIS reflects 
conscleus l< deliberate NRC policy to jeopardiia public 
health & safety & thwart objectives of NEPA. 

KEPFDRD.C. Environmental Coalition on Nuclear Power. 79/10/24. 

88pp. 


79120904B1 Act receipt of 791106 Itr re errors In certain pipe stress 
analyses. Requests full rept on nature & scope of errors, 
faeusing on relation between errors fa settlement Issue. 

BISHOPiC.J. Atomic Safety and Llcansing Appeal Panel. 79/tl/OB. 

Ip. 


791214014S Confirms 791103 Itr re VEPCQ rept on analytical errors In 
pipe stress analyses. Rept will be submitted by 791210. 

ClfillSTMAN. J. N. Hunten fa Nilllams. 79/11/19, Ip. 


7918060239 Ack receipt of 791119 Itr ri pumphouse settliment issue. 
Requested rapt should be filed no later than 791210 in order 
to aipadite ABLB decision. Awal ts NRC fa parties comments. 
BlffilOPiC.J. Atomic Seftty and Licensing Appeal Panel. 79/11/16. 
If. 


7912110038 Confirms receipt of end 790329 petition to suspend DLs for 
all PMRs. Forwards FR notice indicating that petition will be 
treated in accordance w/t0CFR8. 806. 

DENTON.H.R. Office of Nucliar Reactor Regulation. 79/11/23. Ip. 


— 7912110126 Notica of request for action pursuant to 10CFR2.806 ra 
Environ Coalition on Nucltar Power 790329 patltion 
raqweeting suspinaton of all OLs for PRRs. 

HUU-ERtO.R. Offica of Nuclear Reactor Regulation. 79/11/23. 
3Bpp. 


7912180169 Brief in opposition to intarvenore 791026 aicaptlons on ABLB 
790824 order granting VEPCO motion for summary disposition. 

If not affirmed, urges A8LAB permit use of high density recks 
pending conclusion of proceeding. Certificate of Bve end. 

CWlSTNANt J. N, . HAUPIN.M.M. Vlrg in la Elec trie fa Power Co. 79/11/30. 

Mpp. 


—7912120174 Answer in opposition to VEPCO 790809 motion for summary 
dtapoattlan. Ful 1 exploration of issues naedad for 
appropriate relitf. 

DOUGHERTY. J. B. Potomac AUianee. 79/06/08. 8pp. 


— ^7912180170 Statement of matl facts «s to w)iieh there is no genuine 
Issue to be heard re VEPCO motion for summary disposition. 
Affidavit t< Certificate of Svc end. 

DOUGHERTY, J. B. Potomac At Lienee. 79/06/08. 4pp. 


■7918180184 Bupplemantal anewer in opposition to VEPCO 790909 motion f 
summary d isposition, Urges ABLB to apply stde encouraging 
courts to be liberal re opportunity for full davelopmint of 
factual bases fa arguments. Car 1 1 flea te of Svc tncL. 

DOUGHERTY. J, B. Potomac Alliance. 79/06/89. 9pp. 
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— 771S1S016? Second supp lementai ansuer In opposition to </EPCO 790S09 
motion foT sumnarg disp osl tlon. Rad loae 1 1 ve emi ss t an< nisst 1 * 
accidents U other Issues are subj to major factual gaps. 
H/pleading pages on iratl integrity U other related mattere. 
DDUOKERTV. Q. Potomac Alliance. 79/07/23. 4Spp. 


— 7912120193 Affidavit attesting that no credible analyiii of Pofconae 
Alliance alternatives may be undertaken u/o eiatnlnation of 
greater body of facts. Prof qualifications end. 

HEITZMAM. P. M. Af f 1 liat ion Unknoun. 79/07/23. 9pp. 


— 79t2120i97 Motion to amend petition to Intervene. Facility svc water 
cooling sgs mill not support spent fuel pool component 
cooling sys if mod perm! tted. Formal discovery pages & 
informal discovery Itrs end. 

DOUGHERTY. J. B. Potomac Alliance. 79/09/09. lApp. 


7912140002 Order ichedollng 800103 oral argument for Intarvenors' 
appeal re storage pool mod. Parties must inform A61.D by 
791221 of names of counsel. 

BiSHOPiC.J. Atomic Safety and Licensing Appeal Panel. 79/12/OS. 

2pp. 


7912140172 Responds to ASLAP 791108 request. Forwards "Rapt on Effect of 
Outdated Amplified Response Spectrum Curves on Bvc Hater 
Punpheuse Settlement." which details errors In stress 
anal ysis. 

CHRISTMAN. J. N. Hunton ti Hilliams. 79/12/05. 4pp. 


79121B01&B Opposition to intervsnors Potomac Alliance tt Cltitens Energy 
Forum 79102b amended statement of ercoptioni. Intervenors 
were given ample opportunity to respond to NBC 790&29 
request for summary judgment. Certl ficate of Svc end. 

G0LDBER0.8. C. Hearing Drench 2. 79/12/10. 2bpp. 


7912310366 Recommends forwarding enc 1 addl Info re Hostinghouse turbine 
disk natl to ASLAB. 

PAWLICKI. 8. S. Materials Englnaarlng Branch. 79/12/12. Ip. 


--7912310377 Recommends notifying ASLAD of Hastingbouse turbine disk 
cracking, based on info in 791109 anonymoifs Itr. 791120 teleon 
w/Ue a t Ingh Duse & PND-1 1 1— 79"43 re* low pressure disk cracks 
at Zion Unit 1. 

BDYLEiM.L. Materials Engineering Branch. 79/12/12. 3pp, 


--79123I0336 Notifies that Ueatinghouie briefed utils re probleme w/ 
stress corrosion cracking in Hestinghouse low pressure 
rotors b problems w/l.SOO rpm low pressure turbines, 
reportable per 10CFR50. S5( el or 10CFR21. H/llsts of plants. 

» Heitinghouse Electric Corp. 79/Il/OS. 4pp. 


7912200636 Notifies that SC Goldberg will present oral argument an 
behalf of NRC per A8LAB 79120S order. 

OOLD8ERO. S. C. Hearing Branch 2. 79/12/17. Ip, 


H. General correspondence 


7912100419 Summarlies procedures used in approving emergency respanse 
plan. in response to 790927 Itr re 790925 event. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/11/21. 3pp. 


7912180332 Requasti that all facility correspondence be foruerded to 
new address In Beurlder.ca. 

FOSTER. R.M. Mus 1 c k. Hi 1 lamson. Schuartk. Leavenworth fc Cope. P. C. 
79/11/27. Ip. 


P. Operating license stage documents b correspondence 


7911090248 ''aummary of Operating Eeperionce H/Rcc irculating Steam 
Generators. " 

EIBENHUT.D. 0. Division of Operating Reactors. NUREO-0923. 
79/01/31. S9pp. 


7900010339 Nollflos of status of ropt on reactor cavity annulus seal 
Host PHH users renovo ring during normal operation. Others 
store seal ring in raised position during normal operation. 

LAINAS. 0, Plant Systems Branch (Pre 791030). 79/07/09. 7pp. 


7912120449 Forwards modified Tech Spec Change 20>changlne Table 3.6-1 
list of automatic isolation valves inside i outside of 
containment. 

STALLINGS. C. M. Virginia Electric & Power Co, 79/10/10. 3pp. 

— 7912!204K Modified Tech Epees Change B3.changing Table 3.6-1 to add 
valves I-IA-SS t, TV-1A-102D h delating valve 

* Virginia Electric & Power Co. 79/10/10. 2pp, 


79I210G411 Discusses NRC concern re containment purging ti venting 
during normal operation. Includes licensee override of 
safety actuation isolation signals to containment isolation 
valves tc valve ability to shut w/o degrading containment, 
SCHbSftCER. A. Operating Reactors Branch 1. 79/10/30. 9pp. 


7912100189 Discusses NRC 791101 meeting w/represantativss of N883 
vendors & fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling & incidence of rupture, Vendor responses end. 

EIGENHUT. 0. 0. Division of Operating Reactors, 79/11/09. 6Spp. 


—7913100293 Rosponds to NRC 791101 request re noncotnp 1 lance of 
Mentinghouse ECCS evaluation model under requirements 
of 10CFR90 App K, Evaluation of three fuel rod models 
Indicates no safety problems for Hestinghouse plants. 
ANDERSON. T, H. Hestinghouse Electric Carp. 79/11/02. 4pp. 


•791S100330 Responds to NRC 791101 request re ORNL cladding swelling S. 
rupture date, Review of analytical models (i tests Indicates 
compliance u/lOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ.R.H. General Electric Co. 79/12/07. 2pp. 


—7913100407 Foruarde response to NRC 791101 request re rod burst test 
data.Cancludes that data properly represented by fuel models 
ueed In vendor evaluation models & that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OHSLEYtO.F. Eicon Nuclear Co.. Inc. (subs, of Eiion Corp.). 
79/11/02. Spp. 


—7912100496 Forwards addl Info re evaluation of Impact of NRC propoitf 
rwpture/blockage model used in vendor evaluation model, 

No adverse Impact from new rupture burst data or use of NRC 
rupture/bleckage model on licensing ealculstlon results. 

ONSLEYiG.F. Eixon Nucleer Co.. Inc. (subs, of Exxon Corp.). 
79/11/04. 22pp. 


7912100022 Oiscusaes issuance of Amend 17 to License DPR-64. which 
authorised operation at lOOX pouier.Hax allowable fee already 
paid by util. No addl fee required, 

HILLERiU. 0, License Foe Management Branch. 79/11/13. Ip. 


— 7913100066 Provides ACR8 prof manpower expenditure estimates for CP It 
OL reviews, 

FfiW-EYiB.F. ACR3 - Advisory Committee on Reactor Safeguards. 
n/ll/Ot. Ip. 


— 79121M079 Requests Info re ACRB prof man-hrt expended on review of 
each reaeter. Data for safety, environ ti antitrust hearing 
concerns should be included. Associated travel should not be 
shoMn. 

Hl'UfRiH.O. License Fee Kanagemont Branch. 78/10/02. ip. 


7918040496 aubmlts Final General Design Crltepla-17 compliance review 
results. Minor mods to switchyard to meet intent of NRC 
790S0B requirements. Op irator procedures revised to eliminate 
lose of both offsite sources due to tie breaker failure, 

8TW.UIN08/C. M. Virginia Electric 6 Power Co. 79/11/2B. Spp. 


7913030201 Requests detailed syllabus for Oak Ridge Associated Unlv 
radiation safety seminar. Lists addl info required prior to 
reaching final determination of acceptance. 

STALLINGS. C. M. Virginia Electric l< Power Co. 79/11/29. Ip. 


7918030209 Requests amend to License NPF-4. Forwards Proposed Tech Spec 
Change 27 re power distribution 1 Iml ts, Safety analysis t 
Class 111 fta and. 

STALLINGS. C. H. Virginia Elaetric t Powar Co. 79/11/29. 39pp. 


—791^)30210 Proposed Tech Specs 3/4,2 re power distribution limits. 
* Virginia Electric & Power Co. 79/tl/29. Spp. 


7912140134 Notification of 791129 meeting u/util t Hestinghouse re 
ineervlte of steam generator at facility. 

EfRlLE.L. Operating Reactors Branch i. 79/11/29. 2pp. 


791^00047 SuramarliBi 79II16 teleon w/util rt Implementation eehodule 
of Lassons Learned Task Force recommendations. Forwards list 
of items for which proposed schedule Is unacapteble ti list 
of Itens for which proposed action does not comply w/stds, 

EMS-EfL. Operating Reactors Branch 1, 79/11/29. 7pp. 


791S070389 Requests amend to License NPF-4 li forwards Tech Spec Change 
SS.addlng t deleting safety-related hydraulic snubbers 
listed in Table 3.7-4. 

STALLlNOBi C. ti. Virginia Electric t Power Co. 79/12/06. Spp. 
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**"*7918070336 T«ch Spec Change 33f adding If deleting eaf etg*-relatBd 
hydriullc inubbers listed in Table 3.7-4. 

• Virginia Electric & Power Co. 79/1S/06. 2pp. 


7912100364 Requests change to Tech Specs, substituting nongapped 
restraint for esisting gapped restralnt/stop for main stoam 
line support. Hod will redistribute piping sgs loads, ensuring 
levels are within original allowances. Class II Pee end. 
BTALLINOSi C. M. Virginia Electric li Power Co. 79/1Z706. 3pp. 


“7912100377 Tech Spec 3/4 7-33a. Table 3.7-4 for safetg-relateil hydraulic 
enubbers. 

* Virginia Electric & Power Co. 79/12/06. 2pp. 


7912870089 Responds to 791107 Itr re delays In facility lieanelng. 
Pdlley statencnt re odaptation of licensing procedures to 
include rtcanmendations of THI task forces will be issued 
shortly. 

HEHDRtE.J.H. Conniitilon. 79/12/07. ip. 


7918270098 Responds to 79ilOS Itr eipressing concern re delays In 
lieanelng of facllltlts. Policy statement re adaptation of 
licensing procedures to Include recommendations of ThI task 
forces will be issued shortly. 

HENDRIE.%;. M. Commission. 79/12/07. ip. 


7912310199 Foruerds request for eddl info re facility Cyela 2 raload 
amend to complote review of 791102 submittal, 

SCHHENCERi A. Operating Reactors Branch 1. 79/18/07. 3pp. 


7918310139 Porwardt request for info needed for review of util 781102 
response to auxiliary feedwater eyi requirements. Answer 
should be submitted by 791217. 

BCWfEHCERi A. Operating Reactors Branch t. 79/1S/14. Spp. 


7918S00S1B Commits to full implementation of all Category A 
requlpamants from TMI-2 Lessons Learned Task Force bu 
800131. 

PROFFITT. H. L. Virginia Electric Si Power Co. 79/12/17. ip. 


791S200362 Forwards procedural changes required to address control rod 
drop analyels concerns Si withdraws 790706 proposed Tech Spec 
Change 21 re control rod insertion limits. 

STALLIMOSi C. M. Virginia Electric Power Co. 79/12/17. 2pp. 


7912270187 Forwards proprietary respense to NRC 791207 request for Info 
ra Cycle 2 reload. as euppl to util 791102 Itr. Affidavit 
for withholding proprietary info sent to PDR. Rosponse 
withheld (ref 10CFR2. 790). 

BTALLINOBi C. H. Virginia Electric b Power Co. 79/1B/17, Spp. 


7912260209 Bubniti addl info for proposed Tech Spec Amend 27 re 1.0CA- 
ECC8 calculation for snail break using nonheatup rata 
dependent burst curve. 

STALL1H03. C. H. Virginia Electric Si Power Co. 79/12/19. 2pp. 


7918260211 Notifies of util Intent to plug more steam generator feubue 
in Unit I, Program will not impact or invalidate non-LCJCA 
eafaty analysis in FBAR. 

STALLlNOSi C, M, Virginia Electric Si Power Co. 79/12/19. Ip. 


7918260216 Forwards repti "Rosomount Model 1182 - Severe Environ Toot." 
in response to NRC 791120 request for addl info. 

DR0WN.8.C. Virginia Electric li Power Co. 79/12/19. Ip. 


-“7912260816 "Rosemount Model 11S2 - Severs Environ Test." 
■» Virginia Electric b Power Co, 79/12/19. 31pp. 


7918870494 Advises thot operation under Tech Specs 3.6. 1. 1 Si 3.6. 1.4 
canforKS u/NRC Interim position re qualification of 
containment purging b venting velvet. 

BTALLIHOB. C, M, Virginia Electric b Power Co. 79/18/80. Spp. 


7918270348 Advises that info re eepsretion of olectrieel equipment Si 
eys kies submitted Jul 197S. during electrical installation. 

Similar problems reported by I4PPS8 were covered in IE Innp 
Rapte 30-338/73-91 78-11 b 78-16 b 80-339/75-8,78-10 b 7S-11. 
SflOWNiB.C. Virginia Electric b Power Co. 79/12/81, Bpp. 


7918310371 Forwards revised Page* 3/4 7-5 b 7-6 for proposed Change 26 
to Tech Specs re requirement! for euxillary feedwater eye. 

Fee end. 

BTiALLINSStC.H. Virginia Electric b Power Co. 79/18/29. Opp. 


“”7918310374 Revised Pages 3/4 7-8 b 7-6 for proposed Change 86 to Tech 
Space ra auxiliary feedwater eye requirominte, Change will 
assure flow path verification during startup. 

* Virginia Electric b Power Co, 79/18/28. 2pp. 


0. Inepeetlan reports, IE Dullotins b corrospendence 


7918060100 Forwards IE Insp Repts SO-330/79-30 b 30-339/79-44 on 
790904—14 b 20-25. No noncomp 1 lance noted. 

LEHlSiR.C. Region S, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/10/30. 2pp. 


— 7912060114 IE Inep Repts 50-330/79-38 b 50-339/79-44 on 790904-14 b 
80-29. No none omp 1 lane e noted. Major areas inspected : LER, 
plant tours, new fuel storage 6 licensee insp of certain 
induction disc relays. 

KELLQOOrP.J, Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. KIDD.M. S. Region 2, Atlanta, Office of the 
Director. 79/10/25. 7pp. 


7912180264 Forwardi IE Insp Repts 50-33B/79-37 b 50-339/79-51 on 
790984— 27. No noncompl lance noted. 

LEHISiR.C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Oranch. 79/11/01. 2pp. 


— 79121S027S IE Insp Repts 50-333/79-37 b 50-339/79-91 on 790924-27. No 
noncompl iance noted. Major araas inspected; significant event 
fol louup, LERs b fire protection program. 

MEBBTERi E. H. Region 2, Atlanta, Office of the Director. 
KELLOao,P.J. Region 8> Atlanta, Reactor Operations Nuclear 
Support Branch. 79/11/01. 5pp. 


7912030070 Forward# IE Insp Ropt 50-338/79-44 on 79l083-a6.No 
noncompl lance notod. 

KENNAtW.B. Raglon 2> Atlanta, Bafeguards Branch. 79/11/13. 2pp. 


”7912030074 IE Inep Ropt 50-333/79-44 on 791023-26. No noncomp 1 iance 
noted. Major arcac Inspected: review of security organization, 
protected area, physical barriers b vital area access 
control. Detal Ic withheld (ref 10CFR2.790). 

HOI'lELLi J. C. , TILLMAN, A., TOBIN, M.J. Region 2, Atlanta, Office of 
the Director. 79/11/09. Ip. 


7918100801 Forwards IE Info Notice 79-28, "Overlnading of Structural 
Eleeiente Due to Pipe Support Loads. ’* Nu response required 
O'REILLYi J, P. Region 2, Atlanta, Office of the Director. 
79/11/16. Ip. 


79121I05B7 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Bye Initrumen to blcn During Operation." No 
specific action or response required. 

O'REILLVa V. r, Region 2, Atlanta, Office of the Director. 
79/11/16. 2pp. 


7912070007 Forwards IE Circular 79-24, "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BWRs. " No 
reeponee required. 

□ 'REILLY, J. F. Region 2. Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110166 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Oporate. " No responeo required. 

0'flEIlX.V>V. F. Region 2, Atlanta, Office of the Director, 
79/11/26. Ip, 


7912800107 Responds to IE Dollatin 79-17, Revision 1 re stagnant berated 
water eye, U1 trasonl c examinations for pipe cracks to be 
conducted In May I960 following procadure approval. 

STALLINeS.C. M. Virginia Electric b Power Co. 79/11/29. 2pp. 


7918190492 Forwerds IE Bulletin 79-27, "Lose of Non-Class, IE 
Instrumentation b Control Power Sya Bus During Operation. " 
Written reiponso required. 

O'REILLY, J. P. Region 2, Atlanta, Office of th# Director. 
79/11/30. Ip- 


79tl»10330 Forwards. IE Info Notice 79-30. "Reporting of Defects b 
Neneoapllanees, 10CFR21, " No action required. 

Q'REILLY, V. P. Region 2, Atlanta, Office of the Director. 
79/18/06. Spp. 


7918800070 Forwards IE Bulletin 79-2B, "Possible Malfunction of Nemco 
Hwdel fc'Aieo Limit ewitches at Elevated Temps," Action 
required. 

O'REILLY, J, P, Region 2, Atlanta, Office of the Director. 
79/12/07. 2pp. 


791»1025S Responds to IE Bulletin 79-02, Revision 2, "Pipe Support 
Bess Plate Designs Using Concrete Expenslen Anchor Bolts, " 

No pipe supports for Siitnlc Category 1 sys attached to 
concrete block walls u/anchor holts at facllitls#. 

BROWNie.C. Virginia Electric b Power Co, 79/12/07. 3pp. 


791812043B FoTwarili refueling steam generator Inserviee insp ropt. 
BTALLINOS. C. H. Virginia Electric b Power Co. 79/12/10. ip. 
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— 7912130441 InsBTVice in»p repfc descrtbinff eiajaination of Btean 
generator during first refueling. 

* Virginia Electric ti Powar Co. 79/12/10. 4&gp. 


7912200441 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Epectra. ” No written response reiiulred. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 

79/12/13. 2pp. 


79iai90A6S Subnits Part 21 rept ro potential nonconservative feature 
of Uestinghouse large break L.0CA-ECCS evaluation nodel. 

Defect could affect peak clad teap calculated for LDCA 
transient. Analysis will be coopleted by early Dec 1979. 

BTMJ-INDS.C. n. Virginia Electric & Powor Co. 79/11/2B. 2pp. 


7912040312 Forwards LER 79-150/03L-0. 

BTfU-LlNOB, C. H. Virginia Electric & Power Co. 79/11/39. 


‘P- 


791220037a Forwards results of feeduater ays piping insps, in response 
to IE Dulletln 79-13. flavision 2 re cracking In feedwater 
piping. 

BTALLINOG, C. M. Virginia Electric ti Power Co. 79/12/17. 4pp. 


^7912040316 LEB 79-IS0/03L-0I on 791101. during refueling shutdown^ 

discovered failure to perforo required uoekly surveillance 
of de distribution sys. Caused by loss of adainistrative 
control. Sys tested ti personnel notified of error. 

CARTWIIOHT. H. H. Virginia Electric fc Power Co. 79/11/28. 2pp. 


7912270421 Ack receipt of 791107 fc 1207 Itrs re IE Insp Rept 50-338/79- 
40 b forwards revision to corrective actions. Melds 
satisfactorily re-esanined on 791012. Contractor cautioned rt 
quality of liquid penetrant testing. 

aiALLlNOa, C. M. Virginia Electric fc Power Co. 79/12/20. Epp. 


79122Q0161 Foruards IE Circular 79-2S, “Shock Arrestor Strut Asseably 
Interference.” Wo written response required. 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director. 
79/12/20. 4pp. 


7912310348 Forwards response to violation noted in IE Insp Rept 
50-33B/79-43 fc 50-339/79-S4. Corre cti ve actlonstTecorde of 
training ti qualification for current eaplDyees will be 
tnaintaineii: as lifetlne records. 

STALLINGS. C. M. Virginia Electric t> Power Co. 79/12/27. 3pp. 


R. Periodic operating reports 1. related correspondence 


7912140377 Forwards monthly operating rept for Nov 1979. 

STALLINGS. C. M. Virginia Electric b Power Co. 79/12/12. »p. 


-7912140390 Monthly operating rept for Nov 1979. 

MADISON.W.R. Virginia Electric b Power Co. 79/12/06. 4pp. 


S. Reportable occurrences, LERs b related correspondence 


7912070380 Forwards LERs 79-152/OIT-O b 79-153/OlT-O. 

STALLINGS. C.M. Virginia Elsctric Ik Power Co. 79/12/04. Ip. 


-77120703B6 LER 79-152/OlT-O: on 791116, noneonservatlsm found in error 
analysis of nuclear instrunentation reactor rate trip 
ctrcult.Caussd by improper treatment of factors affecting 
accuracy of reactor protection rate trip circuitry. 

CAHTHRIOHT. H. B. Virginia Electric b Power Co. 79/11/30. 2pp. 


7912070388 LER 79-133/OlT-O: on 791116. nonconservetlm found In Method 

used to gensrate power distributions b rod worths for 
dropped rod events. Caused by improper analysis of reactivity 
distributions b rod worths. 

CARTURIOHT. H. R. Virginia Electric b Power Co. 79/11/30. 2pp. 


7912070407 Forwards LER 79-14S/03L-0. 

BTAU-INflS. C. H. Virginia Elsctric b Powsr Co. 79/12/04. Ip. 


— 7912070409 LER 79-145/03L-0; on 791106. RHR ays reaoved fron sve whon syi 
Inlet valve HOV-1701 closed. Caused by installation of luapsr 
in solid state protection sys to allow perforaanco of tine 
responsa test ing. Jueper renoved imaediatoly. 

CARTURIOHT. U. R. Virginia Electric b Power Co. 79/12/04. 2pp. 


7912120306 Forwards LER 79-141/OlX-l. 

8TALLIN0B. C. H. Virginia Electric & Power Co. 79/12/10. Ip. 


7912190751 PN0-II-79-001C: on 791005. conploted investigation Into cause 
of overpressurliation of vol control tank b release of 
radioactive gases into bldg, Caused by high influx of water 
from primary sys. 

ALDERBON,C.. KELLOOO.P.J. Region 2. Atlanta. Office of the 
Director. 79/10/10. Ip. 


7912120059 Submits potential significant deficiency rept re partially 
exposed wire In areas of insulation splice in control cable 
bundle. Faulty splice removed b cable properly terminated. 

STALLINGS. C. H. Virginia Electric b Power Co. 79/10/26. 2pp. 


7912070046 PNO-I 1-79-24: on 791105. error found In analysis of piping sys 
stisnlc rsiponse. Error discovered during rsanalysis of 
piping sys in response to IE Bulletin 79-14, Reanalysts b 
corrective action estimated to require eight wts. 

UEBBTER.E. H. . KELLOGO, P. J, Region 2. Atlanta. Office of tho 
Director, 79/ll/OS. Ip. 


7912060646 PNO-I 1-79-023; on 791107. control raoii b safeguards area 
exhaust ventilation damper functions occurred u/o separate 
operator action, Caused by design error. Osniric vendor 
considerations b plant deslngs under review. 

UEBBTER.E.R . KELLOGO, P. J. Region 2. Atlanta. Office of the 
Director. 77/11/07. Ip. 


7912060377 Notifies of delay in cemptetlon of valve b operator weight 
verification program as Idsnbiflsd in IE Bulletin 79-14. 
due to deficiency re amplified rssponsa spectrum curves In 
pipe stress analyses for safety-related sys. 

BR0WN.8.C. Virginia Electric b Power Co. 79/11/09. 3pp. 


— 7912120311 LER 79-141/OlX-t: on 791106. sys operation review rivaalod 
dmsign deficiencies in englneeridfsafety feature equipment. 
Beflclencies could result In loss conssrvativs operation 
than assumed In F8AR. Cmuse unknoenr. 

CAHTHRIOHT, H. H. Virginia Electric b Power Co. 79/12/10. 3pp. 


7912180564 Forwards LER 79-146/03L-0. 

STALLINGS, C. H. Virginia Electric b Power Co. 79/12/12. 2pp. 


— 7912180570 LER 79-146/03L-0: on 791 116. w/unlt In refooling shutdown, 
prsssuriior level protection channel III found to be reading 
arratlc b inconsistent w/actual level. Caused by defective 
nodule amplifier In trmnsnitter LT-1461. 

CARTURIGHT. H. R. Virginia Electric b Powar Co. 79/12/14. Ip. 


7912270468 Submits, addl In'® re i£R 79-151/OtT-O. During raviau of IE 
Bulletin 79-14 re salsnlc analysiB.dlscovered thmt mmplifltd 
response spectrum curves had two or more values of 
mccelirmtion for same period. Tables end. 

8TALL1H0B, C. M. Virginia Electric b Power Co. 79/12/19. llpp. 


79122705B2 Forwards LSI 79-lSe/OlT-O. 

STALLINGS, C. H. Virginia Electric b Power Co. 79/12/20. ip. 


— 7912270SB8 LER 79-lSB/OlT-O: on 791211, during Mode S.SbU notified util 
that nonsmlsmically qualified pressure differential switch 
(Pl>B-HV122aA b B1 had baen ueed In condenser water controls 
in control room air conditioners, 
e Virginia Electric b Powar Co. 79/12/21. 2pp. 


7912130519 Submits 24-h reportabls svent written followup re 
undatecable failure of P-4 contacts In englneereri safety 
features aetuetlon tys.Caussd by Uestinghouse disign error. 
Procedures for testing P-4 contacts being evaluated. 

• Virginia Electric b Power Co. 79/11/14. Ip. 


7912170407 PN0-U-79-25A: on 7911 15, further review of eafety function 
reset dsslgn errors revealed recirculation spray pumps, sve 
uiatar radtaion monitor punpi.caiing cooling puaps b four 
ivc water valves affected by actuation signal reset. 

UEBBTER.E. H. . KELLOOO.P.J, Region 2. Atlanta. Office of the 
Director. 79/11/15. Ip. 


SOCKET 50-339 NORTH ANNA PDkER STATION. UNIT 2 
A. Applicatlon/construetion stag# documents b correspondence 


7912110011 Forwards NRC peeltien on stotus b apglieoblltty to pending 
OL appllcotlone of results of TMI followup actions. Dutlihes 
addl short-term actions to be taken. 

VASaALLO. D. B. Division of Project Hanegement. 79/09/27. 41fp. 


7912110264 DlacuBsae NRC plane to use generic analyeae to develop early 
verification pregrom to resolve ATidB Issue for PMHs b BURs. 

Success of program deponds on industry response. Supports 
formation of ewnors groups to provide nocossary info. 

DENTON. H.R. Office of Nuclear Raactor Regulation. 79/10/17. 3pp. 
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79112704&7 Forward* “Discussions of THI Lsssons Learned Short-Tern 
R<<iulraa*nts'' providing addl clarifications at NRC 
rsiulrcaents for pending OL applicants. 

VA8SAlXO< D. B. Division of Project Kanagenent. 79/11/09. 2pp. 


7912100023 Diicutsss Issuance of Amend 17 to License DPR-A4> which 
authorliad operation at lOOX power. Mas allowable fee already 
paid bg util. No addl fee reauirsd. 

KILLERfU. □. License Fee Hanageacnt Branch. 79/11/13. Ip. 


■7912100066 Provides ACRB prof manpower espenditure estimates for CP li 
OL ravl ews. 

FRALEVi R. F. ACRB - Advisory Conaitioe on Reactor Bafaguards. 
79/11/01. Ip. 


7913200312 Bupports C Horne 791107 request that NRC aipedite licensing 
ef faeilltg to sate dependency on foreign oil. Nuclear 
faclltg would lowar prices for eastern NC electric 
customere. 

IKHOANeR. Senate. 79/11/20. Ip. 


•7912200316 Requests that NRC espedlts licensing of faclltg to ease 
dependency on foreign oil. 

HORhE.C.O. Affiliation Unknown. 79/11/07. Ip. 


-7912200322 Requests that NRC eipadlts licensing of faeilltg. Delmg 
results In unjustif lab Is financial burden on citlsens of VA. 
COLEMAN. K. Veterans Administration. 79/11/23. 3pp. 


-7912200328 Dlscussss NRC moratorium on licensing of operating raaetors. 
Delay in licensing of facility will have severe financial 
Impact on citizeni of VA.Utll Is committed to lap lamenting 
ell me recommendations. 

TRIBLE.P.8.. SATTERFIELD. D. E> DANIEL. H. C. Houst of Rsp. 79/ti/Ofl. 

»fP. 


—7912200334 Responds to 791103 rsqusst that Commisston raconsldar 
dscitioTi to delay licensing 6 rescind licensing moratorium. 
Policy statsasnt addrasslng question of rtsumptlon of 
llesnslng of completed plants forthcoming. 

KHORIE. J. H. Commission. 79/12/03. Ip. 

"7912200343 Ack rtcelpt of 791123 Itr re concern over delays in 
1 icensing. Policy statement addressing qusstion of rtsumptlon 
of licensing of eempletsd plants forthcoming. 
lENDRlE.J. H. Commission. 79/12/03. Ip. 


"79122003S1 Requists that Commission reply to Oovernor Dalton 791105 
requeet for reconsideration of NRC decision to delay 
llcanelng of plant. 

SANIELiK.W. House of Rep. 79/11/06. Ip. 


—7912200337 Notifies that NRC aoratorium on licensing of nuclear power 
statlens causes economic hardship on citiieni of VA.Util has 
mst all NRC criteria resulting from TNI. 

ROBB. C. B. Virginia. State of. 79/11/07. 2pp. 


-7913200363 Submits concern re announced general moratorium on iicenslng 
ef new nuclear generating facilities h potential coat impact 
of delay in startup of plant. 

HONT.J.B. North Carolina. State of. 79/11/08. Spp. 


—7913200370 Discusses economic consequences re NRC decision to postpone 
llcenelng preceeding.s. Urgei reconsideration of plant 
licensing. 

BRA06HAW.J. L. . SHANNON. P. C . , HARHOOD.T.P. Virginia. Btmte of. 
79/11/08. Ip. 


■7912200-376 Requests, on behalf of Board of Director! of Hilliamston 
Area Chamber of Commerce. that NRC iseue OL to facility. 

Decision Hill lower energy bills of citizens of northeastern 
NC k reduce UB dependence on foreign oil. 

BOrKlN.J.T. Affiliation Unknown. 79/11/21. 4pp. 


■7913300382 Discusees disappointment re moratorium on Issumnce of new 
licenses fc resulting economic Impact. 

RAOONE.S. Virginia Electric t< Power Co. 79/11/08. Spp. 


•7913200368 Dlieusiee concerns re moratorium on issuance of new 
licensing 6 tcenomlc impact of delaying unit. 

HELH3.J. . FOUNTAIN. L. H. . HOROAN.R. Senate. 79/11/08. Spp. 


•7912200393 Discussal concerns re moratorium on issuance of new 
licensing k econemic impact of dolaylng unit. 

FLOUERB.N.R. Affiliation Unknown. 79/11/13. 2pp. 


-7913200399 Roquests reconsideration of moratorium on licansing of - 
plant due to economic impact of delay k oil ehortaga. 
RAMKIL.A.O.. RANOOL.O.K. Affiliation Untnown. 79/11/13. ip. 


— 7912200403 Requests eiception be made for plant re moratorium on new 
licansing. 

KEPHART.C- 0. Affiliation Unknown. 79/11/14. Ip. 

— 7913200410 Requests info on closing of plant due to proiimity to largo 
papulation ctrs. 

OLABBERC.V.H. Hirschkop k Orad P. C. 79/11/14. Ip. 


——7912200413 Hequssts that Commission re-examine decision to Impose 
moratorium on licensing new nuclear un i ts. Increased cost of 
electricity will pose serious hardship on members, 

FOLAND.C.P, Affiliation Unknown. 79/11/14. ip. 


— 791320041B Submits concerns re decision to delay licensing of plant. 
Delay in licensing imposes economic hardship on people 
residing in northeastern NC. 

TAYLOR. D.R. Aff il iatlon Unknown. 79/11/15. ip. 

— 7912200432 Discusses concerns re maratorium on new licensing k economic 
impact of delay on public. 

TRIPP.R.H. Affiliation Unknown. 79/11/lS. 2pp. 

— 7912200424 Requests continued moratoriutn on all nuclear plants until 
compliance is made w/all esisting safety stds. 

FIRat.R.U. Affiliation Unknown. 79/11/29. Ip. 


7912110010 Forwards proposed Revision 2 to Reg Guide 1.97. 

‘Inetruaentation for Light Hater Coaled Nuclcer Power Plants 
to Assass Plant k Environs Conditions During k Following 
Accident, “ Requests comment. 

VAR0Ai8.A. Assistant Director for Light Hater Reactors. 79/11/23. 
4pp. 


7912060186 Sununary of 791120 meeting u/utll at facility ra environ 
qualifications of Roseraount Model 1132 differential pressure 
transml tters. 

MniERlCK.A. M. Light Hater Reactors Branch 3. 79/11/27. 6pp. 


7912040496 Submits Fins! Oenaral Design Crlteria-17 compliance review 
results. Minor mods to switchyard to meet intent of NRC 
79O0OB requiremente. Operator procedures revissd to eliminate 
losa of both offsite sources due to tie breaker failure. 
8TALLIN0S.C. H. Virginia Electric k Power Co. 79/I1/2B. 3pp. 


7912030209 Requests amend to License NPF-4. Forwards Proposed Tech Spec 
Change 27 re power distribution 1 inite. Safe ty analysis k 
Class 111 fee end. 

BTALLINOS. C, M. Virginia Electric k Power Co, 79/11/29. 39pp. 


—7912030210 Proposed Tech Qpacs 3/4.2 re power distribution limits. 
• Virginia Electric k Power Co. 79/11/29. Spp. 


7913100212 Notification of 791130 meeting w/uttl re TMI Lessons Lsarned 
Task Fares recoamendations. 

DRDMERICK.A. H. Light Hater Reactors Branch 3. 79/11/29. 3pp. 


7912310114 Forwards HPP8S 790816 Itr indicating ovsr 190 violations of 
separation criteria in control room. Requires audit of 
installed electric equipment to determine confarnsnee. 

PARRiO. D. Light Hater Reactors Branch 3. 79/11/29. 3pp. 


7913180122 Requests aaiend of FEAR to state intent re compliance w/NRC 
position on electrical protection of contatnmint 
penetrations. 

PMRiO. D. Light Hater Reactors Branch 3. 79/11/30. Spp. 


7912110289 Summary of 791130 naeting w/utll re THI Lessons Learned 
Task Farce recaamendatione. 

DROHERICK.A. W. Light Hater Reactors Branch' 3. 79/12/04. 4pp. 


7912070338 Discusses summary of spacial tests designed to verify 
establishment of natural circulation in primary sys.Tast 
prograai has considarabla aerit k will enable plant staff to 
verify procedures k design pTidictlons. Summery of test end, 
8rALLlNeS.C. H. Virginia Electric & Power Co. 79/i2/0S. llpp. 


7912140046 Notification of 791312 k 13 meeting w/utll in Louisa. VA to 
discuss radloioglcal shielding around prassure vessel k fuel 
transfer tube. 

DflOtCRlCK.A. U. Light Hater Reactors Branch 3. 79/12/07. 3pp. 


79122700B9 Rasponds to 791107 Itr re delays in facility licensing. 
Policy statemint re edaptation of licensing procedures to 
Include rscoausindations of TMI task forces will hi issued 
shortly. 

HENDRIE. J. H. Commisslen. 79/12/07. Ip. 
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7912270092 Responds to 791108 Itr expressing concern re delays 
licensing of far i 1 1 ties. Pol 1 cy statement re adaptation of 
licensing procedures to include recommendations of TMI task 
forces uill be Issued shortlg. 

HENDRIE-J.H. Commission. 79/12/07. Ip. 

79123i0143 Porwards resolution. Kouar d Coontg Board of Buparvlsors 
supports licensing. 

LONSMIREi J E. Virginia. State of. 79/12/07- 3pp. 

7912270007 Notification of 791219-20 site visit to discuss TMI Lessons 
Learned Task Force recommendations. 

DflOMERICK. A. H. Light Water Reactors Branch 3. 79/18/14. 3pp. 

7912260209 Bubimits addl info for proposed Tech Spec Amend 27 re tDCA- 
ECC8 calculation for small break using nonheatup rata 
depandont burst curve. 

STALLINGS. C. M. Virginia Electric U Power Co. 79/12/19. 2pp. 


7912260211 Notifies of util intent to plug more steam generator tubes 
In Unit 1. Program uill not Impact or invalidale non-LOCA 
safety analysis in FSAR. 

STALLINGS. C. M. Virginia Electric U Power Co. 79/12/19. Ip. 


7912260216 Foruiartfs rept. "Rosemount Model 1152 - Severe Environ Tssti 
in response to NRC 791120 request for addl Info. 

BROWN. S.C. Virginia Electric & Pouer Co. 79/i2/l9. Ip. 


--7912260218 ‘’Rosemount Model 1152 - Severe Environ Test. 
* Virginia Electric t Power Co. 79/12/19. 31pp. 


7912260259 Aek receipt of NRC 791130 request for addl Info re 
electrical protection of containment p enetra t ions. Schedu 1 e 
for providing info will be submitted by 791821. 

BRQWN.S.C. Virginia Electric & Power Co, 79/12/19. Ip. 


7912270343 Advises that info re separation of electrical equlpnant & 
syi was submitted Jul 1975. during electrical installatian. 

Similar problems reported by HPPES were covered In IE Insp 
Repts 50-33B/73-9. 7S-11 U 75-16 ft 50-339/75-0.75-10 li 75-11- 
afiOWM.S.C. Virginia Electric 6 Power Co. 79/12/81, 2pp. 


7912270366 Advises that Info re electrical protection of containment 
penetration uill be submitted between B00I15 ti 0213. 

BROWN. G. C. Virginia Electric !< Power Co. 79/12/21. ip- 


F. Becurlty. medical, emergency !< fire protection plans 


7912040471 Forwards info re upgraded omcrgency plans to plant* under 
const 6 OL revi ew. App 1 leant! required to make certain 
emergency arrangements u/state & local organl lat 1 one ti 
submit emergency plans per Reg Guide 1.101. 

VASBALLQ. D. C. Olvlsion of Project Management, 79/11/21, 6pp. 


7912070131 Porwarde amended pages to approved security plan. Change* 
withheld (ref 10CFR2. 7901. 

STALLINGS. C. H. Virginia Electric & Power Co. 79/12/03. Ip. 


7912130329 Forwards proposed revision to emergency plan. in responss to 
NRC 791010 Itr. Plan designed for compatibility <J/NRC 
concurred state t county radiological response plans. to 
provide for overall response effort. 

STALLINGS. C. H. Virg 1 n la E 1 ec tr i c S. Power Co. 79/12/10, ip. 


— 7912130341 Proposed revision to emergency plan. 

* Virginia Electric ii Power Co. 79/lS/lO. 200pp. 


G. Adjudicatory correspondonco 


7912110043 Forwards comments on NURES-051 1 , Oraf t QEIS reflects 
conscious b deliberate NRC policy to jaopardlie public 
health it safety t. thwart objectives of NEPA. 

KEPFORD. C. Environmental Coalition on Nuclear Fewer, 79/10/24. 

22pp. 


79I20S0481 Ack receipt of 791106 Itr re errors in certain pipe stress 
analyses. Requests full rept on nature b scope of errors, 
focusing an relation between errors b settlement issuo. 

BI5H0P.C.J. Atonic Safety and Licensing Appeal Panel. 77/ll/OB. 

Ip- 


7912140148 Confirms 791108 Itr re VEPCO rept on analytical arrars in 
pipe stress analyses. Rept will be submitted by 791310. 

CHRISTMAN. J, N. Hun ton b U 1 1 1 iams. 79/11/15. ip. 


7912060239 Aek receipt of 791115 Itr re pumphouse settlement issue. 
Requested rept should be filed no later than 791210 in order 
to ikpadits ASLB dec Is ion. Awaits NRC b parties comments. 
BIBHOP.C.J. Atomic Safety and Licensing Appeal Panel. 79/11/16. 
Ip. 


7912130169 Brief in opposition to interveners 791026 ecceptlons on ASLB 
790824 order granting VEPCO motion for summary disposition. 

If not affirmed, urges A8LAB permit use of high density racks 
pending conclusion of proceed ing. Cert 1 flcate of 8vc end. 

CHRIBTKAN. J. N. . MAUPINiM.W, Virginia Electric b Power Co, 79/11/30, 
50pp. 

— 7918120174 Answer in opposition to VEPCO 790505 motion for summary 
disposition. Full exploration of issues needed for 
approfrlate relief. 

DOUOICRTy. J. B. Potomac Alliance. 79/06/05. Spp. 


— 7912180178 Statement of matl facts as to which there la no genuine 
issue to be heard re VEPCO motion for summary disposition. 
Affidavit b Certificate of Sve end. 

DtHXmERTyj J. S. Potomac Alliance. 79/06/05. 4pp. 


•7918120184 Biipplemental answer in opposition to VEPCO 790S0S notion for 
suounary disposition. Urges ASLB to apply itds encouraging 
courts to be liberal re opportunity for full development of 
factual bases b arguments. Certificate of 'Svc end. 

OOUeHERTY. >f. D. Potomac Alliance. 79/06/25. Spp. 


—7912120189 Second supplemental answer in opposition to VEPCO 790505 
fliDtlon far summary d isposl t ion. Rad ioact ivo emi sslon. missile 
accidents b other issues are tubj to major factual gaps, 
H/pIaading pages on matl integrity b other related matters. 
DOUOHERTYi J. B. Potomac Alliance. 79/07/83. 4Spp. 


— 7912120193 Affidavit attesting that no credible analysis of Potomac 
Alliance alternatives may be undertaken w/o examination of 
greatar body of facts. Prof qualifications end. 

MEIT2ftAN. P. H. Affiliation Unknown. 79/07/23. 9pp. 


— 7912120197 Motion to amend patition to intervene. Fac i 1 ity sve water 
cooling sys will not support spent fuel pool component 
cooling sys if mod permitted. Formal diieovery pagee b 
inferaal discovery Itrs end. 

Dail9HERTy< >J. n. Potomac Alliance. 79/05/09. 14pp. 


7912140002 Order scheduling 800103 oral argument for intervenors' 
appeal re storage pool mod. Parties must Inform ASLB by 
791221 of names of counsel. 

BlBHBPjC.J. Atomic Safety end Licensing Appeal Panel. 79/12/05. 

2pp. 

7912140172 Responds to AfiLAP 791108 request. Forwards "Rept on Effect of 
Outdated Amplified Response Spectrum Curves on Sve Rater 
Puaphouse Settlomenti " which details errors in stress 
analysis. 

CHRISTMAN. J. N. Munton b Ullliams. 79/12/05. 4pp. 


79121B016S Opposition to intervenors Potomac Alliance b Citiiens Energy 
Forum 791026 amended statement of exceptions, Intervenors 
were given ample opportunity to respond to NRC 790625 
request for summary judgment. Cnrtificate of 8vt end. 

OOLSBERO.S. C. Hearing Branch 2. 79/13/10. 26pp. 


7912310366 Recommends forwarding end addl info re Uestinghouse turbine 
diet matl to AQLAB. 

PAMLICKI.S.S. Materials Engineering Branch. 79/12/12. Ip. 


— 7912310377 Bocommends notifying ASLAB of Westlnghouse turbine disk 
crack tng> based on info in 791105 anonymous Itr. 791120 telcon 
u/UastlnghBuse b PNO-ni-79-43 re low pressure disk cracks 
at Zinn Unit 1. 

DOyLErH.L. Materials Engineering Branch. 79/12/12- 3pp. 


7912800636 Notifies that SC Goldberg will present oral argument on 
behalf of NRC per ASLAB 771205 order. 

OOLODERS. S. C. Hearing Branch 2. 79/12/17. Ip. 


H. General correspondence 


7913130410 Comments on bohalf of State Corp Commission of VA on NRC 
licensing raoratorium: delay in VEPCO license application will 
result In grave economic losses for state residents. 

ORADSHAHi J. L. . SHANNONi P. C. . HARWOOD. T.P. Virginia. State of. 
79/11/08. Spp. 


7918180301 i/rges chairman to issue licenia to facility Immediately. 
8EXT0N.R. Edgecomb-Martin County Electric Membership Corp. 
79/11/20. 2pp. 
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791S20OS6& Rt(tut(ti that NRC raverit daclslon on nioratorium of 
llcinilng nucliar unit*. 

HCNIELiH- Bhtnandoah Valley Electric Cooperative. Inc, 79/li/2&. 
tP- 


7918160332 Requittt that all facility corretpondance be forwarded to 
new addraet in Boulder. CO. 

F08T£ftiR,M. Huiic k. HI 1 latnson. Bctiuiarti . Leavanuorth ti Cope. P. C. 
79/11/27. Ip. 


P. Oparating Ileenaa itaga dacumante (■ correspondence 


791SD30201 Requests detailed syllabus for Oak Ridge Associated Univ 
radiation safety seniinar. Certain addl Info required prior to 
reacting final determination of acceptance. 

STALL I NOS, C.K. Virginia Electric & Pouer Co. 79/11/29. Ip. 


7912300910 Comnilts to full implenentatlon of all Category A 
raqulrenents from T(11-8 Lessons Learned Task Force by 
B00131. 

PROFFITT. H. L. Virginia Electric & Pouer Co. 79/12/17. Ip, 


7912200962 Foruards procedural changes required to address control rod 
drop analyels concerns ti ulthdraus 790706 proposed Tech Spec 
Change 21 re control rod Insertion limits. 

STALLINOS.C, H. Virginia Electric t< Power Co. 79/12/17. 2pp. 


7912190492 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation t. Control Power Sys Dus During Operation." 
Written response required. 

O'REILLV, J. P. Region S. Atlanta. Office of the Director. 
79/11/30. Ip. 


7912310330 Forwards IE Info Notice 79-30, "Reporting of Defects t, 
Nonconpliances. 10CFR21. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Offlee of the Director. 
79/12/06. Spp. 


7912200070 Foruards IE Bulletin 79-20, "Possible Malfunction of Namco 
Modal EA180 Limit Switches at Elevated Tempi. " Action 
required. 

O'REILL-V, J. P. Region 2. Atlanta, Office of the Director. 
79/12/07. 2pp. 


7912310295 Responds to IE Bulletin 79-02. Rovlslon 2. "Pipe Support 
Base Plats Designs Using Concrete Espansion Anchor Dolts." 

No pipe supports for Seismic Category I sys attached to 
concrete block walls ui/anchor bolts at facillties. 

BR0HN.8.C. Virginia Electric t. Power Co. 79/12/07. Spp. 


7912^0441 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Raspanee Spectra." No written response required. 

O'REILLVpJ. P. Region 2, Atlanta. Office of the Director. 
79/12/13. 2pp. 


3. Inspsctlon reports. IE Bulletins S< corrispondsnet 


7912060691 Forwards IE Insp Repts 90-339/79-41.90-404/79-07 L 
50-409/79-07 on 79091B-2I.No noncompllanci noted. 

HUflPHV.C, E- Region 2. Atlanta. Reactor Construction t> Engineering 
Support Branch. 79/10/22, 2pp. 


—7912060697 IE Insp Repts 90-339/79-41.90-404/79-07 6 90-4Q9/79-Q7 on 
79091B-21.No noncompl lance noted. Major areas inspected: 
nonconformance re concrete operations & activities re 
extended const delay, 

MCFARLAND. C, R. Region 2. Atlanta. Office of the Director. 

BRYANT. J.C. Region 2. Atlanta. Reactor Construction S. 
Engineering Support Branch. 79/10/19. Spp. 


7912060100 Forwards IE Imp Repts 80-33S/79-3B L BO-339/79-44 on 
790904-14 ti 20-29. No noneomp I iance noted. 

LEHISiR. C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 79/10/30. 2pp. 


”7912060114 IE Insp Repts S0-33B/79-30 8. 50-339/79-44 on 790904-14 I. 
20-29. No noneomp 1 lance noted. Major arias Inspec ted: LER. 
plant tours. new fuel storage 6 licensee insp of certain 
induction disc relays. 

KELL004.P.J. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. K1DD.H.8. Region 2. Atlanta. Office of tho 
Director. 79/10/29. 7pp, 


7912120264 Forwards IE Insp Rspts 30-330/79-37 L 50-339/79-91 on 
790924-27. No noneomp 1 iance noted. 

LEHtSiR.C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 79/11/01. 2pp. 


"7912120279 IE Imp Repts 50-330/79-37 & 50-339/79-51 on 790984-27.No 
noneomp 1 lance noted. Major areas Inspected: significant event 
followup. LERs L fire protection program. 

HEBSTER.E.H. Region 2. Atlanta. Office of the Dlractor. 

KELLOOO. P. J. Region 2. Atlanta. Reactor Operations Nuclear 
Support Branch, 79/11/01. 6pp. 


7912100201 Forwards IE Info Notice 79-2B. "Overloading of Structurml 
Elimints Due to Pipe Support Loads." No response required. 
DTIEILLYiO. P. Region 2. Atlante. Office of the Director. 
79/11/16. ip. 


7918110307 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Rolatsd 
Reactor CoO'lant Sys Instrumcntatlbn During Operation. " No 
spiclfic action or response required. 

□ 'REILLY, J, P. Region 2, Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912070007 Forwards IE Circular 79-84. "Proper Inotallatlon & Calibr of 
Cora Spray Pipe Break Detection Equipment on BWRs. " No 
response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110136 Forwards IE Circular 79-23. "Motor Starters 8i Contactors 
Failed to Operate, " No response riiquirad. 

O'REILLY, J. F. Region 2. Atlanta.. Office of the Director. 
79/11/26. Ip, 


7912280161 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interfsrmnce. " No written response required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/12/20. 4pp. 


791231094S Forwards response to violation noted In IE Insp Rept 
90-338/79-45 6 50-339/79-94. Corrective actions : records of 
training & qualification for current employees will be 
eiatntained as lifetime records. 

8TALLIN8B, C. fi. Virginia Eiectrlc 1. Power Co. 79/12/87. 3pp. 


8. Reportable occurrences. LERs & related correspondence 


7912070046 PN0-3I-79-24: on 791105. error found in analysis of piping sys 
seismic response. Error discovered during reenalysls of 
piping sys in response to IE Bulletin 79-14. Reanalysls (i 
corrective action estimated to require eight wks. 

UEBBTER, E. H. , KELLaOO, P. J. Region 2, Atlanta. Office of the 
Dlractor. 79/11/05. ip. 


7912060646 PN13-I1-79-029: on 791107. c ontrol room 6 safeguords area 
exhaust ventilation damper functions occurred u/o separate 
operatar action. Caused by design error. Generic vendor 
considerations b plant deslngs under review. 

MEDSTER. E. H. I REULOOO. P. J. Region 2. Atlanta. Office of the 
Director. 79/11/07. ip. 


7912060377 Notifies nf delay in completion of valve ti operator weight 
verification program as identified in IE Bulletin 79-14. 
due to deficiency re amplified response spectrutn curves in 
pipe strese analyses for safety-related sys. 

BROHNiS.C, Virginia Electric b Power Co. 79/11/09. Spp. 


79121704D7 PNO-I I-79-35A: on 791 1 15. f urth er review of safety function 
reset design errors revealed recirculation spray pumps. sve 
water radlaion monitor pumps, casing cooling pumps 6 four 
SVC water valves affected by actuation signal reset. 

HEB8TBI, E. H. > KELLOGG. P. J. Region 2, Atlanta. Office of the 
Dlractor. 79/11/13. !p. 


7912130434 Interim deficiency rept re containment deprossurliatl on 
actuation & safety injection actuation circuitry. Safety 
circuits being redesigned to comply w/FSAR commitments. 
BROHNtS.C. Virginia Electric b Power Co. 79/11/21, 3pp. 


7912040487 Interim deficiency rept on safeguards area exhaust sys. 
Evaluation revealed only safeguards b central aroa exhaust 
sys must be operational after seismic event Pinal rept. 
forthcoaing. 

BR0UN.8. C. Virginia Electric b Power Co. 79/11/30. ip. 


7912070398 Interim deficiency rapt re inconsistencies in use of seismic 
amplified response spectrum curves for pipe stress analyses. 

Pipe stress reanalysss b corrective actions still In 
progress. Final rapt to fellow. 

BROUN.B. C. Virginia Electric b Power Co. 79/12/04, 2pp. 


7912190663 Interim deficiency rept re seismic response spectrum curves 
In pipe stress analyses. Three inconsistencies discovered in 
amplified rtiponss spectrum curves used as input data to 
pipe stress analyses. Analyses rerun using proper input. 

BROUN.B. C. Virginia Electric b Power Co. 79/12/04, 2pp. 
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7?1207039'3 InCerlm deficlsncij rept re certain leiamlc amplifiail 
response spectrum curves used as Input data to plpt stress 
analsises. Corrective action in progress using proper Input 
data.Tuo pipes required nods. 

DROWN. S.C. Virginia Electric S< Power Co. 79/12/07. 2pp. 


7912180533 Final dcMciencg rcpb re ambient temp ranges eiceeding 
design limits For emsrgencg diesel generator fan cooling 
stfs.Mods to current fan drive shaft & seasonal fluid changes 
corrected deficiencg. 

BROWN.S.C. Virginia Electric t. Power Co. 79/12/14. Ip. 


79121B0560 Final deficieneg rept re containment depresiuriiatinn 
actuation & safetv Injection actuation cl reel try. tndl cates 
resolution of revisions to previously reported circuits not 
complying u/FSAR. 

BROWN.S.C. Virginia Electric t< Power Co. 79/12/14. 2pp. 


7912200391 Final deficiency rept re emergency diesel generator fan 
cooling sgs. Ambient temp ranges axist eiceeding original 
design limits of sgs. Manufacturer engineered nod to current 
fan drive shaft to sllou operation lu/o overloading. 

BAOMNaS. C. Virginia Electric b Power Co, 79/12/14. ip. 


7912230541 Interim deficiency rept concerning significant braatdoun in 
6C program re verification of callbr of Fornsy eonpresslon 
testing mach ine. Attempting to calibr Forney eonpresslon 
testing machine in range of 0 to 25.000 Its. 

BROWN.S.C. Virginia Electric tc Power Co. 79/12/20. 3pp. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT. UNIT 2 


A. Appllcation/constructtan stage documents b correspond incs 


7908070310 Forwards NUREO/CR-ObbO. "Enhancement of Onsite Emergency 
Diesel Generator Reliability.'' Requests comments. W/o end, 
VASSALUO. D. D. Assistant Director for Light Water Reactors. 
79/04/ia. 3pfl. 


7912110011 Forwards NRC position on status b applicability to pending 
OL applications of results of TMI followup actions. Outllnss 
addl ihort-term actions to ba taken. 

VASSALLO. 0. B. Division of Project Management. 79/09/27. 41pp. 


7912110264 Discusses NRC plans to use generic analyses to devilop sarly 
verification program to resolve ATW8 issue for PWRs b BWRe. 

Success of program deptndt on Industry rasp onss. Supports 
formation of owners groups to provide necesiarg Info, 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


791213007B Forwards request for addl info ra FBAR from Hydrology- 
Met eoro 1 ogy. Hgdrolog i c Engineering b Structural Engineering 
Branches. 

STOLZiJ.F. Light Water Reactors Branch 1. 79/11/23. bpp. 


7912130314 Forwards proposed Revision 2 to Reg Ouide 1.97. 
"Instrumentation for Ligh t-Watir-Cool ed Nuclear Power Plants 
to Assess Plant b Environs Conditions During & Follouing 
Accident." Requests comments. 

VAROA.S.A. Assistant Director for Light Water Reactors. 79/11/83. 

3pp. 


791227Qlb7 Forwards propossd Revision 2 to Reg Ouide l.97i 
"Instrumentation for Light Mater Cooled Power Plante to 
Assess Plant b Environs Conditions During b Follouing 
Accident." Comments should be filed before 791214 mecting- 
VARCA.8.A. Assistant Director for Light Water Reactors. 79/11/83. 

3pp, 


--7918270173 Notification of 791814 meeting w/appllcants to discuss 
proposed Revision 2 to Reg Ouide i.97. "Instrumintat ion for 
Light Water Cooled Nuclear Plants to Assess Plant b Envlronc 
Conditions During b Follouing Accident." 

KINTNER.L.L. Light Water Reactors Branch 1. 79/11/19. Ip. 


79l2D4D3b4 Forwards electrical schematic Drawings 61781-8395-17 b tS< In 
response to N Treehan questions re wiring for MSIV loop 
control sys. Drawings available In Central Files only. 

SCHUERHAN^L. E. Detroit Edl son Co. 79/11/26. Ip. 


7912040303 Informs that final plant-unique analysis ulll be provided 
follouing final resolution between NRC b Mart I owners 
group of conesrns re accsptince criteria for Hark I 
long-tara> program, as Identified In OE 791130 Itr. . 
xlENB.M.H. Detroit Edison Co. 79/11/30. 4pp. 


7912870035 Notification of 790110-11 meeting u/Detfolt Edison Co b OE 
at OE.San Jose. CA to discuss analyses of asymmetric pressure 
forces due to LOCA on reactor priesure veesat, 

KINTNER.L.L. Light Water Reactors Branch i. 79/18/07. 2pp. 


7918140488 Discusses impact on facility of proposed revision to Reg 
Guide 1.97. Impact would be great b require replacement of 
all poet-accident monitoring instruments b many non- 
qualified instruments. Estimated direct coet *10 million. 

JENS.H.H. Detroit Edison Co. 79/12/12. 2pp. 


7918270448 Certifiee that const b operation of plant ulll conform to 
HI Coastal Zone Hgt program. 

HEIDEL.C.fl. Detroit Edison Co. 79/12/14. ip. 


791S270SSS Discusses demographic data errors ra NUREO-0345. 
"Daaoirephie Statistics Pertaining to Nuclear Power Reactor 
Sites." Test of NUREQ document not self-e«p lanatory re 
original data lourc e. Population data end. 

Detroit Edison Co. 79/12/18. 3pp. 


—7918270569 Discusses demographic errors ra NURE0-05S3. "Deyond Difinis 
In-Depth." Population within ten miles of facility 
considered lower then published data, Growth rate indicated 
by State of HI in 197S is lower than 1974 projected figure. 

JENS.U.H. Detroit Edison Co. 79/12/20. Ip. 


F. Security, medical, emergency b fire protection plane 


7918040471 Forwards info ri upgraded emergency plant to plants under 
const b n. review. Applicants required to make certain 
anargancy arrangements u/state b local organlcatlons b 
iiikNlt emergency plans per Reg Ouide 1.101, 

VASSALLO. D. e. Division of Project Management. 79/11/21. 6pp. 


H. General corr t spond ince 


7918180520 Forwards Certificate of Sve indicating sve of Amend 87 to 
amended b substituted application for lieentit. 

HATER8.S.R. Detroit Edison Co. 79/18/12. 3pp. 


X. Utility Final Safety Analysis Report (F6AR) b amends 


7912030193 Forwards Amend 27 to OL application b F8AR. 

THOHAS.E.B. LeBoeuf. Lamb. Leiby b MacRaa. 79/11/30. Spp. 


— 791S(K10200 Amend 27 to F8AR. eubnltted as Amend 87 to OL application, 
a Detroit Edison Co. 79/11/30. 99pp. 


H. Antitrust correspondenct - 


7918060406 Requests update of antitrust Info in accordanct w/ancl AEC 
Reg Ouida 9.3. Significant antitrust-relatad changas should 
be provided for OL review completion. 

TOALSTONiA. Antitrust b Indemnity Group. 79/11/81. Ip. 


— 7918060415 Reg Guide 9.3. “Info Needed by AEC Regulatory Staff in 
Connection w/Antitrust Review of OL Applications far Nuclear 
Power Plants. " 

e Ateatc Entrgy Conniselon. 74/10/31, Ip, 


0. Inspectlnn reports. IE Sullstlni b corrispondsnca 


7918070049 Forwards IE Imp Rapt 50-341/79-18 on 790911-14 b notice of 
vfolatien. 

KEPPL^.J. 0. Region 3. Chicago. Office of the Director, ,79/10/16. 

3pp. 


— 79120700S5 Notice of violation from Insp on 790911-14. 

e Region 3. Chicago. Office of the Director. 79/10/16. Ip. 


— 7918070062 IE Inep Rapt 80-341/79-10 on 790911-14. Noneompllance netid: 
failure to assure that purchased matl eonformsd to 
precurenent document through esemlnatlon of matl upon 
delivery. 

PHILLlPiO.A. . UARD.K.O.. NORELIUS. C. E. Regions. Chicago. Office 
of the Director. 79/10/16. 11pp. 


7912050016 Forward! IE Insp Rept 50-341/79-81 on 79l004-OS.No 
nnncompllanca notsd. 

FlDRELLliO. Region 3. Chieego. Reactor Construction b Engineering 
Support Branch, 79/lO/tB. 8pp. 


— ^7918050022 IE Insp Rept 50-341/79-21 on 791004-05.No noneompllance 
noted. Major aroas inipactediweldlng repair af torus. riaetor 
votsol noizsl read b storags of raactor praisura vassal, 

ERBiC.H. Roglon 3. Chicago. Office of the Director. 

DANIELSON. D. H. Roglon 3. Chicago. Riectar Construction b 

Engineering Support Branch. 79/10/16. 4pp. 
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791S0501Z4 FcTwards IE Circular 79-22. 'Bferoka Ttea* for Pouar Qparatait 
Raliaf Valval.* Ho rasponia ra<iuirail. 

KEPPLERi J. S. Region 3. Chicago, affice of the Director. 79/11/I& 

IP' 


791S10C230 FoTMrrfs IE Info Notice 79-2S. "Overloading of Structural 
Eleaente Due to Pipe Support Loadi. * No reiponie required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/11/IA. 
tp. 

79iail09'7a PoTMardi IE Info Notice 79-29. ’Loet of Noneaf etg-Related 
Reactor Coolant Sgi Initruaentation During Operation.* No 
ipocific action or response required. 

REPPLER.J.e. Region 3. Chicago. Office of the Director. 79/11/16. 
ip. - 


7913090379 FoTMrds IE Bqlletin 79-26. ‘Boron Loss Froa BHR Control 
Blades.* No response required. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/11/20. 
Ip- 


7913100430 FertMTds IE Circular 79-24. ‘Proper Installation t> Calibr nf 
Car# Spray Pipe Break Detection Equipaent on BWRs. * No 
uritten response required. 

KEPPLeR.J.O. Region 3. Chicago. Office of the Director. 79/11/36. 

Ip. 


7913110399 Forwards IE Circular 79-23. ‘Motor Starters li Contactors 
Failed to Operate.* No response required. 

KEPPLER.J.O. Region 3, Chicago. Office of the Director. 79/11/36. 
Ip- 


79IS110426 Notifies that HRC intends to routinely forward to 
appropriate state public util regulatory groups t. state atty 
ganeral ofee copies of escalated enforcenent correspondence 
sent by NRC to licensees. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/39. 
Ip- 


7913190321 Forwards IE Bulletin 79-27. ‘Lots of Non-Class IE 
Instruaientatlon fc Control Power Sye Bus During Operation. * 

No written responee required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/30. 
Ip. 


79131S09S6 Act receipt of 791131 Itr inforalng NRC of stepe taken te 
correct vlolailone noted in IE Imp Rept 90-341/79— IB. 

FIORELLI.O. Region 3. Chicago. Reactor Conetruetlon 6 Engineering 

Support Branch. 79/13/03. Ip. 


-7913130962 Responds to NRC 791016 Itr re violations noted in IE Insp 
Rapt 90-341/79-19. Corrective actions: certification for heat 
nuabers located, reviewed, found acceptable 6 placed in 
appropriate file. 

HI»CS, E. Detroit Edison Co. 79/11/31. 4pp. 


7913140096 Forwards IE Info Notice 79-30. ‘Reporting of Defects 1. 
Nonces^ ILances. 10CFR31. ‘ No action or response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/13/06. 
Ip. 


7912300119 Forwardo IE Bultotin 79-30. ‘Poeelbls Malfunction of Naweo 
Model EAIBO Llait Switches at Elevated Tewpe. * Action 
roqulred. 

HEPPLER. J. a. Region 3. Chicago. Office of the Director. 79/ia/iO. 
Ip- 


9. Hoportablo occurrences. LERs li related correspondence 


7913130382 Confiras 791109 taleon re probleas w/Agastat relay 
Bsseabllas in prlaary containaent aonitoring sys.Util will 
datoraine wbather other equipaent contains Agastat relay 
assaabllos & will procure new relay basee. 

PAI«mER.U.J. Detroit Edison Co. 79/12/07. Ip. 


7913120437 Interla deficloncy rapt re failure of closure springs for 
firo -dasipsrs Inetallad in reactor bldg. Research dept io 
conducting aotallurgical tests to datsralne reason for 
failures. Final rept on 800407. 

FAl«tHER.M. J. Detroit Edison Co. 79/13/07. Ip. 


7912380099 Act receipt of 791130 interla rept re raeewey hanger support 
lialtotions.Finol rapt will he reviewed upon rscoipt. 

FIORELLI.O. Region 3. Chicago. Reactor Construction b Engineorlng' 
Support Branch. 79/13/13. Ip. 


DOCKET 50-344 TROJAN NUCLEAR PLANT. PORTLAND OENERAL ELECTRIC 


F. Security, aedical. eaergency 6 Fire protection plans 


7913180335 Notifies of delay in Plant Sys Branch Teaa 1 evaluations of 
facility fire protection sys. Outlines of assistance needed 
end. 

LAIN/^.e. Plant Systeas Branch. 79/11/16. 9pp. 


7912300023 Discusses MIC 791109 aeeting re eaergency preparedness teaa 
review objectives. Provides guidance for ieproving licensee 
eaergency preparedness b assuring capability of offsite 
agencies to take appropriate eaergency actions. 

(BIIMES.B. K. Eaergency Preparedness Task Force. T9/li/83. 30pp. 


7912060496 Requests NRC schedule for eanaente re Revisions 4.4a 6 5 to 
security plan. 

000DH1N.C. Portland Oaneral Electric Co. 79/11/30. 3pp. 


7918270369 Forwards draft of revised 791204 ‘Radiological Eaergency 
Plan.* incorporating corrections & additions. 
eOODWIN.il. Portland Ceneral Electric Co. 79/12/19. 3pp. 

— 791K70S76 Draft of revised 791304 'Radiological ^ergency Plan." 
incorporating corrections 6 additions, 
e Pacific Cas & Electric Co. 79/13/19. 7app. 


791S070409 Draft radiological eaergency plan. 

eOODWlN.C. Portland Ceneral Electric Co. 79/13/31. 600pp. 


C. Adjudicatory correspondence 


7912060094 Bubaits status rept for wk ending 791109 re resolution of 
open iteas b coapletion of NRC 8ER. Review re continues 
effocts of proposed aods on safety-related sys b plant 
operation. Block wall problea evaluated. 

CRAV.J.R. Hearing Branch 1. 79/11/09. 3pp. 


7913170272 Intervenors Coalition for Safe Power b Consolidated 
Intarvenors first set of interrogatories. Requests info re 
util response to' IE Bulletin 79-14. seisnic qualification b 
drug charges against guards. Certificate of Sve end. 

BELL.N. Affiliation Unknown. RDSOLIE.E. Coalition For Safe Power. 
79/11/14. 5pp. 


7912190160 Notifies that on 791319 NRC staff response to notion to 
strike applicants answer Inadvertently served on 
ajiidlcotory boards of wrong party. Pleading should be 
ignored. 

eRAY.J.R. Hearing Branch 1. 79/11/20. 3pp. 


79120S0142 Bubaits rept re status of unresolved items b BER for week 
ending 791133 b Structural review of proposed aods. Plant Bys 
Branch awaiting licensee replies to NRC 790914 Ousstion 3 b 
SuBstion 790930 Questions 3 b 7. 

«RAy<J.R. Hearing Branch 1. 79/11/33. Ip. 


7912110038 Confiras receipt of end 790339 petition to suspend DLs tor 
all PHRs. Forwards FR notice indicating that petition will be 
treated in accordance w/KKFRS. 806. 

DEmDN.H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


—7913110126 Notice of request for action pursuant to 10CFR2. 306 re 
Environ Coalition on Nuclear Power 790339 petition 
requesting suspension of all OLs for PHRs. 

rfUlLERiD.R. Office of Nuclear Reactor Regulation. 79/11/23. 
38pp. 


7912100136 Bubaits status rept for wk ending 791130 re resolution of 
open iteas b coapletion of SER. Licensee final responses.re 
aod work on concurrent operation safekyiwere accapted b 
resotyad. Structural questions unresolvcii. 

ORAV.J. R. Hearing Branch I. 79/11/30 . 8pp. 


7913130030 Hodifies ASLB partial initial decieion peraitting interia 
operation of facility. Operation will not resuae pending 
further order. NRC shall Infora ASLB of unrosolved iteas re 
seisaic issues. 

HILLER. H. E. Atoaic Sefety and Licensing Board Panel. 79/11/30. 


79131303(» Addl Info for facility control bldg re block wall reaction 
force found to ho Inadequate to resist earthquake- generated 
reaction forces. Util will conduct svaluation.Reoults of 
791306 aootlng will be provided. Certificate of Sve end. 
mAY.J. R. Hearing Branch 1. 79/11/30. 9pp. 
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--7912120331 RespDii!)5 to ASLD 791113 notification of LBR 79-13 in#o. 
Statu* rcpt on evaluation of control bldg >ei*inic retistanra 
capabilitij already provided in LER SuppI 1. Problem has no 
connection u/design def ic ienc ies. Revi eu continuing. 

BROEHL.D.J Portland General Electric Co 79/11/19. 4pp. 


7912130237 Response to E Rosa 1 i e> Coa 1 1 1 i on for Safe PoweriN Ball b 
Consolidated Intervenors 791114 interrogatories. Questions 1< 

2 {< 3 out of scope of contentions admitted in ASLD 791017 
order. Question 4 not relevant Certificate of Svc end. 

AXELRAD, n. Portland General Electric Co. AXELRAD. M. 

Louens te i n< Neuman* Re i s f As e I rad Ic Toll. 79/12/03. ‘7pp. 


7912140542 Informs that comprehensive update of currenblv unresolved 
problems In lieu of status rept for ui ending 791207 is 
being prepared & uill be filed bg 791207. 

ORAY.J R. Hearing Branch 1. 79/12/07. Ip. 


—7912280137 Joint affidavit on length of interim operation for «i-*ulH 
control bldg. Evidence should be presented on reRuired length 
of tine to complete mods. Licensee should adhere to schedulp. 
HERRINOsK. 8. • TRAMMELL, C. M. Engineering Branch. 79/12/19, dipp. 


P. Operating license stage documents. & correepondence 


7911090248 ‘Sumnerg of Operating Esperience U/Recireulating Steam 
Oenerators. * 

ElSEHliUT, 0. 0. Oiylsion of Operating Reactors. NURE0’-0S23. 
79/01/31. S9pp. 


790B010339 Notifies of status of rept on reactor cavity annulus seal. 
Host PUR users remove ring during normal operati on. Others 
store eeet ring in raised position during normal operation. 

LAINASi 0. Plant Systems Branch IPro 791030). 79/07/05. 7pp. 


7912170210 Responds to ASLB 791130 order directing RRC to inform ASLD 
of unresolved problems u/hearing on seismic issues, Poruards 
HS Herring. Cm Trammell, F Clemeson & JE Knight affidavits. 

GRAY, J. fi Hearing Branch 1. 79/13/07. 3pp. 


— 79)2170223 Affidavit of KS Herring on unsolved problems, viaued from 
safety standpoint, re adequacy of control bldg nods to bring 
facility into substantial compliance u/1 icense. Statement of 
professional quai iflcatlons end. 

HERRING, H. 5. Engineering Branch. 79/12/07. 7pp. 


— 7912170229 Affidavit of KB Herring re effects of mod work on plant 
safety. Sta tement of prof qualifications end. 

HERRINO.K.S. Eng ineering Branch. 79/12/07. Spp. 


— 7912170233 Affidavi t of CM Trammell re ability of control room 
ventilation syi to maintain control room at positive 
pressure of 0 123-inch uater column relative to outside 
atmosphere. Prof qualifications end. 

TRAMMELL, C. M. Office of Nuclear Reactor Reg'ulation. 79/12/07. 
4pp. 


—7912170237 Affidavit of F Clemenson re control of const-generated dust 
(■ const uort involved in floor slab (, uall renoval.Praf 
qualifications end. 

CLEMENSQN.F. Plant Systems Branch. 79/12/07. 7pp. 


--7912170242 Affidavit of JE Knight re fire protection fo.r leood feamlng li 
other combustible metis, protection of cables from dropped 
objects ti effects of drilling through control bldg west 
wait. Prof qualifications end. 

KNIGHT, J.E. Systematic Evaluation Program Branch. 79/12/07. 

*pp. 


“”7912170249 Affidavits of CM Trammell & KS Herring re piping I* equipment 
supports t< walls U seismic designs. Prof qualifications end. 

TRAMMELL, C, M. Office of Nuclear Reactor Regulation. HERRimiH.S. 
Engineering Branch. 79/12/07. hpp. 


7912180113 Forwards affidavits of RH Short it DJ Broehl, president ti 
vice president of uti 1 . respectively, in response to ASLD 
791130 order. Certl fica te of Svc end. 

AXELRAD, M Lowens te in . Niuma n. Re i s, A> e 1 rad 1, Toll. 79/i2/0B. 7pp. 


- 7912100120 Affidavit by president of util eiplaining unique 
circumstances facing rsglon S, affsctlng public need. 

SHORT, R.H. Portland Oensral Electric Co. 79/12/07- App. 


7912050183 Dieeusses NRC review of LERs b Tech Spec requireminte re 
control RPI syi at Uestinghouse PURs. Requests Tech Bpect 
review to ensure requirement for rod malnt to within +/- 12 
steps indicated b RPI sys verified accurate within 12 steps. 
SCHMEMCSliA. Operating Reactors Branch 1. 79/10/29. 7pp, 


791203082S Requests info re pipe support b wall, reviews b imps, 
structural adequacy reviews b insps, unrevitwed aspects of 
pipe supports for safety-related piping & schedule for 
planned addl reviews b insps. 

FRANKjL. Oregon, State of. 79/11/01. 2pp. 


79121001M Amend 4S to License NPP-1, revising administrative controls 
sectian of Tech Specs re both onsite & offsite 
arganl letional structure. 

aCHUENCERiA. Operating Reactors Branch 1. 79/11/OQ. lipp, 


79121001B9 Discusses NRC 791101 meeting w/reprisintatlves of N803 
vendors b fuel suppliers re ditcussion of respective 
portions of ECCB evaluation models dealing u/fuel cladding 
saalllng b incidence of rupture, Vendor responses end. 

EISEWWT, 0. 0. Division of Operating Reactors. 79/11/09. 65pp. 


—7912100235 Responds to NRC 791101 request ri noncompliance of 
Uesti'nghDuse ECCS evaluation model under requiroments 
of tOCFRSO App X. Evaluation of three fuel rod models 
indicates no safety problems for Uestinghouse plants. 
MOSRSQNi T. H. Uestinghouse Electric Corp. 79/11/02. 4pp, 


— 791210(»3D Responds to NRC 791101 request re ORNL cladding tuelllng b 
rupture data. Review of analyticel models b tests indlcetes 
coapllence w/lOCFRSO App K-All OE specs for celculated peak 
cladding tamp remain unchanged. 

BUCHHDLZ>R.H. Oensral Electric Co. 79/12/07. 2pp, 


■7912100407 Forwards response to NRC 791101 request re rod buret test 
data. Concludes that data properly represented by fual modele 
used in vendor evaluation models b that analyses dsmonstrata 
all criteria of lOCFRSO. 46 eatisfied. 

□USLEVjD.F, Exxon Nuclear Co, , Inc. <subt. of Exxon Corp.). 
79/11/02. Spp. 


-7912100496 Forwards addl info re evaluation of Impact of NRC propaaad 
rupture/blockage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blDckage model on licensing calculation rasulti. 

OHSLfYifi.F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp,). 
79/11/04. 22pp. 


— 79I21B0127 Affidavit b'y vice president of util reporting status of 
responses to NRC quesClons re control bldg proceeding. 

Provide* background of LER 79-13 issues. Rep orted wall 
problems will not affect interim operation. 

DROEHL, D. J. Porllati'd General Electric Co. 79/12/OB. 13pp. 


79180S047S Forwards agenda of 791200 meatlng w/D Dixon, In rieponse to 
NRC raquBst for history b status of pipe support b 
structural Insps. Requests notification if addl Info Is 
raquirod. 

LENTSCH.J.M. Portland Otneral Electric Co. 79/11/19, Bpp, 


7912270091 Submits licensee view* as to how long facility should be 
permitted to operate absent firm plans for control room mods 
to bring facility in compliance w/Ue#nse. Length of 
operation has no effect on public health b safety. 

AXELRAD. M. Louenstein. Newman, Reis, Axelrad b Toll. 79/12/11. 9pp. 


7912190460 Submits rept for wk ending 791214 re resolution of open 
items b completion of SER.Fire protection measures re wood 
framing of nod work evaluated b accepted. Measures for 
cable prolectlon from dropped objects accepted, 

CRAYiJ.H. Hearing Branch 1. 79/12/14. 2 pp. 


7912280130 Submits rasponses to A9LB 791130 order, Paragraphs 4 b S 
Complitlon b filing of safety evaluation for propoeed 
control bldg mod anticipated on B002i4.Tlmt limit on length 
operation not needed. Prof qualifications end. 
ORAY.J.R, Hearing Branch 1, 79/12/19, 3pp, 


7912070096 Bommary of 791114 telcon u/utll ra implementation of TMI 
Lessene Learned Task Force, 

TRAHHELL, C. H. Operating Reactors Branch 1. 79/11/26. 6pp. 

7912170123 Advlees that Ofc of Nuclear Reactor Ragulatlon review of 
plume study summary rept is subj to Class III fee 
provlBions.dus to environ Issue. 

HILLER, M.O. License Fee Manegemenb Branch. 79/11/27. Ip. 


791204<K3ao Informs that milk samples from Kelso IDudonikl Dairy) are 
no longer being tak tn. Bamp 1 ing program from suitable site 
Hill be Initiated. 

OTODUlNiC. Portland Oeneral Electric' Co. 79/11/30, ip. 
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7?ia0704S2 /lecepti proposed Oak Ridge Associated Untv radiation safety 
course certification re 791002 request for substitute 
training program. Camnients on concerns re adequacg of program 

requested. 

OaODiriNiC. Portland General Electric Co. 79/tl/’30. 3pp. 


7913120319 Forwards response to NflC request for info re loss of offsite 
power, Out 1 Ine of pertinent events end. 

GOODMlNiC. Portland General Electric Co. 79/11/30. 5pp, 


79IS1403S3 Forwards supplemental commitments for implementation of TMI 
Lesions Learned Task Force recommendations In response to 
791307 telcon. Info resolves remaining items of disagreement 
tieept mod of containment isolation valvos. 

GOOOHIH.C. Portland Otneral Electric Co. 79/12/07. 3pp, 


7913100549 Requests addi 30-dag eitansion to respond to NHC 791001 
request for addl info re generic Issue of degraded grid 
voltage. 

OOODUIMpC. Portland General Elsctrlc Co. 79/12/11. Ip. 


79131B0&S2 Commits to implement proposed changes In Uesttnghause 791138 
Itr. Sank D control rods will be uilthdrauin equal to or 
greater than 315 steps when RCS is In automatic mode at more 
than 90X of rated power. 

COODHIN.C. Portland General Electric Co. 79/13/11. Ip. 


791331D3<t6 Forwards addl Info in response to NRC 791210 request re 
automatic initiation of auxlliorg feedwater sgs & auilliary 
feedwater flow Indication to steam generator. Th irteen 
oversiied drawings available in Central Files end. 

ODODHIN.C, Portland General Electric Co. 79/12/14, 10pp. 


7913190379 Forwards response to NRC 790914.20.20 b 1002 questlans. 
Includes Info rs safetg-related cables b equipment. use of 
grout for installation of rebar into walls b rock. 

BRDEHLjO.J. Portland Otneral Electric Co. 79/12/17, Ibpp. 


— 7913190390 ''Miscellaneous Paper C-74-12. Pul lout Resistance of 
Reinforcing Bare Embedded in Hardened Concrete. " prepared by 
Engineer Wetarwags Experiment Station, 

BTOWEiR. L. Armg. Dept. of. 74/06/30. 60PP. 


7918200491 Discusses 791207 lupp I ementarg info re implementation 
of short-term actions required bg TMI Lessons Learned Task 
Force. One outstanding item remains re control circuit for 
83 containment Isolation valves. Mod completed bg 000101. 
ODODHINiC, Portland General Electric Co, 79/12/20. Ip. 


7913270103 Forwards response to NRC 790914.20,1002 b 10 question's re 
control bldg mods. Cirti fl cate of 8vc end. 

BRDEHL.D-J. Portland General Electric Co. 79/12/21. lS4pp. 

7912570101 Forwards final reiponii to NRC 790914.20 b 1003 requests for 
info re control bldg modi. 

BHOEHL. D. J. Portland General Electric Co. 79/12/22. llOpp. 

791S8B0518 Forwards Change Application 56 requesting amend to License 
HPF-1. 

ODODHIN.C. Portland General Electric Co, 79/12/24. Ip. 


'7913880523 License Change Application 56 for License NPF—l < reviling rod 
Insertion limit Tech Specs to psrmlt unrestrictsd operation 
during Cgde 3. 

OaODHlNiC. Portland General Electric Co. 79/12/24. 3pp. 


"7913280533 Revised Pages 3/4 2-6a,2-BD 3/4 205 for proposed Chongs 5b 
to Toch Specs re revision to rod insertion limits to permit 
unrestricted opcretion during Cgde 3, 

* Portland General Electric Co. 79/12/34, 3pp. 


791S310S16 Forwards License Chang* Application 57 raquestlng amend of 
LEcensB NPF-I. Certificate of Sve b Class II fee end. 

GOODHINiC. Portland General Electric Co. 79/12/20. 2pp. 


■79123IOSBO Llcanie Change Application 57 to amend License NPF-li 
revising Tech Specs re method of traniferring diesel fuel 
oil from storage to equipment, min vol of berated water 
storogitsye actuation termlnolegg b fire protection. 

• Portland General Elaetrlc Co. 79/12/20, 7pp. 


— 7913310527 Revised Tech Specs 3, I. 2. 7, 4. 1. 2. 7, 3. 7. B. 3, 4. 7. 8. 3 b 3/4. 1.8 
b 3/4, 1.3 re method of transferring diesel fuel oil from 
storage to cqulpment.mln vol of boratid water storage, sgs 
ectuation tsrminologg b fire protection equipment, 
e PortJantf General Elaetrlc Co. 79/13/28. llpp, 


a Inspection reports. IE Dullrtins b correspondence 


7912060112 Forwards IE Insp Rept SO-334/79-17 on 790904-20. No 
none amp i ianco noted 

CREMS.J.L. Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch. 79/10/13. 2pp. 


— 7912060123 IE Insp Rept 50-344/79-17 on 790904-23. No noncompliance 
noted. Major areas lnapectcd:operatlans.maint. physical 
security b followup on IE bulletins b LERs. 

STERNBERG. D. H. Region 5. San Francisco. Reactor Operations 

Nuclear Support Branch MALMRoa.M.H. Region 3. San Francisco. 
Office of the Director. 79/10/12. 6pp 


7912100278 Forwards IE Info Notice 79-26, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
ENQELKEM. R. H. Region 3. San Francisco, Office of the Director. 
79/11/16. Ip. 


791207001B Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
TBsgensB required 

ENOELKEM. R. H. Region 3. San Francisco. Office of the Director. 
79/11/26. Ip. 


7913110269 Forwards IE Circular 79-33. "Motor Starters b Contactors 
Failed to Operate." No response required. 

ENGELKENi R. H. Region 5. San Francisco. Office of the Director. 
79/11/26. Ip. 


7918110495 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups b state attg 
general ofes. copies of escalated enforcement correspondence 
sent by NRC to licensees. 

ENOELK^i R. H. Region 3, San Francisco. Office of the Director. 
79/11/26. Ip. 


7913130150 Forwards Insp Rept 30-344/79-10 on 791107-09. No items of 
nonconpllanco found. Rept withheld (ref 10CFR2. 790). Copy to 
Central Files only. 

NOHDERHAUGi L. R. Region 5. San Francisco. Safeguards Branch. 

79/11/26. 2pp. 


7912190147 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power Bys Dus During OperatiDn. " 
Written response required. 

ENOELKEN. R. H. Region 3. Ban Francisco, Office of the Director. 
79/11/30. Ip. 


7918310272 Forwards IE Info Notice 79-30. "Reporting of Defects b' 
Noncomp llancss. 10CFR21 . " No action required. 

ENOELKEN. R. H. Region 3. San Francisco. Office of the Director. 
79/12/06. 4pp. 


7912190001 Forwards licensee responses to IE Bulletin 79-23. "Potential 
Failure of Emergency Diesel Gonorator Field Exciter 
Transformer. “ 

CREHBiJ.L. Region 3, San Francisco. Reactor CJperatlons Nuclear 

Support Branch. 77/12/07. Ip. 


— 7912190003 Responds to IE Dulletin 79-23, "Potential Failure of 
Eaergency Diesel Generator Field Exciter Transformer." 
Facility will conduct load test of emergency diesel 
generator prior to recovery from refueling shutdown. 
GOODMIII.C. Portland General Electric Co. 79/10/11. Ip. 


7912200240 Forwards lE Bulletin 79-20, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps. " Action 
required. 

ENOELKEN. R. K, Region 5. Ban Francisco. Office of the Director. 
79/12/07. Ip. 


7912210132 Forwards responses to IE Dulletin 79-21, "Temp Effects on 
Level MeasurcnoTits. " 

CREMS.J.L. Region 5. San Francisco. Office of the Director. 
79/12/07. !p. 


—7918210162 Responds to IE Bulletin 79-31. "Temp Effects on Level 
InstruMentation. " Discusses liquid level measurement sgs. 
post-accident ambient temp on indicated water, safety b 
control setpoints b emergency procedures. 

OOOOUIN.C. Portland General Electric Co. 79/09/14. 15pp. 


7912280671 Forwards util response to IE Dulletin 79-04. "Incorrect 
Heights for Swing Check Valves Mfg by Vclan Enginaarlng 

Carp. " 

CREUSrJ.L. Region S. San Francisco. Reactor Operations Nuclear 

Support Cranch. 79/12/07. l.p. 
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— 7‘J122B0fa7B Foriuarifs response to IE DullotJn 77-04. "Iiiiorroct Ueiglits 
foe Suitig Check Valvos Mfg t>g Velon Engineering Carp. " 

Volves identified ti verified. No plant mode needed. 

GOOBHtN.C. Portland Oencral Electric Co. 79/09/14. 3pp. 


791220Ofr23 Foruarde IE Info Notice 79-31. "Uee of Incorrect AnpliPied 
Raapon&B Spectra." No urltten response required. 

ENGELKENiFl.il. Region 5. San Francisco. Office of the Director. 
79/12/13. Ip. 


n. periodic operating reports L related correspondent e 


79l2l403fil Forwards monthly operating rept for Nov 1979. 
YUNDTiC.P. Portland Oenera! Electric Co. 79/lS/OB. Ip. 


--79I21403D7 Monthly operating rept for Nov 1979. 

DLAlR.G.e. Portland General Electric Co. 79/12/09. 4pp. 


S. Reportable occurrences. LERs it related correspondence 


7912310066 PNO-V-79-006: on 7910 1 9. f ac i 1 1 1 y notified NSC of tritium 
found in samples from onsito recreation lake. Caused bij 
leatlng steam ganei-ator tubes. 

WENSLftHSKl. F. A. Region S. San Francisco. Office of the Director. 
79/10/19, 3pp. 


7912310104 PNa-V-79-OOS: on 791019. prel iminary analysis indicated wall 
used to anchor restraint for RHR pump suction line mag not 
have necessary structural capab II i tg. Ana lysis should be 
camplated by 791022. Plant currently shut doun. 

CREUS.J. L. . STERNREflO. D. Region 9. San Francisco. Of flee of the 
Director. 79/10/19. Ip. 

7912260016 PNO-V- 79-007: on 791025, emergency plan eierclse ulll be 
conducted at facility. 

UENSLAN5KI.F. Office of Inspection 6 Enforcement. Office of the 
Director. 79/10/25. Ip. 


7912060665 PN0-'/-79-008: on 791029. util reported osposure of 3.7 rem# tu 
eye Isns of contractor employee uihlle testing steam 
generator A. Invest i gat ion und eruay . work teoiporarily stopped. 

FI5H.R. . HENSLAWSKI. F. Region 5, San Francisco. Office of the 
Director. 79/10/29 3pp 


7912030101 PNS-y-79-OOI: on 7911<Ja. ten off-duty h former guards 
arrested for narcotics traffic Individuals 
relieved from duty U inspectors are onsite to assure NR€ 
sccuT 1 ty 

NORDEIIItAUO. L. R. Region S. San Francisco. Office of the Dlructor. 

79/ll/aa. Ip. 


7912200972 PNS-V-79-00IA: on 791 126. 1 1 conseo notified Region 5 that 
continuing investigation into drug use at facility resulted 
In termination of auiiliary operator for uncooperativa 
attitude due to offsite use of cocaine. 

* Office of inspection t. Enforcement. Office of the Director. 
79/11/26 Ip. 


7912120099 Notification of 791305-06 meeting u/util I tv HetSesda.Iin to 
discucs LED 79-1!) re cnasonry bloci wall ti support reaction 
prob 1 em. 

TfiAMI1ELl..C. H. Operating Reactors Branch 1. 79/12/01. 2pp. 


7912110302 Forwards special rept re 790906 actuation of ECCS safety 
Injection during turbine generator control circuit 
1 nve s t igot 1 on. C.i u ced hy faulty GE troub I eshoo t Ing procedure. 
Procedure changed hg CE. 

VUNDT.C.P. Portland Oenaral Electric Co 79/12/03. Ip. 


79I21R0627 Forwards special rept re ECCB actuation. 

VUNDT.C.P. Portland General Electric Co. 79/12/03. Ip. 


— 79J21D0632 Special repton 79a906iECC8 safety Injection uas actuated. 
Caused by faulty troubleshooting procedure. GE has changed 
praccdure. 

e Portland General Electric Co. 79/12/03. Ip. 


7912110341 Forwards SuppI 2 to LER 79-15. Review of masonry structures 
supporting safot y-rela ted p ip 1 ng revealed 20 'falls conducive 
to overstress. Discusses corrective actions. 

FRANK, L. Portland General Electric Co. 79/12/04. 33pp. 


— 7912110342 "Rept on Testing of Conposite Masonry Ualls. " 
e Portland General Electric Co 79/11/30. 14pp, 


—7912110344 Special plant procedure for "Test of Masonry Bond Tenalon— 
to-Conerete Core in Masonry Slock Nalls." 

VUNDT.C.P Portland General Electric Co. 79/11/13. lOpp. 


— 79I2II0346 ''Evaluation of Tests of Tensile Bond Strength of Cene'eta 
Bloct-to-Fl Jl in Trojan Nuclear Power Plant Near Portland. 

OR." Supporting dacumentation end. 

* Hiss. Janney, Elstner t. Association, Inc. 79/11/24. 20pp 


791210061B Forwards supplemental Info to LER 79-15 providing result 
evaluations of single U daub lo-uiythe masonry walls 
supporting safety-related pi ping. Results of masonry bond 
tension tests Sr composite masonry wall tests end. 

BROENLi D. 0- Portland General Electric Co. 79/12/04. 74pp. 


7912270439 Forwards addl info re LER 79-15, requested in 791202 jam* 
affidavit of KS Herring Si CM Trammell on status of Trojan 
wall preblem. 

80EHL.D.J. Portland General Electric Co. 79/12/22. 71pp, 


DOCKET 50-346 DAVIS-EESSE NUCLEAR POWER STATION, UNIT I 


F. Security, medical, emergency it fire protection plans 


791900022 Discusses NRC 791109 meeting rt emergeneg preparedness less 
rsvifU ab j ect Ives. Provides guidance for Improving licensee 
emergency preparedness 6 assuring capability of offsite 
agencies to tale approprla te emergency actions. 

8RIHES.B.K. Emorgency Preparedness Task Force. 79/11/23. 30pp 


7912314103 Roquests installation of backup power for rad emergency 
telephones. as discussed In 791115 teleon. 

KEPPLER. vl. e. Region 3, Chicago, Office of the Director. 79/lI.'X 

Ip- 


e. Adjudicatory correspondence 


7912110030 Confirms Toeelpt of end 790329 petition to suspend CS-s fi" 
all PURs. Forwards FR notice indicating that petition will he 
treated in accordance 1J/10CFR2. 206. 

DENTON, ILR. Office of Nuclear Reactor Regulation. 79/11/23. Ip 


—7919110126 Notice of request for action pursuant to 10CFR2.206 re 
Environ Coalition on Nuclear Pciuior 790329 petition 
requesting susponsion of all OLs for PURs. 

miLLER.D.R. Office of Nuclear Reactor Rogulatlon. 79/11/23. 
SDpp. 


H. Oenera! correspondence 


7912100334 Informs that all octlvitles re nuclear program will be 
cenielldated under one corporate officer, RP Crouse, License 
amend request uill be submitted in near future. 

JOHNSON'U.A. Toledo Edison Co. 79/11/20. Ip. 


H. Antitrust correspondenco 


7913DSDO90 Consolidated answer in opposition to Cleveland Elactrlc 
Illuainating Co, Toledo Edison U Ohio Edison petitions for 
ALAD-S60 review. Petitioners failed to seek Comml'selan review 
nn issue of monopoly existence. Certificate of 8vc end. 
LESBV'R.P. Antitrust Division. 79/11/21. 32pp. 


79I21QD344 Informs of address change as of 791201. 
HJELKFELT, 0. C. Hjolmf el t, D, C. 79/11/26, 3pp. 


7913110356 Orders extension until 80011S fur Commission to rtvlew 
A1-AD-S60. 

CliILKaS.J. Office of the Becrotary of the Commission. 79/12/C7 
*P- 


P. Operating license stage documents h correspondence 


7911090240 "Qummary of Operating Experience M/Rec Irculating Stean 
Oenaretors . " 

ElfiEHHUTi D. 0. Division of Operating Reactors. NUREO-0583. 
79/01/31. B9pp. 


7913310070 Acft 790031 Itrs endorsing Bt>U generic rept BAU-1564, 
■Integrated Control Bys Reliabilitv Analysis," k requests 
addl info. 

RElDiR.H. Operating Reactors Branch 4. 79/11/07. I3pp, 


791S1301B7 Forwards summary of Tsknekron Research, Inc study uf licenses 
regulatory performance evaluation h Tekntkron draft rept re 
operating reactors u/BbW nuclear steam supply sys. Requests 
coMents.U/e end. 

HTFi I n. u Office of Inspection L Enforcement, Office of the 

Director. 79/11/00. 2pp. 
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7912100199 DlscuitBS NRC 791101 misting y/repnssntativis of N55S 
vintfon & full lupplltrt re discussion of rispictlvi 
portions of ECCS evaluation models dealing u/fuil cladding 
suelling t< Incidence of rupture. Vendor responses end. 

EISENHOTt D. 0. Division of Operating Reactors. 79/ti/’Q9. E9pp. 


-~7912100299 Responds to NRC 791101 request re noncomp 1 lance of 
Hastinghouse ECCS evaluation model under requirements 
of 10CFR90 App K. Evaluation of three fuel rod models 
indicates no safety problems for Uestinghouse plants. 
ANDERSONi T. h. Uestinghouse Electric Corp. 79/11/03. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding surelling <i 
rupture data. Review of analytical models li tests Indicates 
coceplience U/10CFR90 App K. All OE specs for calculated pcali 
cladding temp remain unchanged. 

BUCHHOCZr R. H. General Electric Co. 79/13/07. 3pp. 


— 7912100407 Foriuerds response to NRC 791101 request re rod buret teat 
data. Concludts that data properly represented by fuel models 
used in vendor evaluation models t that analyses demonstrate 
all criteria of 10CFR90. 46 satisfied. 

aU8LEY>0. P. Eixen Nuclear Co.. Inc. (tubs, of Eixen Corp.). 
79/11/02. 9pp. 


■791210049& Faruards addl Info re evaluation of impact of NRC proposad 
rupture/blockage model used in vendor evaluation modal, 

No adverio impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation roiults. 

0U8LEY.0.F. Exon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
79/11/04. 23pp. 


79123B0633 Foruards trip rept of 79101B ti 19 visit to plant. 
SCHOLLiR. Plant Systems Branch. 79/11/19, 13pp. 


79131B03S3 Notifies of partial refund of Claes IV amend Pee for 790713 
application '^or change to Tech Specs. 

HILLER. W. a. License Fee Henagement Branch. 79/11/16. ip. 


7912120092 Summary of 791024 meeting u/DiW owners group re asymmetric 
LOCA loads evaluation. Evaluation of OLU plant! to be 
completed by Jul 19S0. 

HOSFORD. a. E>. Assistant Director for Engineering Program*. 
79/11/20. App. 


7912100479 Foruards. to all BLU operating plants except TMI.requeet for 
addl info re small break LOCA. Comments requested by 791203. 

REID.R.U. Operating Reactors Branch 4. 79/11/21. 3pp. 


7912100237 Requests detailed info re wear characteristic* of control 
rod* on guide tube aisemblles. Info needed to verify that 
guide tuba wear not significant problem in BbU facilities, 

NRC concerns re tube wear end. 

nEID.R.U, Operating Reactors Branch 4. 79/11/23. 6pp. 


79121B01ta Forwards raquest for addl info re Tech Spec changes covering 
anticipated reactor trip. auxl 1 lary feedwater surveillance 
li aiakeup pump termination. 

REIDtW.R. Bperatlng Reactors Branch 4. 79/11/28, 3pp. 


7912190327 Notifies of partial refund of Claes III amend feo re 79«>03 
application. Action required by application is in Class tl 
fe« category, 

HILLER. M.O. Licenso Fee Management Branch. 79/12/03. Ip. 


7912190432 Forwards revised Tech Specs. App* A l< B re admlni*tratlv* 
control*, ref 1 ecting changes requested in 79112B application 
to amend OL. Requests Class II fee classification. 

CROUSE. R.P. Toledo Edison Co. 79/12/06. 2pp. 


--7912190932 Revised pages 6-2. 6-7 through 6-9 t< 6-11 through 6-13 to 
Tech Specs. App A ri administrative controls ti revised Page 
9-1-1 of Tech Specs. App B re organ! latlonal changes, 
a Toledo Edison Co. 79/12/06. 9pp. 


7912180984 Supplements 791009 response to NRC 790S08 inquiry re bus 
voltagae. Bummarlies scope 6 schedule for proposed test 
program, 

CROUSE. R.P, Toledo Edison Co. 79/12/07. tp. 

7912190433 Forwards fee for 791206 amend to OL. 

CROUSE.R.P. Toledo Edison Co. 79/12/12. Ip. 


7912280273 Forwards Amend 32 to Lleenso NPF-3 !• notice of leeuanca k 
availability. 

RElSiR. W. Operating Reactors Branch 4. 79/12/12, 3pp. 


— ^791^80331 Amend 22 to License NPF-3i mod 1 f y Ing antitrust license 
condltlans. 

REIO.R.W. Operating Reactors Branch 4. 79/12/12. Spp. 

—7912280290 Notice of Issuance L availability of Amend 22 to License 
MPF-3. 

REIDiR. U. Operating Reactors Branch 4. 79/13/12. Ip. 

7912180509 Suimils commitment of compliance to NRC 791033 interim 
position re containment purge k vent valve operation. 

CoMitment is adequate for NRC determination that OL need 
not to be nodi fled, suspended or revoked. 

CROUSE.R.P. Toledo Edison Co. 79/12/13. 3pp. 


7912310463 Bupplement* application for amend to OL re revision to 
Condition 2. C(3)h. delaying completion schedule of fire 
protection mods until B00930. Class III fee. summary schedule. 
Identification of proposed change S. addl design mod end. 

CROU^. a.P. Toledo Edison Co. 79/12/22. 9pp. 


7912310480 Forwards ObU rept. “Small Break □perating Guidelinee. 
incorporating core cooling guides In response to NUHEO-0579. 
CRtn^.R.P. Toledo Edison Co. 79/12/27. Ip. 


— 79123104B6 "Small Break Operating Guidelines. " 

a Babcock & Uilcox Co. BNKP-200O4. 79/11/30. SOpp. 


Q. Inspection roports. IE Bulletins 6 correspondence 


79120SD014 Forwards IE Insp Rept 50-346/79-26 on 790919. No 
noncompliance noted. 

XEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/10/19- 
8PP- 

— 7912090018 IE Insp Rept 50-346/79-26 on 7909l9.No noncompUance noted, 
Mejor areas inspected: meet ing was held to discuss status of 
licensee actions taken to address specific Region 3 
concerne. 

REYES.L.A.* TAMSHNO.T.N. . MAnNICK.R.F. Regions. Chicago. 

Office of the Director. 79/10/09. 0pp. 


7912070066 Forwards IE Insp Rept 90-346/79-28 on 790013-17.27-31. 
0910-14 k 24-Sa 6 notice of violation. 

iSIBHHANiR.F. Region 3. Chicago. Office of the Director. 
79/10/26. 3pp. 


— ^7912070072 Notice of violation from insp on 790013-17.27-31.0910-14 k 
24-28. 

a Region 3. Chicago. Office of the Director. 79/10/29. Ip. 


— 7912070079 IE Insp Rept S0-346/79-SB on 790813-17.27-31,0910-14 k 
24-2B.Nancompliance noted : dlsabl ing of undervoltage sensing 
relay* k failure of station review board to review 
violations of Tech Specs. 

STREETER. J. F. , BAKER. K.R. Region 3. Chicago. Office of the 

Director. HEI8HHAN. R. F. Region 3. Chicago, Reactor Operations 

Huclsar Support Branch, 79/10/29- 12pp. 


7912090348 Foruards IE Insp Rept 50-346/79-29 on 790820-24.31.0904-07. 
10-14.17-21 k 34-28 & notice of violation. 

leiSHMAN. R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/10/31. 2pp. 


•7912090394 Notice a# violation from Insp on 790820-24.31.0904-07.14-14, 
17-21 Ic 24-26. 

a Region 3. Chicago. Office of the Director. 79/10/30. Ip. 


-7912050369 IE Insp Rept 50-346/79-23 on 790020-24,31.0904-07.10-14. 
17-21 fc 24-20. MoncompUence noted : fai lure to establish fire 
tMtch. 

REYEB.UA.. HARNICK.R.F. Region 3. Chicago, Office of the 
Oirector. 79/10/30. 6pp. 


791213K10 Inforas of delay in submitting rept ra primary coolant sys 
pipe whip restraint design variPlcatlon per IE Insp Rept 
90-^6/79-23. Delay in recalpt of background info from DEW 
will rasult in 791207 submittal date. 

CR0U6E.R.P. Toledo Edison Co. 79/11/09. Ip. 


7912260082 Forward* draft IE bulletin concerning potential generic 
defect Ta failure of pins on control relays to make proper 
contact w/socket*. 

LAINA8.G. Plant Systems Branch. 79/11/06. Ip. 


7912200242 Forward* IE Insp Rept 50-346/79-27 on 791009-12. 19-80.22.29. 
86 k 29-31. No noncompUance noted. 

HEISHHAN. R. P. Region 3. Chicago, Reactor aperatlons Nuclear 
Support Branch. 79/11/13, 3pp. 
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— 79ISa0(J3S0 IE Insp flept 50-3-16/79-37 on 791009-12> 1 5-2Q. 32. 23i 3i ti 
29-31. Mo noncamp 1 1 snc e noted. H ajot areAS 1 n e pec te d ; p 1 ant 
operations. procedures. pDys i cal protection t- surveillance of 
saf e t i^-re 1 a ted sijs required bg Tech Specs. 

REVES.U. n. . MARNICK.R.F. Region 3. Chicago. Offiee of the 
Director. 79/11/Q9 5pp. 


7912050192 Foruards IE Circular 79-22. "Strobe Times for Pouer Operated 
Relief Valves." No response required. 

HEPPLER.J.G. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip. 


7912l0024-i Farvards IE Info Notice 79-28. “Overloading of Structural 
Clements Due to Pipe Support Loads. “ No response required. 
KEPPLER.J.O. Region 3, Chicago. Office of the Director. 79/11/16. 
Ip 


79121105B9 Forwards IE Info Notice 79-29. “Loss of NonsaPetg-Relaled 
Reactor Coolant Sgs Instrumentation During Operation.'' Ho 
specific action or response required. 

UEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip- 


7912050-llD Forwards IE Dulletln 79-26. "Qorpn Loss Fron DUR Control 
Diodes." No response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/20. 
Ip. 


7912040135 Notification of 79II21 meeting u/util to discuss IE Bulletin 
79-02 re anchor bolt inspection program, 

JORDAN. E L Division of Reactor Operations Inspections. 79/11/21. 
3pp. 


7912100444 Forwards IE Circular 79-24. "Proper Installation ti Calibr of 
Core Sprag Pipe Break Detection Equipment on DHRs " No 
written response required. 

HEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/11/26. 

Ip 


7912140237 Forwards IE Circular 79-23. "Motor Starters 8i Contactors 
Failed to Operate. " No written response required. 

HEPPLER.J. e. Region 3. Chicago. Office of the Director. 79/11/26. 

Ip. 


7912110443 Notifies that NRC intends to routinely foruiard to 
appropriate state public util regulatory groups & state attg 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

HEPPLERi J. 0. Region 3. Chicago. Office of tho Director. 79/11/28. 
Ip. 


7912190127 Forwards 30-day response to IE Dulletln 79-17. Revision !• 
"Pipe Cracks in Stagnated Derated Hater 9ys at PNR Plants." 
Describes welds to be examined & welds selected for 
ultrasonic tasting. 

CRCU5E.R.P. Toledo Edison Co. 79/1I/2S. 26pp. 


7912140375 Informs util of requirement to install eraergeneg phone lines 
in operations & health physics dept. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/30. 

Ip. 


7912190233 Foruards IE Dolletin 79-27. "Loss of Non-Class IE 
I nstr unenta t i on h Control Power Sys Dus During Operation. " 

Hritten response required. 

KEPPLER.J.O. Region 3, Chicago. Office of the Director. 79/11/30. 

Ip 


7912210140 Atk receipt of 791119 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt SO-346/79-04. 

HEISHMAMi R. F. Region 3. Chicago. Reactor Operations Nuclear 

Suppurt Branch. 79/12/09. Ip. 


— 7912210147 Responds to NRC 791020 Itr re violations noted In IE Insp 
Rep t 50-346/79-04. Correc tive actidns: prepared deviation 
rapt for violation of Tech Spec 6.8.1. 

CROUSE. R.P. Toledo Edison Co. 79/11/19, 2pp. 


7912140099 Forwards IE Info Notice 79-30i "Reportina of Defects & 
Noncomp 1 lances. lOCFR&l. " No action or response raquireif. 

KEPPLER.J.O. Region 3. Chicago. Office of tho Director. 79/18/06. 
■ P. 


7912200144 Forwards IE Bulletin 79-28, "Possible Malfunction of NaNca 
Model EAiaO Limit Switches at Elevated Tamps. " Action 
required. 

KEPPLER.J.O,, Region 3, Chicago. Office of the Director. 79/18/10. 


7912280643 Forwards 30-day nosponse to IE Bulletin 79-02. Revision 2. 
"Pipe Support Base Plate Designs Using Concrete Expansion 
Anchor Bolts." Pipe support design calculations S. drawings 
raviewsd. Camp let ion of work scheduled fur B00401 ti 0701. 

CROUSE. R.P. Toledo Edison Co. 79/12/10. 9pp. 


R. Periodic operating reports tc related correspondence 


791S130373 Forurards monthly operating rept for Nov 1979. 
nURRAV.T.D. Toledo Edison Co. 79/12/07. Ip. 


--791213037S Month ly operating rept for Nov 1979. 
CABA.E. Toledo Edison Co. 79/12/07. 13pp, 


8. Reportable occurrences. LERs & related correspondence 


791S310081 PNO-1 1 1-79— 14; on 79101 1. approx 100 gallons of reactor 
coolant were released to auxiliary bldg duo to incorrect 
valve lineup during letdown filter changeout.No personnel 
contaminated. Review will be made during future insp, 
OREOER.L.R.. FISHER. W.L, Region 3. Chicago. Office of tho 
Director.. 79/10/11. 2pp. 


7912200964 PND-1 II— 79-017; on 791015. reac tor tripped from 60i< power on 
high reactor flus. Subsequently. of fsite power lost to unit 
when circuit breaker mal funct loned. Cause unknown. 

HEVE3.L.A., WARNICK. R, F. , HEISHMAN. R. F, Regions, Chicago, Office 
of the Director. 79/10/15. Ip. 


7912200449 PN0-.HI-79-017A: on 791015. reactor tripped. Caused by 
capacitor failure in integrated control sys pulser circuit 
to turbine elector hydraulic control sys. Failed capacitor 
replaced. 

a Office of Inspection t< Enforcement. Office of the Director. 
79/10/17. 2pp. 


79122D043S PWD-HI— 79-170 ; on 79J015. reector tripped with subsequent 
lees of offsite power. Cause unknown. 

REVES,L.A.> HARNICK. R. F. , HEISHMAN, R. F. Office of Inspection «c 
Enforcement, Office of the Director. 79/10/18. 2pp. 


791231D088 PNO-I II— 79-019; on 791023. reduced power In preparation of 
tripping reactor coolant pump 1-1. Apparently caused by 
failure of two of three shaft seals. 

TAHBLIM8.T.N. » HARNICK, R, F. , HEISHMAN, R. F. Office of Inspection 1< 
Enforceaent, Office of the Director, 79/10/23. 2pp. 


791219046S PND-79-434'. on 791019. fac 1 1 1 ty had reactor trip u/loss of 
offsite power, indicated in PNQ-1 1 1-79-17, Lleonsee lost 
Internal phone sys. Determined that NRC hotline required 
110 volt ac power, not available at site. 

MEIBS.B. Office of Inspection t. Enforcement. Office of the Director. 
79/10/29. Ip. 


7913180094 PNa-lII-79-42; on 791120, unit critical after 26 day maint 6 
■od outa|a caused by reactor trip on 791025. Caused by loss 
of reactor coolant pump during switching of emergency 
lighting buses. Nhen anchor bolt penetrated burled conduit. 
REVE8.L.A.. TAHDUINO, T. N. , HARNICK. R.F. Regions. Chicago, Office 
of the Director. 79/11/20. Spp, 


7912180221 PNO-IIJ-79-049; on 79iI22,whilo operating at 93X power- 
discovered RC8 flow u/flour reactor coolant pumps in sve 
below Tech Spocs. Caused by instrumentation problem in Loop 
2.FDuer to be limited to 73'A during 10-manths calibr test. 

REyESrL.A., UARNICK.R. F. . TRAM9LIN0. T. N. Regions, Chicago, □fflcs 
of the Director. 79/11/26. Ip. 


7912200028 PHO-I I I-79-045A; on 791 106. reac tor coolant sys flow 
dlecevered below min Tech Spec requirement, Util plans 
shutdown to add oil on uieekond. 

REYES.L.A.. HARNICK, R. F. . TAMBLINO. T. N. Regions. Chicago. Offles 
of the Director. 79/11/27. ip. 


7912100879 Foruards LEH 79-107/03L-0. 

HURRAY. T.D. Toledo Edison Co. 79/12/04. Ip. 


— 7912100288 LER 79-107/03L-0: on 791109, unit experienced loss of 
essential instrumentation disti'ibutlon panel Y8 It did not 
.enter action statement in Made 5. Caused by blown 
pretnverter YV2 output fuse. Repaired Inverter. 

NAVLOR.A. U. Toledo Edison Co. 79/12/04. 2pp. 


7918130476 Forwards LER 79-10B/03L-0. 

HURRAY, J.8. Tolsdo Edison Co. 79/12/06. Ip. 
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-~791S1304B& LER 79-10B/03L-0: nn 791 lOS' during normal plant evalustliin of 
(Witching dacag htat rsnioval pump(>pump 1 failed to start 
ranotalg b locally at breaker. Caused by faulty cutout 
sui tch- Swi teh assembly replaced. 

NAVLOR.R.ll. Toledo Edison Co. 79/lS/01>. Spp. 


7918170893 Forwards LER 79-111 /03L--0. 

tIURRAV.T.D. Toledo Edison Co. 79/lS/U. ip. 


—7912170297 LER 79-1 1 1/03L-0: on 791 1 14, during surveillance testing, 
accelaremetir tracer could not be discerned due to eicessiva 
noise. Caused by component fai lure. Source of noise being 
investigated, possib 1 y caused by battery charger. 

AEBIEjK. Toledo Edison Co. 79/12/11. 2pp. 


7912170300 Forwards LER 79-109/03L-0. 

liURRAY.T.D. Toledo Edison Co. 79/12/11. ip. 


— 7912170303 LER 79-109/03L-0: on 791 1 13, di scovered Couch (Deutsch) relay 
contacts were driving high inductive loads In 26 nuclear 
laf aty-related c ircults. Caused by inductive surge when 
contacts open. Arc suppression diodes added to circuits. 

BEELER, T.F. Toledo Edison Co. 79/12/11. 2pp. 


7912170303 Forwards LER 79-1 10/03L-0. 

hURRAViT.D. Toledo Edison Co. 79/12/11. Ip. 


— 79IS170309 LER 79-1 10/03L-0: on 791il2,uhile testing HPI pump 1-1 in 
Mode 9, pump failed to start. Caused by Improperly terminated 
t-ug in breaker control wiring. Lead properly terminated t> 

relnitallad. 

NAYLOR, R.H. Toledo Edison Co. 79/12/11. 2pp. 


7912260234 Forwards revised LER 79-105/01T-1. 
ME7RRAY.T.0. Toledo Edison Co. 79/12/13. Ip. 


7912260237 Revised LER 79-103/01T-1; on 791 109, during review of IE 
Bulletin 79-81 response, noted steam generator tow level trip 
setpoints to steem t> feedwater rupture control sys Channels 
1 & 2 were below Tech Bpecs. Caused by error in points. 
TRAUTKAM’O. Toledo Edison Co. 79/11/21. 2pp. 


7918860233 Forwards LER 79-112/03L-0. 

KilRRAY.T. D. Toledo Edison Co. 79/12/ia. Ip. 


— 791826D2S3 LER 79-1 12/03L-0: on 791119,valve MB106 failed to open during 
surveillance testing. Caused by improper installation of uorm 
gear ipacar. Drive sleeve machined t, worm gear spacer 
reinstalled. 

□ 'NEILL, J. Toledo Edison Co. 79/12/10. 2pp. 


7918870894 Forwards LER 79-1 13/03L-0. 

HLfRRAViT.D. Toledo Edison Co. 79/12/10. Ip. 


--7918870599 LER 79-1 13/03U-0; on 791 181, hourl y surveillance reituirements 
not performed for 3. S-h while Incure instrumentation was 
Inoperab le. Caused by procedural deficiency. Eiiuipment status 
board net updated. Procedure PP 1102.02 revised. 

EROUNiD. K. Toledo Edison Co. 79/12/18. 2pp. 


7918270393 Forwards LER 79-1 14/03L-0. 

MLHRAY.T.D. Toltdo Edleon Co. 79/18/20. Ip. 


—7918870390 LER 79-1 I4/03L-0: on 791122,RC9 Indicated Plow below Tech 
0p»c regulriments. Cause undetermined. FI ow transmitter signal 
output circuits operating normel ly, Ac tual RC8 flow U 
transmitter callbr will be checked b tubing backfilled. 

UERNER.J. Toledo Edison Co. 79/12/20. Spp. 


7918270408 Forwards LER 79-U5/03L-0. 

HURRAY, T.D. Toledo Edison Co. 79/12/30. Ip. 


“7912870407 LER 79-11S/03L-0: on 791 128, remote contact data typer becenc 
inoperable. Caused by procedural dsf tclancy. Survel 1 lane e 
raqulrenints inadaciuitely speelflad on log sheet. Log sheet 
will be modified to specify Tech Spec reauirements. 

ROHRER.E. Toledo Edison Co. 79/12/20. 2pp. 


7918870413 Forwards LER 79-1 16/03L-0, 

MURRAY, T.D. Toledo Edison Co. 79/18/20. ip. 


— 7912870480 LER 79-U6/03L-0: on 791 123, Control Rod Group 3 Rod 11 
absolute position indication declared inoptrable. Caused by 
position Indication assembly b cabling betwain alactrleal 
penetration b rod. Investigation continues. 

WERNER, J. Toledo Edison Co. 79/12/20. Spp. 


U. Congress i ana I /Enecutlve Correspondence 


7918120SS8 Responds to 791003 communication re N Masucci request for 
info concerning plant automatic shutdown b radwaste 
disposal. Shutdown caused by turbine trip resulting in 
equipment problems b loss of offsite power. 

FOUCHARO. O. J. Office of Public Affairs. 79/10/23. 2pp. 


— 79121205&3 Requests NRC comments rs N Masucci request for info 
Concerning facility b nuclear waste disposal in OH 
KETZENBA1N1.H. n. Senate 79/10/03 Ip. 


DOCKET 30-34S JOSEPH rt. FARLEY NUCLEAR PLANT, UNIT 1 


F. Securityt msdicaU emergency b fire protection plans 


7912800088 Discusses NRC 791109 meeting re emergency preparedness team 
review ob jectlves. Fravides guidance far improving licensee 
eaergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORlMESiB.K. Emergency Preparedness Task Farce. 79/11/23. 30pp. 


79ISI90S30 Forwards updated schedule for fire protection mods. 
CLAYTON.F.L. Alabama Power Co. 79/12/12. 3pp. 


0. Adjudicatory correspondence 


7918110038 Confirms receipt of end 790329 petition to suspend OLs for 
all PHRs. Forwards FR notice indicating that petition will be 
treated in accordance u/ 10CFR2. 206. 

DEfrrQN.H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


"7918110186 Notice of request for action pursuant to 10CFR2.206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

HULLER.O.R. Dffita of Nuclear Reactor Regulation. 79/11/23. 

sapp. 


H. Oeneral correspondence 


7912880401 Conueents on NUREO-0610: 1 i st of reportable unusual events 
should bs reduced in scope to include only events 
consequential to public b should be clearly defined. 

THRABH.H. □. Alabama Power Co. 79/11/30. 2pp. 


M. Antitrust correspondence 


7918190832 Forwards change of address for cor rospondence deoling 
w/utll.Hew address: 1967 Sanda 1 wood > For t Col 1 1 ns, CD, S0S26. 
ilJELHFEUT. O. C. Ooldborg, Ft el dman bLetham.P.C. 79/11/26. 2pp. 


P. Operating license stage documents b correspondence 


7911090248 ''SufflMiary of Opuratlny Experience U/Rec irculat Ing Steam 

Oaneraters. ” 

EISENHUT, D. 0. Division of Operating Reactors. NUIlEO-0523. 
79/01/31. B9pp. 


7918090139 Discusses NRC review of LERs b Tech Spec requirements re 
control RPl sys at Nestlnghouse PNRs. Reques t a Tech Specs 
review to snsura requirement for rod maint to within +/- 12 
steps indicated b RPl sys verified accurate within 12 steps. 
BCHHENCERi A. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912110977 Forwards request for adcll info re containment purge b vent 
sys. Purge sys should only be used for cold shutdown b 
refueling reactor operational modes. 

LAIMASiO. Plant Systems Branch. 79/11/02. 4pp. 


7918100189 Discusses NRC 791101 meeting u/rupresentatives of NSSS 
vendors b fuel suppliers re discussion of respective 
portions of ECrS evaluation models dealing u/fuel cladding 
swelling U incidence of rupture. Vendor responses sncl. 

EISENHUT, D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


"7912100899 Responds to NRC 791101 request re noncomp 1 lance of 
Mestlnghouse ECCS evaluation model under requirements 
of 10CFR90 App K. Evaluation of three fuel rod models 
Indicates no safety problems for Ues tinghouse plants. 
AKDERSadrT.h. Uestinghouse Electric Corp. 79/11/03. 4pp. 


— 7918100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
cunpliance w/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHOLZ. R. M. General Electric Co. 79/18/07. 2pp. 



192 


DOCKETED ITEMS 


— 7912100407 Forwards response to NRC 791i01 resoBSt re rod burst test 
data. Concludes that data properly representiil by Fuel aodels 
used in vendor evaluation aodels b that analyses deaanstrate 
all criteria of lOCFRSO. 4& satisfied. 

mSL^Y.O.F- Eison Nuclear Co.. Inc. Isubs. oF Elion Corp. I. 
79/11/02. 5pp. 


— 7912I0045I> Forwards addl info re evaluation oF iapaet of NRC proposed 
rupture/bloctags nodel used in vendor evaluation aodet. 

Ho adverse iapaet Iron new rupture burst data or use of NRC 
rupture/blockage aodel on licensing calculation results. 

OMSLfV.O. F. Esson Nuclear Co.. Inc. (subs, of Ezson Carp. >. 
79/11/04. 22pp. 


79121002&di Approves of 790SO1 proposed second 20-iiiinth inseruica 
testing prograa descri ption. Grants interia relief froa 
selected ASHE code requireaents. Uhen detailed review 
conpletc.NRC uill issue final approval. 

SCHMENCEJI • A. Operating neaetors Branch 1. 79/11/lA. 3pp. 


— 79121O02&9 Notice of granting of interia relisf fron ASHE Sectian XI 
re inservicB testing requireaents. 

5CIWEHCER.A. Operating Reactors Branch 1. 79/lI/t&. 2pp. 


7912iM0210 Suaaarg of 77111d> telcon w/util re lessons learned 
itsas for which licensee proposed schedule for 
iapleaentation is unacceptable. 

REEVEG.E.A. Operating Reactors Branch 1, 79/11/21. 6pp. 


7912040141 Buetaary of 791116 telcon w/util re 791024 response to MIC 
790913 Itr. Inforaed licensee of lessens learned iteas For 
which proposed Iapleaentation schedule is unacceptable. 

REEVES.E.A. Operating Reactors Branch I. 79/11/21. 6pp. 


791231050S Forwards request for addl info re contalnaent purge sgs to 
continue review of util long-tera proposals, 

SCWENCER.A. Operating Reactors Drench 1. 79/12/04. 3pp. 


7912100397 Forwards info re loss of offsite poweriin response to 
791002 Itr to AR Barton 

CLAirmN>F.L. Alabaaa Power Co. 79/12/07. 3pp. 


7912130409 Responds to NRC 791023 Itr. Discusses analysis parforaid by 
Hsnry Pratt Co. deaonstrating that Bettis valve operators are 
capable of closure under LOCA cond Itions. Purg ing during 
operation w/lB-lneb valves safe under accident conditiens. 
CLAVTON.F.L. Alabaaa Power Co. 79/12/10. 3pp. 


79121B0942 Forwards review & analysis of station electrical 
distribution sys. Review b analysis confLraed adequacy of 
offsite power sys b onsite distribution sys. 

CLAYTCM.F. U Alabaeta Power Co. 79/12/11. Qpp. 


7912190356 Forwards addl info re description of auto initiation of 
auxiliary feedwater sysiin response to NRC 7912ID request 
re Lessons Learned Task Force recoBssendations. 

CLAYTON.F.L. Alabaaa Power Cn. 79/12/14. 7pp. 


0. Inspection reportsi IE Bulletins b correspondence 


79121001S9 Forwards IE Info Notice 79-23. "Overloading of Structural 
Elcacnts Due to Pipe Support Loads." No response required. 
O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 

7912110S3B Forwards IE Info Notice 79-29, “Loss of Nonsaf ety-fielated 
Reactor Coolant Sys Instrunentatlon During Operation. " No 
specific action or response required. 

n»pgii I V. .1 P Region 2, Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912060604 Forwards IE Circular 79-24. "Proper Installation fc Callbr of 
Core Spray Pipe Break Detection Equlpaent on BHRs. " No 
response required. 

O'REILLV, J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110113 Forwards IE Circular 79-23, “Hotor Starters b Contactors 
Failed to Operate. " No response required. 

O'REILLY, J. f. Region 2. Atlanta. Office of the Dlrsctor. 
79/11/26. Ip. 


7912140473 Responds to IE Dulletin 79-17. Revision 1. "Pipe Greets in 
Stagnant Dorated Mater Sys at PMR Plants. ” Uill conduct 
nenthly visual exaainations as requested. 

CLAyTON>F.L. Alabama Power Co. 79/11/27. 6pp. 


7912140531 Ack receipt of 791102 Itr indicating no record of util 
response to IE Dulletin 79-19. "Packaging of Low Laval 
Radwastc for Transport b Burial." Util responded 790917 b 
NRC verified response by telcon .791103. 

CLAYTON.F.L. Alabama Power Co. 79/11/27. ip. 


7912190374 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation." 
Written response required. 

D'REILLV, J. P. Region 2. Atlanta, Office of the Director. 
79/11/30. Ip. 


791231002S Forwards addl response to IE Bulletin 79-OlA. "Environ 
Qualification of Class IE Equlpmsnt. " Solenoid valvas on 
valves HV-Q047.HV-eB71.HV-7 126 b LCV-1003 replaced w/ 
solenoid valves not containing acetal plastic. 

CLAYTON,F.L. Alabaaa Power Co. 79/1^/04. 4pp. 


7912310204 Forwards IE Info Notice 79-30. "Reporting of Defecte b 
Nencompllances, 10CFR21. * No action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. 9pp. 


7912200009 Forwards IE Bulletin 79-28. "Possible Kalfunction of Neaco 
Hedel EAieO Limit Switches at Elevated Tcaps. * Action 
required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 

79/12/07. 2pp. 


7912210170 Responds to IE Bulletin 79-29 re failure of Uattinghouss DFD 
ralays in safety-related sys. Uestlnghousc DFD/NBFD relays 
not used or planned for use. 

CLAYTONfF.L. Alabaaa Power Co. 79/12/07. (p. 


7912070039 Forwards IE Insp Repts SO-34S/79-32 b SO-364/79-14 on 
790939-23. No noncoapliance noted. 

LEWIS. R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 79/10/22. 2pp. 


— 7912070097 IE Insp Repts 50-34S/79-3S b 364/79-14 on 790929-23. No 
noncoapliance noted. Kajor areas inspected: operations review. 
LERs.open iteas. IE circulars b agt aeeting on Unit 2. 

HARDIN. A. K. . BRADFORD, U. H. Region 2. Atlanta. Office of the 
Director. HARTIN.R.D. Region 2. Atlanta. Reector Operations 

Nuclear Support Branch. 79/10/19. 4pp. 


7912060097 Forwards IE Info Notice 79-12A. "Atteapted Oaaage to New 
Fuel AssesOlies. * Mo specific action or response required. 
O'FIEILLV. J.P. Region 2, Atlanta. Office of the Director. 
79/11/09. 3pp. 


7912310292 Forwards IE Insp Rept 50-343/79-33 on 791010-12 fc 19.No 
noncoapliance noted. 

MJRPHY.C.E. Region 2, Atlanta. Reactor Construction b Englnaering 
Support Branch. 79/11/19. 2pp. 


7912310274 Responds to IE Bulletin 79-02. Rsvliien 2. "Pips Support 
Bass Plate Designs Using Concrete Expansion Anchor Dolts." 

No Ssisalc Class 1 pips supports found attachsd to concrete 
block walls during Nov 1979 facility walkdown. 

CLAYTON.F.L. Alabaaa Power Co. 79/12/07. Spp. 


7912210010 Act receipt of IE Insp Repts 90-343/79-38 b 90-364/79-13 on 
791106-09. Ho propristary info. 

CLAVTON,F.L. Alabaaa Power Co. 79/12/10. Ip. 


•7912210016 Forwards IE Insp Repts 50-348/79-38 b 50-364/79-13 on 
791106-07.NS noncoapllancs notsd. 

HURPHV,C. E. Region 2, Atlanta. Reactor Conatructlon b 
Enginasring Support Branch. 79/11/29. 2pp. 


— ^7912210031 IE Insp Repts 50-34B/79-3S b 50-364/79-13 on 791106-09. No 
noncoapliance noted. Hajor areas inspected: alaetrtcal cable 
b terainatlons work b work activitlos b eaplonee concerns. 

GIBBONS. T.D. Region 2, Atlanta, Office of the Director. 

CONLON.T. E. Region 2, Atlanta. Reactor Construction b 

Enginearing Support Branch. 79/11/28. 4pp. 


•7912310300 IE Insp Rept 50-343/79-33 on 791010-12 b 19. No noncoapllanc* 
notsd. Ftajor areas inspected; as-kullt safety-related piping 
sys insp procedures. wort activities b records b concrete 
mipansion anchor repair procedure. 

ANG.U.P.. tCRDT.A.R. Region 2. Atlanta. Office of the Director. 
79/11/03. Spp. 


7912280369 Forwards IE Info Notice 79-31. "Use of Incorrect Aapllfled 
Responso Spectra. * No written response required. 

O'REILLY, J. P. Region 2, Atlanto, Office of the Director. 
79/12/13. 2pp. 
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791S28011S Forward! IE Circular 79-39j ‘Shock Arrasbor S$rub Aisoably 
Intarforonc*. * No writtan raiponia raqulrad. 

O'flEILLV. J. P. Region 2. Ablanta. Office of the Director. 
79/13/20. 4pp. 


R. Periodic operating report! Ic related corraspondence 


79JS370386 Forwards nonthly operating rapt for Nov 1979. 
CLAVTDN.F.L. Alabaaa Poiaar Co. 79/12/17. ip. 


—79121170389 Monthly operating rapt for Nov 1979. 

HAIRSTONiH.O. Alabaaa Power Co. 79/12/01. 29pp. 


7912310424 Forwards aonthly operating repb for Nov 1979. 
CLAYTON. F.L. Alabaaa Power Co. 79/12/17. 3pp. 


■7912310426 Monthly epiratlng rapt for Nov 1979. 
tMIRaTON>H.a. Alabaaa Power Co. 79/12/01. 7pp. 


B. Reportable occurrence!. LBIs li related correspondence 


79t81B03»6 PNO-1 1-79-009: on 791008.120 cubic ft of gas containing 17 
aCl of Kr-69 leaked froa waste gas sys valve into auxiliary 
bldg. Oas released into environ via auxiliary bldg 
ventllabion sys. Caused by oialnt work on valve. 

BRADFOiD. B. . 0IB8CM.A. F. Region 2. Atlanta. Office of the 
Director. 79/10/09. Ip. 


7912070020 PND-I1-79-O20: on 791031.Unlt 1 achieved criticality 
follewlnf refueling outage which began on 790308. Zero power 
phyefcs testing plannid. 

BRADFOROi U. H. > DYER.J. Region 2. Atlanta. Office of the Director. 
79/10/01. Ip. 


7912070090 PNO-II-79-27: on 791107.fire occurred in cooling tower.Cauew 
of fire unknown fc under investigation. Fire eitlngulshed in 
30 alnutss. 

BRADFOID. U. K. . NARTIN.R.D. Region 2. Atlanta. Office of the 
DlreetoT. 79/11/07. Ip. 


7912130423 RO;on 79X107. cooling tower B fire resulted in reduction 
of fire protection tank levels. Tanks A I B fall to 120.000 
gellons.Tant levels will be returnsd to win acceptable 
tevals on 791107. 

HAIRSTON. U. 0. Alabaaa Power Co. 79/11/07. Ip. 


7912070063 PNO-lI-79-29: on 791108. variations in leahoff rate noted froei 
seal 2 on puap B. Facility shut doom to repair puetp seals on 
reactor coolant puap. Licensee plans news releass. 

BRADFORD. W. K. • NARTIN.R.D. Region 2. Atlanta. Office of the 
Director. 79/11/08. Ip. 


7912130621 Ra:Uistlngheuso notlflod util of potential for P-4 
peratssive fallurae to raoain unidentified during 
porforMnce of surveillance tests. All info not evaluated. 
Details will ha provided in followup rapt. 

IIAIRBTCm.U. e. Alabaaa Power Co. 79/11/08. 2pp. 


7912030183 Forwards LER 79-049/03L-0. 

CLAYTQN.F.L. Alahaaa Power Co. 79/11/27. ip. 


—7912030187 LER 79-O49/OaL-0: an 791027. letdown erifico isototion velve 
1— CVC*4W-6i49A had.net been tested prior to plant entering 
Hods 4. Caused by personnel error. Personnel reinstructed in 
proper docuaentation procedures. 

HA1R8T0N.U.0. Alabaaa Power Co. 79/11/27. Sff. 


7912040368 Forwards LER 79-093/03L-0. 

CLAYTON. F.L. Alabaata Power Co. 79/11/30. Ip. 


-7912040381 LER 79-O93/03L-O: on 791101. rod K-14 in control bant A 
declarsd inopsreble due to failuro to oeva in or out during 
Manual bank aovoswnt. Cauaad by open control rod drive 
awcbenisa cable aaking power unavailable to K-14 lift cell. 
HAlR8TaN.H.O. Alabaaa Power Co. 79/11/29. Ip. 


7912110339 Forwards LERs 79-090/03L-0.79-091/03L-0.79-«9a/OaL-0 6 
79-0»4/01T■^>. 

CLAVTaM.F.L. Alabaaa Power Co. 79/12/03. Ip. 


-7912110336 LER 79-090/03L-0: on 791107. trip blstables far pressurlzer 
pressure transaltter PT49S not tripped before presawrlxer 
level transeittor 499 root valves closed. Cawsad by psrsennel 
errar. Hatter to be discussed w/eperatiens personnel. 

HAlRBTtM.W.e. Alabaaa Power Ce. 79/12/03. 3pp. 


— 7912110337 LER 79-OS1/03L-0: on 791 103. dur i ng surveillance test on 
turbine driven auxiliary feedwater puap.pueip tripped on 
overspeed. Caused by nlsad justnent of Manual speed 
due to leak of position aarkings. Manual control adjusted. 
HAIRSTON.U. O. Alabaaa Power Co. 79/12/03. Spp. 


— ^7912110338 LER 79-052/03L-0: on 791106. ref uel ing water storage tank 
declared inoperable when water val fell below Tech Specs. 

Caused by drift probteas on level transmitters. Traninitters 
undergoing repairs. 

HAIRBTim. U. 0. Alabama Power Co. 79/12/03. Ip. 


— ^7912110339 LER 79-034/01T-0: on 791119. not 1 fled by Uestinghouso that 
possibility exists that current negative rate trip setpoints 
Bay not provide reactor trip during single or aultiple rod 
drop events. Caused by designer calculation errors. 

HAIRSTON. U. 0. Alabaaa Power Co. 79/12/03. Ip. 


7912120426 Forwards LEHs 79-055/03L-0 b 79-056/03L-0. 
CLAVTaN>F.L. Alabama Power Co. 79/12/07. Ip. 


•7912120433 LER 79-OSS/03L-0: on 79110B. borated water vol in boric acid 
storage tank fell below Tech Spec Halt due to reactor 
cooldown. Baric acid tank concentration was returned to less 
than 7.700 ppa.fay 771109, 

HAIRSTON.U. 0. Alabaaa Power Ce. 79/12/07. 2pp. 


•7912120499 LER 79-K>56/03L-0; on 791108.20 dysfunctional fire harrier 
penetrations found during QA audit. Caused by 
Bisinterpretation at Tech Specs by plant personnel. 

Inoperable penetrations repaired. 

HAIRSTON. U. 0. Alabaaa Power Co. 79/12/07. 2pp. 


791237D212 Forwards LERs 79-097 /03L-0 b 79-098/03L-0. 
CLAVTDN.F.L. AlabaBa Power Co. 79/12/19. Ip. 


— ^7912270228 LER 79-057/03L-0: on 791122. steaa generator B level channel 
486 declared Inoperable due to high read Ing. Caused by 
instrUBonts egualixing valve leaking. Valve tightened, tested 
li returned to operation. 

HAIR8raN.U. 0. Alabaaa Power Co. 79/12/19. Ip. 


•7912270338 LER 79-0Sa/03L-O: on 791121. boron Injection tank daelared 
inoperable due to low concentration. Caused fay Inadvertent 
safety injection. Concentration increased by batching. 

HAIRSTON.U. O. Alabaaa Power Co. 79/12/19. Ip. 


7912310448 Forwards LER 79-O6Q/03U-0. 

CLAVTDN.F.L. Alabaaa Power Co. 79/12/28. Ip. 

— ^7912310491 LER 79-060/03L-0: on 791202< while Bovlng froa Mode 1 to 2. 
containaent pressure Hi-1 A Hl-2 trip status lights for one 
cbannet energized on HCB w/norBal readings on containaent 
preseure indicators. Caused by coaparator card failure, 

HAIRSTON. U. O. Alabama Power Co. 79/12/28. Ip. 


DOCKET 90-393 LIMERICK OENERATIMO STATION. UNIT 1 


A. Appllcation/canstructlon stage decuaents & correspondence 


7911280193 Dlscussas Bods to PIRC position re status 6 applicability of 
1711-2 accident review V NUREO-Og7a to facilities under 
const. Forwards addl info to be conildered In development of 
flxval plant design 4t proeeduree. 

VABSALLO. D. B. Division of Project Hanageaent. 79/10/10. 4pp. 


7912110364 Discusses NRC plans to use generic analyses to develop early 
verification pregraa to resolve ATU8 issue for PURs ti BURs. 

Buccess of prograB depends on Industry respenst. Supports 
farBstlon of owners groups to provide necessary info. 

DEHTON.H.R. Office of Nucloar Reactor Regulation. 79/10/17. Spp. 


7912280312 Advises of recently aaended NRC regulations lepleaenting 
eiisting authority to require onelte efc space 6 laasdlate 
facility access.^ notice dtd 790816 end. 

8TBX0.V. Office of Inspection 1. Enforceainta Offici of the 
Birector. 79/11/28. 3pp. 


7^12190779 Metiflcatlon of 791218 site visit to discuss effects of 
nearhy blasting on facility. 

TIBB1TT8.0.L. Light Uatar Raaetors Branch 2. 79/13/04. Spp. 
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F. BeturUg. medlcali BUBrjency t< fire ppotecllon plane 


791204047! Foruiarda info re upgraded emergency plans to plants under 
const t> OL revi BU. Appl i cant 5 required to inate certain 
emergency arrangements u/state t, local organ! latians & 
submit emergency plans par Reg Ouide 1.101. 

VABSAULOr D, B. Division of Project Management. 79/'ll/at. 6pp. 


K. General correspondence 


7?l231<e41 Forwards IE Info Motlce 79-30. "Reporting of Defects b 
NoncQjnpl lances. 10CFR51. " No action required. 

ORIER.D.H. Region 1. Philadelphia. Office of the Director 
79/12/06. 4pps 


79121907&3 Forwards IE Bulletin 79-28. "Possible Malfunction of 
Model EAIBO Uinlt Switches at Elevated Temps." Written 
respansB required. 

ORIER.e.H. Region 1. Philadelphia. Office of the Director 
79/12/07. Ip. 


Namco 


7912280488 Requests all available info re emergency planning at 
facility Including NUREGs. mee t Ing minutes & committee 
scop e. 

LEWIS. K.J. Affiliation Unknown. 79/12/21, Ip. 

0. Inspection reports. IE Bulletins & correspondence 

7912120511 Responds to IE Bulletin 79-23. E»ci ter power transformer 
neutral (s not connected to generator neutral. Generator 
failure described In bulletin will not occur. 

DOVER. V.S. Philadelphia Electric Co. 79/10/22. Ip. 

791226029* Forwards IE Insp Repts 50-352/79-10 b 50-353/79-09 on 
790924-23, No noneomp 1 iance noted, 

CAHLSON.R.T, Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch. 79/11/06. 2pp. 

—7912260290 IE Insp Repts 50-352/79-10 b 50-353/79-09 on 790924-2S.«o 
noncomplianee noted. Major areas Inspec ted: work activities 
b records re concreting b ASME code programs. 

MCOAUOHY, R. W. Region 1, Phi ladelph la. Reactor Constructian b 
Engineering Support Branch. MATTIA.J, Region 1, Philadelphia. 
DfPtce of the Director. 79/11/09. 4pp. 

7912070144 Act i-eceipt of 791031 Ur Informilng NRC of steps taken to 
correct violations noted In IE Insp Repti 50-333/79-07 k 
50-3 53/79-07. 

CAHLSOM.R.T. Region 1, Phi ladelph la, Reactor Cons true t ion b 
Engineering Support Branch. 79/11/15. ip, 

—7912070151 Responds to NRC 790927 Itr re violations noted in IE Inaa 
Repts 50-352/79-07 b 50-353/79-07. Correc tlve actions: 
specified repair procedure to meet pipe restraint spec b 
structural design requirements. 

DOVER. V.S, Philadelphia Electric Co. 79/10/31, 3pp. 

7912050289 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Plants." No response required. 

. "®9ion 1 , Philadelphia. Office of the Director. 

7t/Ii/i 6. Ip. 

7912100140 Farwards IE Info Notice 79-20, "Dverload ing of Structural 
‘S Loads." No response required, 

■ '’•Sion 1, Philadelphia, Office of the Director. 

/y/il/la. Ip. 

"Strok, Times for Power Operated 
nelitr No urittfrn response required 

*■ Rhilailelphla, Qfflce'of the Dlreetor. 

79/i 1 /l6. Ip. 

Noniaf.ty-R.ut.d 

Keaetor Coolant Bys Instrumontatlon During Operation " No 
specific action or response required. 


GRIER. B.H. 
79/11/19 


Ip 


Region 1, Philadelphia. Office of the Director. 


IE Bulletin 79-26, "Boron Loss From BHR Control 
Bladii. " No rsiponse required. 

79/11/20^' Ip '****‘’'’ ^•'‘Is'lelphla. Office of the Director. 

"P^opa*- Installation b Celtbr af 
Core Spray Pipe Braak Detection Equipment on BHRs. " No 
response required. 

79 /U/ 26 ”‘ ip *’ Pf'll«i»»lphia. Office of the Director. 

’Circular 79-23, "Motor Starters b Contector. 
pallid CO Operate, •* No reeponse required 

79/11/24,”' Ip Philadelphia, Office of the Director. 

7912190D59 Forwerds IE Bulletin 79-27. "Loss of Non-Class IE 

*■ ay» Bus During Operation " 

No written response required 

79/ll/3b”' ,p '’•’S'®'' *' '■hll-lilphla. Office of the Director. 


7912M0224 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Ktipenst Spectra. “ No written response required. 

. Region 1, Philadelphia. Office of the DlPBctor. 

/y/iz/ 13 . ip. 

y. Cengreisional/Eiecutive Correspondence 

.791Mi009S Responds to 790817 Itr re MC Seidts 790810 concern about 
siting of facillky.NRC encourages power reactor siting In 
low population areas. Second NRC review of reactor before OL 
*» JT«nt»d to address safety b environ concerns. 

**'• Executive Director for Operations. 

Tr/lO/lSee 

791Mlra93 Responds to 790807 Ur re FR Romano 790723 concern about 
Blaetlng at rock quarry near fad 1 Itles. Request being 
treated per IOCFR2. 206. Ef f ec ts of blasting at nearby quarry 
must be carefully evaluated. 

79no/ia''’'^ip Executive Director for Operations. 

--7918210266 Forwards FR Romano 790723 Ur re blasting operation at rod 
quarry near facilities. Requests comments. ® 

SCMfElKER. R. 8. Senate. 79/08/07. 2pp. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 

stage documents b correspondence 

*® analyses to develop early 

verification program to resolve ATWS Issue for PHRs b BWRs. 

Success of program depends on industry response. Bupperts 
iSTJ!!!.. owners groups to provide necessary Info. 

IKNT0N.H.R. Office of Nuclear Reactor Regulation, 79/10/17. 3pp. 

amended NRC regulations implementing 
eslstlng authority to require onsite ofc space b immediate 
facility access. FR notice dtd 790B16 end 

Du«t;r: ‘f" 

^^earty^hlaUing'D^fecili”.^^'^ ‘'**‘=''** = “f 

TIBB1TT8, D. L. Light Water Reactors Branch 2. 79/12/04. 3pp, 

F. Security, medical, emergency & fire protection plans 

i"'’?/® emargency plans to plants under 

const & m. review. Applicants required to make certain 
Boiergency arrangements w/state b local organliatlone b 
submit ansrgeney plans par Reg Guide 1. lOI. 

VASSALLO. D. B. Division of Project Management. 79/11/21. 6pp, 


H. 


Oenerel correspondence 


79IB2K4M RaRoetU all available info re emergency planning at 
facility including NUREOi, meeting minutes b committee 
scope. 

LEMia.ILJ. Affiliation Unknown. 79/12/21, ip, 


Q. 


^nepectlon reports. IE Bulletins b correspondence 


*® IE Bulletin 79-23.ExcUer power transformer 
noutrai is not connected to generator neutral. Generator 
failure doscrlbed In bulletin will not occur. 

BDYER.V.S. Philadelphia Electric Co. 79/10/22, Ip. 

*"*1' SO“a52/79-10 b 50-353/79-09 on 

7Wt 24-&9. No none oflip 1 l4ince nottd. 

CARLSaN.R,T. Region I, Philadelphia, Reactor Construction b 
Englnaoring Support Branch. 79/11/06. 2 pp. 
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— 7912S608?e IE Imp Rapts 50-3S2/79-10 l< SO-393/77-0? on 790924~29. No 
nonconp 1 iance notad. Major araaa Inspected : uiorl: activities 
b records re concreting b ASMS cods programs. 

KCOAUOHYi R. U. Region 1. Philadelphia. Reactor Conctructlon ti 

Eixglnaerlng Support Branch. MATTIA.J. Region 1< Philadelphlai 
Office of the Director. 77/11/09, 4pp. 


791S070144 Ack receipt of 791031 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-332/79-07 St 
S0-3S3/79-O7. 

CARLSONiR. T. Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch. 79/11/19. Ip. 


—7912070191 Responds to NRC 790927 Itr re violatians noted in IE Insp 
Repts 90-392/79-07 b 50-393/79-07. Corrective actions: 

Specified repair procedure to meet pipe restraint spec fa 
structural design requirements. 

BOYER. V. a. Philadelphia Electric Co. 79/10/31. 3pp. 


79120902B9 Foruardt IE Info Notice 79-27. "Steoni Generator Tuba 
Ruptures at Tuo PUR Plants." No response required. 

ORlERiB.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912100140 Foruards IE Info Notice 79-2Q. "Overloading of Structural 
Elenents Due to Pipe Support Loads. " No response required. 
ORIERiB.H. Region I. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912210293 Responds to 79OE07 Itr re FR Romano 790723 concern about 
blaeting at rock quarrg near f ac 1 1 1 ties. Request being 
treated per 10CFR2. 206. Ef f ec ts of blasting at noarbg quarrg 
aust be carefullg evaluated. 

SOSSICKiL.V. Office of the Eiocutlve Director for Operations. 
79/10/12. Ip. 


— 7912210S66 Foruiards FR Romano 790723 Itr re blasting operation at rock 
quarrg near fad 1 1 ties. Roque sts comments. 

ECHUEIKER. R. S. Senate. 79/03/07. 2pp. 


DOCKET 30-394 HOPE CREEK NUCLEAR STATION. UNIT 1 


A. Appllcation/constructlnn stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analgses to develop earlg 
verification program to resolve ATH3 issue for PWRs b BURs. 

Success of program depends on industrg response. Supports 
formation of ounera groups to provide nocesaarg info. 

IKNTONaH.R. Office of Nuclear Reactor Rogulotion. 79/10/17. 3pp. 


7912270567 Responds to NRC 791106 Itr transmitting acceptance criteria 
for Mark I long-term program. Limited addl testing ulll be 
conducted b schedule for containment analgsls ulll bo 
provided after final resolution of criteria. 

MITTL.R.L. Public Service Electric b Oas Co. of Neu Jerseg. 
79/12/14. 2pp. 


7912100409 Foruards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No uritten response required. 

ORIER.B.H. Region i. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912110496 Forusrds IE Info Notice 79-29. "Loss of Nonsafety-Rolatad 
Reactor Coolant Bgs Instrumentation During Operation. " No 
specific action or response required, 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/19- Ip. 


F. Security, medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b OL review. Applicants required to make certain 
emergency arrangements ui/state b local organl rat ions b 
Bubntt emorgency plans per Reg Oulde 1. 101. 

VASSALLO. D. D. Division oP Project Management, 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7912090373 Foruards IE Bulletin 79-26. "Boron Loss From BUR Control 
Blades." No response required. 

BRIER. B.H. Region 1. Philadelphia. Office of the Diractor. 
79/11/20, Ip. 


7912110043 Foruards comments on NUREO-OSl 1 . Draft QEIS reflects 
conscious b deliberate NRC policy to jeopordiie public 
health b safety b thuart objectives of NEPA. 

KEPFQRD.C. Environmental Coalition on Nuclear Power. 79/10/24. 

22pp. 


7913060994 Foruards IE Circular 79-24. "Proper Inotallatlon & Callbr of 
Cora Spray Pipe Break Detection Equipment on BURs. " No 
response required, 

ORIER.B.H. Region 1, Philadelphia. Office of the Dlractor. 
79/11/26. Ip. 


7918110079 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Fallid to Operate, " No response required, 

ORIER.B.H. Region 1. Ph i tadsiph ia. Office of the Director. 
79/11/26. ip. 


H. Seneral corrospondonce 


7912310249 Notlfl Bs of amondod regulations Implementing existing 
authority requiring CP holders to provide onsite, rent-free, 
esciusive use of ofc space b immediate facility access to 
NRC Insp parsonnal, FR notice dtd 790B16 end. 

6TELLD. V. Office of Inspection b Enforcement. Office of tho 
Director. 79/tl/20. 4pp. 


7912190099 Forwards IE Bulletin 79-27. "Loss of Non-Clase IE 
Instrumsntatlon b Control Pousr 8ys Bus During Operation. * 

No written response required, 

ORIER.B.H. Region 1. Ph i lodalph la. Office of the Dlractor. 
79/11/30. ip. 


7912310241 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Nonconpliancssi 10CFR21. " No action required. 

ORIER.B.H. Region 1. Philadelphia. Offles of the Director. 
79/12/06. 4pp. 


7912190762 Foruards IE Bulletin 79-20. "Possible Malfunction of Namco 
Model EAISO Limit Sultches at Elevated Temps." Uritton 
response required. 

ORIER.B.H. Region 1. Philadelphia. Dfftca of the Director. 
79/12/07. Ip. 


7913800224 Forwards IE Info Notice 79-31, “Use of Incorrect Aspllflod 
Responce Spectra." No uritten response required, 

ORIER.B.H. Region 1. Philadelphia, Office of the Director. 
79/12/13. tp. 


17, Congressional /Executive Correspondence 


0. Inspection reports. IE Bulletins b correspondonce 


7912140S67 Responds to IE Bulletin 79-23 ro potential failure of 
emeraency diesel generator, Fu 1 1 load test of emorgoneg 
diesel generator to be carried out for not less than 24-h. 
HMITIN. T. J. Public Service Electric b Oas Co. of New Jersey. 
79/10/31. Ip. 


7918170234 Responds to IE Bullotln 79-14, "Seismic Analysis for As- 
Bultt Safety-Related Piping Sijs, " Special Insp for as-built 
configuration inappropriate due to oarly stages of const. 
In-process b final Insp U revleu methods uili be used. 

MARTIN. T. J. Public Service Electric b Oas Go. of New Jersey. 
79/11/01. 2pp. 


7912140S39 Responds to IE Bulletin 79-14 rs seismic analysis for 
safety-related piping sys. Insp for as-built configurations 
inapproprlata until sys piping completed. 

MARTIN. T.J. Public Service Electric tc Oas Co. of New Jersey. 
79/11/09. Ip. 


7912050097 Foruards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves," No response required. 

ORIER.B.H. Region Si Philadelphia, Office of the Director. 
79/11/16. Ip. 


7712S10099 Responds to 790017 Itr re MC Beldts 790810 eoneorn about 
siting of facility, NRC encourages power reactor siting In 
lout population areas. Second NRC review of reactor before DL 
Ifl granted to address safety b environ concerns. 

ODSSIGKiL. V. Offles of the Executive Director for Operations. 
79/10/i2. 3pp. 


7912030290 Forwards IE Info Notice 79-27, . "Steam Generator Tube 
Ruptures at Tuo PUR Plants. Mo response required. 

ORIER.B.H. Region 1, Phi tadelphia. Office of the Director. 
79/11/16. Ip. 


7912100146 Foruards IE Info Notice 79-20. "Overloading of Structural 
Elements Due to Pipe Support Loads." Mo response required. 
eniER. B.H. Region 1. Philadelphia, Office of the Director. 
79/11/16. Ip. 
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791SllD46i> Foruards IE InFa Notice 79-29. "Loss oF 

neactor Coolant Sys Ins trumen t atloi) During Cperatlon. " No 
specific action or response reiiulred. 

ORIER.Q.H. Region 1> Philadelphia. Office of the Director. 
79/'ll/19. Ip. 


7912090287 Foruiards IE Dulletin 79-2£i "Doron Loss FroA BUR Control 
Blades." No response required. 

DRIER. B.H. Region 1. Philadelphia, Office of the Director. 
79/11/20. tp. 


7912060588 Foruiards IE Circular 79-24. "Proper Installation b Cellbr of 
Core Spray Pipe Break Detection Equipment on DURs. " No 
response required. 

GRIER.B.H. Region 1. Philadelphia. Office of the Dlroctor. 

79/H/26. ip. 


7912110080 Forwards IE Circular 79-23. "Motor Starters It Contactors 
Failed to Operate." No response required. 

DRIER. D.H. Region 1. Philadelphia. Offlca of the Director. 
79/11/26. ip. 


7912190075 Forwards IE Qulletin 79-27. "Loss of Non-Class IE 
Instrumentation 6 Control Power Sys Dus During Operation. ** 

No written rospanse required. 

GRIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/30. Ip. 


7912310244 Foruards IE Info Notice 79-30. "naportlng of Defects & 
Noncorapllances. 10CFR21. ■' No action required. 

GRIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 


7912190765 Foruards IE Bulletin 79-28. "Possible Halfunction of Nsaco 
M odel EAIBO Limit Suitchas at Elevated Temps, " Urltten 
response required, 

GRIER.B.H. Region 1. Philadelphia, □ffice of the Director. 
79/12/07. Ip. 


79122S0236 Foruards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

GRIER.B.H. Region 1. Philadelphia. Office of the Director, 
79/12/13. ip. 


S, Reportable occurrences. LERs & related correspondence 


7912130486 Ack receipt of 790926 interim deficiency rept re weld wire 
docuaentation. 

CARLBONiR. T. Region 1, Philadelphia. Reactor Construction b 
Engineering Support Branch. 79/10/17. ip. 


— 7912130464 Interim significant deficiency rept re ueld ultra 
documentation. Electrodes used in post-weld heat treated 
condition uere not properly tasted. Caused by discrepancy 
in procedures. Procedures ulll be revised by 6001IB. 

MARTIN, T.J. Public Service Electric b Oas Co. of New Jersey. 
79/09/26. 3pp. 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION, UNIT 2 


A, Application/cons truct 1 on stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATUS issue for HHRs b DHRs, 

Success of program depends on industry Teapotite, Supports 
formation of ouners groups to provide necessary info. 

DEHTONiH.R, Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


79IS270567 Responds to NRC 791106 Itr transmitting acceptance criteria 
for Mark I long-term program. Limited addl testing uill be 
conducted t, schedule for containment analysis util be 
provided after final resolution of criteria. 

MITTUiR.L. Public Service Electric. i Oas Co. of New Jorisij. 

79/18/14. 2pp. 


F. Security, medical, emergency b fire protection plans 


7912040471 Foruards info re upgraded emergency plans to plants under 
const b DL revleu. AppI icants required to make certain 
eoiargency arrangements w/stabe b local organ! labions b 
sutmit tnergancy plana per Reg Guide 1. IGI. 

VASSALLO, 0. 8. Division of Froiect Hanagsment. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


79121 10043 Forwards comments on NUREO-OSl 1 . Draft DEIS reflects 
contcioue b deliberate NRC policy to jeopardize public 
health b safety b thuart objectives of NEPA. 

HEPFORD, C. Environmental Coalition on Nuclear Power. 79/10/24. 

a2pp. 


H. Oeneral correspandenco 


7912310249 Notifies of amended regulations Implementing ezlstlng 
authority requiring CP holders to provide onsite, rent-free, 
exclusive use of ofc space b immediate facility access to 
NRC inap personnel. FR notice dtd 790816 end. 

STELLOtV. Office of Inspection b Enforcement, Office of the 
Director. 79/11/28. 4pp. 


a. Inspection reports, IE Oulletlns b correspondence 


7912140267 Responds to IE Dulletin 79-23 re potential failure of 
eeiergency diasel g encra tor. Full load test of emergency 
diesel genorator to be carried out for not less than 24-h, 
HARTINtT.J. Public Service Elecbrlc b Oas Co. of Nsw Jsrsey. 
79/10/31. ip. 


7912170234 Responds to IE Bulletin 79-14. "Seismic Analysis for As- 
Bullt Safety-Related Piping Sys. " Special insp for as-built 
configuration inappropriate due to early stages of const. 
In-process b final insp b review methods will bs used, 

MARTIN* T.J. Public Sorvics Electric b Oas Co. of New Jersey. 
79/11/01. 2pp. 


79121402B9 fiesponde to IE Dulletin 79-14 re stltmic analysis for 
saf ety-rolatsd piping sys. Insp for as-bullt configurations 
inappropriate until sys piping completed. 

HAflTINiT.J. Public Sirvlce Electric b Oas Co, of Nsw Jersey, 
79/11/09. Ip. 


79180500S7 Forwards IE Circular 79-22, "Stroks Times for Pousr Operatij 
Relief Valves. " No response required. 

GRIER.B.H Region 1, Philadelphia, Office of the Director. 
79/11/16. Ip. 


7912050896 Foruards IE Info Notice 79-27, "Steam Oenerator Tube 
Ruptures at Two PUR Plants. " No response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director, 
79/11/16. Ip. 


7912100146 Forwards IE Info Notice 79-28, "Overloading of Btructural 
Elements Due to Pipe Support Loads. " No response required. 
ORIER.B.N. Region 1, Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912110466 Forwards IE Info Notice 79-29, "Loss of Nonsafity-Rtlated 
Reactor Coolant Sijs Instrumontatlon During Operation." No 
specific action or rospanse required. 

ORIER.B.H. Rfgion 1, Philadelphia. Office of the Director. 
79/11/19. Ip. 


7912050267 Forwards IE Bulletin 79-26, "Boron Lose Fran BUR Control 
Blades.” No rasponst required. 

ORIER.B.H. Region 1, Philadelphia. Office of the Director. 
79/11/80. Ip. 


79120609S6 Forwards IE Circular 79-24, "Proper Installation b Callhr oF 
Cora Spray Pipe Break Detecblon Equipment on BURs. " No 
respsnaa required, 

ORiei.B.K. Region 1, Philadelphia. Offlca of the Director. 
79/11/86. Ip. 


7918110000 Foruards IE Circular 79-23, "Kotor Startars b Contactors 
Falltd tfl Operata. " No response required. 

0RIB1.8.H. Region 1, Phi 1 ado Iph ia, Office of the Director, 
79/11/26. Ip. 


7912190075 Forwards TE Bulletin 79-27. "Lots of Non-Class IE 
Instrunentabion b Control Power Sys Bus During Operation. " 

No written response required. 

eRlER.B. H. Region 1. Philadelphia, Office of the Director. 
79/11/30. ip. 


7912310244 Forwards IE Info Notice 79-30, "Reporting of Defects b 
NoncoAptlancss, iOCFR21. " No action required. 
eRIER.9.H. Ragien 1. Phi lads Iphia, Office of the Director. 
79/12/06. 4pp. 
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79IS19076S Foruardc IE Bullatin 79-S0i "Posilbls Nalfunctipti of Naaeo 
Hadtl EAieO Limit Suitchei at Elevattd Tempi." Urittin 
reipenie rtiiuired. 

CRIERiB.H. Region 1. Philadelphia! Offlea of the Director. 
79/’ia/’07. Ip. 


79i22S0a3& poryar-dc IE Info Notlco 79-31! "Use of Incorrect Amplified 
Response Spectra.” No yrlttan responia required. 

DRIERiB.H. Region l! Philadelphia! Office of the Director. 
79/18713, ip. 


8. Reportable occurrences! LERi tc related correspondence 


791S13049& Act receipt of 7909Sli Interim deficiency rapt re ustd wire 
docunentatlon. 

CAHLB0M!R.T, Region li Philadelphia! Reactor Conctructfon fa 

Englneerlnp Support Branch. 79/10/17. Ip. 


■791S130<&4 Inierlm significant deficiency rept re ucld wire 
documentation. Electrodes used in post-weld heat treated 
condition uare not properly tested. Caused by discrepancy 
in procaduras, Proceduree will be revised by 6001IB, 
HARTINrT.J. Public Service Electric & Oai Co. of New Uereag. 
79/09/86. 3pp. 


DOCKET 90-396 UNIV. OF ILLINOIS LOPRA RESEARCH REACTOR 


F. Security! tnedicali emergency fa fire protection plant 


791S1S0206 Forwards draft Reg Guide 9. XX! “Std Format fa Content for 
Licensee Phyeicel Security Plan for Protection of 8NH of 
Moderate or Low Strategic Signlflcanca. " U/o end. 
fiSrOiR, H. Operating Reactors Branch 4 <Pre 7910301. 79/00/88. 

app. 


DOCKET 90-397 UNIV, OF CALIFORNIA 


F. Security! medical! emergency fa fire protection plans 


791S1S0206 Farwarda draft Reg Oulda 9. XX! "Std Format fa Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Signlflcanca, “ U/o end. 

RErD!R.N, Operating fleactora Branch 4 <Pre 7910301. 79/08/38. 

2pp. 


DOCKET 90-358 UILLIAH H. ZIHHER NUCLEAR STATION! UNIT 1 


A. Appllcatlon/construction stage documents fa correspondence 


7912110011 Forwards NRC position on status fa applicability to pending 
OU applications of results of THI followup act ions. Outl inee 
addl short-term actions to be taken. 

VABSALLOr D. B. Divlaion of Project Nanagement. 79/09/27. 41pp. 


7912110864 Dlscutsee NRC plans to usa generic analyses to develop early 
verification progra.m to resolve ATHB issue for PWRs fa BHRs. 

Success of program depends oh industry response. Supports 
fornation of owners groups to provide necessary info, 

OENTONiH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912100418 Forwards request for addl info for environ qualif tcatien of 
Class IE Instrumentation fa electrical equipment. Requette 
schedule for rasponse within seven days. Draft NRC Interim 
position ri environ qualifications end. 

BTOLZiU.F. Light Mater Reactors Branch 1. '79/11/09. ibpp. 


7912180323 Forwarda proposed Revision .2 to Rig Guide 1,97! 

"Instrumentation for Light-Hater-Cooled Nuclear Power Plante 
to Assese Plant fa Environs Conditions During fa Following 
Accident." Requests comments. 

VARGA! S. A. Assistant Director for Light Hater Reactors. 79/11/23. 
3pp. 


7912270170 Notification of 791214 meeting w/appllcents to dlaeusi 
propoeed Revision 8 to Reg Guide 1.9?! ‘'Instrumentation for 
Light Mater Cooled Nuclear Plants to Assess Plant fa Environs 
Conditions During fa Following Accident." 

KIKTNERiL.L. Light Hater Reactors Branch 1. 79/11/1?.' Ip. 

7912190934 Requests plAnt-wlde field audit of instatlid aleetrlcal 
iqulpmant fa tys to datermlne conformance to separation 
criteria. Requests response in 19 days. 

aTOLZ!U.F. Light Watar Rtactori Branch 1. 79/11/30. 8pp. 

7912210007 Summary of 791209 meeting u/utll In BethesdaiMD re addl 
Margin In facility to acommodate pool dynamic loads. 

PELTIER!!. A. Light Water Reactors Branch i. 79/12/07. Spp. 


7912310396 Hotification of BOOIOS meeting u/utils in Bethesda.MO 
to discuss info request ro adequacy of equipment 
qual Iflcatlon. 

4M0ARD.A. R. Power Systems Dranch. 79/12/11. 3pp. 


7912310262 Forwards request for addl info to continue review of 
application for OL. Includes request for Info on second round 
questions fa inservice pump fa valve testing. Requests 
respansa by 800228 . 

STOLZiJ. F. Light Hater Reactors Branch 1. 79/12/12. tBpp. 


7912170308 Forwards comments on proposed Revision 2 to Reg Guide 1.97. 
Ouids should allow ei-contalnmen t ! post-ac cidont monitors on 
plants having secondary containment bldgs. Util will attend 
791214 meeting. 

FLVNNiJ. C. Cincinnati Gas fa Electric Co. 79/12/13. 4pp. 


7912270336 Responds to NRC 791130 Itr re separation of electrical 
equipaant fa sys.Utll commits to complying w/requlrtnents. 
FLVNNid.D. Cincinnati Gas fa Electric Co. 79/12/21. Ip. 


F. Security! medical! emergency & Fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const fa OL raview. Appl Icants required to make certain 
aaergancy arrangements w/state fa local organi latlons fa 
sufawit emergency plans per Reg Guide 1.101. 

VA^M-LO! D. B. Division of Project Management. 79/11/21. 6pp. 


7918090391 Forwards Amend lOli Revision S to Industrial Security Plan. 
Plan withheld (ref 10CFR2.790). 

BWGMANN! E. A. Cincinnati Gas & Electric Co. 79/11/29. 2pp. 


791SS00438 Forwards draft emergency plan requested by NRC on 791106-00 
visit. 

BORGMANN! E. A. Cincinnati Gas fa Electric Co. 79/12/17. 2pp. 


— 7912800440 Draft tmergency plan. 

* Cincinnati Gas & Electric Co. 79/12/17. 156pp. 


G. Adjudicatory correspondence 


7912120002 Interrogatories re Contention 13. Certificate of Sve end. 
FELDHAN!'J. H. Miami Valley Power Project. 79/11/00. 4pp. 


7912130033 Memorandum fa motion to continue evidentiary hearings until 
Congrass either affirms statue of NRC or creates new 
regulatory agency charged u/grantlng OLs. Certificate of Bve 
end. 

FELDMAN! J. H Miami Valley Power Project. 79/11/10. Spp. 


7912110361 Seventh set of interrogatories re Intervenor Contention 13. 
Certificate of Sve end. 

UET7ERHAHN! N. J. Cincinnati Gas fa Electric Co. HETTERHAHN! M. J. 
Conner! Moore fa Corber 79/11/21. 0pp. 


791211(^6 Response to intervenor Miami Valley Power Project 
Interrogatories re Contention iSi concerning delay in fuel 
loading da te. Cert 1 Flea te of 8vc end. 

BDROMANN, E. A. Cincinnati Gas fa Electric Co. 79/11/27. 24pp. 


7912130090 Objection to intervenor Miami Valley Power Project 791109 
Intarrogatorlas re Contention 13 fa request for protective 
order. Requested info outside scope of issues determined by 
ABLB. Ccr ti ricate of Sve end. 

HETTaiHAHN!H J. Cincinnati Oai fa Electric Co. HETTERHAHN! M. J. 
Conner! Moore & Corber. 79/11/27. 4pp 


79120S0426 Response to intervenor Miami Valley Power Project 
Interrogatory re Contention 13. Interrogatory beyond 791001 
' ABLB order. Certificate of 0vc end. 

SMTHiC.A. Hearing Branch 3. 79/11/20. Spp. 


79132B06B3 Responds to FOIA request for Sargent fa Lundy 1969 rept! 
"Economic Evaluation of Alternatives!" w/transmittal Hr fa 
summary rapt. Info withheld (ref FOIA Etemption 4). 

CARR!V.C. Division of Rules and Records. 79/12/21 2pp. 


H. General correspondence 


7918170135 Responds to 790426 Itr re radiation exposure resulting from 
nuclear accidents. Increase in radiation doses to persons 
living within SO-mlle radius of THI-I was I'A of that 
received from background sources. 

VAROAiS.A. Assistant Director for Light Hater Reactors. 79/11/26. 
8pp. 
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— 7912170140 Rff<]uests info re radiation doses in event of nuclear 
at c ident. Quest lone abiliti/ at procedural & equipment chanse 
to correct TMl-type proOlens. 

UE'INERiH. Affiliation iinknoun. 7*7/04/26. 2pp. 


7913170145 Responds to 790417 Itr re radiation eiposura resulting from 
Till'2. Increase in radiation doses to persons living within 
50-mile radius uas IX of that received from background 
sources. Ltr to President Carter end. 

VAROAi 8. A. Assistant Director for Light Hater Rsactars. 79/11/S6. 

□pp. 


791219007& Responds to inquiry re safety of facility t> disclosure of 
Reed rept b hearings on W 1954 nuclear testings. Revi bus & 
hearings re non-TMl safety questions underway. TKI-re lated 
Issues will be addressed in future hearings. Inquiry end. 
i/AROA.S. A. Assistant Director for Light Mater Reactors. 79/11/86. 
3pp. 


Q. Inspection reports. IE Bulletins t> correspondence 


7918110439 Responds to IE Bulletin 79-S3. Mill perform 24 lead tests 
during preoperat ional testing of emergency load generators. 
Problem described In Item 1 not applicable. 

OOROKANH.E. A. Cincinnati Oas & Electric Co. 79/iO/aS. tp. 


7913050113 Foruards IE Circular 79-22> "Stroke Times for Fouer Operated 
Relief Valves. " No response required. 

KEPPLERi J, 0. Region 3, Chicago. Office of the Director. 79/11/16. 
Ip. 


7912100818 Foruards IE Info Notice 79-2Q. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
KEPPLER.J.O. Region 3i Chicago. Office of the Director. 79/11/16. 
Ip, 


791S110S67 Foruards IE Info Notice 79-29. "Loss of Nonsof ety-Relatad 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

KEPPLERiJ.C. Region 3. Chicago. Office of the Director. 79/11/16. 

Ip. 


7912050333 Foruards IE Bulletin 79-26. "Doron Loss From DMR Control 
Blades. " No response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/20. 
Jp. 


7912100423 Forwards IE Circular 79-24. "Proper Installation tc Callbr of 
Core Spray Pipe Break Detection Equipment on OMRs. ■' No 
written response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/26. 
Ip- 


7912140203 Foruards IE Circular 79-23. "Motor Starters fa Contactors 
Failed to Operate." No written response required. 

KEPFLER. J. C. Region 3. Chicago. Office of the Director. 79/11/26. 

Ip. 


7918110397 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups fa state atty 
general ofcs copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER.J.O. Region 3. Chicago, Office of the Director. 79/I1/2B. 
IP- 


7912190211 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation fa Control Pouer Sys Dus During Operation." 

Mritten response required. 

KEFPLER,J.Q. Region 3, Chicago, Office of the Director. 79/11/30. 
Ip- 


7912140069 Forwards IE Info Notice 79-30, "Reporting of Defects fa 
None omp 1 lane es< 10CFR21. " No action or response required. 

KEPPLER, J. 0, Region 3. Chicago. Office of the Director. 79/12/06. 

Ip- 


7918200099 Forwards IE Bulletin 79-23, "Poieible Malfunctton of Naaeo 
Model EA180 Limit Switches at Elevated Temps, " Action 
requ Ir ed. 

KEPPUERrJ.O. Region 3, Chicago. Office of the Director. 79/12/10. 

Ip- 


8. Reportable occurrences, LERs fa related correspondence 


7912130045 PN8-II 1-79-04: on 791119, New Richmond, OH, police dispatcher 
received bomb threat from male caller. Plant evacuated. No 
device found fa no eiploslon occurred. 

CREED. J,H,» DONAHUE, J. F. Office of rnspertion fa Enforcement, Office 
of the Director. 79/il/20. Ip. 


U. CongresstDnal/Eiecuttve Correspondence 


7912210071 Responds to V Dlerlg Inquiry re transportation of fuel. 
Nuclear fuel arrives at facility in lino u/earliest date of 
const completion. ASLQ 790809 hearing determined no undue 

safety risk. 

OOSSICKtL.V. Office of the Executive Director for Operations. 
79/10/31. 3pp. 


— -7912210039 Notifies of V Dlerig request for info re transportation of 
U-833 to f ac i 1 1 ty. Request s comment. 

HUDDLESTON, U. D. Senate. 79/08/27. ip. 


DOCKET 50-360 DATTELLE MEMORIAL INST. CRITICAL FACILITV 


F. Security, medical, emergency fa fire protection plant 


7918120206 FoTwardt draft Reg Ouide 5. XX, "Std Format fa Content for 
Licensee Physical Security Plan for Protection of SNM of 
Hoderate or Low Strategic Significance." U/o end, 

REID.R.W. Operating Reactors Branch 4 (Pro 791030). 79/08/22. 

2pp. 


SOCKET SO-361 BAN ONOFRE NUCLEAR STATION, UNIT 8 


A. AppUcation/constructlon stage documents fa correspondence 


7912110011 Forwards NRC position on status fa applicability to pending 
OL applications of results of TMI followup ac t ions. Outl inet 
sddl short-term actions to be taken. 

VASSALLO.D.B. Division of Project Management, 79/09/27. 41pp. 


7918110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS iseuc for PURe fa BMRe. 

Success of program depends on Industry response. Supports 
formation of owners groups to provide necessary info. 

OENTm.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912110070 Forwards proposed Revision 2 to Reg Ouide 1.97, 
"Instrumentation for Light Mater Coaled Nucleer Power Plants 
to Assess Plant fa Environs Conditions During fa Following 
Accident." Requests comment. 

VAROAiB.A. Assistant Director for Light Water Reactori. . 79/11/83. 
3pp. 


7912190215 Ack receipt of 790628 & 0827 Urs requesting withholding of 
slides of fuel structure design from public disclosure. 

Request granted <r#f I0CFR2. 790). 

SASliR. L. Light Water Reactors Branch 2. 79/12/05. 2pp. 


7912190791 Forwards questions re study, "fiopt of Evalualon of Mai 
Earthquake fa Site Ground Motion Parameters Associated u/ 

Offshore Tone of Deformation Facility." 

DEVlfEiJ.F, Interior. Dept, of, Oeologlcal Survey. 79/12/07. 4pp. 


7912270390 Forwards "Status Rept on Followup Actions Resulting From NflC 
Revieus re THI-2 Incident" to comply w/NURE0-0S7e fa to 
respond to NRC 790927 fa 1109 Itrs. 

BASKlNiK.P. Southern California Edison Co. 79/12/19. 2pp. 


—7912270397 "Status Ropt on Followup Actions Resulting From NRC Revitus 
re THl-2 Incident, " 

a Southern California Edison Co. • San Diego Oas fa Electric Co. 
79/12/31. 79pp. 


7912^0502 Advises that applicants are not willing to sign proposed 
■■■orandum of agreement re potential Impact of transmission 
lines on cultural resources. 

BASKINiK.P. Southern California Edison Co. 79/12/21. Ip. 


G. Utility Environmental Report (ER>, amends fa correspondence 


7912300109 Forwards updated distribution list for environ rept suppls fa 
amends for facility. 

DUNCMfiM. Environmental Projects Branch 2, 79/12/06. 5pp. 


F. Security! medical, emergency fa fire protection plans 


7918040471 Forwards Info re upgraded emergency plans to plants under 
const fa OU review. Applicants required to make certain 
eaergeney arrangemente u/state fa local erganliatlons fa 
subalt emergency plans per Reg Ouide 1.101. 

VASBM-LOi 0. B . Division of Projsct Managsment, 79/11/81. 6pp- 
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79121S097S Foruards addl info ra ■diirgincg planning in ratpons* to NRC 
791031 raquait.Addl coplai of rospanias rs Units S (< 3 util 
bs tranttni tted u/Amand 17 of F8AR. Info Is rasponslve to 
sprciflc q,ueatlans it NRC ovarall action plan. 

SABKINiK.P. Boutharn California Edison Co. 79/tS/lO. S3pp. 


7913310009 Forwards proprlstarg raquast for addl info to eonplata 
rsvlaw ef safaguards centtngancg plan. Details withheld 
fref 10CFR2. 790). 

ZIEHANNiD.L, Operating Reactors Branch S. 79/13/11. 3pp. 


0. Adjudicatory correspondence 


7913100393 Stipulation allowing estenslon until 791103 for applicant 
to respond to interveners Friends of the Earth>et ali79t0tB 
second set of interrogator ies. Cert i ficats of 8vc and. 

FtOOTr>D.R. Southern California Edison Co. MHARTON.R.J. Friends of 
the Earth. PIOOTTiD.R. Chlckering li Orcgory. 79/il/0&. 4pp. 


7913130061 Stipulation re ectension until 791803 for applicant to 
ansuer Intervenor second set of Intirrogatorles. Certificate 
of Bve anel, 

PIOOTTiD.R. Southern California Edison Co. PIOOTTiD.R. Chictering 
li Oregory. WHARTONiR. J. Friends of the Earth. 79/11/06. 4pp. 


79JSD901B9 Notice of appearance of L Thorton on behalf of util. 
Certificate of Svc end. 

THDRTOHiL. Affiliation Unknown. 79/11/OB, 4pp. 


7913100314 Order approving applicants (i intervsnors Fritnds of the 
Esrt.hict all stipulation for axtfnsion until 791303 to answer 
Intervenors ' interrogatories. 

BHITKiI.U. Atomic Safety and Licensing Board Panel. 79/11/26. ip. 


7918140142 Response b objections to 79101B second set of 

interrogator i as. Answers Intsrrogatoriss 1-64. Utriflcaiion of 
DR Plgott 6 Certificate of Bvc end, 

PIOOTTiD.R. Southern California Edison Co. PlGOTTiD.R. San Diego 
Oas b Electric Co. PIOOTTiD.R. Chiekerlng b Oregorg. 79/12/03. 
94pp. 


O. Inepectlon reportsi IE Bulletins b correspondincs 


7918060019 Forwards IE Insp Repti S0-361/79-S9 b 90-368/79-34 on 
790904-07 b 24-86, No noncompl ianee nottd. 

BPENCERiO.S. Rsglon 9i San Frandscoi Raactor Construction b 
Enginssrlng Support Branch. 79/10/31. Spp. 


— 7913060089 IE Insp Rspt 90-361/79-88 b 30-362/79-84 on 790904-08 b 
34-36. No naneompllance noted, Major areas inspected: const 
aetivitissiTcactar prtssurs vtsssl b Intsrnalsi installation 
b protection of stainless steel piping. 

DDDDSiR. T. Region 8> Ban Frandscoi Reactor Construction b 
Engineering Support Drench. PATEi R. J. Region 9i San Franclseoi 
Office of the Director. 79/10/26. 4pp. 


7912100360 Forwards IE Info Notice 79-38i ''Overloading of Structural 
Elimgnts Due to Pipe Support Loads. " No rtsponse requirtd. 

EHOELKENi R. H. Rsglon Si San Frandscoi Office of the Director. 
79/11/16. Ip. 


7913110917 Forwards IE Info Notice 79-S9i "Loss of Nonsafstg-Related 
Rsaetor Coolant 8ys Instrumsntatlan During Opsratlon. “ No 
spsctfle action or response required, 

ENOELKENi R. H, Region 9i San Frandscoi Offlct of the Director. 
79/11/16. Ip. 


7913070033 Forwards IE Circular 79-84i "Proptr Installation b Callbr of 
Core Bprag Pipe Break Detection Equipment on BWRs. " No 
response required. 

ENOELKENt R. H. Region 9i Ban Francisco. Office of the Director. 
79/11/36. tp. 


7912110272 Forwards IE Circular 79-23i "Motor Startsrs b Centactors 
Failsd to Opsrats. " No rasponse required. 

ENGELKENi R, H. Region Si Sen Frandscoi Office of the Director. 
79/11/26. Ip. 


7912110496 Notifies that NRC intends to routinely forward to 
appropriate etate public util regulatory groups b stats atty 
gansral ofcs eopisa of tsealated tnforcsmant corrsspondance 
sent by me to llcsnstss. 

ENOELKENi R. H. Region S< San Frandscoi Offles of the Dirsetor. 
79/11/86. Ip. 


7912130700 Ack rseslpt of 791031 Itr informing NRC of steps taken to 
corrset violation noted in IE Insp Rspts 90-361/79-88 b 
90-368/79-81. 

SPENCERiO. B. Region 9i Ben Frandscoi Reactor Construction b 
Engineering Support Branch. 79/11/89. Ip. 


“7912130704 Responds to NRC 791002 Itr re violations noted in IE Insp 
Rapts 50-361/79-32 b 50-362/79-2 1. Cnrree tive actions: 
detailed review of all saf e tg-re la ted cable pulling 
calculations con due ted. 

ARENALi A. Southern California Edison Co. 79/10/31. 3pp. 


— 7912130707 Forwards IE Insp Repts 90-361/79-22 b 363/79-21 on 790813-31 
b notice of violation. 

SFENCERiO.B. Region 9. San Francisco. Reactor Construction b 

Engineering Support Branch. 79/10/03. 2pp. 


— 7918130713 Notice of violation from insp on 790813-31. 

• Region 5. San Francisco, □fflce of the Director. 79/10/01. 

Ip. 


— 7912130723 IE Insp Repts 50-361/79-22 b 50-362/79-21 on 790813-31. 
Nancomp i lane B noted: cable tension calculations for cable 
pull reviewed b found in error. 

PATEiR. J. Region 5. San Francisco. Office of the Director. 
DDDOSiR.T. Region 5. San Froncisco. Reactor Construction b 

Engineering Support Branch. 79/10/01. Spp. 


7918190156 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrunentatien b Control Power Sys Bus During Operation. “ 

No written response required. 

ENO^>£N«R.H. Region 5. San Prancisco. Office of the Director. 
79/11/3D. Ip. 


7918310273 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Nancompllances. 10CFR2J. " No action required. 

ENQELKENi R . H. Region Si San FranciscOi Office of the Director. 
79/12/06. 4pp. 


7912140476 Forwards reply to IE Bulletin 79-13 Revision li "Cracking In 
Feedwater Sys Piping. " 

SPENCER. 0. S. Region 5. San Francisco. Reactor Construction b 

Engineering Support Branch. 79/12/07. ip. 


--7912I404B4 Reiponds to IE Dulletin 79-13. Revis ion 1. "Cracking in 
Feedwater Sys Piping." Radiographic eiamina t ions performed 
on feedwater no t ile-to-p ip e welds in accordance w/ASNE Code. 
Eiamlnatlons revealed no cracking. 

DABKIM.K.P. Bouthorn California Edison Co. 79/09/19. 4pp. 


7912200247 Forwards IE Dulletin 79-2G. "Possible Malfunction of Namco 
Hodel EAIBO Limit Switches at Elevated Temps. " Action 
required, 

ENO^I^N.R.H. Region 5, San Francisco, Office of the Director. 
79/12/07. Ip. 


79122S0629 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Rasponse Spectra." No written response required. 

ENOELKENi R . H. Region 9, San Francisco. Office of the Director. 
79/12/13. Ip. 


8. Reportable occurrences! LERs b related correspondence 


79S31B0934 Forwards final deficiency rept re lack of qualification 
testing documentation for repaired pouor cable. 

ARENALiA, Southern California Edlcon Co. 79/12/12. Ip. 


— 7918180S29 Final daflclency rept re lack of qualification testing 
docuaentation for repaired power cab le. Discusses LQCA 
qualtPcstion testing of safety-related cable supplied by 
numerous vendors. 

• Southern California Edison Co. 79/12/13. 4pp. 


7912190602 Forwards final deficiency rept re use of incorrect matl for 
rotalning clip In thermal pressure relief devices on certain 
safety-related gate valves. 

ARENALiA. Southern California Edison Co. 79/12/12, Ip. 


—7918190615 Final deficiency rept: carbon steel retaining ' cl ip was 
substituted for stainless steel clip in thermal pressure 
retieP valves. Corrosion of clip could cause poppet stem to 
be espelled. Cause unstated . Pipe plug Installad in bore, 

• Southern California Edison Co. 79/13/11. Spp. 


7918200941 Forwards interim deficiency rept re lack of documentation 
For measuring b testing equipment, 

ARENALiA. Southern California Edison Co. 79/18/14. tp. 


“■79X2200944 Interim deficiency rept re lack of "as received" 

documentation for naasuring b testing equipment recalibrated 
at vandor facilities. Procedures revised to strengthen 
control of vendors performing calibr sves. 

• Southern Callfornie Edison Co. 79/12/14. 3pp. 
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CDCKET SO-365 SAN QMCIFRE NUCi-EAR STATION. UNIT 3 


A. Application/construction stage dociivsnts Zi correspondence 


7912110011 Forwards NftC position on status tt applicabilttv to pending 
□L applications of results of TKI Followup actions. Out 1 Ines 
addl sliort-tBrin. actions to he talen. 

VASSALLO. D. B. Division of Project Managenent. 79/09/27. 4tpp. 


79I211024<I Discusses NKC plans to use generic analgses to develop earlg 
verification program to resolve ATUS issue for PUPs b EURs. 

Success of program depends on industry response. Support s 
fornation of ouners groups to provide necessarg info. 

DENlDMaH R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912190S15 Ack receipt of 790428 b OD27 Itrs requesting withbolding nf 
slides of fuel structure design from public disclosure. 

Request granted (ref 10CFR2.790}. 

BAER.R. L. Light Hater Reactors Branch 2. 79/12/03. 2pp. 


7913190791 Forwards questions re studg. 'Rept of Evaluaian of Rax 
Earthquake b Site Qround Motion Paraaeters Associated w/ 

OfFshore .Zone of Defornation Facility.* 

DEVINE. J.F. Interior. Dept- of ■ Geological Survey. 79/12/07. 4pp. 


791SS70390 Forwards "Status Rept on Follovup Actions Resulting From tStC 
Reviews re THI-2 incident" to comply W/NURE0-037B b to 
respond to NRC 790927 b 1109 Itrs. 

HASKIM.K-P. Southern California Edison Co. 79/12/19. 2pp. 


— 7912270397 "Status Rept on Followup Actions Resulting Fro* NRC Reviews 
re TMl-2 Incident." 

• Southern California Edison Co. • San Diego Gas b Electric Ca. 
79/12/31. 79pp. 


79123B0S02 Advises that applicants are not willing to sign proposed 
isaoorandum of agreement re potential impact of transnission 
lines on cultural resources. 

DA5KIN.K. P. Southern California Edison Co. 79/12/21. Ip. 


C. Utility Environmental Report (ERl. amsnds b correspondence 


791230010? Forwards updated distribution list for environ rept suppis It 
amends for facility. 

DUNCAN. M. Environmental Projects Dranch 2 79/12/06, 5pp. 


F. Security, medical, eisorgency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b QU revl ew. App lican t s required to make certain 
emergency arrangements w/state b local organiiations b 
submit emergency plans per Reg Guide 1.101. 

VASSALLO. D. D. Division of Project Management. 79/11/21. App. 


79121B0S72 Forwards addl info re emergeneg planning in response to fBC 
791031 request. Addl copies of responses re Units 2 b 3 will 
be transnltted u/Amend 17 of FSAR. Info is rosponsive to 
specific questions b NRC overall action plan. 

BASKIN. K.P. Bouthern California Edison Co. 79/12/10- 33pp. 

791231(X)09 Forwards proprietary request for addl info to complete 
review of safeguards contingency plan. Details withheld 
(ref 10CFR3. 790). 

ZIErtANH.D.U Operating Reactors Branch 2. 79/12/11. 2pp. 


0. Adjudicatory correspondence 


7913100352 Stipulation allouing eitension until 791103 for applicant 
to respond to intervonors Friends of the Earth.et al.7910tB 
second set of interrogAtories. Certificate of Sve end. 

PIGQTT.D.R, Eouthorn California Edison Co. MKARTGN. R. J. Friends nf 
the Earth. PIGDTT.D.R, Chictering b Gregory. 79/11/06. 4pp. 


7912130061 Stipulation re eitension until 791203 for applicant to 
answer Intervenor second set of interrogatories. Certificate 
of Sve end. 

PIGDTT.D.R. Southern California Edison Co. ProDTT. D. R. Chictering 
b Gregory. HHARTON.R-J. Friends of the Earth. 79/It/06. 4pp. 


79120501Q9 Notice of appearance of L Thorton on behalf of util. 
Certificate of Sve end. 

THORTDM.L. AFfil iatlon Unknown. 79/tl/Oa. App. 


7912100314 Order approving applicants b intervanors Friends of the 
Earth.et al. stipulation for extension until 791203 to answer 
intervenors' interrogatories. 

9M1TH.I.M. Atomic Safety and Licensing Board Panel. 79/11/26. tp. 


7912140142 Response b objections to 791010 second set of 

Intarrogatori es. Answers Interrogatories 1-S4. Verification of 
DR Plgott b Certificate of Sve end. 

PIGOTT.D.n. Southern California Edison Co. PIOOTT.D.R, San Diego 
Gas b Electric Co. PIGQTT.D.R. Chictering b Gregory. 77/12/03. 
54pp. 


a. Inspection reports. IE Bulletins b correspondence 


7912a60018 Forwards IE Insp Repts 50-361/79-25 b 50-362/79-24 on 
790904-07 b 24-211. Ho nonconpliance noted. 

SPENCER. O. a. Region 5« San Francisco. Reactor Construction b 

Engineering Support Branch. 79/10/31. 3pp. 


— 791206002S IE Insp Rept 50-361/79-25 b 50-362/79-24 on 790904-00 b 
24— 28. No noncompl lance noted. Major areas inspected; const 
activitles^reactor pressure vessel b internals. Installation 
& protection of stainless steel piping. 

DODDS.R.T. Reglofi 5. San Francisco. Reactor Construction b 

Engineering Support Branch. PATE.R. J. Region 5. Ban Francisco. 
Office of the Director. 79/10/26. 4pp. 


7912100280 Forwards IE Info Notice 79-2Q. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
ERGGLKEN. R . H. Region 5. San Francisco. Office of the Director. 
79/11/16. Ip. 


7912110917 Forwards IE Info Notice 79-29. "Loss of Nonsafety-fielated 
Reactor Coolant Sys Instrumantation During Operation. * No 
specific action or response required. 

EN6ELKEN.R.K Region 5. San Francisco. Office of the Director. 
79/11/16. Ip. 


7912070023 Forwards IE Circular 79-24. "Proper Installation b Calihr af 
Core Spray Pipe Break Detection Equipment on BHRs. ■ No 
response required. 

ENGELKEN.R. H. Region 5. San Francisco. Office of the Director. 
79/11/26. Ip. 


791211^72 Forwards IE Circular 79-23. "Motor Btartars b Contactors 
Failed to Operate.* No response required. 

ENGELHEN.A. II. Region S. San Francisco. Office of the Director, 
79/11/26. Ip. 


7912110496 Notifies that NRC intends to routinolg forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

EKGELKEN.R.a Region 5, San Francisco. Office of the Director. 
79/11/26. Ip. 


7912130700 Act receipt of 791031 Itr informing WIC of steps taken to 
corrmet violation noted in IE Insp Repts 50-361/79-22 b 
50-313/79-21. 

SPENCER. G.S. Region 5. Ban Francisco. Reactor Construction b 

Engineering Support Branch. 79/11/29. Ip. 


— 79J213O704 Responds to NRC 791002 Hr re violations notsd in IE Insp 
Repts 50-341/79-22 b 30-362/79-21. Corrective actions: 
detailed review of ail safety-related cable pulling 
calculations conducted. 

ARENAL. A. Bauthern California Edison Co. 79/10/31. 3pp- 


— 7912130707 Forwards IE Insp Repts 50-361/79-22 b 362/79-21 on 790313-31 
& notice of violation. 

SPENCER. O. S. Region 5. San Francisco. Reactor Construction b 

Engineering Support Branch. 79/10/02. 2pp. 


—7912130713 Mot-ice of violation from insp on 790813-31. 

» Region 5. San Francisco. Office of the Director. 79/10/01. 

Ip. 


>7912130723 IE Insp Repts 50-361/79-22 b 50-362/79-21 on 790813-31. 
Noncompliance noted: cable tension calculations for cable 
pull reviewed & found in error. 

PATE.B.J. Region 5. San Francisco. Office of the Director. 
DDODSi R. T. Region 5. San Francisco. Reactor Construction b 
Engineering Support Branch- 79/10/01. Spp. 


79121901S6 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumantation 6 Control Power Sys Bus During Operation. * 

No smitten response required. 

ENGEU1ENpR. 11 Region S. San Francisco. Office of the Oireeter. 
79/11/30. Lp. 


7912310373 Forwards IE Info Notice 79-30. "Reporting of Defects fc 
NencDapllanceSp 10CFR21. " No action required. 

ENCELKENpR.H. Region S. Ban Francisco. Office of the Director. 
79/12/06. 4pp. 
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791S140476 pDruartft reply IE Duiletln 79-13 Revliion 1/ "Cracking in 
Ftedwakar Sy* Piping." 

SPENCERiO.S, Region S. San Frenclico. Reactor Construction & 

Engineering Support Branch. 79/12/07. Ip. 


--791B1404Q4 Responds to IE Dulletin 79-13> Revi slon 1. "Cracking in 
FeeiTuatar Sys Piping." Radiographic eiaminatlons perforned 
on feeduiatar noiile-to-pipe welds In accordance w/ASME Code. 
Esanlnations revealed no cracking. 

BASKINrK.P, Southern California Edison Co. 79/09/19, 4pp. 


7912200247 Forwards IE Bulletin 79-20( "Possible Malfunction of Namca 
Modal EA180 Limit Switches at Elevated Temps. “ Action 
required. 

EN4ELKEM. R. H. Region 9. San Francisco. Office of the Dlroctor. 
79/18/07. Ip. 


79iSseOfi39 Forwards IE Info Notice 79-31. "Uee of Incorrect Amplified 
Rasponee Spectre." No written reeponse required. 

EHOELKEN. R. H. Region 9. Sen Francisco. Office of the Director. 
79/1S/I3. Ip. 


S. Reporteble occurrences. LERs tc reletcd correspondence 


7912tB03S4 Forwerdt final deficiency rept re lack of qualification 
teating documentation for repaired power cable. 

ARENALiA. Southern California Edison Co. 79/12/12. ip. 


— 7912IB0929 Final dsfielency rept re lack of qualification testing 
docuaentation for repaired power ceble, Discusses LQCA 
qualifeation testing of safety-related cable supplied by 
numpreui vendors. 

• Goutharn California Edison Co. 79/12/12, 4pp. 


7912190602 Forwards finil dsfielency rept re use of incorrect matl for 
retaining clip in thermal preteure relief devices on certain 
safety-related gets valves. 

ARENALtA. Southern California Edison Co. 79/12/12. ip. 


--7912190619 Final deflclancy rept: carbon steel retaining clip was 
substituted for stalnlaes eteel clip in thermal preiiure 
rellaf valves. Corrosion of clip could cause poppet eten to 
be eipelled. Cause unstated. Pipe plug installed in bora, 
e aauthern Cellfornia Edison Co. 79/12/lt. 3pp. 


7912200941 Forwards interim deficiency rept re lack of documentation 
for measuring 6 testing equipment. 

ARENAU. A. Southern California Edison Co. 79/12/14. Ip. 


”7912200944 Interim deficiency rept re lack of "as received" 

documentation for measuring fc testing equipment recalibrated 
at vendor facilities, Procedures revised to strengthen 
control of vendors performing callbr sves. 
e Southern Californle Edison Co. 79/12/14. 3pp, 


DOCKET 90-363 FORKED RIVER NUCLEAR STATION. UNIT 1 


A. App 1 Icatlon/eonstructlon stage documents 6 correspondence 


7912110264 Dlecusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PURs 6 BHRe. 

Suceee* of program depends on industry response, Supports 
fermetion of ounirs groups to provide neceseary info. 

DEMTOfiiH. R. Office of' Nuclear Reactor Regulation. 79/10/17. 3pp. 


F. Security, medleal. emergency (i fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plant# under 
const tc OL review, Applicants required to make certain 
emergency arrangemente w/state tc local organltatlone 6 
eubmlt emergency plana per Reg Ouide I, 101, 

VA88ALL0. D. B. Division of Project Management. 79/il/Sl. 6pp. 


H. OoneVal correspondence 


7918190102 Responde to 790^09 Itr re continued conet. Leiione laarnoil 
from TMl will be incorporated into design. Conet euspended 
temporarily by util 6 will not resume for at least one yr. 

OENTONcK.R. Office of Nuclear Reactor Regulation. 79/11/28. Bpp. • . 


'79121SV1D9 Notifies of concern over use of nuclear generation |c 
operating eiailaTltlee in design of TMl-2 6 other nuclear 
uni ta. Requests meeting w/NRC to identify strategy to reduce 
probability of TMI-ineident at facility. 

BARBOUR, 9, H. New Jersey. Stats of.. 79/04/09. Ip. 


0. Inspection reports. IE Bulletins A correspondence 


7912180401 Responds to IE Dullolln 79-25. "Reactor Trips at Turkey 
Point Units 3 A 4, •' No electrical equipment purchased w/ 
installed Westinghouse DFD relays. Will request AE to 
identify type relays if BPO relays selected. 

PINFHDCK, 1. R. Jersey Central Power A Light Co. 79/11/14. Ip. 


79120S0030 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Rellaf Valves. " No response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912090250 Forwards IE Info Notice 79-27. "Steam Oenerator Tube 
Ruptures at Two PNR Plants. " No response required. 

ORlEfi.B.H. Region I. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912 IOO 122 Forwards IE Info Notice 79—20. "Overloading of Structural 
Elements Cue to Pipe Support Loads. ” No response required. 
ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/lil/16. Ip. 


791211p411 Forwards IE Info Notice 79-29. "Loss of Nonsaf oty-Related 
Rcacftor Coolant Bys Instrumentation During Operation," No 
npecjlfie action or reeponse required. 

QRlERiB.H. Region 1, Phi ladelph la. Office of the Director. 
79/11/19. »p. 


791S0Sb23S Forwards IE Bulletin 79-26. "Boron Loss From DWR Control 
Blades." No reeponse required. 

cmiERiB.H. Raglan t. Philadelphia. Office of the Director. 
79/111/20. tp. 


791S06O373 Forwards IE Circular 79-24. "Proper Installation A Callbr of 
Cora Spray Pipe Break Detection Equipment on DURs. " No 
rasponee raquired, 

Region 1. Philadelphia. Office of the Director. 

79/1:1/26. Ip. 


791SI10047 Forwards IE Circular 79-23. "Motor Starters A Contactors 
Failed to Operate.'' Mo response required. 

ORlERiB.H. Region 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


79miOS19 Forward# IE Info Notice 79-30. "Reporting of Defects A 
Noncompliances. 10CFR21." No action required. 

ORlER.B.H. Region 1. Phi lad e 1 ph la. Office of the Director. 
79/^2/06. 4pp. 


79lai4o747 Forwards IE Bulletin 79-2B. "Possible Malfunction of Namco 
Heddl EA180 Limit Switches at Elevated Temps." Urltten 
reedonse required. . 

ORIERiS.H. Region 1. Philadelphia. Office of the Director. 
79/(2/07. Ip. 


79182^0196 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Resgonea Spectra." No written response required. 

ORira>B.H. Region 1. Philadelphia. Office of the Director. 
79/(2/13, Ip. 


DOCKET 50-364 JOSEPH M- FARLEY NUCLEAR PLANT. UNIT 2 


A. Ap^lication/canstructlon stage documents A correspondence 


7912110011 Forwards NRC position on status A applicability to pending 
OL applications of results of TMI Followup actions. Outlines 
addl ehert-tern actions to be taken. 

VA88ALL0. D. B. Division of Project Management. 79/09/27, 41pp. 


7912110864 Diaeuseee NRC plans to uee generic analyses to develop early 
verification program to resolve ATMS Issue for PURs A BURs. 

Success of program depends on Industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON.H.R. Office of Nuclear Reactor Ragulatlon. 79/10/17. 3pp. 


791S870167 Forwards proposed Revision 2 to Reg Guide 1. 97. 
"Inatrumentmtlon for Light Mater Cooled Power Plants to 
Aesese Plant A Environs Conditions During A Following 
Accident." Comments should be filed before 791214 meeting. 

VMOAtS.A. Aseistent Director for Light Hater Reactors, 79/11/23. 

app. 


-7912270178 Value/impsct statement of propotid Revision 2 to Rag Guide 
!• 97> "Instrumentation for Light Mater Cooled Nuelaar Power 
Flanti to Assets Plant A Environs Conditions During A 
Following Accident." Revielon should be iseued. 

* Assistant Director for Light Meter Reactors. 79/10/15. Spp. 
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— 791237Q17B No 1 1 f 1 1 a 1 1 (i ii ai 7'i>l214 moetiiig u/applicants to discuss 
propossd Rovtsion S to Reg Gtiide I 97. " 1 os trucnsotat i on for 

Light Hater Cciolod rluclrar Plants to Assess Plank t Environs 
Conditions Coring t Follouing Accident." 

KINTNER.L 1.. Ligt.t tAiter Reactors Dranch J. 79/11/19. tp. 


C Utility Environmental Report <ER). amends t correspondence 


7918170006 Aci receipt of IE Insp 
proprietary info. 

CLAVTOM.F. L- AlaPama Pouer Co 


Ropt 50-364779-16 Bn 791023-26. No 
71/11/27. Ip. 


7912170010 Forwards IE Insp flept 30-364779-16 on 791023-26. No 

nancotnpliance noted. 

HUHPHV.C.E. Region 2. Atlanta. Reactor Construction S. 

Engineering Support Branch 79/11715 2pp. 


791230009S Forwards IE Insp Ropts VO-0 1 35/79-06 t 70-0364/79-09 on 
790305-0427 !. notice of v i o I a t i 0 n , No 1 1 c c nf violation 
Liithheld <ref 10CFR2 790> 

MARTIN. W.G Region I. H h 1 1 ad o I p h i a . Sa f e g uard s Branc h. 79/10/01. 

2pp 

F Security, medical, emergency & fire protection plans 


7912040471 Forwa v d s info re upgraded emergency plans to plants under 
const li OL review Applicants required tu male certain 
emergency arranqenien t s w/state t Local org ani tat i ons f< 
submit emergency plans per Reg Guide 1. 101. 

VASSALLO, D. D. Division of Project Management. 79/11/21. 6pn. 


7912190550 Forwards updated schedulo fur fire protection mods. 
CLAVTONiF L. Alabama Power Co 79/12/12. 3pp. 


—7912170016 IE Insp Rapt 50-364/79-16 on 791023-26. No none amp 1 lance 
noted. Major areas inspoc ted . f ire stop installations tc case 
load forecast panel meeting. 

KUMT.H.B. Region 2. Atlanta. Office of the Director. 
BRVAMTiJ.C. Region 2. Atlanta. Reactor Construction li 

Engineering Support Branch. 79/11/15. 3pp. 

7912190371 Foruards IE DuUotin 79-27, "Loss of Non-Class IE 
Instrumentation fc Control PoiuBr Sys Bus During Operation. 

Ho written response required. 

O'REILLV.J P Region 2. Atlanta. Office of tho Director. 
79/11/30. Ip. 

79123102S4 Foriuards IE Info Notice 79-30, ‘'Reporting of Defects li 
Noncaeip 1 iancos. 1 CCFR21 . " No action required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/12/06. 5pp. 


H. General correspondence 


7912230401 Comments on NUREG-Ot 1 0; 1 i s t of reportable unusual events 
should be I'educod in scope to include only events 
consequential to public ?- should be clearly defined. 

THRAHH.H. 0 Alabama Power Co. 79/11/30. 2pp. 


7912190232 Forwards change of address for c o r rn sp ondenc e dealing 
lu/utll New address: 1967 K.mda Iwood . K o r t C o I I i ns . CO. B0526. 
HJELMFELt. 0. C Go 1 d b erg . F i o 1 dm.bii t Letham, P. C. 79/11/26. 2pp 


P. Operating license st.jge dncum.ents .b correspondence 


7912190556 Forwards aUdl info re doscriptiori of auto initiation of 
autiliarij fredwato'- sys. in i DsponDU to NRC 791210 request 
re Lessons Learned Task Torce r er ommn ni3 a 1 1 o ns. 

CUAVTON.F L Alohoma Powei Co /9/12/I4. '/pp. 


Q Inspection reports. IE Uullelins f. c urreep ondence 


7912070089 Forwards IE Insp Repfs nu-34t3/79-32 h 50-364/79-14 on 
79092 5 -2Q. No non comp I lanr. e noted 

LEWIS. R C Reijior. 2. ,\tlaiita. lleactur Uperatioris Nuclear Support 

Driinch 79/10/22. T-’rp 


-••/91207QQ97 IE Iiisn Unpl' •»:)- J4B/ /9- 12 t, 364/79-14 o«> 79O920-2B. Mo 
none omp 1 1 ancu noted Miijoi' aiims i ns p et t a d : op e rots ons review. 
LERsioper items. IE ciicoIuts ?< mqt meeting on Unit 3. 

HARDIN A f. . RFiAPFnniJ.H H Region 2, Atlanta. OfFiee of the 
DifRttor. MAFiriM.H U Hogit.li 2. Atlanta, Reactor Operations 

Nuclear Support Branch 79/10/19 4pp 

7912060097 Forwiards IE Info Ntilicc 79-U'A, "Attempted D.image to Mew 
Fuel Assemblies '' No specific jctiuii or response required. 
O'HEILLT.J I’. Region 2, nllant.i. IJfflce of the Director. 

79/11/09 2pp 

7912100159 Forwards IE Info Nrcico 79-20. " liver 1 ooil ing of Structural 
Elements Due to I' i p v tiupport Load;. " Nil responsa enquired. 

13'HEILLY. J P Rvqiciii 2 All.inl.!. Office of the Director. 

79/11/16 Ip 

7912110538 Forwstds IF Tnfn llfltue 79-29, "Lots of Nonsafetg-Belated 
Reatlav Coolant Sys Insl rumen tat iun Curing Oppratloii " No 
specific action or respniise miuirod. 

O'REILt.Y.4 P Region 2, All.ml.a, Uffica of the Diraclor. 

79/11/16 2pp 


7912060604 Forwards IE Circular 79-24, "Proper Inotallafcion 6 Callbr of 
Core Spray Pipe Jlreak Deteutltin Equipment un DWHs " Nil 
response r uqiii red 

O'REILLY. J.P Rogion 2. Atlanta. Office of the Director. 

79/ I I 726. 1 p 


79I230000S Forwards IE Bulletin 79-20. "Passible Malfunction of Nanco 
Model EA180 Limit Suitchos at Elevated Temps. " Action 
required. 

O'REILLY. J. P. Region 2. Atlanta, Office of tho Director. 

79/13/07. 2pp. 


7912210170 Responds to IE Biillatin 79-25 re failure of Wostinghou*# BFD 
retags In safetg-relatod sys. Westinghousc DFD7NDFD relays 
not used or planned for use. 

CLAYTON. F. L. Alaboni.s Power Co. 79/12/07. Ip. 

7912210010 Ack receipt of IE Insp Repts 50-340/79-30 U 50-364/79-10 on 
791106-09. No proprietary infn 

CLAVTQN.F.L, Alabama Power Co 79/12/10. ip. 


— 7912210016 Forwards IE Insp Ropts 50-340/79-38 6 50-364/79-iB on 
791106-09 No noncompliance noted. 

MURPHY. C.E. Region 2. Atlanta. Reactor Construction t. 

Engineering Support Branch. 79/11/29. 2pp. 


—7912210021 IE Insp Ropts 50-340/79-30 J< 50-364/79-10 on 79U06-09 .Nb 
noncfuep 1 isnee noted. Major areas inspected: electrical cable 
b terainations work !. work activities 6. employee concerns. 
OIBOOMS. T. D. Region 2. Atlanta, Office of the Director. 

CONLON. T. E. Region 2. Atlanta. Roactor Constructlen t< 

Engineering Support Branch. 79/1I/2S. 4pp. 


7912310015 Forwards response to IE Bulletin 79-lB, "Audibilltg Frobltns 
Encountered on Evacuation of Personnel from High Noise 
Areas." Audibility chock of plant aoiDrgoncy evacuation alarm 
revealed numerous areas where alarm could not he heard. 

CLAYTON. F.L. Alabama Power Co. 79/12/12. 2pp. 


79122R0365 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Hesponse Spectra." No written response required. 

□ 'REILLY. J. P. Region 2. Atlanta, Office of tho Dtroctor. 

79/12/13. 2pp. 

79122B0115 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
IntevFerenco. " No written rosponse required. 

O'REILLY. J. P. fiBglon 2. Atlanta. Office of the Director. 

79/12/20. 4pp. 


S. Reportable occurrences. l.ERs ti related corrospondence 


7912130422 RO: on 791 107. c oo 1 Ing tower B fire resulted In reduction 
of fire protection tank levels. Tanks A & B fell to 120. 000 
gallons. Tank levels will bo returned tn rain acceptable 
levels an 791107 

HAIRSTON. U. O. Alabama Puwor Co. 77/11/07. Ip. 


7912130621 RD; Westlnghouse notified util of potential for P-4 
peraiissive Failures to remain unidentified during 
perforaance of eurycillaiice tests. All info not evaluated. 
Details will be provided In followup ropt. 

HAIRSTON. H. G. Alabama Power Co. 79/11/00. 2pp. 


M. Antitrust correspond once 


7912110113 Forwards IE Circular 79-23. "Motor Starters &, Contactors 
Failed to Qporate." Nc response required 

O’REILLY. J P. Rogion 2- Atlanta. Office of the Dlroctor. 
79/11/26. Ip 
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DOCKET 90-366 EDWIN I. HATCH NUCLEAR PLANT. UNIT 2 


F. Escurit^i (nviiicali emergency & fire protecbion plans 


79ISS809&9 Hoti'PiBS that NRC guides & criteria cannot ho adequately 
Incorporated Into site emergency plan before 800101. Requests 
delay In submittal data for revised emergency plan until 
eOOI3J. 

KELLVfR.vl. Oeergia Pouer Co. 79/lO/SO. Ip. 


79I&300D22 Discusses NRC 791109 meeting re emergency preparedness teas 
revieti ob jcct Ives. Provides guidance for improving licensee 
emergency preparedness ti assuring capability of offsite 
agencies to tale appropriate emergency actions. 

CRIHEBtD.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


0. Adjudicatory correspondence 


7912060120 Order dismissing proceed tng. Intevenor Georgians Against 
Huelear Energy participation in proceeding terminated. 

OROSSHANi H. Atomic Safety and Licensing Doard Panel. 79/11/16. 
2pp 


H. General correspondence 


7912100139 Requests that RJ Kelly replace CF Mhltmer as addressee for 
all correspondence. 

EHRENBPEROER.W. Georgia Pouer Co. 79/0S/22. ip. 


P. Operating license stage documents & correspondence 


74121B00B3 Forwards request for addl Info about containment purgo D 
vent sys re util plans for unlimited purging. 

LAlNABiO. Plant Systems Branch. 79/11/06. 3pp. 

7912100189 DiecusBOs NRC 791101 meeting u/representatlves of NSSB 
vendors t< fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing u/fuel cladding 
swelling tc incidence of rup ture. Vendor responses end. 

ElGENHUr. 0. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


-- 7912100255 Responds to NRG 791101 request re noncamp 1 lance of 
Westlnghouse ECC8 evaluation model under requirements 
of lOCFRSO App K, Evaluation of three fuel rod models 
Indlcatei no safety problems for Usstinghouse plants. 
ANDERSONa T. M. Uestlnghouse Electric Corp. 79/11/02. 4pp. 


—7912100330 Responds to NRC 791101 request re ORNL cladding swelling & 
rupture data. Review of analytical models & tests indicates 
compliance u/10CFfl50 App K. All QE specs for calculated peak 
cladding temp remain unchanged. 

EUGKHOLZiR. li. General Electric Co. 79/12/07. 2pp. 


-7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used In vendor evaluation models b that analyses demonstrate 
all criteria of iOCFRSO. 46 satisfied. 

aUELEV.G.F. E»»on Nuclear Co. . Inc. (subs, of Ex«on Corp. >. 
79/11/02. 5pp. 


--79121004S6 Forwards addl info re evaluation of impact of NRC proposed 
rup ture/b 1 ockage model used in vendor evaluation modal. 

No advorse impact from new rupture burst data or use of NRC 
rupture/biockage model on licensing calculation results, 

OUStEV.O.F. Exon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
79/11/04. 22pp. 


7912100022 Discusses issuance of Amend 17 to License DPR-64. uliieh 
authorlted operation at 1007. pouor.Max allouable fee already 
paid by util. No addl fee required. 

hlLLER. W. O. License Fee Management Branch. 79/11/13. tp. 

— 7918100043 Forwards assessment of review costs for CP t OL actions. to 
aid In fee determination. W/o end. 

BERKOWiH.N. Office of Nuclear Reactor Regulation. 79/10/30. Ip. 

— 7912100066 Provides ACR8 prof manpower expenditure estimates for CP «i 
OL reviews, 

FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 
78/11/01. Ip. 


— 7912100079 Requests info re ACRS prof man-hrs expended on review of 
each reactor. Data for safety, anvlron b antitrust hearing . 
concerns should be ine iuded. Assoc ia ted travel should not be 
shown. 

HILLER. H.O. License Fee Manogement Branch. 7B/iO/(M. tp. 


7912070497 Forwards Amend 13 to Ltconsc NPF-5, safety evaluation b 
notice of Issuance 2. availability. 

IPPOLITO. T. A. Operating Reactors Branch 3 79/11/2.1. 2pp 


— 7912D70S01 Amend 13 to License NPF-S. p ermi 1 1 Ing continued operation b 
startup w/up to two vacuum breakore inoperable b w/threc 
breakers tnoparable if remaining breakers are operable at 
increased frequency 

IPPOLITO. T. A. Operating Reactors Branch 3 79/11/23 Spp 


— 7912070505 Safety evaluation supporting Amend 13 to License NPF-S. 
* Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7912070508 Notice of issuance U availability of Amend 13 to License 
NPF-S. 

IPPOLITO. T. A. Operating Reactors (iranch 3 79/11/23 2pp. 


7912180661 Forwards FR notice of issuance of Amend 13 to License NPF-5. 
• Operating Reactors Branch 3. 79/11/23. ip. 


7912190343 Forwards request for addl info to complete review of 761201. 
790814 & 0908 requests for proposed Tech Specs changes re 
settlement of Class I structures. 

IPPOLITO. T. A. Operating Reactors Branch 3. 79/11/27. 4pp. 


7912260131 Forwards safety evaluation of util request for change in 
Tach Specs re adjustment of average power range monitor 

setpoints. 

LAINASiO. Plant Systems Branch 79/11/27. 2pp. 


—7912260164 Safety evalution limiting util Tech Spec change request. 
Deviation fron average power range manltor calibi- procedures 
during full power mconsis ten t ui/IEEE 279. 

* Plant Systems Branch 79/11/27 2pp. 


7912050150 Forwards Amend 4 to “Spent Fuel Pool Hod.'' Included as part 
of 790709 application for e/parision uf spent fuel storage. 

Prepared In response to NRC 791101 request. 

KELLVjR. J. Georgia Power Co 79/11/30 2pp 

— 7912050155 Amend 4 to "Spent Fuel Pool Mod, “ design rept b safely 

evaluat i on. 

e Georgia Power Co. /9/iI/3D. 14pp 

7912050333 Commits to addl confirmatory condensation oscillation tests 
in full-scale tost fac 1 1 ity. nut 1 ineil in GE 791130 Itr re 
Hart I eontainnent pro gram. Schudul e fur submittal of plant 
unique analysis will bo provided following NRC resolution. 

KELLY. R.J. Georgia Power Co 79/11/30 2pp 


7912190164 Requests payment of Class I b III amend fees for review of 
790B17 security personiiel training b qualification plan. 

DtOGS.R.H. License Fee Mansgomonb Branch. 79/12/06. ip. 


7912140321 Forwards rept "Adequacy of Station Electric Distribution 

Sys Voltage " 

KELLY. R.J. eonrgia Powar Co. 79/12/07. 2pp. 


— 7912140326 “Adequacy of Station Electric Distribution Sys Voltago. 
» Georgia Power Co 79/12/U7. 8/pp- 


7912260083 Forwards criteria re electrical override/bypass for use in 
rovlew of operating roac lor s . t-I.i 1 nta I ning purge valves closed 
does not resolve NRC concern u/purge valve circuitry. 

REID.R.U. Operating Reactors Branch 4. 79/12/U. 5pp. 


0. Inspection raports. IE Bulletins !!< correspondence 


7912040007 Forwards response to 790702 Itr b IE Qulleiin 78-14 re 
verification of seismic analysis as modified by 79072/. 0013 
& 0907 Itrs.Rept describes resolution of items in Unit 2 
program. Vert Fication of unit analysis delayed N/o end. 
UIDNER.M.A. Oeorgia Pawor Co. 79/lI/GB. 2pp. 


7912I10OSS Forwards 790921 response to IE Bulletin 79-19, 
"Packaging of Low-Level Raduiaste for Transport b Burial. 
MIDNER.U. A. Oeorgia Power Co. 79/11/08. Ip. 


7912060148 Forwards IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblies. " No specific action or roepoiise required. 
P'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 2pp. 


7912100184 Forwards IE Info Notice 79-28. "UvoTloadlng of Structural 
Elewents Due to Pipe Support Loads. “ No response required. 
a*REILLViJ P- Region 2, Atlanta. Office of the Director. 

79/11/16 Ip. 
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7912110562 Forwards IE Info Notice 79-29. "Loss of NonB«fets|-H«l»ted 
Reactor Coolant Sys Instrumentation During Dperatior." No 
specific action or response required. 

O'REILLY, J. P. Region 3, Atlanta, Office of the Director. 

79/liyi6. 3pp. 

7912060617 Forwards IE Circular 79-24, ''PTOper Installation fc Caiibr of 
Core Spray Pipe Break Detection Equipment on DHBs. " No 
response required. 

Q 'REILLY. 0- P. Region 2. Atlanta. Office of the Direetor. 

79/11/26. Ip- 

7912110149 Forwards IE Circular 79-23, “Motor Starters 8, Contactors 
Failed to Operate. " No response required. 

O'REILLY. J- P. Region 2. Atlanta. Office of the Director. 

79/11/26, Ip. 

7912190454 Forwards IE Bulletin 79-37. “Loss of Non-Class IE 
Instrumentation «< Control Power Sys Dus During Operation." 

Written response required. 

O'BEILLY.J.P. Region 3. Atlanta, Office of the Director. 

79/11/30. Ip. 

7912210177 Forwards corrected copy of 791130 Itr responding to IE 
Bulletin 79-ia, "Audibility Problems Encountered on 
Evacuation of Personnel from Hlgh-Noise Areas." 

HIDNEH.H. A. Georgia Power Co. 79/12/DS. Ip- 


— 79I22101BI Corrected copy of response to IE Bulletin 79-18. "Audibility 
Problems Encountered on Evacuation of Personnel froei Hlgk- 
Nfllse Areas." Requests addl 90 days to complete Installation 
of addl visual evacuation signals In identified areas. 

HIDNER. H. A. Georgia Power Co. 79/11/30. ip. 


7912310301 Forwards IE Info Notice 79-30, “Reporting of Defects 8. 
Nancompliances. 10CFR21. " No action required. 

O'REILLY. J. P. Region S. Atlanta. Office of the Director. 
79/12/06. Bpp. 


7912200038 Forwards IE Bulletin 79-28, "Possible Melponction of Naaeo 
Ifodel EAieO Limit Evitches at Elevated Tamps." Action 
required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

77/12/07. 2pp. 

7912200404 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. " No written response required. 
a'REILLV, J. P. Region 2. Atlanta. Office of the Director. 

79/12/13. 2pp. 


7912280141 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference. ■' No written response required. 

Q'REILLV. J.P. Region 2. Atlanta. Office of the Director. 

79/12/20. 4pp. 


R. Periodic operating reports 8i related correspondence 


7912310432 Revised monthly operating rept for dul 1979. 
ALLEN. P.B. Georgia Power Co. 79/OB/08. ip. 


— 7912310433 Revised monthly operating rept for Aug 1979. 
ALLEN.P.D. Georgia Power Co. 79/08/08. Ip- 


— 7912310434 Revised monthly operating rapt for Sept 1977. 
JOHNSON, O.L. Georgia Power Co. 79/10/24. Ip. 


7912180438 Forwards eionthly operating rept for Nov 1977. 
MANRY.H. Georgia Power Co. 79/12/10. Ip. 


— 7912180443 Honthltf operating rept for Nov 1979. 

JOHNSON. O.L. Georgia Power Co. 79/12/10. 7pp. 


S, Reportable occurrences. LERs t. related correspondence 


7912050440 Forwards LER 79-119/03L-0. 

HANRY.H. Seergia Power Co. 79/11/28. Ip. 

— 7912050445 LER 79-119/03L-0; on 791 113. dur Ing surveillance procMurs 
HPN-3-3504. average power range monitor "F" inoperablo w/fttne 
low power range monitor inputs. Caused by setpoint drift. 

Callbr parformsd. 

NIX/R.T. Georgia Power Co. 79/11/88. ip. 

7912070445 Forwards LER 79'I20/03L-0. 

MAMIY.K. Georgia Power Co. 79/11/29. Ip. 


—7912070448 LER 79-120/03L-0: on 791 113, emergency diesel generator 
trippe4whilo performing manual start. Caused by high engine 
crankcase pressure due to ejector fai lure. Engine ejector 
cleaned 8. reinstalled. 

NIXtR.T. Georgia Power Co. 79/11/29. 2pp- 


791SI103&8 Forwards LER 79-121/03L-0. 

HANRViH. Georgia Power Co. 79/11/30. Ip. 


— 7912IJ0372 LER 79-121/03L-0: on 791 1 17, during return to full power. an 
average planar linear heat generation rate of 11.96 noted. 

Rapid increase in local thermal parameters caused by burnup 
of local Xenon produced by rod withdrawals. 

COGOIN.C.L. Georgia Power Co, 79/11/30, 3pp. 


79121303B4 Forward B LER 79-133/03L-0. 

KANRV«>1. Georgia Power Co. 79/13/06- Ip. 


7912130392 LER 79-128/03L-0: on 791 138, dryuell H 8c 0 concentration 

recorder became inoporative. Caused by broken recorder drive 
string. String replaced 8. recorder returned to svc. 

NlX.R.T. Qoorgia Power Co. 79/12/06, 2pp. 


7912130394 Forwards LER 79-I27/03L-0. 

H/WRY.M. Georgia Power Co. 79/12/06. Ip. 


7912130400 LER 79-127/03L-0; on 791187, during HPCl steam line Instruaint 

functional test 8. callbr. low side setpoint found above Tech 
Spec mas. Caused by setpoint drift. Instrument caiibr l< 
replaced on 791205 due to regular drift problems. 

NlX.R.T. Georgia Power Co. 79/12/06- 2pp. 


7912130404 Forwards LER 79-i24/03L-0. 

HANRY.H, Georgia Power Co. 79/12/06. Ip. 


7912130408 LER 79-124/03L-0: on 79US0, torus-drywell vacuum breaker 

valve 2T48-F323E would not open. Cause unknown due to 
inaccessibility of valvo. Valve will be inspected 8. repaired 
as necessary during nest cold shutdown. 

NlX.R.T. Georgia Power Co. 79/12/06. 2pp. 


7912130412 Forwards LER 79-123/03L-0- 

MANRY. H. Georgia Power Co. 79/12/06. Ip. 


•7912130421 LER 79-123/03L-0; on 791117. plant svc watsr pump 2P4I-C00IB 
did not meat required flow. Pump declared Inoperable, limiting 
condition for operation es tablished. Caused by normal wear on 
Impellers I. seal rings. Pump rebuilt 8i returned to svc. 

NlX.R.T. Georgia Power Co- 79/12/06. 2pp. 


7912140441 Forwards LER 79-122/03L-0. 

HANRV.H. Georgia Power Co. 79/13/07. Ip. 


— 7912140448 LER 79-122/03L-0; on 791117, while reactor at steady state of 
aporation.de input breaker to 2R44-8003 tripped. Caused by 
failure of small control relay at LPCl converter. Relay 
replaced. 

NIXiH.T. Georgia Power Co. 79/12/07. 2pp, 


7912180635 Forwards LER 79-12S/03L-0. 

HANRY.H. Georgia Power Co. 79/12/12. Ip. 


— 7912180642 LER 79-135/03L-0: on 791 1 14. during routine review of privlous 
radwBste discharges, discovered thet on 791107.whlle at 0 MHt 
power. min required recirculation time not met on chemical 
waste sample tank A. Caused by clogged inlet strainer. 

RQGER8.N.H. Georgia Power Co, 79/12/11. 3pp. 


791S60221 Forwards LER 79-126/03L-0. 

HANRYiM. Georgia Power Co. 79/12/14. Ip. 


—7912860224 LER 79-126/OaL-O: on 791181. during plant svc water puap 
operability test, svc water pump felled to meet A6ME Bectlon 
IX requirements. Caused by distortion of Impeller by metal 
foreign object. Pump rebuilt. 

NlX.R.T. Georgia Power Go. 79/12/14. 3pp. 


7912860265 Forwards LER 79-189/03L-0. 

HANRY.H. Georgia Power Co, 79/18/14. Ip. 


— 7912260869 LER 79-129/03L-0; on 79Il29.whllt performing procedure 
Hh*»-2-3303, HPCI pump rated flow, thermal overloads of HPCI 
auslllsry all pump breaker tripped while HPCI turbine being 
decreaeed. Caused by personnel error. Thermel overloads reset. 
NlX.R.T. Georgia Power Co. 79/12/14. 3pp. 
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7?iaai046S ForuKTils LER 7?-130/03L-0. 

HANRYiK. OBomia Pouitr Co. 79/12/26. Ip. 


— 7912310463 LER 79-1S0/03L-0; on 79t209i during rtactor uattr lovol 
initrvMtnt functional tast & calibri auitch 2B21-N042A found 
out of Tach Spac limit. Cautad by inatrumant drift. 

Initrunant calibr tc tastad. 

NIXjR.T. Oaorgia Pouar Co. 79/12/26. 2pp. 


7912100438 FoTuiards IE ■Circular 79-24. ‘’Proper Installation I. Calibr of 
Cora Spray Pipe Dreak Detection Equipment on BURs." No 
airlttan response required. 

KEPPLERiJ.O. Region 3i Chicago. Office of the Director. 79/11/26. 

Ip- 


7912110269 Foruardi IE Circular 79-23. "Hotor Starters h Contactors 
Failed to Operate. " Me response required. 

KEPPLER.J.O. Region Chicago. Office of the Director. 79/11/26. 
Ip- 


KXKET 90-367 BAKLY OENERATINO STATION 


A. App I Icatian/construetion stage documents !• correspondence 


7912110264 Dlscustfs NRC plans to usa ganarle analysts to develop early 
vtrificatlon program to rcsolva ATU8 issua for PWRs t< BURs, 

Suecasa of program dapands on Industry response. Supports 
farBatlon of eunars groups to provide nicassary info. 

DEHTDNiH.R, Dfflct of Nuclear Reactor Rtgulation. 79/10/17. 3pp. 


7912170347 Forwards eooptrativa agraamant batuaan NRC fc US Armg Corps 
of Englnters ra foundation raviau. 

OOLDBERO. 8. C. Haarlng Branch 2. FIN B-6S26. 79/11/13. Ip. 


7912190209' Lists documints provided to 0 KubinskiiUS Army Corps of 
Ergineirfirs raviau of pile foundation, 

HELLER. L.U. Division of Site Safety i< Environmental Analysis. 
79/12/04 . 2pp. 


F. Bacurlty. nedical. smtrgsncy 1. firs protection plans 


7912040471 Forwards Info ra upgraded amargancy plans to plants undsr 
const It OL rsviau, Applicants riquirad to maka certain 
aaargeneg arranganants u/stata li local organliations t< 
subailt aaargsncy plans psr Rtg Ouids 1 , 101 . 

VASSALLOi D. B. Division of Project Managanant. 79/11/21. 6pp. 


7912110431 Notifies that NRC intends to routinely forward to 
appropriate stats public util regulatory groups h state atty 
general ofes copies of escalated enforcement correspondence 
sent biy NRC to licensees. 

KEPPLER.J.O- Region 3. Chicago. Office of the Director. 79/1I/2B. 
Ip. 


7912190229 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Inatruaantation I. Control Pouer Sya Dus During Oparation." 

No written response required. 

HEFPt^.J.O. Region 3. Chicago. Office of the Director. 79/11/30. 
ip- 


7912140090 Foruards IE Info Notice 79-30, “Reporting of Defects I. 
NDneompliancBs, tOCFR21. " No action or response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/12/06. 
IP- 

7912200130 Foruards IE Bulletin 79-28. '’Possible Malfunction of Nameo 
Medal EAIBO Limit Eultches at Elevated Temps. “ Action 
required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/12/10. 
iP- 


R. Periodic operating reports & related correspondence 


0. Adjudicatory correspondence 


791206D02S Requests halt of facility const due to location in urban 
area. Certlfieata of Bve end. 

SCaTT.J.J. Illinois. Stata of. 79/11/13. 4pp. 


7912130199 Forwards FR notice of opportunity for hearing on CP 
aitanilon 1 . nawspapar advartisamant ra netica of opportunity 
for public participation in proposed NRC licensing ection. 
RI;BEN8TE1N.L. 8. Operating Raactors Branch 4. 79/11/21. Spp. 


•7912130163 Notice of oppqrtunity for hearing on CP eitanslon. Nawspapar 
advartlsamenti ra notice of opportunity for public 
par tic 1 pat ion end. 

nUBENBTEtN.L.8. Operating Reactors Branch 4. 79/11/26. 6pp. 


3. Inspactlon reports. IE Bulletins ti correspondence 


7912260167 Forwards IE Insp Rept 90-367/79-04 on 791019. No 
neneompllance noted. 

FIORELLIiB. Region 3. Chicago. Raactor Construction b Engineering 

Support Branch. 79/11/13. 2pp. 


— 7912260169 IE Insp Rept 30-367/79-04 on 791019. No noncompl lance noted. 
Major areae inspected: project turnover. 

OABLONSKti F. J, , PHILLIPS. H. 8. . KNOP.R.C. Regions. Chicago. 
Offlca of the Director. 79/11/07. 3pp. 


79I2OSO140 Forwards IE Circular 79-82. “Stroke Tlinis for Power Operated 
Relit# Velvet. “ No response required. 

KEPFLER. J. a. Region 3. Chicago. Office of the Director. 79/11/16. 
!»• 


7918100239 Forwards IE In#o Notice 79-28. ‘’Overloading of Structural. 
Eleaonte Due to Pipe Support Loads. “ No response required. 
KEPFteR.J.a. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip. 


7912030186 Forwards well charts for 791031-1107. Bai 1 ly leells u/o 
rec orders , pond 1 avals, pneumatic pressure transducers, water 
meter readings t. USOS wells for 791107. 

BOHN.R.J. Northern Indiana Public Service Co. 79/il/16, 33pp. 


7912030184 Forwards well charts Par 791024-31. Ballly walls u/o 
recorders, pond 1 eveli. pneumat ic pressure transducers 1. wster 
meter readings for 791031. 

SDHNiR.J. Northern Indiana Public Service Co. 79/11/21. 31pp. 


7912110364 Forwards well charts for 791107-19.Ballly walls u/o 
roeorders for 771114. pond levels for 791114. pnaumati c 
pressure tranduesrs for 791114 & water meter readings for 
791115. 

BOtm.R.J. Northern Indiana Public Service Co. 79/11/26. 32pp. 


7912110254 Forwards well charts for 7911 15-23, Ballly wills u/o 
recorders for 791123.pOfid levels for 791 123. pneumatic 
preieuro tranducers for 791121 b water meter rtadlngi for 
791121. 

BOHN.il.J. Northern Indiana Public Service Co. 79/li/3Q. 32pp. 


7912140234 Forwards 791123-28 well charts b 791128 facility wells w/o 
recorders, p and levels, pneumatic pressure transducers b water 
meter rsadings. 

BiM44>R.J. Northern Indiana Public Service Co. 79/12/07, 38pp. 


7912310466 Forwards well charts for 791 12B-i205> Ballly wells w/o 
roeorders. pond levels, pneumatic pressure transducers, water 
meter readings fa UBOB wells for 791205. 

SDIW.R.J. Northern Indiana Public Service Co. 79/12/14. 36pp. 


8. Reportable occurrences. LERs fa related correspondence 


7912140385 Ack receipt of 7911DS Itr re possible multiple consecutive 
actuation of safety-relief valves. Hill review final rept on 
atatter upon receipt. 

FimSLLI.O. Raglan 3. Chicago. Reactor Construction fa Engineering 

Support Branch. 79/11/27. Ip. 


7918110583 Forwards IE Info Notice 79-29. “Lost of Nonsaf ety-Related 
Rsacter Coolant 8ys Instrumentation During Operation. “ No 
specific action or reiponsi required. 

KEPPLER.J.O, Region 3, Chicago. Office of the Director. .79/11/16.. 
Ip. 


7912050388 Forwards IE Bulletin 79-86. “Boron Loss From BUR Control 
BlaJee, “ No response required. 

KEPPLER.J.O, Region 3. Chicago. Office of the Direetqr. 79/11/20... 
Ip. 


U. Cangressional/Executlve Correspondence 


791220<%77 Responds to 791022 request for NRC views fa opinions re 
proposed legislation to acquire addl lands for IN Dunes Natl 
Lahesbore Park. Proposed acquiaition has no affect on 
Issuanca or granting of facility parnits or licanses. 
IM^81CK.L.V. Office of the Executive Director for Operations. 
79/10/25. 2pp. 
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— 79122006D6 Responds to 791033 request far NRC vleus tt oplninns re 
proposed leglsletloi) to ecqulre addl lends for IN Dunes Natl 
Labeshore Park. Proposed acquisition has no effect on 
issuance or granting of faciliti^ permits or licenses. 

QOSSICKiL.V. Office of the Eiecutlve Director for Operations. 
79/10/'25. Spp. 


'-7912200&95 Requests NRC vleus ti opinions re proposed IcgisiatiBn to 
acquire addl lands for IN Dunes Natl Lakeshore Park. 

FITHIAN.P.J ■ OENJAMIN.ft. House of Rep 79/10/33. Spp. 


791S210002 Responds to 790009 Itr re alleged failure of util to comply 
u/federal regulations on plant si t ing. General criterion re 
population levels mere me t . Regu 1 a t i ons uere not violated by 
facility siting near Bethlehem Steel plant. 

GDSSICKiL.V. Office of the Eiecutive Director for Operations. 
79/10/29. 3pp 


DOCKET 50-360 ARKANSAS NUCLEAR ONE. UNIT 2 


F. Security, medical, emergency & fire protection plans 


7913100333 Notifies of delay in Plant Sys Branch Team 1 evaluations of 
facility fire protection sys. Outlines of assistance needed 
end. 

LAINAS.O. Plant Systems Branch. 79/11/16. Spp. 


7913500032 Discusses NRC 79S1C9 meoting re emergency preparedness team 
revieui objectives Provides guidance for improving licensee 
emergency preparedness & assuring capability of offsite 
agencies to take appropriate emergency actions. 

GRIMES. B.K. Emergency Preparedness Task Force. 79/11/33. 30pp. 


7913370070 Foruards comments re revisions ti addl info needed re 
facility safeguards contingency plan. Plan uithheld 
(ref 10CFB2. 790). W/o end. 

REtD.R-W- Operating Reactors Branch 4. 79/13/10. 2pp. 


7913310231 Forwards results of preliminary revieui of facility emergency 
plan. Encourages continued unrk u/state t. local 
representatives to improve emergency preparedness. Emergency 
planning acceptance criteria end. 

REID.R.H, Gperating Reactors Branch 4 (Pre 7906251. 79/13/17. 

13pp. 


7913310471 Forwards draft emergency p 1 an. incorp orat in g recoamendationa 
of NURE0-0S7B h NUREQ-06 1 0. Emergency Planning Review 
Guidelines l.Revi5io.n 1. re emergency planning acceptance 
criteria for licensed nuclear plants ti Reg Quids i. lOi. 

TRIMBLE. D.C. Arkansas Power 6 Light Co. 79/13/23. Spp. 


G Adjudicatory correspondence 


7912110030 Confirms receipt of end 790339 petition to suspend QLs for 
all PURs. Forwards FR notice Indicating that petition uillt be 
treated In accordance ui/ 10CFR2. 206. 

DENTON, H.R. Office of Nuclear Re.ictor Regulation. 79/ii/23. Ip, 


— 7913110126 Notice of request for action pursuant to 10CFR3.S06 ro 
Environ Coalition on Nuclear Pouer 790339 petition 
requesting suspension of all OLs For PWRs. 

MULLER. O.R. Office op Nuclear Reactor Regulation, 79/11/33. 
38pp. 


I. Financial information 


7912050469 Forwards util statement of source of funds. for Oct i97a- 
Det 1979. 

LANOSTON.N. Arkansas Power U Light Co. 79/11/D9. tp. 


J. Insurance t< indemnity Information 


7912070307 Forwards surety bond to meet requirements re Price-Anderton 
Act. 

HARTON.J. J. Arkansas Power U Light Co. 79/12/03. 3pp. 


P. Operating license stage documents t. correspondence 


7911090240 "Summary of Operating Eipertenee M/RedreuI at ing Steam 
Generators. " 

EISENHUT, D. 0. Division of Operating Reactors. NllREO-0323. 
79/01/31. 89pp. 


7912100IS9 Oiscuases NRC 791101 mooting w/representatives of NSS5 
vendors % fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing u/fuel cladding 
suBlIing U Incidence of rupture. Vendor responses end. 

EISENHUT. D. O. Division of Operating Reactors. 79/11/09. 65pp. 


~-791S10089S Responds to NRC 791101 request re noncompl lence of 
Uestinghousa ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluat 1 on of three fuel rod models 
indicates no safety problems for Nestlnghousc plants. 
ANDERSQN, T. H. Mestinghousc Electric Corp. 79/11/02. 4pp. 


—7913100330 Responds to NRC 791101 request re QRNL cladding swelling fe 
rupture data. Review of analytical models 6 tests Indicates 
compliance u/lOCFRSO App K.All QE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ. R. H. General Electric Co. 79/12/07. app. 


—7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
usad in vandgr evaluation models ti that analyses demonstrate 
all criteria of iOCFRSO. 46 satisfied. 

OWSLEY.e.F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. >. 
79/11/02. Spp. 


— 7913100456 Forwards addl info re evaluation of Impact of NRC propose! 
rupture/bl oekage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OUSLEYi e. F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 
79/11/04. S3pp. 


7913100033 Discusses issuance of Amend 17 to License DPR-64>uhlch 
authorized operation at lOOX power. Max allowable foe already 
paid by util. No addl fee required. 

MILLERiH. 0. License Fee Management Dranch. 79/11/13. Ip. 


—7912100043 Forwards assessment of review costs for CP b OL actions, to 
aid in fee determination. U/o end. 

BERiUlUiK.M. Office of Nuclear Reactor Regulation. 79/10/30. Ip. 


—7912100066 Provides ACR3 prof manpower expenditure estimates for CP b 
OL reviews. 

FRALEViR.F. ACRB - Advisory Committee on Reactor Safeguards. 
70/11/01. Ip. 


"7912100079 Requests info re ACR9 prof man-hrs expended on review oF 
each reactor. Data For saf e ty, environ 6 antitrust hearing 
concerns should be Included. Associated travel should not be 

sbaun. 

MILLERiH. O. License Fee Management Branch. 70/10/02. Ip. 


7912040187 Requests Tech Specs change re inadvertent actuation of 
contalnaent spray , submi t ted as Class III amend. 

CAVAMAUOHiH. Arkansas Power b Light Co. 79/11/19. 2pp. 


— 7912040193 Tech Specs Figure 3. 6-1 re containment internal pressure vs 
containment average air temp. 

* Arkansas Power b Light Co. 79/11/19. Ip. 


79121B019S Forwards request for addl info to complete evaluation of 
• lecbrlcal overt ido/by pass aspects of containment purge sys. 
LAlNASiO. Plant Systems Branch. 79/11/19. Spp. 


7913040181 Responds to NRC 791004 Itr re schedules for completing 
licensing conditions. Tech Specs revision submitted 791127. 
Description of long-term mods b Tech Specs for surveillance 
requirements due 90 days before refueling outage. 

TRlHDLEiD.C. Arkansas Power b Light Co. 79/11/27. 2pp. 


7913070424 Requests change to License NPF-6 Tech Specs, increasi ng trip 
setpoint by 23 psi. Class III amend fee b affidavit end. 

CAVANAUGH. U. Arkansas Power b Light Co. 79/11/27. Spp. 


— 79I2O704SO Proposed Tech Spec Table 2.2-1 for License NPF-6. Incrtaslui 
trip eatpsint by 23 psi. 

• Arkansas Pouiar b Light Co. 79/11/37. Spp. 


7912040439 Forwards plot of projacted operating cycles, per NRC request. 
One evarslzed page available in Central Ptlas only. 

TRIHBLEiD.C. Arkansas Power & Light Co. 79/11/38. Ip. 


7912120S34 Forwards request for addl Info to complete review of QA 
program. 

HAASBtH.P. Quality Assurance Branch. 79/12/05. 3pp. 
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7712130249 FoTuards revision (;o 791120 Itr re impleeientation schedule 
for Lessons Learned Task Force short-lerm recommendations. 

ReituBsts sipedlted concurrence u/method of compliance to 
HJREO-OS7B 

CAVANAUOHiH. Arkansas Pouer & Light Co. 79/12/05. B2pp. 


7712140327 Foruarils revision of selected provisions of 791120 response 
to THt Lessons Learned Task Force recommendations. Sequential 
shutdouns preferred to concurrent. Implementation schedule 
ere 1 . 

CAVANAUGH. U. Arkansas Power «. Light Co. 79/1S/05. 21pp. 


7912200A74 Notifies that processing b issuance of OL exceeded required 
fee. Since mai fee paidino other charges are forthcoming. 

HILLER) H. □. License Fee Management Branch. 79/12/OA. ip. 


7912270119 Notifies of completion of util evaluation re mod to hot leg 
teeip measuring instrumentation to accommodate anomalous hot 
leg temp tnd 1 cat Ions. Mod not unreviewed safety question as 
defined in 10CFR50. 59. W/791 120 itr re program criteria. 

OAHHILL) Ul. P. Assistant Director for Operating Reactor Projects (Pre 
791030). 79/12/07. Ip. 


7912170312 Forwards Suppl 1 to startup rept for period ending 791031. 
TRIKSLE.D.C- Arkansas Pouitr b Light Co. 79/12/11. Ip. 


— 7912170315 Suppl 1 to startup rept for period ending 791031. 
• Arkansas Pouer b Light Co, 79/10/31, 49pp. 


79122B0.&1& Forwards revision to NRC 791106 Additional Short-Term 
Recommendatien 2. Endurance tests for auxiliary feaduater 
pumps are shortened from 72-h to 4B-h. 

RElDiR. H. Operating Reactors Branch 4, 79/12/13. 4pp, 


7912120561 Forwards IE Bulletin 79-25, 'Tailores of Westinghouse Di'J) 
Relays In Safety-Related Sya.'‘ Action required. 

SEVFRIT.K.V. Region 4. Dallas. Office of the Director. 79/11/02. 

ip- 

791SI90033 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves. " No written response roquired. 

SEVFRIT.K. V- Region 4. Dallas, □ffice of the Director 79/11/16 

ip- 

7912120S50 Forwards IE Bulletin 79-26, "Boron Loss From BWH Control 
Blades," No response required. 

SEVFRIT.ft.V. Region 4. Dallas. Office of the Director. 79/11/20. 

ip 

7912110467 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

SEVFRITiK.V. Region 4, Dallas. Office of the Director 79/11/26. 

iP- 

7912190169 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control, Power Sys Dus During Operation." 

Urltten response required. 

SEYFRITiK.V. Region 4. Dallas, Office of the Director, 79/11/30. 

Ip. 

7912070446 Responds to NRC Itr re hot leg temp anomaly . Reactor vessel 
internals inspected on 791017 did not reveal cause of effect 
of temp switching anomaly. Desc ribes actions planned if test 
program results call for action criteria. 

TRIHBLEiD.C. Arkansas Power & Light Co. 79/12/03. 13pp. 


7912210342 Discusses proposed shutdown to Implement short-term itsms of 
NUREO-097S. Shutdown schedule undergoing mod. Units 1 b 2 will 
be shut down 791231 b 600131, respectively b will not be 
restarted until items are implemented. 

CAVANAUQH.U. Arkansas Power b Light Co. 79/12/17. 2pp. 


— 7912070447 Post-lnsp restart testinjl program. 

# Arkansas Power b Light Co. 79/12/03. 7pp. 

R. Periodic operating reports b related correspondence 


7912260239 Forwards Pages' 81-47. 91-46, Sl-Al b S1-A2 to 791211 euppl 
to 1 tar tup rept. 

IRINBLE.D. C. Arkansas Power b Light Co. 79/12/17. tp. 


—7912260241 Pages Sl-47, S1-4S. 81-Al b S1-A2 to 791211 suppl to startup 
rept. 

• Arkansas Power b Light Co. 79/12/17. 4pp. 


7912170196 Foruards munlhly operating rept for Nov 1979. 
TRIHDLEtD.C. Arkansas Power b Light Co. 79/12/14. Ip. 


—7912170203 Monthly operating rept for Nov 1979. 

PENISRORAFT.n. Arkansas Power b Light Co. 79/12/14. 11pp. 


7912270278 Forwards monthly operating rept correction for Nov 1979. 
TRIflBLEiO. C. Arkansas Power b Light Co. 79/12/17. Ip. 


79123104S6 Forwards four pages omitted from 791211 submittal of Suppl I 
to 790913 startup rept. 

TRIMBLE. D.C. Arkansas Power b Light Co. 79/12/17. ip. 


— 7912270282 Monthly operating rept correction for Nov 1979. 
PENDERORAFT. R. Arkansas Power b Light Co. 79/12/14. ip. 


—7912310461 Four pages omitted from 7912U submittal of Suppl 1 bo 
790913 startup rapt, 

* Arkansas Power b Light Co. 79/12/17. 4pp, 


0. Inspection reports, IE Bulletins b correspondence 


7912170134 Responds to IE Bulletin 79-23, "Potential Failure of 
Emtrgencg Diesel Generator Field Eiclter Transformer." 
Connections betueen low kVA rated transformers b high KVA 
rated emorgency generators have not been made. 

TRIMBLE. D.C. Arkansas Power b Light Go. 79/lO/OS. 2pp. 


7912140238 Responds to IE Bulletin 79-13, "Cracking in Feedwater Sye 
Piping." Completed volumetric examination of nozile-to- 
transltlon piece b transition plece-to-piping welds on steam 
generators. No cracks or code d i icontinui ties identified. 

TRIMBLE. D.C. Arkansas Power b Light Co. 79/10/18. ip. 


7912050326 Forwards IE tnsp Repts 50-313/79-21 b 80-368/79-20 on 
790909-1005 b notice of violation. 

HA08EK, 0. L. Region 4. Dallas, Reactor Operations Nuclear Support 

Branch. 79/10/23. 2pp. 


— 7912050333 Notice of violation from intp on 790909-1005, 

• Region 4. Dallas. Office of the Director. 79/10/23. ip. 


— 791S090342 IE Insp Repti 90-313/79-21 b 50-368/79-20 on 790909^1009. 
Noncompliance noted: outdated 0 lists. 

0DHN80N.M. 0. , UESTERMAN, T. F. Region 4, Dallas, Offlca of. tho 
Director. 79/10/23. 11pp. 


791SI40103 Forwards IE Bulletin 79-17, Revision i> "Pipe Cracks In 
Stagnant Borated Mater Sys at PMR Plants, " Mrltten response 
required. 

SEVFRITrK.V. Region 4. Dallas, Office of the Director. 79/10/29. 
ij>- 


S. Reportable Bccurrcnees. LER» b related correspondence 


7912310069 PNO-lV-79-009: on 791016, reporter Interviewed plant manager 
re repts of radioactive leakage 1 nstancss: 790926. 1 eakage 
past packing on two primary sys valves into bldg b 791012. 
shutdown cooling heat exchanger leak to sve water sys. 
tfESTERNAN. T. F. . MADSEN, O.L. Region 4. Dallas, Office of the 
Director. 79/10/17. Ip. 


7912310084 PNO-lV-79-01 1 : on 791018, durl ng surveillance tes ting , major 
bearing damage ancountcred in emergency diesel generator 2. 

Reactor shut down for examination of core Internals. 

Repairs will extend outage for undetermined period. 

HEBTERHAN, T. F. , MADSEN. O.L. Region 4. Dallas, Office of the 
Director. 79/10/10. Ip. 


7912170275 Forwards LER 79-0B7/03L-O b updated LER 79-039/03X-1. 
TR1MBLE,D. C. Arkansas Power b Light Co. 79/12/06. Ip. 


— 7912170279 LER 79-0B7/03L-0; on 791 1 14, durl ng Mode 3 operation, leakage 
diseoyered in socket weld on low pressure safety injection 
flow orifice valve. Caused by mechanical fatigue Failure at 
weld. Injection sys out of sve 3-h during repair. 

PENSERGRAFT, R. Arkansas Power b Light Co. 79/12/06. Ip. 


— 7912170281 LER 79-039/03X-1 : on 790527, during NRC audit of category E 
valve positions in Mode 3 operation, low pressure safety 
injection discharge header valve 2S1-S09I-3 found closed. 

Caused by operator error. Valve modified. 

BHIVELY.C.N. Arkansas Power b Light Co. 79/12/06. Ip. 


7912310383 Foruards LERs 79-0aB/O3L-O. 79-0a9/03L-0. 79-090/03L-0. 
79-091/03U-0 b 79-092/03L-0. 

TRIHW.E>D.C. Arkansas Powsr b Light Co. 79/12/21. Ip. 
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— 7915310394 LEFt 79-089/O3L-0 an 79 1 1 8Si d ur Ing Hoile 3 operatlorti eimargciicy 
feeduatsT flaui canfcrol valve 2CV-10S&-1 failed to close on 
deisand fTois control roam. Caused by valve operator hydraulic 
pressure being low. Sys vented. 

SHIVELY. C. N. Arkansas Pouer & Light Co. 79/12/21. Ip. 


— 7912310393 LER 79-0Q9/03L-0 : on 79 1 124. d ur Inp Mode 3 operation. eaerfancy 
feedwater flow control valve 2CV-t025-l failed to close on 
demand from control room. Caused by trash in valve operator 
hydraulic sys t> hydraulic snubber out of adjustment. 

SHIVELV.C.H. Arkansas Pouer i Liyht Co. 79/12/21. Ip. 


— 7912310399 UER 79-090/03L-0: on 791 125. during Mode 3 aperatioR. aaiorgency 
Feedwater Flow control valve 2CV-102S-1 failed to close on 
demand from control room. Caused by valve operator hydraulic 
sys being low on fluid. Sgs Filled. 

SHIVELY. C.N. Arkansas Pouer l< Light Co. 79/12/21. Ip. 


7912270327 Forwards response to NHC 791112 Itr re environ qualification 
of reactor coolant temp detectors (■ contalnmont pressure 
transmitters. Calculation results on cl. 

PMtl^fi.H.O. Duke Power Co. 79/12/19. 4pp. 


79123104&0 Notifies of completion of review of procedures It micbinllai 
for routing & installing safety-related cables. in response 
to NRC 791130 request. Cab les are installed according to FSAR 
aaparatlnn criteria. 

PARKER.W. 0. Duke Pouer Co. 79/12/26. 2pp. 


F. Security, medical, emergency t< fire protection plane 


7B09290034 Summary of firo protection appeal meeting on 7B0414. 
Meeting inconclusive, so official summary not prepared. 
BIRKEL.R. Light Hater Reactors Branch 2. 7B/09/26. 2pp. 


— 7912310404 LEff 79-09i/03L-0: on 791126. during Mode 3 operation, dissolved 
osygen concentration of reactor coolant sys found greater 
than 0. 1 ppm but less than 0.2 ppm. Caused by large RCS 
deboratlon. 

PENDERORAFT. H. Arkansas Power & Light Co. 79/12/21. Ip. 

— 7912310409 LER 79-092/fa3L-0; on 791201 . during Mode 2 operation, emerganey 
feedwater flow control valve 2CV-1025-1 failed to close on 
demand from control room. Caused by lack of hydraulic 
pressure due to low fluid level in accumulator. 

SHIVELY.C.N. Arkansas Power 1. Light Co. 79/12/21. Ip. 


DOCKET 50-369 HlLLIAtl B. MCCUIRE NUCLEAR STATION, UNIT 1 


A App 1 ication/c onstruction stage documents li correspondence 


7908010339 Notifies of status of rept on reactor cavity annulus seal. 
Most PUR users remove ring during normal operation. Others 
store seal ring in raised poeitlon during normal oparatlon, 
LAINAS.C. Plant Systems Branch (Pre 7910301. 79/07/05, 7pp. 


7912110011 Forwards NRC position on status fc applicability to pending 
□L applications of results of TMl followup actions. Outlines 
add! short-term actions to be taken. 

VASSALLO. D. D. Division of Project Management. 79/09/27. 41pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATUS issue far PURs b BIffls. 

Success of program depends on Industry response. Supports 
formation of owners groups to provide necessary info. 

DENTOM. H. n. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912070004 Requests distribution of end meaorandun to board 
notification sve lists. 

VARCA. S. A. Assistant Director for Light Hater Reactors. 79/11/00. 
3pp. 


7912110007 Forwards proposed Revision 2 to Reg Quids 1.97. 

“Instrumentation for Light Hater Coaled Nuclear Power Plants 
to Assess Plant & Environ Conditions During b Following 
Accident. " Requests commant. 

VARBAi 9. A. Assistant Director for Light Hater Reactors. 79/11/23. 
3pp. 


7912040512 Requests that completion dates specified for CPPR-S3 be 
eitended to 001231 & CPPR-B4 to B2073I. 

THIES.A. C. Duke Power Co. 79/11/30. 5pp. 


7912270092 Responds to 791100 Itr expressing concern re detsye in 
licensing of fact 1 Ities. Pol icy statement re adaptation of 
licensing procedures to include recommendations of THI task 
forces will be issued shortly. 

HENDRIE.J. M. Commission, 79/12/07. Ip. 


7912310356 Notification of 900100 meating u/utils in DethtsdaiKD 
to discuss info request re adequacy of equipment 
qualification. 

UNOARD.A.R. Pouar Systems Branch. 79/12/11. 3pp. 


7912040471 Foruards info re upgraded emergency plans to plants undir 
const (i OL review. App 1 Icants required to make certain 
emergency arrangements u/state b local organiiations b 
submit amergenty plans per Reg Guide 1.101. 

UASSALLOi D. B. Division of Project Management. 79/11/21. 6pp. 


7912210171 Fortaards final version of "Fire Qualification Test on 
Bilicona Foam Floor Penetrating Seals. " 

PARKER. H.O. Duke Pouer Co. 79/12/14. Ip. 


I. Financial information 


7912270577 Foruards duplicate copies of util 790321 guarantee of 
retroipaetive premiums, in response to NRC 791210 request. 
HHITLEY.H.O. Duke Power Co. 79/12/20. Ip. 


'7912270509 Requests approved guarantee of payment of deferred prinluai 
for 1979. 

SALT2HAN.J. Antitrust b Indemnity Group. 79/12/10. Ip. 


P. Operating license stage documents b correspondence 


7912200S74 Discusses separation of alectrical aquipmant b sys at 
plants. Forwards procedures for conducting electrical 
saparatien field audit. 

BAERtR.L. Light Water Reactors Branch 2. 79/11/30. 4pp. 


Q. Inspection reports. IE Bulletins b correspondence 


7912040010 Responds to IE Bulletins 70-12. 7e-12A b 78-120 re weld aatl 
documentation. Info pertinent to McGuire Unit 3 reactor, 
vestcl Included in RDM rept which was submitted on 791029. 
Hestlnghouse transmittal Itr end. 

PARKER.H.O, Duke Power Co. 79/11/07. 2pp. 


—7912040014 Forwards rept "Held Mat! Documentation of Eltvan Reactor 
Prassure Vessele Fabricated by RDM for Westinghouie. " in 
responie to IE Bulletin 70-12. Comp Is te rscordt search made b 
no atypical ueld matl found. W/o end. 

AK!£flB0N. T. M. Hestlnghouse Electric Carp,. PHR Systems Dlv, 
79/10/29. Ip. 


7912060128 Forward s IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblies. " No specific action or response required. 
O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/11/09. 2pp. 


7912100169 Forwards IE Info Notice 79-28, "Qverlaadlng of Structural 
Elements Due to Pipe Support Loads. " No response required. 
O'REILLY, J.P. Region 2. Atlanta. Offica of the Director. 
79/11/16. Ip. 


7912110949 Forwards IE Info Notice 77-29, "Loss of Nonsaf Ity-Relatid 
Reaetnr Coolant Bys Instrumentation During Oparatlon. " No 
specific action or response required, 

□ 'REILLY, J. P. Region 2, Atlante, Office of the Director. 

79/11/16. 2pp. 


7912210151 Forwards proprietary & nonproprietary response to NRC 790911 
Itr re fuel assembly guide thimble tuba wear. App 1 tcatlon 
b affidavit for withholding proprietary Info end. Document 
withheld (ref 10CFR2. 790). 

PARKER, H.O, Duke Power Co, 79/12/14. 34pp. 


7912270352 Forwards addl info re staan generator level miaeurenent 
errore. In response to NRC 791015 request. Info pertains to 
measuring sys, ref lag heatup, watsr density changes, steam 
generator narrow range level b emergency procedures. 

PARKER. H.D. Duka Power Co. 79/12/ia, 7 pp. 


7912050318 Act receipt of IE Insp Rapt 50-369/79-30 on 791022-23, No 
proprietary infs. 

PAR>^,H.a. Duke Power Co. 79/11/23. Ip. 


— 7912090520 Foruards IE Insp Rept 50-369/79-30 on 791022-23. No 
noncempltance noted. 

MmPHYiC.E. Region 2, Atlanta, Reactor Conitruetion b 
Engineering Support Branch. 79/11/05. 2pp. 
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— 791BOS0932 IE Imp Rfpt 80-369/79-38 on 791022-83. No noncompHaneo 
nottd. Major area Inipee ted : e team generator feeduater line 
radlographij. 

CAQWLEYiB.R. Region 2, Atlanta. Office of the Director. 
leRDT.A.R. Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch. 79/11/01. 3pp. 

7912060607 Forward* IE Circular 79-24. "Proper Installation *■ Caltbr of 
Core Spray Pipe Break Detection Eciulptnent on BURs. '' No 
responee required. , 

O'REILLV. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


79I2U0134 Forward* IE Circular 79-23. "Motor Starters 6 Contaetora 
Failed . to aperate. '' No response required. 

Q'REILLV.J. P. Region 2. Atlanta. Office of the Director. 
79/11/26. ip. 


7918060102 Ack receipt of 791109 Itr informing NRC of stcpi taken to 
correct vioiatione noted in IE tnsp Rept 80-369/79-29. 

LEUIS.R.C. Region 2. Atlanta. Reactor Operations Nucitar Eupport 
Branch. 79/11/20. Ip. 


'79120601BB Reeponds to NRC 791019 itr re violations noted in IE Xnep 
Rapt 80-369/79-29. Corrective actions: ra-a«amln#d valve 
lineup tc verified that remaining valve* corractlij aligntd. 

No proprietary info. 

PARKER.H.O, Duke Pouir Co. 79/11/09. 2pp. 


— 7918060192 Foruard* IE Insp Rapt 80-369/79-29 on 790816-23 t notice of 
violation. 

LEHie.R.C, Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch, 79/10/19. 2pp. 


— 7918060197 Notice of violation from ln*p on 790816-23. 

0 Region 8. Atlanta. Office of the Director. 79/10/10. ip. 


--791806021S IE Insp Rept 80-369/79-29 on 790816-23. Noneotsp Ilanc# noted: 
fellura to follow valve alignment procedure, 

WHITENER. H. U. . JOHNBQN. A. H. Region 2. Atlanta. Office of the 
Director. BURNETT. P. T. Region 2. Atlanta. Reactor Operatlen* 

Nuclear Support Branch. 79/10/18. Spp. 


7912190386 Forward* IE Bulletin 79-27. "Lot* of Non-Class IE 
Tnstrueantetion li Control Pouer Byt But During Optration. " 
Written response required. 

Q'AEILLYitf.P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip, 


7912310293 Forwards IE Info Notice 79-30. “Reporting of Dafaeti ti 
NBRCOmpllances. 10CFR21. " No action required. 

O'RElLLYi J. P. Region 2. Atlanta. Offlca of the Director. 
79/12/06. Spp. 


7912200026 Forward* IE Bulletin 79-28. "Posslblt Malfunction of Naaica 
Hedal EAIBO Limit Switches at Elevated Temps." Action 
rtqirlred. 

O'REILLY.O. P. Region 2. Atlanta. Offlca of the Director. 
79/12/07. 2pp. 


7912280189 Aek receipt of IE Insp Rept 80-369/79-36 on 79l009-ll.Na 
proprietary Info, 

PAHKER.H.O, Duke Power Co. 79/18/13. ip. 


— 79I22B0163 Forwards IE Insp Rept 80-369/79-36 on 79i009-tl.No 
nancamp 1 lance noted. 

LEWlSiR.C. Region 2. Atlanta. Reactor Operations Nuclear 

Bupport Branch, 79/11/83. 2pp. 


— 7912200174 IE Insp Rapt 80-369/79-36 on 791009-11. No noneemplfanee 
noted. Major areas Inspected: preoperational teet procadureo. 
eoMpletad preoperational test package review h followup on 
pravleu* Insp finding*. 

DYERiJ.A. Region 2. Atlanta. Reactor Operation* Nuclear Bupport 
Branch. DONAT.T.J.. MOON.B.T, Region 2. Atlanta. Office of the 
Director. 79/11/23. 7pp. 


7912280377 Forward* IE Info Notice 79-31. "U*e of Incorrect Ampllfiad 
Riiponee Spectra. " No written retponia required. 

O'REILLYj J, P. Regions. Atlanta. Office of the Director. 
79/12/13. 2pp. 


7912280129 Forward* IE Circular 79-28. “Shock Arr#*tor Strut A***ably 
tntarferenea. " No written r*«pon«e required. 

a'REILLY. J. P. Region 2. Atlanta. Office of the Director;; 

79/12/20. 4pp. 


S. Reportable occurrences. LERs ft related correspondence 


791116D464 Forwards Significant Deficiency Rept 369-370/79-10. 
PARKER.M.O. Duke Power Co 79/11/08. Ip. 


79120SOS92 Forward* deficiency rept SD 369-370/79-11 re Hestinghouse 
7300 Series process 1 b C card technical problems. 

PARKER.H.O. Duke Power Co. 79/(1/29. Ip. 


— 79120SOS94 Deficiency rept.SD 369-370/79-11 re Westinghouse 7300 Series 
procae* comparator card technical prob lems. Caused by design 
deflctancie*. Insp of cards conducted h card* being repaired. 
Corrective actions to be completed by 800430. 

• Duke Pouer Co. 79/11/29. 7pp. 


79120S0903 Suppl 1 to Deficiency Rept 369-370/79-06 re personnel air 
lock door seal probl »m. Submit s details on corrective 
actions taken. Action* for Unit 1 will be completed 1> 
personnel air lock door seals reinstalled by 800130. 

PARKER.M.D. Duke Power Co. 79/11/30. 10pp. 


7912190710 Significant Deficiency Rept 369-370/79-06. suppl re personnel 
air lock door seals. All penetrating bolt holes b holes 
deviating from perpendicular re more than 3 degress were 
plugged, drilled b tapped. Action completed by 800131, 

PARKB1.M.O. Duke Power Co. 79/11/30. 2pp. 


— 7912190713 Shop insp procedure for air lock doors. Revision 0. 
a U. J. Hoollay Co. 79/10/10. Spp. 


DOCKET 90-370 WILLIAM B. MCOUIflE NUCLEAR STATION- UNIT 2 


A. Applicatlon/CDnitructlon stage documents b correspondence 


7912110011 Forwards NRC position on status b applicability to pending 
OL applications of results of TMI followup actions. Outlines 
add! short-term actions to bt taken. 

VMBALLO. 0. B. Division of Project Management. 79/09/87. 4Ipp. 


7912110264 Dlscussts' NRC plant to use gtntrlc analytes to develop early 
verification program to rtsolve ATWB issue for PWRs b BWfis. 

8UCCSSS of program depends on Industry retponst. Supports 
fornatisn of owners groups to provide necessary info. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912070004 Requests distribution of end memorandum to board 
notification sve lists. 

VAROA-S.A. Assistant Dlrsctor for Light Water Reactor*. 79/ll/OQ. 
Spp. 

7912110007 Forward* propostd Revision 2 to Reg Ouide 1.97. 

■Instrunentation for Light Hater Coded Nucleer Power Plants 
to Asses* Plent b Environ Conditions During b Following 
Accident. " Requests commsnt. 

VAROAiB.A. Assistant Director for Light Water Reactor*. 79/11/23. 
3pp. 


7912040812 Requests that completion dates specified for CPPR'B3 be 
estanded bo 601231 b CPPR-e4 to 820731. 

THIESjA.C. Duke Power Co. 79/11/30. Spp. 


7912200974 Discusses separation of electrical equipment b sys at 
plants. Forwards procedures for conducting electrical 
separation field audit. 

BASliR.I.. Light Water Reactors Branch 2. 79/11/30. 4pp. 


7912270092 Responds to 79110B Itr Bsprassing concern re delays in 
licensing of fac 11 it its. Po 1 icy statement re adaptation of 
licensing procedures to Include recoaunendat 1 on* of TNI task 
forcas will bo issued shortly. 

HB4miE.>f.M. Commission. 79/12/07. ip. 


7912210181 Forward* proprietary b nonproprietary response to NRC 790911 
Ibr re fuel asiimbly guide thimble tube wear. Application 
b affidavit for withholding proprietary info end. Document 
withheld tref 10CFR2.790>. 

PARKB!>U. 0. Duke Power Co. 79/12/14. 34pp. 


791K70382 Forwards addl Info re steam generator level measurenint 
■rrarsi in retpenta to NRC 791019 requett. Info pertains to 
Measuring eysiraf lag hsitupi water density changes- steam 
foneraiar narrow range level tc emergency procedures. 

PARKER-H.O. Duke Power Co. 79/11^/18. 7pp. 

7912270327 Forward* response to NRC 791112 Itr re inviron qualification 
af reactor coolant temp detector^ b containment pressure 
transaltbari. Calculation reaulta/ end. 

PMIKERiH. Q. Duke Power Co. 79/12/19. 4pp. 
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7<?l33J04faO Notifies of completion of revieu of procedures b ncchanisms 
for roueln^ ij i'lstalling safety-related cablesiin response 
to NUC 791130 request. Cables are inslalled according to FSAR 
separation criteria 

PARKER. W a. Duke Pooler Co 79/13/36. 2pp. 


F Security, medical, enerjency *■ fire protection plans 


7a092'J005‘i Sumnary of fire protection appeal meeting on 750414. 
Meeting inconclusive, so official suinma ry not prepared. 
aiRKEL.n. Light Water Reactors Dranch 3. 7B/09/3lt. Spp- 

7912040471 Foruards info re upgraded emergency plans to plants under 
const !. DL revieiu. App 1 i can 1 5 required to make certain 
emergency arrangements u/state Xt local org anl tat i ons b 
submit emergency plans per Reg Guido I.IOI. 

VASSALLO. D. 0. Division of Project Manaoement- 79/11/31. 6pp. 


7912210171 Forwards final version of ‘’Fire Qualification Test on 
Silicone Foam’Floor Penetrating Seals " 

PARKER. W.O. Duke Power Co. 79/12/14. Ip. 


I Financial information 


7912270577 Forwards duplicate copies of util 790321 guarantee of 
retrospective pr emlums . in response to NRC 791210 request. 
UHITLEV.H. 0, Duke Power Co 79/12/20. Ip. 


— 7912270SB5 Requests approved guarantee of payment of deferred premluas 
for 1979. 

SALTZMAN.J. Antitrust U Indemnity Croup. 79/12/10. Ip. 


Q. Inspection reportsi IE Dulletins ti c orrospondence 


7912040010 Responds to IE Bulletins 72-12. 7S-12A tt 7B-12D re ueld matl 
documentation. Info portlnont to (IcOuire Unit 2 reactor 
vessel included in RDM rept which was submitted on 791029. 

Wes t Ingbou se transmittal Itr end. 

PARKER. H a. Duke Power Co. 79/11/07. 2pp. 


—7912040014 Forwards rept "Weld Hatl Documentation of Elawon Reactor 
Pressure Vessels Fabricated by RDM for West inghouse. " in 
response to IE Bulletin 76- 12. Comp I ete records search made !■ 
nn atypical ueld matl found. W/o end. 

ANDEHSCM.T. n. Westinghouse Electric Curp.. FHfl Systems Div. 
79/10/29. ip. 


7912060128 Forwards IE Info Notice 79-12Ai "Attempted Damage to Neu 
Fuel Assemblies." No specific action or response required. 
D'REILLY, J. P. Rogion 2. Atlanta. Office of the Director. 
79/11/09. 2pp. 


7912100169 Foruards JE Info Notice 79-2B, "Owerl oadlng of atruetoral 
Elemants Quo to Pipe Support Loads- " No response required. 

O'REILLY. JP. Rogion 2. Atlanta. Office of the Director. 

79/11/16. Ip. 

7912110545 Forwards IE Info Notice 79-29. "Loss of Nonsafety^elatod 
Reactor Coolant Sys Instrumentation During Oparatlon." No 
specific action or response required. 

O'REILLY. J. p. Region 2. Atlanta, Office of the Director. 

79/11/16. 2pp. 

7912110220 Act receipt of 791019 Itr Informing NRC of steps taken to 
correct Violation noted in IE Insp Rept 5D-370/79-l'B- 

HURPHV.C.E. Rogion 2. Atlanta. Reactor Construction*. Engineering 

Support Branch 79/11/23. Ip 


— 7912110229 Responds to NRC 79092B Itr re violation noted in IE Itisp 
Rept 50-370/79-18. Corrective act i ons: sketches made of 
electrical bracing on safe by-re 1 abed motors U will be 
reviewed to assure adequacy. 

PARKER. W.O. Duke Power Co. 79/10/19. 2pp. 

— 7912110233 Forwards IE Insp Rept 50-370/79-10 on 790904-07 fc notice of 
viol atlon. 

MURPHY. C.E. Region 2. Atlanta. Reactor Construction*. 

Engineering Support Branch. 79/09/23. 2pp. 


— 7912110238 Notice of violation from insp on 790904-07. 

• Region 2, Atlanta, apfice of the Director. 79/09/S7. Ip. 


— 7912110247 IE Insp Ropl 50-370/79-lQ on 790904-07. Noncomp Uance noted: 
mod to safety-related motors w/o approved drawing. 

OIDBENS.T. D. 1 CONLON. T. E. Region 2. Atlanta, Office of the 
Director. 79/09/27. 3pp. 


7912060607 Forwards IE Circular 79-24. "Proper Installation !< Callbr of 
Core Spray Pipe Break Detection Equipment on BURs. " No 
response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110134 Forwards IE Circular 79-23. "Motor Starters tc Contactors 
Failed to Operate." No response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/11/26. Ip. 


7912190392 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation St Control Power Sys Dus During Operation." 
No written response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/11/30. Ip. 


7912310293 Forwards JE Info Notice 79-30. "Reporting of Defects b 
Noncompliances, lOCFRRi. " No action required. 

O'REILLV.U. P. Region 2. Atlanta, Office of the Director. 
79/12/06. Spp. 


7912300026 Forwards IE Bulletin 79-28, "Possible Malfunction of Namco 
Nodal EA180 Limit Switches at Elevated Temps. " Action 
required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/12/07. 2pp. 


7912200377 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLY. J. P. Region 5, Atlanta, Office of the Director. 
79/12/13. 2pp. 


7912200129 Foruards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interfarenee. " No written response required. 

□ 'REILLY, J. P. Rogion 2, Atlanta, Office of the Director. 
79/12/20. 4pp. 


S. Reportable occurrences, LERs 6 related correspondence 


7912050593 Forwards deficiency rept 8D 369-370/79-t 1 re Uestinghous* 
7300 Berios process I !< C card technical problems. 

PARKER.H.D. Duke Power Co. 79/11/29. Ip. 


—7912050594 Deficiency rept. 80 369-370/79-11 re Heitinghous# 7300 Bsrln 
process comparator card technical prob lems, Caused by design 
deficiencies. Insp of cards conducted b cards being repaired. 
Corrective actions to be completed by 800430. 
e Cuke Power Co. 79/11/29. 7pp. 


7912030503 Buppl 1 to Deficiency Rept 369-370/79-06 re personnel air 
lock doer seal prob lem. Subml te details on corrective 
actions taken. Actions for Unit 1 will be completed b 
personnei air lock door seals reinstalled by B00130. 

PARKER.M.O. Duke Power Co. 79/11/30. 10pp. 


7912190710 Significant Deficiency Rept 369-370/79-06, suppl re personnel 
air lock door seals. All penetrating bolt holes b holes 
deviating from perpendicular re more than 3 degrees were 
plugged, drilled b tapped. Ac t Ion complsted by 800131. 

PARKER.W.O. Duka Power Co. 79/11/30. 2pp. 


—7912190713 Shop insp procedure for air lock doors. Revision 0. 
e U. J. Hoolley Co. 79/10/10. 8pp. 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


A. Applicatlon/constructlon stage documents b correspondence 


7912110011 Foruards NRC position on status b appl 1 cab i 11 ty to pending 
DL applications of results of TMI followup ac tlons. Outl ines 
addl short-term actions to be taken. 

VASSALLO, D. 0. Division of Project Management. 79/09/27. 41pp. 


791211(ffl64 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for PHRe b BURs. 

Success of program depends on industry response. Supports 
formation «f owners groups to provide necessary info. 

DEMTONjH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912070212 Forwards proposed Revision 2 to Reg Ouido 1.97, 
■Instruasntation for Light Uater Cooled Nuclear Power Plante 
to Assosa Plant b Environs Conditions During b Following 
Accident." Requests comment. 

VAROAtS.A. Assistant Director for Light Water Reactors. 79/10/23. 
3pp. 
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7913'1?0417 Requests eddl info for as-built piping analysis. Sits visit 
planned for discussion of revieu u/eng ineur s. DRNL uill 
parforn LaSalle revieui. 

PAflR.O.D. Light Water Reactors Branch 3. 79/lI/iS. 3pp. 


7912040261 Forwards plant steam bypass capacity sheets, percent rated. 
Info provided to 6E for incorporation into NEI>0-S470a. 

PEOPLES. D.L. Commonwealth Edison Co. 79/11/16. 200pp. 


7912270178 Notification of 791214 meeting u/applicants to discuss 
propoiad Ravlsion 2 to Reg Guide 1.97. "Instrumentation for 
Light Uatar Coaled Nuclear Plants to Assess Plant & Environs 
Conditions During b Following Accident." 

KINTNER.L.L. Light Water Reactors Branch 1. 79/11/19. Ip. 


7912100313 Responds to NRC 79111S request re confirmatory piping 
analysis for fac 1 1 i ty. Forwards Info for RHR pipe line. Tima 
history responses for relative anchor motion b OOE response 
spectra will be forwarded. M/o end. 

BELOEanOE. L. 0. Commonuealth Edison Co. 79/12/OS. 2pp. 


79I231049B Notification of 791219 meeting site visit u/util to orient 
QRNL It Battelle-Columbus personnel w/facillty & to discuss 
NRC eonf ireiatory piping analysis. 

BOORNtA. A. Light Water Reactors Branch 3. 79/12/07. 3pp. 


7912210349 Forwards cover sheet for CE-l-A. Revi ilon 10. inadvertently 
omitted from 791116 transmittal. 

NAlfOHTON. H. F. Commonwealth Edison Co. 79/12/13. 2pp. 


7912310343 Forwards revised pages to CE-l-A. "Comm Ed OA Progran for 
Nuclear Generating Stations." Revision 11. 

OANECEK.R.F. Commonwealth Edison Co. 79/12/20. Ip. 


--7912310339 Revised pages to CE-l-A. "Comm Ed QA Program for Nuclear 
Oenerating Stationsi" Revision 11. 

a Commanwealth Edison Co. CE-l-A. 79/11/21. 16pp. 


F. Security, medical, emergency ic fire protection plans 


7912040471 Forwards Info re upgraded emergency plans to plants under 
const ti OL review. App 1 icants required to make certain 
eaergency arrangements w/state li local organliatl ons (i 
submit emergency plans per Reg Guide 1.101. 

VASSALLOi D. D. Division of Project Management. 79/11/21. 6pp. 


7912270060 Forwards request for addl info re emergency planning. 
Revised emergency plans incorporating new requirements due 
with in Five wks. 

PARR.D. D. Light Water Reactors Branch 3. 79/12/07. 7pp. 


0. Adjudicatory correspondence 


7912260347 Denies 790321 request to Institute proceedings to suspend or 
revoke CPs, 

rENTOM.H.R. Office of Nuclear Reactor Regulation. 79/12/04. 2pp. 


— 79I22603SO Director's denial of Citizens Against Nuclear Power 790081 
request under 10CFR2. 206 to suspend or revoke CPs. Sufficient 
info exists to establish conservative hydrodynamic loads 6 
to (valuat* facility response. 

DBNTONiH.R. Office of Nuclear Raactor Regulation. 79/12/04. 6pp. 


— 7912260351 Denial of Citizens Against Nuclear Power 790S21 request for 
suspension or revocation of CP. Suf f Ic lent info exists to 
establish crittria for design t> evaluation of Mark II 
containment sys. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/12/04. Ip. 


— 7912260334 Forwards 790B21 petition to institute proceeding to suspond 
or revoke CP. 

KODNERrJ.L. Comnittqe for Application of Nuremberg Principles to 
US Nuclear Power Production. 79/0B/21. Ip. 


— 79122603SS Petition to. institute proceedings to suspend or revoke CP. 
Util did not consider hydrodynamic loads that rifult fro* 
dynamic' affects of drywell air l< stream forced into 
suppression pool during LGCA. 

OQODLi E. Commlttse for Application of Nuremberg Principles to UB 
Nuclear Power Production. CAMPBELL. S. E. Slnnlsslppi Alliance for 
the Environment (SAFE), NAUMAN. 0. Citizens United for Reeponelbla 
, Energy. 79/03/21. 8pp. 


H. General correspondence 


791228D6D5 Discusses 791304 title change of managsr of nuclear 
operations to vice pre s ident. Urgan 1 zo t ion structure not 
altered. Ns revision will be made to OA program topical rept 
CE-l-A until organization structure is delineated. 
JANECEK.R.F. Commonuealth Edison Cn. 79/32/19. ip. 


Q. Inspection reports. IE Qollotlns 6 correspondence 


79I20701SS Forwards IE Insp Repts 50-373/79-34 b 50-374/79-23 on 
771002-04. No noncomp 1 1 ance noted. 

FIOKELLI.Q. Region 3. Chicago. Reactor Construction b Engineering 

Support Branch. 79/10/36 2pp. 


— 7912070162 IE losp Repts 50-373/79-34 8. 30-374/79-34 on 791002-04. 
Naneoapliance noted. Major areas inspec ted : nond es true tive 
exaaiziations on RHR pipe welds of Unit 1 t. work activities 
re recirculation sys safe-end thermal sleeve mod. 

UILLIAHS.C. C. . BARRETT.P. A. . NEISLER.J.H. Regions, Chicago. 
Office of the Director. 79/10/24. 7pp. 


7912100333 Forwards IE Insp Repts 50-373/79-35 b 50-374/79-24 on 
791016-17. No noncompliance noted. 

FIORELLIiG. Region 3. Chicago. Reactor Construction b Engineering 

Support Branch. 79/11/06. 2pp. 


— 7912100342 IE Insp Repts 50-373/79-35 «< 50-374/79-24 on 791016-17. No 
noncoop t lance noted. Major areas inspec ted; veri f i ed ASME 
certificates of authorization held by licensee b contractors 
b conducted ravioui of previously reported items. 

LEE.E.M.K.> NEISLER.J.H,. WILLIAMS. C. C. Regions, Chicago. 
Office of the Director. 79/ll/OS. 5pp. 


7912210150 Forwards IE Insp Rept 50-373/79-37 on 79l017-!9.No 
noncumpliance noted. 

HElSlVWf. R. F. Region 3. Chicago. Reactor Operations Nuclear 

Support Branch. 7V/11/0Q 2pp. 


— 7912210154 IE Insp Ropt 50-373/79-37 on 791017-19. No noncompllance 
noted. Major areas 1 nspec ted : prooperat ional test program b 
followup on Items of noncompllance. 

MAURA. F. A. < STREETER. J. F. Region 3. Chicago. Office of the 
Director. 79/ll/OB, 4pp. 


7912050106 Forwards IE Circular 79-23, "Stroke Times for Power Operated 
Relief Valves " No response required. 

KEPPLEfli if. 0. Region 3, Chicago. Office of the Director. 79/11/16. 
Ip. 


.7912100213 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

KEPPLERiJ. 0. Region 3. Chicago. Office of the Director 79/11/16. 

Ip. 


7912110557 Forwards IE Info Notice 79-29, "Loss of Noniafety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
tpeclfic action or response required. 

KEPPLER.J.O. Region 3, Chicago. Office of the Director. 79/11/16. 

>P- 


7912050344 Forwards IE Bulletin 79-26. "Doran Loss From DWR Control 
Blades." No- response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/20. 
IP- 

7912100417 Forwards IE Circular 79-24. "Proper Installation b Callbr of 
Care Spray Pipe Break Detection Equipment on DWRs. " No 
written response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/26. 

IP- 


7912140137 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate." No written response required. 

KEPPLBl.J.O. Region 0, Chienge. Office of the Director, 79/11/26. 
tp- 


7912110393 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general efes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER.J.O. Region 3. Chicago. Office of the Dlracter. 79/11/2B. 
ip. 


7912190207 peruards IE Bulletin 79-27. “Loss of Nun-Class IE 
Instrumentation b Control Fewer Sys Dus During Operation." 
Na written response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 

IP- 


79/H/30. 



212 


DOCKETED ITEMS 


79121400Si Forwards IE Info Notice 79-30. “Reporting of Defects 6 
Nancoopliances. lOCFFai. “ No action or response reituired. 

KEPPLER.J.O. Region 3< Ctiicago. Office of the Director. 79/13/06. 
Ip. 


7912210169 Responds to IE Bulletin 79-07. “Beisalc Stress Analgsis of 
Safety-Related Piping.” Fine sample probleas. defined by NRC. 
conpleted. ver i fying SAP-PIYBIS code. Frequency t nodal 
participation factors agree ui/NRC definitions. 

PEQPLESi D U. CoBdirniwealth Edison Co. 79/12/06. Ip. 


7912200066 Forwards IE Bulletin 79-20. 'Possible Malfunction of Nance 
Hodel EAIBO Liait Switches at Elevated Tenps. ’ Action 
required. 

KEPPLER.J.O. Region 3. Chicago, Office of the Director. 79/13/10. 
IP- 

S. Reportable occurrences. LERs & related correspondence 


79120S0SD1 Forwards supplenental info to deficiency rept re defects 
in ventilation stack. Meetly insp progran initiated to 
ensure safety of structure. Transfer of fuel frou current 
location not prudent. 

DELGEORSEi L. □. Conaonwealth Edison Co. 79/11/29. 3pp. 


7912260079 Acfc receipt of 79112B Interia deficiency rept re vent stack. 
FIORELLI.e. Region 3. Chicago. Reactor Construction & Englnearing 

Support Branch. 79/12/07. Ip. 


DOCKET 50-374 LASALLE COUNTY BTATIOH. UNIT 2 


A. Appllcatton/canstruction stage docuaents & correspondence 


7912110011 FoTuards NRC position on status tc applicability to pending 
OL applications of results of TNI followup actions. Out! tnes 
addl short-tera actions to be taken. 

VASSALLQi D. B. Division of Project Hanagenent. 79/09/27. 41pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification prograa to resolve ATMS Issue for PUHs li BHRs. 

Success of prograa depends on industry response. Supports 
foraation of owners groups to provide necessary Info. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912070212 Forwards proposed Revision 2 to Reg Ouide i.97. 

“Instriraentation for Light Mater Cooled Nuclear Power Plants 
to Assess Plant & Environs Conditions During (• Fallowing 
Accident.* Requests coeunint. 

VAHOA.a. A. Assistant Director for Light Mater Reactors. 79/10/23. 
3pp. 


7912190417 Requests addl info for as-built piping analysis. Site visit 
planned for discussion of review w/engineers. ORNL will 
perform LaSalle review. 

PARR.O. 0. Light Mater Reactors Branch 3. 79/11/15. 3pp. 


7912040261 Forwards plant steam bypass capacity sheets. percent ratsd. 
Info provided to C-E tor incorporation into NEDD-2470S. 

PEOPLEB.D.L, Commanwealth Edison Co. 79/11/16. 200pp. 


7912100313 Responds to NRC 791115 request re eonfiraatory piping 
analysis for fac i 1 Ity. Forwards Info for RHR pipe line. Time 
history responses for relative anchor motion l< OBE response 
spectra will be forwarded. M/o end. 

DELOEORCE.L.O. Commonwealth Edison Co. 79/12/OS. 2pp. 


791231049B Notification of 791219 meeting Ic site visit w/util to orient 
ORNL t< Battslle-Columbus personnel w/facility h to discuss 
NRC confirmatory piping analysis. 

BQURNIA. A. Light Mater Reactors Branch 3. 79/12/07. 3pp. 


7912210349 Forwards cover sheet for CE-rl-A. Revision 10. inadvertently 
omitted from 791116 transmittal. 

NAUeHT(W,H.F. Commonwealth Edison Co. 79/12/13. 2pp. 


7912310340 Forwards ravlesd pages to CE-l-A. “Coma Ed OA Prograa For 
Nuclear eanerating Stationsi* Revision il. 

JAfCCEKrR.F. CosMonwealth Edison Co. 79/12/20. Ip. 


--7912310339 Revised pages to CE-i-A. “Coma Ed OA Program for Nuclear 
Oenerating Stations! “ Revision 11. 

• Comonuealth Edison Co. CE-l-A. 79/11/21. 16pp. 


F. Security, medical, emergency 6 fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const & DL review. Appl icants required to make certain 
emergency arrangements u/state li local opganl lations h 
submit emergency plans per Reg Ouide 1.101. 

VASSALLD. 0. B. Division of Project Management. 79/11/21. 6pp. 

7912270060 Forwards request for addl info re emergency planning, 
Revised emergency plans Incorporating new requirements due 
within five wks. 

PARR.O- D. Light Mater Reactors Branch 3. 79/12/07. 7pp. 


O. Adjudicatory correspondence 


791119DS2B Testimony re Intervenor Miami Valley Power Project 
Contention 17 on use of Kaowool as fire barrier for cable 
trays. Certificate of 6vc end. 

IIARRl^lN.O. A. Division of Systems Safety. 79/10/30. 13pp. 


•7911190530 Forwards June 1979 "Fire Protective Cable Tray Fir# Test" 
by MS Abrams, witnessed by NO Cohn on 790606. 

COHN.N.B. Oage-Dabcock Associates. Inc. 79/06/12. 6pp. 


7912260347 Denies 770821 request to Institute proceedings to suspend er 
revoke CPs. 

DBITtM.H.R. Office of Nuclear Reactor Regulation. 79/12/04. 2pp. 


— 7912260350 Director's denial of Citiiens Against Nuclear Power 790921 
request under 10CFR2. 206 to euspend or revoke CPe. Sufficient 
info esists to establish conservative hydrodynamic loads b 
to evaluate facility response. 

DENTBN.II.R. Office of Nuclear Reactor Regulation. 79/12/04. 6pp. 


— 7912260351 Denial uf Citltens Against Nuclear Power 790821 request for 
suspension or revocation of CP. Buff ic lent info exists to 
establish criteria for design b evaluation of Mark 1! 
containment sys. 

DENTOM.H.R. Office of Nuclear Reactor Regulation. 79/12/04. Ip. 


—7912260334 Forwards 790B21 petition to institute proceeding to suipsnf 
or revoke CP, 

KODICR.J.L. Committee for Application of Nurimbarg Principles to 
US Nuclear Power Production. 79/08/21, Ip. 


— 79122603BS Petition to institute proceedings to euspend or revoke CP. 
Util did not consider hydrodynamic leads that result from 
dynamic effects of drywell air b stream forced Into 
suppression pool during LOCA. 

20K3L.E. Committee for Application of Nuremberg Principles to US 
Nuclear Power Production. CAMPBELL. S. E. Slnnlsiippl Alliance for 
the Environment (SAFE). NAJMAN. 0. Citiiens United for Responsible 
Enersu- 79/0B/21. 5pp. 


H. Seneral correspondence 


79122S060S Discusses 791204 title change of manegcr of nuclear 
eperatlons to vice pros! dent. Organization structure not 
altered. No revision will be made to OA program topical rept 
CE-l-A until organization structure is delineated. 

JMJECEK, R. F. CoBiBonwsalth Edison Co. 79/12/19. Ip. 


O. Inspection reports. IE Bulletins b corriipondencs 


7912070135 Forwards IE Insp Repts 50-373/79-34 b 50-374/79-23 on 
791002-04. No noneompllancs notsd. 

FIORSJ-I.O. Region 3. Chicago. Reactor Construction b Enginssrtng 

Support Branch. 79/10/26, 2pp. 


— 7912070162 IE Imp Repts 50-373/79-34 b 50-374/79-34 on 791002-04. 
Nancompllance notid. Major arsas inspectsdrnondestructlvs 
ezaalTiations on RHR pips wslds of Unit 1 b work aetivttisf 
re recirculation sys safe-end thermal sleeve mod. 

HIULIAMfl. C.C. . BARRETT.P. A. . NEIBLER.J.H, Region 3, Chicago, 
Offica of the Director. 79/10/24. 7pp. 


79121B0333 Forwards IE Insp Repts 50-373/79-33 b 80-374/79-24 on 
791016— 17. No noncampllanee noted. 

FlCMELLIiO. Region 3. Chicago. Reactor Construction b Enginssrtng 
Support Branch. 79/11/06. 2pp. 


— ^7912180342 IE Insp Repts 50-373/79-33 b 50-374/79-24 on 791016-17. No 
noncomplianca noted. Major areas inspsctBd:vsrlflcd ASRE 
csrtificatss of authorization held by lieinsss b contractors 
b conductsd rsviiw of prsvlously rsportsd items. 

LEE.E.U.K., NEIBLER.J.H., UILLIAMS. C. C. Region 3. Chicago. 
Office of the Director. 79/11/08. Spp. 
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79iaOMH>A Foru«rif* IE Circular 79-22i "Stroke Time* for Pouitr Operatad 
Relief Velvet." No reiponte required. 

KEPPL^.J, 0. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip- 

791S100ai3 Forwardt IE Info Notice 79-S8. "Overloading of Structural 
Eleaiantf Due to Pipe Support Loade. " No response required. 

KEPPLER.J, e. Region 3> Chlcagoi Office qf the Director. 79/11/16. 
Ip- 


79iailO?S7 Forwardt IE Info Notice 79-39. "Lott of Nontafety-Relsted 
Reactor Coolant Syi Instrumentation During Operation. " No 
specific action or responie required. 

KEPPLEA.J, 0. Region 3. Chicago. Office of the Director. 79/11/16. 
tp. 


791S0S0344 Forwardt IE Bulletin 79-S&. "Boron Lott From BWR Control 
Bladei. " No retponse required. 

Kcppi FH. .1 a Region 3. Chicago. Office of the Director. 79/11/20. 
Ip- 


7912100417 Forward! IE Circular 79-24. "Propar Installation 6 Calibr of 
Core Spray Plpa Braak Dattctlon Equipment on DURt. " No 
wrltttn ratponiB required. 

KEPPLERiJ. 0. Region 3. Chicago. Office of the Director. 79/11/26. 
IP- 


7912140167 Foruerdt IE Circular 79-23. “Motor Starters 1. Contactors 
Fallad to Operate." No written reaponie required. 

KEPPLERiJ.O. Region 3. Chicago. Office of the Director. 79/11/26. 
IP- 


791211039S Notlflet that NRC intends to routinely forward to 
■ppropriata state public util regulatory groups b state atty 
genaral ofcs copies of escalated enforcement correspondence 
sent by MRC to licensees. 

KEPPLERiJ.O. Region 3. Chicago. Office of the Director. 79/11/28. 
Ip. 


7912190207 Foruerdt IE Bulletin 79-27. "Loss of Non-Class 18 
rnetruaentatlon b Control Power Sys Bus During Operation." 

No written response required. 

KEPPLERiJ.O. Region 3. Chicago. Office of the Director. 79/11/30. 
Ip. 


7912140096 Poruards IE Info Notice 79-30. "Reporting of Defects b 
Noncoapliancet. 10CFR21. " No action or response required. 

KEPPLERiJ.O. Region 3. Chicago. Office of the Director. 79/1S/06. 
Ip. 


791221016? Responds to IE Bulletin 79-07. "Seismic Btrase Analysis of 
Safety-Related Piping." Fine sample problems, defined by hHC. 
comp Is ted. verify Ing SAF-PIVSIS code. Frequency b nodal 
participation factors agree ui/NRC definltioni. 

PEOPLES. D.L. Commonuealth Edison Co. 79/12/06. Ip. 


7912200096 Forwards IE Bulletin 79-28. "Potsiblc Malfunction of Nanco 
Model EAIBO Limit Switchei et Elavetad Tempt. " Action 
requfrsd. 

KEPPLERiJ.O. Region 3. Chicago. Office of the Director. 79/12/10. 
Ip. 


8. Reportable occurrences. LERs b related correspondence 


7912080901 Forwards suppltmantal info to deficiency rapt re defects 
(n ventilation itack. Weekly Insp program initiated to 
•nauTS safety of structure. Transfer of fuel from current 
location not prudent. 

DO-OEOfiOEiL. 0. Commonwealth Edison Co. 79/11/2B. 3pp. 


7912260079 Notifies that NRC will review final deficiency rept re 
passible deficiency In reactor containment structural steel. 
FIDRELLI.O. Region 3. Chicago. Reactor Construction b Englneoring 

Support Branch, 79/12/07. Ip. 


7912260079 Ack receipt of 791128 interim deficiency rept re vent stack. 
FIDRELLI.O. Region 3. Chicago. Reactor Construction b Engineering 
Support Branch. 79/12/07. Ip. 


JXXKET 90-37S NUCLEAR EXAMINATION REACTOR 


F. Security, medical, emergency b fire protection plans 


7912120206 Forwards draft Reg Ouide 9. XX. "Btd Format b Content for 
Liceniie Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance. " W/e end. 

REIO.R.U, Operating Reactors Branch 4 (Pre 791030). 79/0B/22. 

2pp. 


DOCI^T 90-376 NORT>l COAST NUC PLANT 


A. Application/constructlon stage documents b correspondence 


7912310396 Notification of SOOlOO meeting w/utils in Dethesda.MD 
to discuss info request re adequacy of equipment 
qualification. 

UNOifflOiA.R. Pouer Systems Branch. 79/12/11. 3pp. 


DOCKET SO-3B2 WATERFORD GENERATINO STATION. UNIT 3 


A. Application/construc t ion stage documents b correspondence 


7912110011 Forwards NRC position on statue b applicability to pending 
IR. applications of results of THI followup actions. Dutlinos 
addl short-term actions to be taken. 

VASSALLO. D. B. Division of Project Managomant. 79/09/27. 4lpp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATU3 Issue for FURs b BURs, 

Success of program depends on Industry response. Supports 
foraatlon of owners groups to provide necessary info. 

KNTON.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912120072 Notification of 79112S meeting u/util b ANL in Taft. LA to 
discuss plant OL review b visit site. 

COTA.P-C. Environmental Projects Branch 1. 79/11/19. 4pp. 


7912210107 Sumaary of NRC Caseload Forecast Panel 79092S sits visit re 
const progress. List of attendees end. 

BEIEOICT.R.A. Light Water Reactors Branch 2. 79/11/30. 0pp. 


7912190079 Requests survey of historic & cultural properties. Figure 
2.1—3 of environ rept indicating applicants portion of 
proparty b sections of environ rept re cultural resource 
investigatioti end. 

RS9M4.U. H. Assistant Director for Environmental Projects. 

79/12/06. ISpp. 


791227^74 Requests that action items submitted by util on 7911‘0? bo 
given Immediate attention. A1 so requeste specific date for 
receipt of OL review schedule. 

ASkSXiD.L. Louisiana Power b Light Co. 79/12/37. Ip. 


F. Security, medical, emergency b fire protection plans 


791204D471 Forwards info re upgraded emergency plans to plants under 
const & OL review. Applicants required to make certain 
amergency arrangements w/stabe b local organiiations b 
submit emergency plans per Reg Culde 1. lOl. 

VABSALLO. P. B. Division of Project Kanagemanl. 79/11/21. 6pp. 


8. Adjudicatory correspondence 


7912100326 Notice of appearance in proceed Ing. Certl ficate of Sve end. 
OLASBPIEfiCLiN. Louisiana Power b Light Co. CLA6SPIE0EL.il. Shaw. 
Plttmen. Potts b Trowbridge. 79/11/12. 3pp. 


7912170209 First intorrogatories directed to Intorvenor LA Consumers 
League. Inc. per 79092S stipulation. Requests identification of 
statutes by title b citations to judicial decleions forming 
basis for Contention 3(d). Certl Ficate of Sve end. 

TROWBRIDGE. O.F. . OLASSPIECEL. H. Louisiana Power b Light Co. 
TROWBRIDGE. O.F. Shaw. Pittman. Potts b Trowbridge. 79/11/12. 4pp. 


7912170217 First interrogatories directed to joint intervenors. per 
7TO92B stipulation. Requests Identif 1 cat ion of geologic 
activities raised in Contention 83. as dlscuesed in Saucier 
rapt. Certificate of Bve end. 

TROWBRIDGE. 0. F. . OLASSPIECEL. H. Louisiana Power b Light Co. 
TROWBRIDGE. C. F. Shaw. Pittman. Potts b Trowbridge. 79/11/12. 6pp. 


7912070243 Interrogatories b requests for production of documents, 
directed to joint intervenors Save Our Uetlands. Inc b 
Oystersbell Alliance. Inc. Requests basis supporting alleged 
daslgn itiefficlendes. 

MCGURREN. H. J. Hearing Branch 1. 79/11/13. 24pp. 


•791307024B Interrogatories b requests for production of documents 
directed to LA Consuaer Laague. Inc. Requests basis supporting 
alleged inadequacy of applicant emergency plan. Certificate 
of Swe end. 

NCOURREN.H. J. Hearing Branch 1. 79/11/13. 10pp. 
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791220002^ SubiniCs i r teM’ oi] stoT i e s pTep.3red For ti t i I . Re ques t« info re 
tratisffiission lines, draft oroergcncu plan f. evaluation oF 
impact of gatoline shortage Forwarding Hr encl. 

rnvitie.S M Louisiana Consumer's League. Inc. inytWS.S.H. Public 
Law Utilities Group 7-9/11/13 dpp. 

79122*0210 Forwards i nt e r i oga tor i es of LA Ccnisurner'a League for 
resp onsc bg util 

IRVING, B.H. Louisiana Consumer's League, Inc. 79/11/13. Ip. 

--7912260213 Interrogatories of LA Consumer’s League far response bg 
util. 

IfiVlNGiS.li Louisiana Consumer's League. Inc. 79/il/l^. 3pp. 


7912120345 Bequest for delaged filing of first set of Interrosatorios 
for applicant. Intenrogatorlss not processed due to savara 
illness ti h usp i ta 1 i lat i on. Cer t i f ica t e of Svc encl. 

JONES, L L. Ogstershell Allianco. liic. JONES. L. L. Gillespie fc 
Jones. 7*7/11/23 4pp. 


— 7'?12120352 First set of 1 ii ten r ogator i e s . See k s info re Contentione 
1, 2, B, 9. 12, 17 fj 19-22. 

JONES, L.L Ogstershell Alliance. Inc. JONES. L.L. Gillespie & 
Jones. 79/H/2J 39pp. 


79122B0105 Confirms 791129 telccn conveying licensee agreement not to 
object to LL Jones 791123 motion requesting delayed filing 
of i nterroga tor i es. Jones time fur filing addl THI-rclatsEi 
contentions eitendefl to 79121'0. Cer t i f ica te of Bwc encl. 

TRCUDRIDGE. 0. F Shaiu, Pittman. Potts t Trouibridge. 79/11/29. 2pp. 


79L2130O42 No objection to Joint I liter venur s, Og s t erthe L t Alliance, Inc b 
Save Our Netlands.Inc 791123 request for delayed filing of 
int erroga t or i es. Cer t i f 1 ca te of Svc end. 

TRCUDRIDGE, 0. F Arkansas Poujer t< Light Co. TROVJBR I DGE. 6. F. Bhau, 
Pittman, Potts !, Trouibridge. 79/1 1/30. 3pp. 


791219039* Grants Joint I nteiveiiors, Oy s ter sh el 3 Alliance, Inc b Sava Oop 
Wetlands Inc, 791123 request for delayed filing of first set 
of interrogatories. 

WOLFE, S. J. Atomic Safety and Liconsing Doard Panel. 79/12/OS. Ip. 


79122B0140 Objections to joint intorvenofs' 791123 interrogatories re 
Contentions S,9,21 !. 22 Interrogatories vague. Info is 
equally accessible to intervcnors. Info requested outside 
scope of contentions Certificate of Svc end. 

TROWDRIDOE, G. F. Louisiana Poiaer t. Light Co. TRDWQR IDOE, G. F. Bhaui, 
Pitt-fflan. Potts b Trowbridge. 79/12/06 4pp. 


11. General correspondence 


7912260G96 Responds to 790402 roquest that const be halted in vies# of 
TMI accident Forwards NVttEG-0S7Q, NURG-05D5 b NURG-0632. W/n 
end 

VAROA. S A, Assistant Director for Light Water Reactors. 79/12/12. 
3pp. 


Q. Inspection reports, IE Qulletins (< correspondenco 


7912060561 Responds to 790030 Itr rc IE Insp Ropt 30-382/79-09 
concerning allegations of former util emp 1 oy ee . Rsp t contains 
no proprietary info. 

ASWELL.D. L. Louisiana Pouer b Light Co. 79/09/04. >p. 


7912170362 Responds to IE Bulletin 79-14. Istallatlon of various saFety- 
rela ted/se 1 snlca 1 1 y supported piping sys in progress. 

ABUELL,U.L. Louisiana Bower b Light Co. 79/10/16. Ip. 


7912120196 ForuariJs IE Insp Rept 50-303/79-13 on 791010-lS. No 
none ompl lance noted 

MADSEN, 0. L Region 4, Dallas, Reactor Operations Nuclear Support 

□ ranch. 79/10/23. 2pp. 


—7912120204 IE Insp Rept 50-3B2/79-1S on 771OI0-12.No nancompl lance 
noted. Major areas inspected : second corporate jogt meeting 
b related preop erat i ona 1 activities. 

CONSTABLE. 6. L. , STEWART, R. C . . HESTERMANi T. F. Region 4. Dallasi 
Office of the Director. 79/10/24. 6pp. 


7912030226 Forwards IE Insp Rept 50-3B2/79-12 on 790926-29. No 
none ompl lance noted. 

BEIDLE.W.C. Region 4, Dallas, Reactor Construction b Engineering 

Support Blanch. 79/10/26. Spp. 


— 7912030228 IE Insp Rept 50-392/79-12 on 790926-20. No none omp I lane e 
noted. Ha jor areas Inspected : cons t phase environ protection 
programs, audits, implementation of CP requirements b environ 

studies. 

EVERETT,R. J. Region 4, Dallas, Fuel Facility b Materials Safety 

Branch. HILBORN.L. . SPITZDERO, D. B. Region 4, Dallas. Office ef 
the Director. 79/10/22 6pp 


79120S0S26 Forwards IE Insp Rept 50-382/79-11 on 790917-21 b 24-23.No 
none omp I lance noted. 

8EIDLE,tl.C. Region 4. Dallas, Reactor Construction b Engineering 

Support Branch. 79/10/26. 2pp. 


— 7912050931 IE Insp Rept 50-3B2/79-11 on 790917-2! b 24-25. No 
noncompllance noted. Major areas inspec ted: cons t activities 
Te previous stop work order on cancrote placement for dome 
of containment bldg. 

HALLjR.E. Region 4, Dallas, Reactor Construction b Engineering 

Support Branch. CflOSSMAN. H. A. , TAPlA.J.I. Region 4, Dallas, 
Office of the Director. 79/10/24. 6pp. 


7912170357 Responds to IE Dullotin 79-23. Generator b eicitation 
transfarffler do not have common neutral . Required testing will 
be conducted prior to hot functional testing. 

ASHELL,D.L. Louisiana Power b Light Co. 79/11/06. Ip. 


7912100264 Forwards IE Info Notice 79-28, “Dverloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
SEVFR1T,K.V. Region 4, Dallas, Office of the Director, 79/11/16, 

ip. 

7912110933 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Roactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

SEVFRlTiK.V. Region 4, Dallas, Office of the Director. 79/11/16. 
If 

79121102B3 Forwards IE Circular 79-23, "Motor Btarters b Contactor! 
Failed to Dperato. “ No response required. 

SEVFRIT.K.V. Region 4, Dallas, Office of the Director. 79/11/26. 
Ip. 


7912110483 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement corrospondenca 
sent by tSiC to licensees. 

SEVFRIT.R.V. Region 4. Dallas, Office of the Director, 79/11/26. 

ip. 

7912180099 Forwards IE Circular 79-24, "Proper Installation b Caltbr of 
Core Spray Pipe Break Detection Equipment on BWRs. " No 
written response required. 

8EVFR1T,K.V. Region 4, Dallas, Dffice of the Director. 79/11/26. 

Ip. 


7912190181 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentatian t. Control Power Sys Bus During Operation." 

No written response required. 

6EVFR1T,K.V. Regien 4, Dallas, Office of the Director. 79/11/30, 
‘P- 

791231026S Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncoaplianecs. 10CFR21. " No action required. 

SEVFRIT.K.V. Region 4. Dallas, Office of the Director. 79/12/06. 
4pp. 

791220021? Forwards IE Bulletin 79-28. "Posaihle Malfunctlen of Nance 
Model EAiaO Limit Switches .it Elevated Temps." Action 
required, 

SEVFRIT.K.V. Region 4. Dallas, Office of the Director, 79/12/07. 
tp. 


79122Q0S89 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

BEVRIJT.K.V. Region 4, Dallas, Office of the Director. 79/12/63. 
IP- 


S. Reportable occurrences, LERs b related correspondence 


791207O1S0 Responds to 790820 Itr re 790B0B deficiencies in concrete 
placeneni by Kegles Power Bvc.Btop work order Issued 790817. 

Util will corroct deficiencies to comply u/requirements. 

ASWELL. D. L. Loulsiena Power b Light Co. 79/08/22. ip. 


7913070145 Notifies of delay in final deficiency repts re emergency 
diesel genera tors, defee tive shaft springs b roller pins. 

Hanufac turer has ordered new mod assemblies for roller pins. 

Final rept submitted by 800315. 

ASWELL.D. L. Louisians Puwer b Light Co. 79/10/31. 2pp. 
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79]307O39'3 Deficiency Rept 11 re suitchgeer breaker position suitch 
operator defect. Rep lacement Installation cipected in Dap. 

Final rapt to be submitted by Q00331. 

ASWELL<D.L. Louisians Pouer & Light Co 79/ll/'30. Ip. 


7912070455 Discusses Ban Onofro Units 2 t< 3 deficiency rept re use of 
high pressure injection pump vendor acceptance test results 
in small break LOCA analysis. Currently conducting small 
break analysis at fac i 1 i ty. FSAR amend forthcoming, 

ASUELL. D. L. Louisiana Pouior J< Light Co. 79/12/03. Ip. 


DOCKET 50-3B7 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT I 


A- App 1 Icat lon/cons true t i on stage documents b corrospondonce 


791211D011 Foruiards NRC position on status & app I icab 1 11 ty to pending 
. OL applications of results of TMt follnuiup ac t ions. Outlines 
addl short-term actions to be taken 

VABSALLO.D.D Division of Project Management. 79/09/27. 41pp. 


791S1103A4 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PURs It DWRs. 

Success of program depends on industry response. Supports 
formation of ouners groups to provide necessary infs. 

DENTDM.H.R. Office of Nuclear Reactor Ragulotion. 79/10/17. 3pp. 


791S050520 Forwards reguest for addl info for completion of aL 
app 1 1 cat ion. Includes question originated by UlINL. 

PARUtO. D. Light Water Reactors Drench 3. 79/11/23. 21pp. 


7912060563 Forwards proposed Revision 3 to Reg Guide 1.97. 

“'Instrumentation for Light Water Cooled Nuclear Power Plants 
to Assess Plant 6 Environs Conditions During b Following 
Accident." b value impact statement. 

VAFOA.S.A. Assistant Director for Light Water Reactors. 79/11/23. 
3pp. 


--7712O60569 Draft 1 of Revision 2 to Reg Guide 1.97> "Instrumentation 
For Light-Water-Cooled Nuclear Power Plants to Assess Plant 
b Environs Conditions During b Following Accident. '' Draft 3 
of AN3-4. 5 end. 

a Office of Standards Development. 79/10/15. 55pp. 


791227017B Notification of 791214 meeting w/applicants to discuss 
proposed Revision 2 to Reg Guide 1.97. "Instrumentation for 
Light Water Cooled Nuclear Plants to Assess Plant b Environs 
Conditions During b Following Accident " 

KlNTNERiL.L. Light Water Reactors llranch 1. 79/11/19. Ip. 


7912280319 Advises of recently amended NRC regulations loplenientinir 
Biistlng authority to require onsite ofc space b immediate 
facility access. Requests addl ofc space. FR notice dtd 790BI6 
enc 1 . 

8TELU0.V. Region 1. Philadelphia. Office of the Director. 
79/11/28. 4pp. 


79-12180003 Forwards supplemental hydrologic engineering questions ro 
Pond Hill Reservoir evaluation. 

BIVINS. M. 8. Hydrology Mateorology Branch. 79/11/30. 2pp. 


7912200649 Forwards request for addl info needed to prepare draft 
environ statement re Pond Hill reservoir. 

SELLS. D. E. Environmental Projects Branch 2. 79/12/09. 3pp. 

79122B0597 Forwards request for addl info re instrumentation & control 
sys to complete OU review. 

PARR.D D. Light Water Reactors Branch 3. 79/12/11. 5pp- 

7912270245 Forwards response to NRC 791205 request far addl info to 
Pond Hill reservoir Oversize drawings available in Central 
Fi las only. 

CURTIS, N.H. Pennsylvania Power b Light Co. 79/12/17. 13pp. 


C. Utility Environmental Report (EU). amends b correspondence 


7912190777 Forwards updated distribution list for environ rept supple b 
amends Fot Facility. 

DUNCAN. H. Environmental Projects Dranch 2. 79/12/06. 9pp. 

F. Security* medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b OL review. App 1 1 cants required to make certain 
emergency arrangements ui/state b local organ! lattons t< 
submit emergency plans per Reg Guide 1.101. 

VABSALLOi D. B, Division of Project Management. 79/11/81. 6pp. 


0. Adjudicatory corresp ondcnc o 


7912050207 Requests porlions of past ABLH orders restricting intervenor 
discovery ac c ess , sche d u 1 1 iig of prehean-ng conference within 
60 days to establish new discovery timetable b denial of NR(. 
notion for intervenor dismissal 

HALLIGAN. T. J. Cltiiens Against Nuclear Dangers. 79/10/24. 5pp. 

7912100056 Requests to make limited appearance statement st licensing 

prehearing. 

C3ALA.0.F. AFfillat ion Unknown 79/11/14 Ip. 

— 79121BOOS8 Requests to make limited appearance statement at licensing 

prehearing . 

MITCld-LiR. AFflliation Unknown. 79/11/13 Ip. 

7912060475 Requests to make limited appearance statement at licensing 

hearings. 

PULASKI. L.J. Affiliation Unknown. 79/11/19. Ip. 

7912170075 Response to ASLD 791030 order t. memoraiid urn, Deques ts Issuance 
of protective order to relieve burden on intervenors b 
certification of questions re util abuse of discovery. 

Certificate of Bve end. 

KEPFORDiC. Environmental Coalition on Nuclear Power. 79/11/19. 

14pp. 


7912060470 Requests to make appearance statement at licensing 

hearings. 

TKQH.U.T. Affiliation Unknown 79/11/20 Ip. 

7912100214 Requests to make limited appearance statement at llccnsinq 

prehearing. 

EPALLONE.K.. SPALLOME, f) Af f i 1 i a 1 1 on Unknown. 79/11/26. Ip. 

7912190129 Forwards eitra copies of NUREG-0322. draft NUREG-0584. NUREG/ 
CR-04S6.0S73 (< 039? Environ Coalition on Nuclear Power will 
be added tc mailing list fur propnecd rules b monthly title 
list. 

CUTCHIN.JM. Hearing Qranch 3. 79/11/26. 3pp. 

7912110161 Requests to make limited appe.irance statement at licensing 

preh earing. 

SHULTZ.O.R.j SHULTZ, L D Af f i I i <i t i on •Unknown. 79/11/27 2pp 


7912130246 A-nawer in opposition to intervenor Environ Coalition on 
Nuclear Power motion for protective uv der. c on talned in 
response to ASLQ 791030 memorfindum ?. order . Urcios rejoctiiin. 
per poasofis set forth In order Certificate of Sve end. 
BILBER6.J.E. Pennsylvania Power I Light Cn 79/11/2/, 3pp. 


7912I40S39 Notifies that Final EtB will nnt be published until Apr 
1980. 

REIS.E.J. Hearing Branch 3 79/12/05 1 |i 


7912100173 Response to Intervonnr Environ Cn.ilition on Nuclu.-ir Power 
791119 request for protective order b c or t i Fica t ion of 
questions. All requests should be denied fnr lack of evidence 
of bias Certificate of live one I. 

REIB.E.J. Hsariny Branch 3 79/1S/05. 9pp 


7912100201 Responds to ASLB 791030 memorandum & order on disenvory 
motions requesting permiasion tu borrowi riociiments from POII 
Necessary actions wnuld nut be ap pi-iipr la t r Other steps have 
been taken to make info .ivai 1 ab 1 e to interveners. 

REIS.E.J. Hearing Uranch 3 79/13/05. 3|ip. 


79J2I90157 Responds to 790731 1 tr re cuntinuing const of facility 
Before releases of radioactive liyulils. impact will be 
evaluated b review made available to public. 

VARGA. S. A. Assistant Director fur Light Water Reactors. 79/12/05 

2np- 


7912170262 Order denying intervanov Environ Coalition on Nuclear Power 
■791119 requests for protective order U for ret ons idcrat ion 
of ASL8 791030 memoraodum <U urdar No basis for certification 
eboun. Answers to discovery requosts due 8UD11U 

HECHHtEFER.C. Atomic Safety and Licensing Board Panel. 79/12/06. 

9pp. 


7912270096 Oppusea eitension to BOOliB Our intervenor Environ Coalition 
on Nuclear Power to respond to applicant discovery regueuts. 

Hill cause risk of delays in hearing sih sd ule. Ou 1 1 inc nf 
discovery history b Certificate of bvc unci. 

BIL8ERG.J.E. Shaw. Pittman. Potts b Trowbridge. 79/12/14. 5pp. 
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79isai0014 Notifies that IE completed insp of MH Creasg allegations re 
□A deficiencies & found no substantiating evidence. Matter 
need not be oamincd in OL procedure. 

CUrCHINpJ.M. Hearing Drench 3 79/ia/J7. App. 


— 791221001'? Foruardi IE Insp flepts 50-3B7/79-0i) & 50-3aB/79-QS on 
790321-23 i 0227-0302. No non c omp 1 1 anc e noted. 

CARLSOH.R.T. Region 1. Philadelphia. Reactor Construction (< 

Engineering Support Dranch. 79/12/'07. 5pp. 


— 7912210034 IE Insp Repts 50-3B7/79-0fi t. S0-3SB/79-05 on 790231-23 
b 0527-0302. No non c amp 1 1 ance noted. Major areas inspected: 
allegations re QA program made during 790129-31 prahearing 
conference. 

OALLOrR.M.. SMITH, n. H. Region 1. Philadelphia. Office of tho 
Director. HCOAUOMY. R. N. Region 1. Philadelphia. Reactor 

Construction 4. Engineering Support Branch. 79/12/07. lipp- 


K. Utilitg Final Safety Analysis Report (FSAR) & amends 


79121203B4 Foruards Revision 13 to FSAR. subnl tted as Anend IB to OU 
application. 

CURTtS.N. U. Pennsylvania Power t< Light Co. 79/12/12. 2pp, 


— 7912120397 Revision 13 to FSAR. subml tted as Amend IB to DL application. 
• Pennsylvania Power 4. Light Co. 79/12/12, 400pp. 


P. Operating license stage documents b correspondence 


7912140057 Notification of 791212 meeting u/util U Pacific Northwest 
Labs to discuss NRC confirmatory piping analysis. 

PARR. 0.0. Light Mater Reactors Branch 3. 79/12/03. 2pp. 


Q. Inspection reports. IE Bulletins & correspondence 


7912060194 Forwards IE Insp Repts 50-387/79-26 !< 30-3BB/79-14 on 
790730-0831. No noncctnp 1 la nco noted. 

CARLSON. R.T. Region 1. Phi ladelp h la. Reactor Construction b 

Engineering Support Branch. 79/10/12. 2pp. 


— 7912060200 IE Insp Repts 30-307/79-26 t. 50-388/79-14 on 790730-0831. No 
noncompllance noted. Major areas inspect ed : RCPB. Inst at latlon 
b storage of saf et y -re la ted components & reactor pressure 
vessel recirculation sys mod. 

OALLO.R.K. Region 1. Philadelphia. Office of the Director. 
MCOAUOIIY. R. U. Region 1. Philadelphia. Reactor Conotruetlon b 

Engineering Support Dranch. 79/10/11 15pp. 


7912050331 Forwards IE Insp Repl 50-307/79-27 on 790926-28. No 
noncoap 1 lanec noted. 

BRUNNER. E. J. Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch. 79/10/24 2pp. 


— 79120S0341 IE Insp Rept 50-387/79-27 on 790926-28. No noncompliance 
noted. Major areas 1 nspec ted: praoperationa 1 test program, 
emergency standby power sys b followup on previous Insp 
i tens. 

NICHOLAS. M. H. . CAPMTON.DL. Region li Philadelphia. Office ef 
the Director. 79/10/22. 7pp. 


7912140275 Responds to IE Bulletin 79-14. ''Stienic Analysis for 
As-Built Safety-Related Piping Sys.” Considers it 
Inappropriate to perform insp required on sys still under 
const. 

CURTIS.N. U. Pennsylvania Power & Light Co. 79/11/02. Ip. 


7912050051 Forwards IE Circular 79-22i "Stroke Times for Power Operated 
Relief Valves." No response required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912050893 Forwards IE Info Notice 79-27. "StBan Generator Tube 
Ruptures at Two PHR Plants." No response required, 

ORIERiB.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7918100145 Foruards IE Info Notice 79-26i "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required, 

GRIER. B.H. Region I, Philadelphia. Office of the Director. 
79/11/16- Ip. 


7912110461 Forwards IE info Notice 79-29. "Loss of Nonsafaty-Related 
Reactor Ceotant Sys Instrumentation During Operation." No 
specific action or response required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


79120S0S92 Forwards IE Bulletin 79-26. "Boron Loss From BHR Control 
Blades." Ns response required. 

DRIER. B.H. Region 1. Philadelphia, Office of the Director. 
79/11/20. Ip. 


7912260332 Act receipt of 791102 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-3B7/79-25 tc 
30-3B8/79-13. 

GRIER. B.H. Region 1. Philadelphia, Office of the Director. 
79/11/23. Ip. 


— 7912860333 Responds to NRC 791012 Itr re violations noted in IE Insp 
Repts SO-3B7/79-25 b 5O-30B/79-13. Corrective actions; 
regrading batch plant wash down area b rerouting effluents 
to controlled pathway where treated. 

CURTIS.N.M. Pennsylvania Power & Light Co. 79/11/02. 2pp. 


— 7912860335 Forwards IE Insp Repts 50-387/79-23 b 60-386/79-13 on 
79O8O6-D0 b notice of violation. 

BHITH.O.H. Region 1. Philadelphia. Fuel Facility b Materials 

Safety Branch. 79/10/12. 3pp. 


—7912860337 Notice of violation from insp on 790006-08. 

0 Region 1. Philadelphia. Office of the Director. 79/09/21. 

If- 

—7912260339 IE Insp Repts 30-387/79-25 b 5O-3B0/79-13 on 790306-06. 
Nonccimpliance noted; fai lure to follow procedures re dusting 
b failure to control erosion/sedimentation. 

8HANBAKY. H. K. I BQRESiR.J.. TERC.N.M. Region 1. Philadelphia. 
Office of the Director. 79/09/21. 7pp, 


7912060566 Forwards IE Circular 79-24. "Proper Installation & Calibr of 
Core Spray Pipe Break Detection Equipment on DURs. " No 
response required. 

ORIER.B.K. Region 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912110077 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate. " No response required. 

ORIERiD.K. Region 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912190065 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation. " 

Ho written response required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/11/30. Ip. 


7918310242 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Nonconpliancas. 10CFR21. " No action required. 

DRIER. B.H. Region 1, Philadelphia. Office of the Director. 
79/12/06. 4pp. 


7912190763 Forwards IE Bulletin 79-28. "Possible Malfunction of Nance 
Model EAISO Limit Switches at Elevated Temps. " Uritten 
rasponie required. 

ORlEfliS.H. Region 1. Philadelphia, Office of the Director. 
79/12/07. Ip. 


7912280230 Forwards IE Info Notice 79-31, "Uii of Incorrect Ampllflid 
Raiponse Spectra." No written response required, 

ORIER.B.H. Region I. Philadelphia. Office of the Olrtctor. 
79/12/13. Ip. 


8. Reportable occurrences, LERs b related correspondence 


7912130335 Act receipt of 791011 interim rept re potential 
deficiency In Amphenol connectors b Cutler Haimner E-30 

switches. 

CARLBCM.R.T. Region li Philadelphia, Reactor Construction b 
Engineering Support Branch. 79/10/22, 43pp. 


—7912130347 Interim deficiency rept re Amphenol connectors b Cutler 
Hammer E-30 suii tches. Evaluation of faulty luiteh mschanisms 
will be submitted subsequent bo OE b Bechtel evaluations. 
CURTIS.N.U, Pennsylvania Power b Light Co. 79/10/11. 2pp, 


791204O3S1 Foruards final deficiency rept re connector pin crimping 
defects on control panel insert. 

CURTIBiN.W. Pennsylvania Power b Light Co. 79/11/28. 2pp. 


—7918040393 Final deficiency rapt re panel inserts wiring b device 
damage. Cauied by manufacturing personnel error b crimping 
tool nalfumction resulting from inadequate QA, Connector pins 
repalred.reworked b tested. 

SlBESTA.J.f H8LL1N08HAM. H. Bechtel Power Carp, (subs, of Bechtsl 
Carp. 1. 79/10/30. 40pp. 
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7 Intvrin daflcitncv rept re violation of leparation criteria 

b kV euitehgear. Problem may be generic. Pol louup rept 

Okl. 

N.W. Pennsylvania Power l> Light Co. 79/11/2?. 3pp. 


6 Interim deficiency rapt re violation of separation criteria 
b kV switchgear. Caused by failure to delineate or 
rate separation reiiuirenents re project specs 
ng vendor wiring. Problem under review. 

M, W. Pennsylvania Power b Light Co. 79/11/29. 2pp. 


5 Interim deficiency rept re cable pulling ac ti vit ies. Requests 
on until 800301 to file final definitive rept. 

M, M. Pennsylvania Power b Light Co. 79/13/10. 2pp. 


B Forwards final deficiancy rept re insulation damage to 
£n Control Room Inserts 72C b 73C which are part of 
Standby diesel generator controls. OE evaluation 

H- U. Pennsylvania Power b Light Co. 79/12/17. Ip. 


SOB Final deficiency rept re insulation damage to wiring in 
d 1 room Inserts 72C b TSCwhich are part of offsite 
by diatsl generator controls. Caused by wire routing 
■tsai barrier severing conductor insulation, 
nnsylvania Power b Light Co. 79/12/17. 3pp. 


-aS8 BUS0UEHAW4A STEAK ELECTRIC STATION. UNIT 2 


a ti on/eonstructlon stage documents b correspondence 


1 Forwards NRC position on status b applicability to pending 
lotions of results of TMI followup actions. Outl inns 
ort-term actions to be taken. 

□>D. B. Division of Project Management. 79/09/27. 4ipp. 


4 Discusses NRC plans to use generic analyses to develop early 
ation program to resolve ATHS Issue for PNRs b BHRs. 

of program depends on industry response, Supports 
on of owners groups to provide necessary info. 

H. Ft. Office of Nuclear Reactor Regulation. 79/10/17. 3pp, 


0 Forwards request for addl info for completion of OL 
tion, Includes question originated by ORNL. 

D. Light Uatar Reactors Branch 3. 79/11/23. 31pp. 


3 Forwards proposed Revision 2 to Reg Ouldo 1.97. 
mentation for Light Uatar Cooled Nuclear Power Plants 
SB Plant b Environs Conditions During b Following 
4i " b value Impact statiment. 

• A. Assistant Director for Light Uater Reactors. 79/il/S3. 


B Advises of recently amended NRC regulations implementing 
g authority to require onsite ofc space b immediate 
y access. Requests addl ofc tpact.FR notice dtd 79D81d> 

V. Region 1. Philadelphia. Office of the Director. 

B. 4pp. 


S Forwards supplemental hydrologic engineering questions re 
11 Reservoir evaluation. 

U. B. Hydrology Meteorology Branch. 79/11/30. 2pp. 


F. Security, medical, emergency V fire protection plans 


7912040471 Foruards info re upgraded emergency plans to plants under 
const b OL review. Appl icant 5 required to make certain 
eaergency arrangements w/state b local or gani lations b 
submit eaergency plans per Rag Guide I. lOl. 

VAS3ALL0. D. B. Division of Project Management. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7918050307 Requests portions of past ASLQ orders restricting intervenor 
discovery access. scheduling of prehearing conference within 
AO days to establish new discovery timetable b denial of NRC 
motion for intervenor dismissal. 

HALLIOAN.T. J. Citizens Against Nuclear Dangers. 79/10/24. 3pp. 

7912180056 Requests to make limited appearance statement at licensing 
prehearing. 

CBALA.e.P. Affiliation Unknown. 79/11/14. Ip. 

— 7'?lSlg00Sa Requests to make limited appearance statement at licensing 
prehearing. 

HITCHELL.R. Af f i 1 la tion Unk n own. 79/11/13. ip. 

7912060475 Requests to make limited appearance statement at licensing 
bearings. 

PULAfiKt. L. J. Affiliation Unknown. 79/11/19. Ip. 

7918170095 Response to ASLD 791030 order b memorandum. Requests issuance 
of protective order to relieve burden on interveners & 
certification of questions re util abuse of discovery. 

Certificate of Sve end. 

KEPFORD.C. Environmental Coalition on Nuclear Power. 79/11/19. 

14pp. 

7918060470 Requests to make appearance statement at licensing 
hearings. 

THOH.U.T. Affiliation Unknown. 79/11/20. Ip. 

7918180814 Requests to make limited appearance statement at licensing 

prehearing. 

BPAU.ONE. K. . SPALLONE.n. Af f i 1 i a 1 1 on Un known. 79/11/2A Ip 

7918190129 Forwards eztra copies of NUREO-0322. draft NUREQ-O504i NUHEO/ 
Cfl-0436.0373 h OS97.Environ Coalition on Nuclear Power will 
be added to mailing list for proposed rules b monthly title 
list. 

ClfTCHlN. J. If. Hearing Branch 3. 79/11/26. 3pp 

7918110161 Requests to maliB limited appearance statement at licensing 

prehearing. 

SHULTZrO.R. . SHULTZtL. D. Affiliation Unknown. 79/11/27. 3pp. 

7912130846 Answer In opposition to intervenor Environ Coalition on 
Nuclear Passer nation for protective orileri contained in 
response to 791030 memorandun b order. Urges rejection! 

per reasons set forth In order. Certificate of Bve end. 

SILBEROaU. E. Pennsylvania Power b Light Co. 79/11/27. Dpp. 


7912140539 Notifies that final EI8 will not bo published until Apr 
1980. 

RElBiE. U. Hearing Branch 3. 79/12/05. Ip. 


9 Forwards request for addl info needed to prepare draft 
statament ra Pond Hill reservoir. 

. E. Environmental Projects Branch 2, 79/12/05. Opp. 


7 Forwards request for addl Info re instrumentation b control 
eonplote OL review. 

D. Light Mater Reactors Branch 3. 79/12/11. 5pp. 


S Forwards response to NRC 791205 request for addl info re 
11 reservelr. Oversiie drawings available in Central 
nly. 

N. H. Pennsylvania Powtr b Light Co. 79/12/17. 13pp- 


y Environmental Report (ER>> amends b correspondence 


7 Forwards updated distribution list for environ rept supple b 
for facility, 

M. Environmental Projects Branch 2. 79/12/06. 5pp. 


7913180173 Response to Intervenor Environ Coalition on Nuclear Power 
791119 request For protective order b certification at 
questions. All rmqueste should be dotiled for lack of evidence 
of bias. Certificate of Sve end. 

REIStE.J. Hearing Oranch 3. 79/13/05. 9pp. 


7918180301 Responds to ABLB 791030 memorandum b order on discovery 
motions requesting permission to borrow documents from PDR. 
Kecessary actions would not be appropriate. Other steps have 
buan taken to make info available to intervonors. 

REIS.E.J. Hearing Branch 3. 79/13/03. 2pp. 


7918190157 Responds to 790731 Itr re continuing const of facility. 
Before releases of radioactive I iqui dsr impact will be 
•valwated tc review mode available to public. 

VANeA.8.A. Assistant Director For Light Hater Reactors. 79/18/05. 

3pp. 


7918170268 Order denying intervenor Environ Coalition on Nuclear Power 
791119 requeats for protective order & for reconsideration 
ef A8LB 791030 aenorandum b order. No basis for certification 
shoHn. Answers to discovery requests due BflOlIQ. 

BECHHDEFERt C. Atonic Safety and Liconsing Board Panel. 79/12/06. 

9gp. 
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7912270096 Cipposes oTteiiiini to StiOlIU for intorveuor Environ Coalition 
on Nuclear Pooior to teiporO to duplicant tiscoverv requostB. 

Mill cauce risk of alila^^ in hearinfl sotiertole Outline of 
discoverij Kiston* 5- Certificate of bvr enci 

SILDEflG.J E Shao. Pittman. Potts J. Irowliridije 79/12/14 5pp. 


7912210014 Nntiiies that IL co.npletud insp ii f MK er-easi; alies^tions re 
QA def ic lenc le 5 1- found lu. suts t an 1 1 at ing evidence. Matter 
need not be eiarnincil in UL procedure 
CUTCHIN.J M Hearing Ornnch 2 79/12/17 4pp. 


--7912210019 forfsrds IE Insp Flepts 50-2Q7/79-06 f< 50-3BS/79-05 on 
790221-23 !< 0227-0302. Wo nnncomp 1 i anc o noted. 

CARLSON, n T. Region 1. P»i ) 1 a d p 1 p h la , Reactor Construction fc 

Engineering Buppurt Branch. 79/12/07. 2pp. 

— 7912210024 IE Insp Repts bO-3E37/ 79-06 V 50-3BB/79-05 on 790221-23 
J. 0227-0302. No none omp 1 1 ante noted Major areas inspected; 
allegations re QA program /nafle during 790129-31 prehearing 
conference 

OALLQ.R.n . SMITH, D.H Region 1. Philadelphia. Office of the 
Director. MCQAUGHV, R H. Region 1. Philadelphia. Reactor 

Construction 6 Engineering Support Branch- 79/12/07. llpp. 


H Utility Final Safetg Analysis Report CFBAR) I. amends 


7912120304 Forwards npvismn 13 to FSAR. sub mi 1 1 ad as Amend IB to CA. 
appl ica t Ion. 

CUfiTIS.N.H Pennsylvania Power !. Light Co. 79/12/12. 2pp- 

— 79121203Q7 Revision 13 to FSAR. submi tted as Amend IB to QL appllcattun. 
» Pennsylvania Paujor t Light Co 79/12/12 40Qpp. 


P. Operating license stage docuirents & correspondence 


7912140037 Notification of 791212 meeting u/utll 6 Pacific Northuest 
Labs to discuss NRC confirmatory piping analysis. 

PARR. 3. D. Light Water Reactors Branch 3. 79/12/03. 2pp. 


Q. Inspection reports, IE Bulletins !, correspondence 


7912060194 Forwards IE Insp Repta 50-3B7/79-26 t> 50-383/79-14 on 
790730-0831 No none omp 1 i anc e noted. 

CARLSON, R.T Region 1, Philadelphia, Reactor Construction b 

Enqinoering Support Branch 79/10/13 Tpp 

— 7912060200 IE Insp Repts 50-307/79-26 t 50-3B9/79-14 on 79073O-0B31 . No 
none omp 1 ianc e no t ed. M.i j or ar cas inspected: HCPB. Installation 
b storage of safety-related coniponcnts b reactor pressure 
vessel recirculation sgs mod 

OALLO, R. M Region 1, F^h i 1 ade I p h i a. Office of the Director. 
KCGAUCHY, R. U Region I, F'h i la d e 1 ph 1 a. Reactor Censtruc t Ion b 

Engineering Support Branch 79/10/11. 12pp. 

7912140275 Responds to IE nulletin 79-14. "Seismic Analvsis for 
As-Ouilt Safety-Related Piping Sys " Considers It 
inappropriate bo perform insp required on sys still uiidor 
const 

CURTIS. N M Pennsy I vaiiia Power I, Light Co 79/11/02. Ip. 


79120500S1 Forwards IE Circular 79-28. “Stroke Times for Power Oporated 
Relief Valves.” No response required 

GRIER. D.H. Region. 1, PhiladolpMa, Office of the Director. 

79/11/16. Ip. 


7912030295 Forwards IE Info Notice 79-27. "Stoam Oeneraiar Tube 
Ruptures at Tuo PDR Plants " Nn response required. 

GRIER. D.H. Region 1. Pn i ladelpMa. Uffice of the Director. 
79/11/16. ip. 


7912100145 Forwards IE Info Notice 79-23. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

GRIER, B.H Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912110461 Forwards IE Info Notice 79-29. "Loss of Nonsafoty-Relatod 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

CRIER. DM. Region I. Phi ladelpfi la, nfflce of the Director. 
79/11/19. Ip. 


79120302S2 Forwards IE Bulletin 79-26, "Doran Loss From DWR Control 
Blades." No response required. 

GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
79/11/20. Ip. 


79I22&0332 Ack receipt of 791102 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-3B7/79-25 !< 
S0-3B8/79-13 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/J1/23- Ip. 

—7912260333 Responds to NRC 791012 Itr re violations noted in IE Irsp 
Repts SO-3B7/79-25 (• 50-3BS/79-13. C orr BC 1 1 VB actions: 
regrading batch plant wash down area t< rerouting effluents 
to controlled pathway whore treated. 

CURTIS.N.M. Pennsylvania Power !< Light Co. 79/11/02, 2pp 


— 7912260335 Forwards IE Insp Repts 50-307/79-25 b 50-3BB/79-13 on 
790806-08 t. nutice of violation. 

SMITHiO.H. Region 1. Philadelphia, Fuel Facility b Materials 

Safety Branch. 79/10/12. 3pp 

— 7912260337 Notice of violation from insp on 790B06-OB. 

e Region 1, Philadelphia, Office of the Director. 79/09/21. 
Ip. 

—7912260339 IE Insp Repts 50-3B7/79-25 b 50-308/79-13 on 790806-00. 
Noncoapliance not ed: f a i I ure to follow procedures re dusting 
& failure to control eroslon/sed imen tat ion. 

BHANBAHY. H. H. . DCREBiR.J., TERC.N.M, Region 1, Philadelphia, 
Office of the Director. 79/09/21. 7pp. 


7912060^6 Forwards IE Circular 79-24, "Proper Installation b Calitr of 
Core Spray Pipe Break Detection Equipment on DHRs. “ No 
respensa required. 

ORIER.B.H Region 1. Philadelphia, Office of the Director. 
79/11/26. Ip. 


7912110077 Forwards IE Circular 79-23. "Motor Starters b Contactor! 
Failed to Operate. " No response required. 

ORIER.B.H Region 1. Philadelphia, Office of the Director. 
79/11/26. ip. 


7912190065 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dus During Operation," 

No written responso required. 

ORIEfl.g.H. Region 1. Philadelphia. Office of the Director. 
79/11/30. ip. 


7912310242 Forwards IE Info Notice 79-30, "Reporting of Defects i 
Noncompllances, 10CFR21. " No action required. 

ORIER.B.H Region I, Philadelphia. Office of the Director. 
79/12/06. 4pp. 


7712190763 Forwards IE Bulletin 79-28, "Possible Malfunction of Meoto 
Model EA10O Limit Switches at Elevated Temps. " Mritten 
response required. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/12/07. Ip. 


7912280230 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

ORIER.B.H Region 1, Philadelphia, Office of the Director. 
79/12/13. Ip. 


B. Reportable occurrences, LERs b related correspondence 


7912130335 Ack receipt of 791011 interim rept re potential 
deficiency In Amphenol connectors b Cutler Hammer E-30 

switches. 

CARLSCN.R. T. Region 1, Ph 1 ladelph la. Reactor Construction b 

Engineering Support Branch. 79/10/22. 43pp. 


— 7912130347 Interim deficiency rept re Amphenol connectors b Cutler 
Hammor £-30 switches. Evaluation of faulty switch mechanisms 
ulll be submitted subsequent to GE b Bechtel evaluations. 

CURTIS. HR Pennsylvania Power b Light Co. 79/10/11. 8pp. 


7912040351 Forwards final deficiency rept re connector pin crimping 
defects on control panel Insert. 

CURTIS.N.H Pennsylvania Power b Light Co. 79/11/28. 2pp. 


— 7912040353 Finol deficiency rept re panel inserts wiring & device 
damage. Caused by manufacturing personnel error b crimping 
tool malfunction resulting from inadequate QA. Connector pins 
repaired, reworked b tested. 

SISESTA.J.. HDLLINQSHAUi H. Bechtel Power Carp. (tubs, of Bechtel 
Carp.). 79/10/30. 40pp, 


7912040S07 Interim deficiency rept re violation of separation erlterii 
for 4.16 kV switchgear. Problem may be generic. Pol lowup rept 
to follow. 

CURTIS.N.H. Pennsylvania Power b Light Co. 79/11/29. 2pp. 
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79ia0SO3O6 Interim tfefltiencij rept re violation of separation criteria 
for 4. kV suitchgear. Caused by failure to delineate or 
Iniorporate separation requirements re project specs 
governing vendor uir i ng. Pr nb lorn under review. 

CURTIS. N.U. Pennsylvania Power !< Light Co. 79/11/S9. Spf. 


7912140365 Interim deficiency rept re cable pulling ac tivl ties. Requests 
extension until 800301 to file final definitive rept. 

CURTIS. N.U. Pennsylvania Power & Light Co. 79/18/10. Spp. 


7912270298 Forwards final deficiency rept re insulation damage to 
wiring in Control Room Inserts 72C U 73C which are part of 
offsite standby diesel generator controls. GE evaluation 
end. 

CURTIS. N.U. Pennsylvania Power t. Light Co. 79/12/17. ip. 


-7918270300 Final deficiency rept re insulation damage to uiring in 
control room Inserts 72C J< 73C which are part of offsite 
standby diesel generator control s. Caused by wire routing 
over steel barrier severing conductor Insulation. 

* Pennsylvania Power I. Light Co. 79/12/17. 3pp. 


II. Antitrust correspondence 


7912300287 Discovery rept for u.tervenor PL (.iMe.-, Intensive s e 1 1 1 eraei.i 
negotiations conducted w/ut i 1 , DDJ. NIJC Qrlar.do Util 
Coininissian. Sufficient likelihood of settlement w/Orlando to 
justify suspension of discDveiy 

Floi-llo Cities, UADLQN.P A Spiegel t. McDiarmid 

7v/ 11/20. Ip 


7912110345 Answer to FL Cities 79111* motion to lodge FLRC 790803 
opinion re whether to conduct proceeding under Atomic Energy 
Act Section 103ia) Does not oppose lodging pei NRC 790U23 

previous answer. 

DEHEV.L.S. Antitrust Division 79/12/C* ;3pp 


P. Operating license stage documents *. correspondence 


791218^43 Urges cpeditious review & safety evaluation of RErfiAN 
reactor sys transient analysis code List of intended uses of 
RETRAN enc t . 

UHRIQ.R.E. Florida Power fc Light Cn. 79/12/07. 3pp. 


MCKET S0-3B9 BT. LUCIE PLANT, UNIT 2 

A. App I icatton/construct Ion stage documents ti correspondence 


7918110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PWRs & DNRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON.H.R, Office of Nuclear Reactor Regulation, 79/10/17. 3pp. 


F. Security, medical, emergency h fire protection plant 


79JS040471 Forwards Info re upgraded emergency plans to plants under 
const & CL revl «w. Appl leants required to make certain 
emergency arrangements ui/state & local organl la 1 1 ont 1 . 
submit emergency plans per Reg Guide 1. 101. 

VASSALLO. D. Q. Division of Project Management. 79/11/21. 6pp. 


G. Adjudicatory correspondence 


7912110043 Forwards comments on NUREG-OSl 1, Draft OEIB reflects 
conscious 4 deliberate NRC policy to jeopardize public 
health 6 safety t thwart objectives of NEPA. 

KEPFORDiC. Environmental Coalition on Nuclear Power 79/10/24 
SSpp. 


7912140177 Requests name S< affiliation of each individual visiting sya 
control ctr on 79I21I. Info should be received by 791206. 

Certificate of Sve end. 

BAUBERr H. A. Lowens tel n, Newman. Re i s, Axelrad & Toll, 79/11/21. 4pp. 


0. Inspection reports, IE Hulletins t, c orre sporidoiico 


/V12100260 Forwards IE Insp Repls 30-333/79- 


5, / an 


791002-04. No noncomp 1 1 a n c e noted. 

SUTHERLAND, J. T. Region 2. All.inta. Fuel Facility f. Materials 

Safety Branch. 79/10/22. 2pp. 


3U-JHV//V-1/ un /91U0a-04. No 


-/vii{luu4/4 lb insp Repls 50-335/79-27 

nancompl iance noted . Ma j or areas iiispec t od : mg t controls, 
environ nonitoring stations t, analytical measurements. 
PEERY.H.U. Region 2, Atlanta, Office nf the Director 


7912060143 Foreiards IE Info Notice 79-12A, "Attemptod Damage to New 
Fu^l A«s»rib 1 i«s. ” No specific action or response requireli 
O'REILLY, J. P . Region Atlanta, Office of the Director, 
79/11/09. 2pp. 


7912310281 Forwards IE insp 
noncoinp 1 iancs noted. 
HURPHV. C.E Region 3. 

Support Branch. 79/11/09 


Rept 50-389/79-19 on 791022-25, No 
Atlanta, Reactor Construction S, i:nginaerlng 


—7912310288 IE Insp Rept 50-3B9/79-19 on 791022-25. No noncomp i ianc e 
noted. Major areas Inspec t ed ac 1 1 on or previous insp 
findings, independent insp of const activities b inspector 

Followup items 

Region I. Philadelphia, Office of the Director. 
BRVANT.J.C. Region 2, Atlanta. Reactor ConstTiictloii !■ 

Engineering Support Branch. 79/11/08. ,lpp 


7912270147 Notifies that interveners will not present testimony of 
R Pollard of UCB at 791211 hearing. Forwards newspaper 
article treating 0 Drldenbaugh views re safety implications 
of power fal lures, since prefiling testimony infeasible. 
HODDER.H.H. Hodder.M.H, 79/11/27. 2pp. 


7912140527 Responds to IE Bulletin 79-23, Fa i lure of emerqency diesel 
generator field exciter transformer procluded by absence uf 
direct circuit between trans forme v S, generntor neutral. FBAR 
re preeperational testing scheduled for Mar 19B0. 

UKtIBifl.E. Florida Power U Light Ci3 79/11/13. ip. 


•7912270150 First sot of 1 nterroga tori es. Roques ts info re sys-uide power 
falloree. of f il te power fai lures, fa 1 lure to provide intertie 
w/CA Power Corpitest results L performance records. 

Certificate of Bve end. 

HaDDER.M.H. Hodder.M.H. 79/11/27, 6pp. 


7912100181 Forwards IE Info Notice 79-20, "Uverloading of Structural 
Eleoents Due to Pipe Support Loads.’' No response required 
O'REILLY, J. P. Region 2, Atlanta, Offict' of the Director. 


7912140062 Memorandum L order specifying Coral Gables, FL as location 
«f evidentiary hearing re stability of applicant electrical 
grid £ adequacy of plant emergency power supplies. 

DlEHOPi C.J. Atomic Safety and Licensing Appeal Panel. 79/11/29. 
2pp, 


7912110561 Forwards IE Info Notice 79-29, "Loss of Non safe ly-HelatecI 
Reactor Coolant Sys Instrumentation During Operation." No 
Specific action or rospons e' roquirej. 

O'REILLY, J. P. Region 2. Atlanta, Office of Ihe nirector 

79/11/16, 8pp. 


79I319D120 Responds to 791121 request for names £ positions of ABLAB 
personnel Intending to visit applicant sys control ctr on 
79121 I. MC Farrar. RB Salzman £ UR Johnson will visit ctr, 
BISHOPiC.J. Atomic Safety and Licensing Appeal Panel. 79/12/04. 
Ip, 


7912060616 Forwards IE C ircuiar 79-24, "Proper I no ta 1 la t i on £ Oa 1 1 br of 
Cora Spray Pipe Break Detection Equipment on DWRs. " Ni) 

response requirod. 

O'REILLY. J. P. Region 2. Atlanta, □ffica of the Dlroclor. 

7t/ 11/2&. Ip 


7912180333 Responds to NRC 79110S Itr re violations noted in IE Insp 
Hapt 90-3B9/79-ie. Corrective ac t Ions; Inl tia ted QC receipt 
i nsp. 

UHRIOiR.E. Florida Power £ Light Co. 79/11/21. 3pp, 


7912110147 Forwards IE Circular 79-23, "Motor Starters £ Contactors 
Failed cooperate. " No response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
Tr/ll/So. Ip. 


7912270098 Response to intervener interrogatories. Lists Byi-ulde £ 
offsite power disturbances occurring within past 10 yrs. 

Ststes reasoning for not Interconnecting w/OA Power Co, 
Certificate of Bve end. 

PEAflSOM, 3. F. Florida Power £ Light Co. 79/12/07. 13pp.- 


7912110193 Acfc receipt of 791101 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-369/79-14. 

MUHPHV.C.E. ReyiDii 2. Atlanta, Reactor Construction £ Englneerlnq 

Support Branch. 79/11/26. Ip. ” 
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—7913110199 Responds to NRC 791012 Ur re violations noted in IE Insp 
Rapt ■50-3a9/79-I‘l. Corrective ac t i ons : uie 1 d rod near Jiase of 
safety Injection pomp supports gathered It disposed nf t not 
used in fabrication. 

UHRIO.R.E. Florida Power li Light Co. 79/IWOl. app- 


7912110203 FoTiuards IE Insp Rept 50-339779-14 on 790911 14 fc natiee of 

violation. „ ^ . 

HURPHV.C.E Regions. Atlanta. Beat tor Construe tion i 

Engineering Support Branch. 79/107i2. 2pp. 


7912110210 Notice of violation froa insp on 790911-14, 

• Region 2. Atlanta. Office of the Director. 79/10/ia. 


IP- 


—7912110214 IE Insp Rept 50-389/79-14 on 790911-14. Noncampliance noted: 
control of uield electrodes. 

ECONOMD5.N Region 2. Atlanta. Office of the Director. 

HEBDT.A.R. Region 2. Atlanta, Reactor Construction i 

Engineering Support Branch. 79/10/12. 7pp. 


791220O13f» Foruiards IE Circular 79-2S. 
Interference. ■' Mo written response r 
□ 'REILLY. J. P. Region 2. Atlanta. 
79/18/20. 4pp. 


"Shock Arrestor Strut 
ego 1 red . 

Office of the Director. 


Assanbtg 


T. Hearing transcripts on non-antltrust matters 


7912210314 Forwards testimony of PU Baranouskg in response to AELAB 
Queetlon 1 re station blackout. PH Daranauisky will be 
available as witness at hearings commencing on 791211. 

□UI&TEAD. U. Hearing Oranch 4. 79/11/09, ip. 


7912210324 Testimony of PH Baranovsky in rusponse to ASLAB OuesUon Bt 

re station 6 lactout. Statement of professional qual IPice b ions 

BARANaHSi(.Y. P. M. ProhablUatic Analysis Staff. 79/11/09. 9pp. 


7912200A01 Transcript of 
F«1R«l.ri. . BAL-ZMAN.R. . 


791211 hearing in Coral Gables. FL.Pp 1-142. 
J0HM30M.R. Commission. 79/12/11. 143pp. 


7912190447 Forwards IE Bulletin 79-27. "Loss of Man-Class IE 
Instrumentation h Control Power 9y« Bus During Operation." 

Mo written response required. 

□ ■REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/30. Ip. 

77121B<XI47 Ack receipt of 791121 Itr informing NRC of steps taien to 
correct violations noted in IE Insp Rept 30-3S9/79-10. 

HUfiPIlYiC.E. Region ?. Atlanta. Reactor Construction *■ Englneerlna 

Support Dr>anch. 79/13703. Ip. 


7912aD0i>13 Transcript of 791212 hearing in Coral Oables.FL, Pp 143-391. 
FARRAR. H. I SALWAN. R. . JDHMSOM.R- Commission. 79/12/12. 2&2pp. 


7912200629 Transcript of 
FAHRAR.M. , SALZMAN. R. . 


791213 hearing in Coral Oables.FL. Pp 399-744. 
JOHNSON. n. Commission. 79/12/13. 360pp. 


7912200307 Transcript of 
FARRAR.i1. . 8AUZMAM. R. . 


791214 hearing in Coral 
JOHNaOM. R. Commission. 


Oables.FL, Pp 743-336. 
79/12/14. 14lpp. 


•7912100357 Forwards IE Insp Rept 50-339/79-16 on 791009 12 fe netice of 
violation 

MliRPHV.C.E. Region 2. Atlanta, Reactor Cnnstructtan » 

Engineering Support Branch. 79/11/09. 2pp. 


DOCKCr 50-390 MATTS BAR NUCLEAR PLANT. UNIT^l 

A. Applicatlon/construction stage documents *< correspondence 


— 7912130361 Notice of violation from Insp on 791009-12. 

» Region 2. Atlanta, Office of the Director. 79/10/31. Ip. 


-7912100367 IE Insp Rept 50-309/79-18 on 791009-12. Noncompliance noted: 
f.illuro to procure protective coating matls as safety- 
related items 4 failure to initiate nonconformance rept fc 
place discrepant matl in hold area. 

LEMAHAN.J.J. Region 2. Atlanta. Office of the Director. 

CONUDN.T.E. Region 2. Atlanta, Reactor Construction ft 

Engineering Support Branch. 79/10/31. 5pp. 


7912110011 Forwards NRC position on status ft applicability to 
DL applications of results nf TMI followup actions. Outlines 
addl short-term actions to be taken. 

VA9BfU.LD. 0. e. Division of Project Management. 79/09/27. 


pending 

41pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to rasolvo ATMS isaun for PHRs ft BWRs. 

Success of program depends on industry response. Supp arts 
fornatlen of owners groups to provide necessary 

OEHTONilifl. Office of Nuclear Reactor Renulatlon. 79/10/17. 3pp. 


7912310297 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Honcompliarvces. I0CFR21, '■ No action requlred. 

O'REILLV. J, P. Region 2. Atlanta. Office of the Director. 
79/12/06. 5pp- 


791220Q033 Forwards IE Bulletin 79-20. "Possible Malfunction of Mance 
Model EAiaO Limit Switches at Elevated Temps. " Action 
required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/07- 2pp. 


7912110005 Forwards proposed Revision 2 to Reg Guide 1.97. 

"Insirunantatlon for Light Hater Cooled Nuclear Power Plants 
to Assess Plant ft Environs Conditions During ft Following 
Accldint. ” Requests comment. 

VMIOAiD-A. Assistant Director for Light Water Reactors. 79/11/23. 
3pp. 


7912130033 Notification of QOOllO meeting u/utll to discues reporting 
level of util QA ft manager ft OA review of documents, 

SPRAULiJ.O. Quality Assurance Branch. 79/12/05. Ip. 


7912310067 Ack receipt of 791203 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Bept 50-309/79-20. 

SUTHERLAND. J. T. Region 2. Atlanta. Fuel Facility ft Materlels 

Safely Branch. 79/12/07- Ip. 


7912270356 Forwards oddl Info requested in 791029 Itr re qualification 
of resistance tamp detectors, field connections ft remote 
ballD-ui sensing containment pressure transmitters. Info to 
be incorporated into Amend 42 of FBAR. 

niLLS.L.Ii. Tennessee Valley Authority. 79/12/19. 7pp- 


•7912310072 Responds to HOC 791153 Itr re violatlcns noted in IE Insp 
Rept 5D-389/79-20. Correc tl ve set ions : qual if ieil person 
assigned to maintain dally log when environ control englnoer 
not on site 

UHRIO.R.E. Florida Power ft Light Co 79/12/03. 2pp. 


•7918310076 Forwards IE Insp Rept 50-339/79-20 on 791101-02 ft notice of 
violation. 

SUTHERLAND. O. T. Reginn 2. Atlanta. Fuel Facility ft Materials 

Safety Branch. 79/11/23. 2pp. 


F. Security, tnedlcal. eotergency ft fire protection plans 


7918040471 Forwards info re upgraded emergency plans to plants undir 
const b CL review. App I icants required to make certain 
■nargency arrangements w/stale ft local organizations ft 
submit amerfloney plans per Reg Oulde 1. 101. 

V/^ALLO.D.D. Division of Project Management. 79/11/21. 6pp. 


*. Inspection reports. IE Bulletins ft correspondence 


— 7912310081 Notice nf violation from insp on 791101-02. 

* neglon 2. Atlanta. Office of the Director. 79/11/23. ip. 


•79183!OOB6 IE Insp Rept 50-389/79-20 on 791 101-02. Noncampl Unce nstad: 
failure to maintain dally log of site survetl lance, findings 
ft environ protection activities. 

CUWJINGHAMi A. L. Region 2. Atlanta. Office of the Director. 
JENKINS. O.R. Region 2. Atlanta. Fuel Facility ft Materials 

Safety Branch. 79/11/33. 3pp. 


79122S0402 Forwards IE Info Notice 79-31. "Uio of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

79/18/13. 2pp. 


7918070036 Forwards IE Insp 
790919-21. No noncompliance 
HURFHY.C.E. Region 8. 

Buppart Branch. 79/10/22. 


Repts 50-390/79-34 ft 30-391/79-29 on 
noted. 

Atlanta. Reactor Conitructlon ft Engineering 

app. 


—7918070067 IE Insp Repts 50-390/79-34 ft 50-391/79-29 on 790919-21. N» 
nonccmpllance noted. Major areas Intpec t ed; cond I tions adverse 
tu quality reporting ft implementation of nonconformance 

MfllSHT. R. M. NRC Regianal Offices. CANTRELL, F. S. Region 2i 

Atlanta. Reactor Construction ft Engineering Support Branch. 
79/10/19. 3pp. 
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791204O44S Faruardt suppl rasponse to IE Bulletins 78-13. 7S-12A & 
78-13S ra atypical uald matl In reactor pretsura vessel 
uilds. HastlnghousD generic rapt submitted 791039 covers 
plants. Final response by Q00129. 

HJLUBr L. M. Tannessec Valley Authority. 79/10y'2B. 2pp. 


7912310093 Foruardt IE Insp riapts 90-390/79-30 li 50-391/79-32 on 
?9101d>-19. No noncompllance notod. 

MUflPHY. C. E. Region 2> Atlanta. Reactor ConstructioTi & Englneerina 

Support Branch. 79/ii/OS. 2pp. 

— 7912310100 IE Insp Hopts 50-390/79-30 & 50-391/79-32 on 79101i-19. Mo 
nonccispliance noted. Major areas inspected: p Ipe support base 
plats designs using concrete expansion anchor bolts 4. 
llcenssa Idantlfitd Items. 

VALLlSHiE.J. Region 2. Atlanta. Office of the Director. 
HERDT.A.R, Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch. 79/11/05. 3pp. 


79120b0163 Foruards IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Afient 1 Ics. " No specific action or response reciulred. 

0 'REILLY. J.P. Region S. Atlanta. Office of the Director. 
79/11/09. 3pp. 


7912110S02 Foruards risponss to 790330 Itr b IE Bulletin 79-04 re Velan 
valves. Cornet uelght valves Installed. Piping b supports 
rivleufsd using correct valve uelghts. 

HILLS. L.H. TanncBsee Valley Authority. 79/11/09. 30pp. 


7912070499 Foruards IE Info Notlcs 79-27. "Steam Oenorator Tube 
Ruptures at Tuo PUR Plants. “ 

O'REILLYoJ.P. Region 2. Atlanta. Office of the Director. 
79/11/16. 14pp. 


7912100192 Foruards IE Info Notice 79-20. "Ovsrloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'REILLV.O, P. Region 2. Atlanta, Office of the Director. 
79/11/16. Ip. 


7913110979 Foruards IE Info Notlcs 79-29. "Loss of Nonsafsty-Helated 
Riactor Coolant 8ys Instrumentation During Operation," No 
spiciflc action or response required. 

0 'REILLV.O, P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912310307 Foruards IB Insp Rept 90-390/79-46 on 791031-1102. No 
nsnconpllance noted. 

LEWIS. R.C. Region 2. Atlante. Reactor Operations Nuclear Support 

Branch. 79/11/16. 2pp. 


— 7912310318 IE Insp Rept 90-390/79-46 .on 791031-1102. No noneoapllance 
noted. Major areas inspected: revieu of preoperational test 
pracedurts. revieu of neu fuel receipt b Insp b etorage 
documsntation. 

6EL16LE.0. A. . DONAT. T. J. Region 2. Atlanta. Office oP tbe 
Director. DANCE. H.C, Region 2. Atlanta. Reactor Operatione 

Nuclear Support Branch. 79/11/16. 9pp. 


7913060620 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BUfls. " No 
response required. 

O'REILLY.O.P. Rigidn 2, Atlanta. Office of the Director. 

79/11/26. Ip. 


7913110197 Foruards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No response required. 

O'RElLLYi J. P. Region 2. Atlanta, Office of the Director. 
79/11/26. Ip. 


7912060266 Ack receipt of 771023 Itr informing NRC of steps taken to 
correct violations notid in IE Insp Rspts 50-390/79-33 b 
S0-391/79-2B. 

mmPHY. C. E. Region 2. Atlanta. Reactor Construction b Enginaaring 

Support Branch. 79/11/29. 2pp. 


— 7912O602B7 Foruards IE Insp Rept 90-390/79-33 b 50-391/79-2S on 
790BD1-0907 b notice of violation. 

MURPHYiC.E. Region 2. Atlanta. Reactor Construction b 

Englnsarlng Support Branch. 79/10/01. 2pp. 


— 7912060291 Notlcs of violation from Insp on 79OBOi-09O7. 

a Region 2. Atlanta. Office of the Director. 79/09/30. Ip. 


—7912060299 IE Insp Repts 90-390/79-33 b 90-391/79-20 on 790801-0907. 
Noncomp 1 lanes noted: failure to follou proesdures for utt^ of 
dvnamonster in cable pulling. 

COCHRAN. B. J. . TH0HA9.M, Region 2. Atlanta. Office of tbe 
DlreetOT. CANTRELL. F. S. Regiorr 2. Atlanta. Reactor 

Construction b Engineering Support Branch. 79/09/30, 9pp. 


7912300003 Supplements 790514 initial response to IE Bullotln 79-03 ro 
ueld defects In pipe spools. W/o end. 

HILLS.L.H. Tennessee Valleij Authority. 79/11/29. Ip. 


7912190472 Foruards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Fouer 8ys Bus During Operation." 
Hrltinn response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director 
79/11/30. Ip. 


7912310316 Foruards IE Info Nolico 79-30. "Reporting of Defects b 
Honceaipliances. 10CFR21. " Ho action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. 6pp. 


7912300060 Forwards IE Bulletin 79-2B, "Possible Malfunction of Nanco 
Hodsl EAIBO Limit Sultches at Elevated Temps. " Action 
reqelrad. 

Q'REILLV. J.P. Region 2. Atlanta. Office of the Director. 
79/12/07. 3pp. 


7912310008 Foruards Final response to IE Bulletin 7a-12B> “Atypical 
Held Hatl in Reactor Pressure Vessel Helds." Util has 
reviewed 791029 Westinghouse rept b Is satisfied that all 
specific vessel info required by bulletin included. 

HILLS.L.M. Tennessee Valley Authority. 79/12/11. 2pp. 


79122S0426 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLY. J.P. Region '2. Atlanta. Office of the Director. 
79/12/13. 3pp. 


7912^0190 Forwards IE Circular 79-29. "Shock Arrestor Strut Assembly 
Interference. " No uritton response required. 

□ 'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/12/SO. 4pp. 


R. Periodic oporatlng reports b related correspondence 


79181302S8 Foruards "Environ Radioac tlvi ty Leve Is. 1970. " 
HILLSaL. H. Tennessee Valley Authority. 79/12/09. Ip. 


”7912130260 "Environ Radioactivity Lovels. 1970. " 

-e Tennessee Valley Authority. 79/11/30, SDpp. 


8. Reportable occurrences. LERs b related correspondence 


79122004SB PNB-II-79-O04: on 791016. 1 Icensee discovered that unknown 
Individual placed 3/16-inch Iron ulro around 480 vnlt ac 
bus to power distribution power in plant auiillary bldg. 

Touching wire could have damaged board b caused Injury. 
SE8ECKER.K.. CANTRELL. F. S. Region 2. Atlanta. Office of the 
Director. 79/10/17. Ip. 


7912OS0513 Forwards first interim deficiency rept re surface cracks In 
Loop 1 steam generator. 

HIU.B<L.N. Tennessee Valley Authority. 79/11/23. Ip. 


— ^7912050916 Interim deficiency rept re surface cracks In Loop 1 steam 
genarator. Cause not stated. Util b Uesttnghouse evaluating 
scope of raqulred repair work. Uestlnghouse requested to 
determine cause of cracks. 

« Tennessee Valley Authority. 79/11/23. Ip. 


7912090477 Third interim deficiency rept re diesel gonarator 
turbocharger lubr Icatiun. Ins p of trubocharger on emergency 
diesel generators incomplete. Folioulng completion of 
alignment b mods, insp will be conducted. 

HILLS.L.H. Tennessee Valley Authority. 79/11/20. Ip. 


7912050484 Second Interim deficiency rept re refueling water storage 
tank overflow line not fabricated in ASHE code. Fo 1 lowing 
receipt b evaluation of repair procedures, correc tlve action 
stata«ent will be prepared. 

MXU8>L,.H. Tennessee Valley Authority. 79/11/29. Ip. 


7912190620 Second interim deficiency rept re piles supporting essential 
raw cooling water pipe slab not driven to drawing specs, Pile 
load test will be conducted on existing piling. Next rept 
Hill be submitted by &004U. 

HILLS.L.M. Tennessoe Valley Authority. 79/11/30, Ip. 


7912170313 Forwards final deficiency rapt re incorrectly performed 
prcsaurliir safety b relief line blowdown analysis. 

HILLS.L.M. Tennessee Valley Authority. 79/12/07, Ip. 
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— 7912170313 Final deUciurctj rapt la i nc orrct tlij perforMd pressuriisr 
safety S< relief line blouooian analysis Reanalysia revealed 
10 supports needing r p d d s i g n; one support needing relocation 
h need For aOdl supports 

• Tennessee Valley Autnontg Vt/lZfO/. Ip. 


7912170317 Foruards Final deficiency rept re RHH pump aotor svc factor. 
MILLSiL.M. Tennessee Valley ftuthority. 79/12/07. Ip 


— 7912170323 Final deficiency rept re eicessive svc factor on RHR pump 
motors Flou restrictions addDd in HHtt pump hoi leg *i cold 
leg injection headers to provide pressure drop necessary to 
prevent pump motor overloading. 

MILLS. L M. Tennessee Valley rtothority. 79/'t2/07. Ip. 

7912170324 Supplemental info re Ras-50-39O/79-25-Ol I. 30-391/79-21-01 
re alignment bead ue 1 d s . Onau thor i i ed or undocuaen ted 
alignment bead melds mill be nonconformed !< depositloned in 
accordance lu/approved procedures. 

MILLS. L.M. Tennessee Valley Authority. 79/12/07. Ip. 

7912280531 Forwards first interim deficiency rept re control rod drop 
events. 

MILLS. L.M. Tennessee Valley Authority. 79/12/17. ip. 

— 7912280590 First interim de f i c i e ncy . Drop p o d rod accident analyses 
methodology affected nonconsoTvativel g by pouer distribution 
& reactivity insertion prof i les. Ex tensive evaluation 
required to establish analytical safety margins, 

« Tennessee Valley Authority. 79/12/17. Ip. 

7912270400 Forwards supplemental response ro cable terminations In 
junction boies inside containment. 

MILLS. L.M. Tennessee Valley Authority. 79/12/10. Ip 

— 7912270484 Supplemental response to deficiency rept re exception to 
commitment to replace cable terminations In junctions bnies 
Inside containment u/splices for Class IE circirlts. 

Terminations preferable for resistance temp detectors. 

« Tennessee Valley Authority. 79/12/111 Ip. 


DOCKET 50-391 WATTS DAR NUCLEAS PLANT, UNIT 2 


A. Application/construction stage documents & carrespondenee 


7912110011 Forwards NRC position on status 8. applicability to pending 
□L applications of results of TMi Followup actions. Outlines 
addl short-term actions to be taken. 

VASSALLO. D. n. Division of Project Management. 79/09/27. 41pp. 


7912110264 Discusses NFIC plans to use generic analyses to develop early 
veriFlcation program to resolve ATWS issue for PWRs ti HWs. 

Success of program depends on industry response, Supports 
formation of owners groups to provide necessary info. 

DENTON. H-R Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912110005 Forwards proposed Revision 2 to Reg Ouiile 1.97. 
’'Instrumentation for Light Water Cooled Nuclear Power Plants 
to Assess Plant h Envli’uns Conditions During 6 Faltoiuing 
Accident. " Requests comment. 

VARGA. S. A. Assistant Director for Light Water Reactors. 79/11/83. 
3pp. 


7912130023 Notification of SOOllO meeting w/utll to discuss reporting 
level of util OA & manager L OA review of documents. 

SPRAWL. J.O. Quality Assurance Branch. 79/12/05. Ip. 


7912270356 Forwards addl info requested in 791029 Itr re qualification 
of resistance temp de tec t ors. f i el d connections & reroute 
balloiiis sensing containment pressure transmitters. Inf n to 
be incorporated into Amend 42 of FSAR. 

MILLS. L tt Tennessee Valley Authority. 79/18/19. 7pp. 


F. Security, medical, emergency ti fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const & OL review. Applicants required to make certain 
emergency arTangements w/state & local organi ta tions ft 
submit emergency plans per Reg Guide 1. IDl. 

VABSALLQ. D. B. Division of Project Management. 79/11/21. 6pp. 


Q. Inspection reports. IE Bulletins 6 correspondence 


7912070056 Forwards IE Insp Repts 50-390/79-34 6 50-391/79-29 on 
790919-21. No noncorop I lane e noted. 

MUftfHV.C.E. Region 2. Atlanta. Reactor Construction 6 Engineering 

Support Branch. 79/10/22 2pp. 


7912070067 IE Insp Repts 50-390/79-34 *. 50-391/79-29 on 790919-21, H> 

noncompi lanes noted Major areas inspoc tod : c ond i t ions adverse 
to quality reporting 6 implementation of nonconformance 

repts. 

WRIGHT.R.U NRC Regional OFfices CANTRELL. F. S. RegionQ. 

Atlanta. Reactor Construction i Englnoering Support Branch. 
79/10/19 30 p. 


79I204044B Forwards suppl response to IE Bulletins 70-12.70-12A b 
78-120 TO atypical weld matl in reactor pressure vessel 
welds. HestinghdUSB generic rept submitted 791039 covers 
plants. Final response by 000125. 

HILL8.L.M. Tennessee Valley Authority. 79/10/2Q. 2pp. 


7912310093 Forwards IE Insp Repts S0-390/79-3B 6 50-391/79-32 on 
791016-19. No noncDmpllance noted. 

HURPHY.ti.E. Region 2. Atlanta. Reactor Construction 6 Englneiring 

Support Branch. 79/11/08. 2pp. 


— 7918310100 IE Insp Repts 50-390/79-30 b 50-391/79-32 on 791016-19. Nj 
noncoropliance noted. Major areas inspoc t ed: p i pe support base 
plats designs using concrete eipansion anchor bolts b 
licensee idontified Items. 

VALLlBHiE.J. Region 8. Atlanta, Office of the Director. 
HERDTiA.fi Region 2. Atlanta. Reactor Construction b 

Enslnssrlng Support Branch. 79/11/00. 3pp, 


7912060163 Forwards IE Info Notice 79-12A. “Attempted Damage to Niu 
Fuel Assemblies." No specific action or response required. 
O'llEILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/11/09. 3pp. 


7912110208 Forwards response to 790330 Itr 6 IE Bulletin 79-04 re Vilin 
valves. Correct weight valves instal 1 ed. Piping b supports 
reviewed using correct valve weights. 

HlLLSiL.H. Tennessee Valley Authority. 79/11/09. 80pp. 


7912070499 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Two PWR Plants. " 

O'BEIU-V. J. P. Region 2, Atlenta, Office of the Director, 
79/11/16. 14pp. 


7912100198 Forwards IE Info Notice 79-28, "Overloading of Btruclural 
Elements Due to Pipe Support Loads. " No response required. 

O'REILLY. J. P. Roglon 2. Atlanta, Office of the Director. 

79/11/16. ip, 

7912110575 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Rflabad 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 

79/11/16. 2pp. 

7918060520 Forwards IE Circular 79-24, "Proper Installation b Calltr ef 
Core Spray Pipe Dreak Detection Equipment on BWRs. " No 
response required. 

0'REIU.Y. J. P. Region 2. Atlanta. Office of the Director. 

79/11/25. ip. 


7912110157 Forwards IE Circular 79-23. “Motor Starters b Contactors 
Failed to Operate, " No response required. 

O'REILLY, J. P. Region 8. Atlanta, Office of the Director. 
79/11/25, Ip. 


7912050265 Aek receipt of 791023 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/79-03 b 
aO-391/79-Sa. 

flURPHYiC.E. Region 2. Atlanta, Reactor Construction 6 Enginttrlnf 

Support Branch. 79/11/29. 2pp. 


— 7912060287 Forwards IE Insp Rept 50-390/79-33 b 50-391/79-20 on 
790601-0907 b notice of violation, 

HURPHYiG.E. Region 2, Atlanta, Reactor Construction fa 

Engineering Support Oranch. 79/10/01. 2pp. 


—7912060291 Notice of violation from insp on 790801-0907. 

u Region 2, Atlanta, Office of the Director. 79/09/30. Ip. 


—7912060899 IE Insp Repts 50-390/79-33 fa 50-391/79-28 on 790001-0907. 
Noneompllance noted: Pai lure to follow procedures for use of 
dynamometer in cable pulling. 

COCHRAN, D. J. . THOMAS, M. Regions. Atlanta, Office of the 
Director. CANTRELL, F. S. , Region 2, Atlanta, Reactor 
Construction & Engineering Support Branch. 79/09/30. 9pp, 

7912200003 Supplements 790514 initial response to IE Bulletin 79-03 ff 
uald defects In pipe spools. W/o end. 

HIULS.L.M. Tennessee Valley Authority. 79/11/29. Ip. 
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79181^0473 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation I Control Power Sgs Bus During Operation." 
No written response required. 

D’HElLUy.J P Region 2. Atlanta. Office of the Biroctor. 
79/11/30. Ip. 


— 7912170323 Final deftcieiicg rupt rc 
motors. Flow restrictions added in 
isg Injection headers te provide p 
prevent pump motor over loading 
H1LLS»I-. M. Tennessee Valleij Autho 


oxessive sve factor oo 
riHH pump hot leg fc cold 
ressure drop necessary 

rity. 79/12/07. ip. 


IlHhi 

Ld 


pump 


7912310316 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Koneonpltanees. 10CFR21. " No action required. 

O'REILLVi J. P. Region 2. Atlanta, Office of the Director. 

79/12/06. 6pp. 

7912800060 Forwards IE Bulletin 79-28. "Possible Malfunction of Naosen 
Model EAISO Limit Builches at Elevated Temps " Ac t ion 
required. 

O'REILCV, J. P. Region 2. Atlanta. Office of the Diroetar. 

79/12/07. 3pp. 

791231000B Foruards final response to IE Bulletin 7B-12B. "Atijplcal 
Ueld Matl in Raaetor Pressure Vessel Welds." Util has 
revliued 791029 Westlnghouse rept 6 Is satisfied that atl 
specific vessel info required by bullotin included. 

HILLB.L.M. Tennessee Valley Authority. 79/12/U. 2gp. 


7912800426 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLT. J. P. Region 2, Atlanta, Office of the Director- 
79/12/13. 3pp. 


79ISSe015D Forwards IE Circular 79-23, "Shock Arrestor Strut Asseably 
Interference. " No written response required. 

O'REILLV. J. P- Region 2, Atlanta, Office of the Director. 

79/12/20. 4pp. 


H. Periodic operating reports b related correspondence 


79IS13023B FoTwards "Environ Radioactivity Levels, 197B. ” 
HILLSiL. H. Tennessee Valley Authority. 79/lS/OS'. Ip. 


— 7912130268 "Environ Radioactivity Levels, 1978. " 

a Tennessee Valley Authority. 79/11/30. SOpp. 


8. Reportable occurrences, LERs b related cerrespondenc e 


7912030513 Foruards first interim deficiency rept re surface cracks in 
Loop 1 steam generator. 

MILLS, L.M. Tennessee Valley Authority. 79/11/23. tp. 

— 7912050516 Interim deficiency rept re surface cracks in Loop i steam 
generator. Cause not stated. Util b Westlnghouse evaluating 
scope of required repair work. Westlnghouse requested to 
determine cause of cracks. 

• Tenneiiee Valley Authority. 79/11/23. Ip. 


79J2030477 Third interim deficiency rept re diesel generator 
turbocharger lubrication. Insp of trubocharger on omergeneg 
diesel generators incomple to. Fol lowing completion of 
alignment b modsilnsp will be conducted. 

MILLS, L.H. Tennessee Valley Authority. 79/11/23. Ip- 


7912050434 Second interim deficiency rept re refueling water starage 
tank overflow line not fabricated to A8KE code. Fol loulng 
receipt b evaluation of repair procedures, corrective action 
statement will be prepared. 

MILLS, L.M. Tennessee Valley Authority, 79/11/29. ip. 


79J2190620 Second Interim deficiency rept re piles supporting essential 
raw cooling water pipe slab not driven to drawing specs. Pile 
load test vrlll be conducted on existing piling. Next rept 
Mill be submitted by SQ0411. 

MILLS, L.M. Tennessee Valley Authority. 79/li/30. Ip. 

7912170313 Forwards final deficiency ropt re incorrectly perPoreied 
pressurlicr safety b relief line blowdown analysis. 

HILLS, L.K. Tennessee Valley Authority. 79/12/07, Ip. 


— 7912t7031B Final deficiency rept re Incorrectly performed preiaurlrar 
safety b relief line' blowdown enalysl s. Reanalysi s revealed 
10 supports needing redesign, one support needing relocation 
b need for addl supports. 

• Tennessee Valley Authority. 79/12/07. Ip. 


791SI70324 Supplemental Info ro n08~50-390/79-23-0 1 b 50-391/79-21-01 
re all gnment bead welds. Unauthoriied or undocumented 
alignment bead welds will be tionconformed b d epos i t ioned in 
accordance ui/approved procedures 

HILLSiL.K. Tennessee Valley Authority 79/12/07. Ip 


79122fiDSSl Forwards first interim deficiency rept re control rod drop 

events. 

HILLS, L. H. Tennessee Valley Authurity. 79/12/17. Ip 


7912290S9O First interim d ef i c i ency . Dro p p ed rod accident analyses 

methodology af f ec ted ,f,onc onsorva t i vel y by power distribution 
& reactivity insortlon p rof 1 1 es. E i tens t ve evaluation 
required to establish analytical safety margins. 

• Tennossee Valley Authority. 79/12/17. Ip. 

7912270400 Forwards supplemental response re cable terminations in 
junction boxes inside containment. 

HILLS, L. n. Tennessee Valley Authority. 79/12/13. Ip 

—7912870494 Supplemental response to deficiency rept re aiceptio'n to 
commitment to replace cable terminations in junctio.ns boxes 
inside containment w/splices for Class IE circuits. 

Terminations preferable for resistance temp detectors. 

• Tennessee Valley Authority. 79/12/18. Ip. 


DOCKET 30-394 CALIFORNIA STATE POLVTECH COLLEOE RES. REACTOR 
F. Security, medical, emergency b fire protection plans 


7912120206 Forwards draft Reg Ouide S. XX, "Btd Format b Content for 
Licaneee Physical Security Plan for Protection of ENH of 
Moderate or Lou Strategic Significance."' W/a end. 

REtOiR.M. Operating Reactors Branch 4 (Pre 791030>. 79/00/22. 

2pp. 


DOCKET 30-393 VIROIL C. SUMMER NUCLEAR STATION. UNIT 1 


A. Applleatlon/cnnetructlon stage documents b correspondence 


7913110011 Forwards MRC position on status b applicability to pending 
OL applications of results of TMI followup ac t tons. Out 1 Inas 
addl short-term actions to Pe taken. 

VA^MJ-a.D.B. Division of Project Management. 79/09/27. 4Ipp, 


7912110364 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATHB Issue for PHRs b BHRa. 

Success of program depends on industry response. Supports 
famatlon of owners groups to provldo necessary info. 

DEHTOH.H.lt. Office of Nuclear Reactor Regulation 79/10/17. 3pp. 


7912030028 Summary of 791031 mooetlng w/ut 11, 01 Iber t/Commonweallh 
AsBBciates b BNL at facility re fami klariiat 1 on w/facllity 
& design Info for stresses In balanco-o t-p lanfc piping eys. 
TIBBETTS, D. L. Light Water Reactors Branch 2, 79/11/15. 8pp. 


7912110136 Forwards proposed Revision 2 to Rag Ouldo 1.97, 

"InstruBentatlon for Light Hater Cooled Nuclear Power Plants 
ta Assess Plant b Environs Conditions During b Following 
Accident. " Requests comment. . 

VARQA, 8. A, Assistant Director for Light Mater Reactors. 79/ll/BJ, 

7912140189 Summary of 791085 meeting w/utll, Naval Research Lab, 
Heetlngheuse b 01 Ibert/Commonueal th to discuss seismic 
quallFication of olectrical b mechanical components. 

TIBBITTS, D. L. Light Hater Reactors Branch 8. 79/12/03. 7pp. 


C. Iftilltg Environmental Report (ER), amends b correspondence 


7912270061 Forwards updated distribution list for environ repts b 
DUNCAN,H. Environmental Projects Branch 2. 79/12/06. 8pp. 


7912170317 Forwards final dofieieney ropt re HHR pump motor sve factur. 
MILLS, L.M. Tennessee Valley Authority. 79/12/07. Ip. 


F. Becurlty, medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plana to plants under 
Gunsk OL review. Applicants required to make certain 
emergency arrangements u/stato b local organl lati ons b 
submit emergency plans per Reg Guide 1.101. 

VASSALLQ, D. B. Division of Project Management. 79/11/21. 6pp. 
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791S3I02a6 Summary of 791107 meetinfl u/util fc 01 1 beT t/CommoHioea Ith re 
discussion of requost for info issued to util resulting froa 
site visit for fire protection revieu. 

TiaHITTS.D. L. Light Mater Reactors Branch 2. 79/12/17. 6pp. 


79122l0lAfi Forwards Revision 4 to fire protectian evaluation of fire 
haiards analysis rept. 

CRFUS.E.H. South Carolina Electric ti Gas Co. 79/13/20. Ip. 

—7913210167 Revision 4 to fire protectian evaluation of fire baiard 
analysis rept. 

• South Carolina Electric & Gas Co. 79/12/20. 41pp. 


0. Adjudicatory correspondence 


7912120115 Request for dismissal of Intorvenor □ Ourscy ti contentions 
due to failure to provide for discovery U abide by ABLD 
orders. Certifl cate of Sve encl. 

CONNER. r.B.. RARER. R.M. South Carolina Electric fc Oas Co. 

CONNER. T.B. Connor. Moore & Corber. 79/il/29. 10pp. 


7913210403 Motion to schedule B001S2 hearing on pending issues. Seeks 
oiemptlon from FES requirement if ASLB detcroiines that 
Contention A-9 may not be subj to hearing prior to FES 
fi ling. Certificate of Sve encl. 

CONNER. T.Q. South Carolina Electric & Gas Co. CONNERa T. D. Connen 
Koore i Corber. 79/13/17. 7pp. 


7913260260 Response in opposition to applicant 791129 tnotion for 
dismissal of intorvenor B Burseg content i ons. Urges that 
alternative relief requiring intervenor to submit sutnaiarles 
of proposed testinonti be granted. Certificate of Sve encl. 
G[>LDBEI!0 ;b. C. Hearing Branch 2. 79/12/17. 7pp. 


K. Utility Final Safety Analysis Report <FSAR} ta amends 


7912030145 Foruiards Amend 16 to FSAR. 

cnsUS.E. H. South Carolina Electric b Oas Co. 79/11/30. 2pp. 


—7912030147 Amend 16 to FSAR. 

• South Carolina Electric 6 Gas Co. 79/11/20. 120pp. 


0. Inspection reports. IE Bulletins b correspondence 


7913070099 Forwards IE Insp Rept 50-395/79-29 on 790925-27. No 
nsneomp 1 iance noted. 

LEMIS.fl.C. Region 3. Atlanta. Reactor OperattanB Nuclear Support 

Branch. 79/10/23. 3pp. 


—7912070105 IE Insp Rapt 50-39S/79-29 on 790925-27.No noneonpl lance 
noted. Major areas inspected : preoperatl onal test procedural 
preoperatlonal test witnessing I. previous Insp open Items. 

DONAT, r. J. Region 2. Atlanta. Office of the Director. 

BURNETT. P.T. Region 3. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/10/17. 4pp. 


7913110049 Responds to IE Bulletin 79-14. Revision liSuppl S.rc seismic 
analysis for piping sys. Piping sys design specs b procedures 
1 i sted. Malkdown insp checklist encl. 

CREMS.E.H. South Carolina Electric b Oas Co. 79/10/30. 5pp. 


7912060159 Forwards IE Info Notice 79-12Ai "Attempted Damage to New 
Fuel Assemblias. " No specific action or response required, 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 3pp. 


7912380153 Forwards IE Insp Rept 30-395/79-21 on 79091 5-1U12. No 
nonconp 1 iance noted, 

LEMIS.R C, Region 2> Atlanta. Reactor Operations Nuclear Support 

Branch. 79/11/14, 2pp. 

—7913360157 IE Insp Rept S0-39S/79-31 on 790915-1012. Ho noncompltanc* 
noted. Major areas Inspec ted: preoperatlonal test proeadure. 
inserviee insp program, safety relation component receipt 
insp (t Followup on open items, 

KELLOGG. P. J. . SKDUDS.U.L, Region 3. Atlanta. Office of the 
Director. 79/11/13. 6pp. 


7913100200 Forwards IE Info Notice 79-30. "Overloading of Structural 
Elemants Due to Pipe Support Loads." No response required. 
O'REILLY. J. P. Region 3. Atlanta. Office of the Director. 
79/11/16. Ip. 


791211056B Forwards IE Info Notice 79-29. "Loss of Nonsafoty-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY. J. P. Region 2. Atlanta. Offica of the Director. 
79/11/16- 2pp. 


7912110370 Forwards IE Info Notice 79-29. "Loss of Nonsaf aty-Relatid 
Reactor Coolant Gys Instrumentation During Operation." He 
specific action or response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7913310335 Forwards IE Insp Rept 50-395/79-32 on 791030-1 102. No 
none oeipl iance noted. 

KUftPHV.C.E. Region 2. Atlanta. Reactor Construction b EnglnatTlng 

Support Brancb. 79/11/16. 3pp. 


•7912310331 IE Insp Rept 50-393/79-32 on 791030-1102. No noncoep I Imtt 
noted. Major areas insp ec ted; safety-related electrical cable 
installation b GC records b safety-related instrumentation 
installation b QC records. 

RUFF.A.B. Region 2. Atlanta. Office of the Director, 

CQM-ONtT.E. Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch, 79/11/16. 3pp. 


7912060619 Forwards IE Circular 79-24. “Proper Installation b Calibr «f 
Core Spray Pipe Break Detection Equipment on BURs. " No 
response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110134 Forwards IE Circular 79-33. "Motor Starters £> Contactors 
Failed to Operate." No response required. 

□ 'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


79131004^ Act receipt of IE Insp Rept 50-395/79-33 on 791017, No 
proprietary info. 

JCMNSON. H. C. South Carolina Electric b Oas Co. 79/11/28. Ip. 


— 7918100464 Forwards IE Insp Rept 50-395/79-33 on 791017, No 
noneooplianco noted. 

SUTHERLAND. J. T. Region 3. Atlanta. Fuel Facility L Hatsrlali 

Safety Branch. 79/11/06. 3pp. 


— 7918100467 IE Insp Rept 50-395/79-33 on 791017. No noncoaplianct n«lsd. 
Major areas inspected: mgt meeting dlseuaslng IE imp program 
related to radiation protection & raduaste mgt b brief plant 
tour. 

.KNKIN8. 0. R. . GIBSON. A. F. Region 2. Atlante. Office of tbs 
Director. 79/11/02. 2pp. 


7913060381 Act raceipt of 791 IIS Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-395/79-30, 

HURPMY.C.E. Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch. 79/11/29. Ip. 


-791S060SSS Responds to NRC 7910^4 Itr re violations noted in IE Inep 
Rept 30-395/79-30. Correct ive actions: operating procedures 
being aodifisd per I0CFR21. (6)(3>. Completion by 791231. 
JaHNaON.H.C. South Carolina Electric b Gas Co. 79/11/15. 2pp. 


—7918060587 Forwards IE Insp Rapt 30-395/79-30 on 791001-04 b natUe of 
violation. 

KURPlIYiC.E. Region 2. Atlanta. Reactor Construction b 
Engineorlng Support Branch. 79/10/24. 2pp, 


—7918060389 Wotice of violation from insp on 791001-04. 

e Region 3. Atlanta. Office of the Director. 79/10/34. Ip. 


— ^7918060590 IE Insp Rept 50-395/79-30 on 791001-04. Noncoatpllanee naked: 
appropriate procedures not developed to evaluate deviations. 
BURDETTE, T. E. . BROWNLEE, V. L. . BRYANT.J.C, Regions, Atlante. 
Office of the Director. 79/10/34. 6pp. 


7913190463 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation." 
Mrltten response required. 

O'REILLY. J.P. Region 3. Atlanta. Office of the Diroctor. 
79/11/30. Ip. 


7718190464 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instruaentmtlon b Control Power Sys Bus During Operation.’' 
Hrlttsn TBsponsB required. 

□ 'REILLY. J.P. Region 3, Atlanta. Office of the Dlractor. 

79/11/30. Ip. 


7918310308 Forwards lE Info Notice 79-30. "Reporting af Defects b 
Noncomplianccs. iOCFR21. " No action required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Oirsetor. 

79/18/06. Spp. 


79ia31<»10 Forwards IE info Notice 79-30. "Reporting of Defects b 
Nencoapltancesi iacPR21. " No action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/13/06. Spp. 
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791320009S Forwards IE Bulletin 79-SB. ‘Possible Halfunetion at Nsaco 
Kodel EAIOO Lieilt Switches at Elevated Teops. * Action 
required. 

Q'REILLV> J. P. Region S> Atlantai Office of the Director. 

79/12/07. 2pp. 


7912200099 Forwards IE Bulletin 79-2Q> “Possible Malfunction of Haeico 
Hodcl EA180 Lloit Switches at Elevated Teeips. “ Action 
required. 

Q'REILLVt J. P. Region 2i Atlantai Office of the Director. 

79/12/07. ip. 


7912280421 Forwards IE Info Notice 79-31i “Use of Incorrect Aapllfied 
Response Spectra. “ No written response required. 

O'REILLY. J. P. Region 2i Atlantai Office of the Director. 

79/12/13. 2pp. 


7712280423 Forwards IE Info Notice 79-31i “Use of Incorrect Aaplified 
Retponee Spectra. ” Ho written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/13. 2pp. 


7912290t4& Forwards IE Circular 79-25. “Shock Arrestor Strut Asaeablg 
Interf arence. " No written response required. 

O'flEILLYj U. P. Region 2. Atlenta. Office of the Director. 

79/12/20. 4pp. 


8. Rfportablo occurrences! LERs fc related correspondence 


79I2I30433 Intoria deficiency rept re welded Hlltl bolts on electrical 
iupport p lates. Re-ins p prograei b engineering evaluation 
continuing. Final rept will ba subelttad by Jan 19B0. 

CREIia.E.H. South Carolina Electric b Oee Co. 79/11/01. Ip. 


7912070026 PNO-lI-79-26: on 791107. nedia mat w/SC lagislature re const 
pnctlcaa. Araas of concern included undereize welds on 
iockat welds b use of carbon steel brushes. No decision aade 
by licensee ro press release. 

KARBHiR.J. I ALDERSONiC. Raglan 2. Atlanta. Office of the Director. 
79/11/07. Ip. 


7912070012 PNO-II-79-29; on 791 107. Hestinghouse inforned NRC of oniosion 
In test program re safety injection circuitry. No 
Ifsitlnghouse test ezists for operability of siava relays. 

Region 4 will follow up In vendor inep program. 

VEfiBTER.E. H. Region 2. Atlanta. Office of the Director. 79/11/OB. 
Ip. 


7912200468 PMO-1I-79-026A: on 791109. util reported that Schedule 160 
itilnlesi steal spool places mfg by Southwest Fabrication b 
Ifslding Co do not nset A8HE code requireasnts on socket weld 
sill. 

BimOETTE.T. E. r BRYANT. J. C. Region 2. Atlanta. Office of the 
Director. 79/11/09. Ip. 


7912130S68 Finel deficiency rept re deelgn b procurement of spead b 
transfer switchgear for component cooling pumps. sve water 
pueps b chapgtng/eafaty Injection pumps. Otlbert Assoclataei 
Inc revised project mgt manual. 

CREUa.E.H. South Carolina Electric b Oas Co. 79/11/19. 2pp. 


7912140360 Final deficiancy rapt: on 791107. undetectable failure in 
inglnaerad eafety features actuation sys occurred. Analysis 
Tpvialad eye ability to initiate safety injection could be 
loit under certain conditions. Plant procedures were revised, 
CREW9. E. H. South Carolina Electric b Oas Co. 79/12/03. 2pp. 


79121403SS Final daflclaney rapt re design error In Soniebar pressure 
Tislstent b watertight door units frame anchorage. Door 
fraats not yet Instal led. Design nods will be provided b 
doors will be installed by BOOIOI. 

CRmB>E.H. South Carolina Electric b Oas Co. 79/12/09. 2pp. 


7912190563 Deficiency rapt re undereize lockst welde.Util insp revealmd 
undirsized socket wilds on both onsite b shop welds. Caused 
by Inadequate work by welders. A6MC Inspectors. conet co b 
Bouthwast Fabricating b Welding Co. Corrections undsrwsy. 

JOHNSON. H. C. South Carolina Electric b Oas Co. 79/18/05. 4pp. 


7918200610 Final daflclaney rept re IB automatic dampers in 
vinttlatton sys associated w/12 safety-related fans. Collar 
holding control arm will ba tack welded on to shaft.Limit 
switch settings will be reehsekad during startup. 

CREWa.E. H. South Carolina Elsctric b Oas Co. 79/12/18. 2pp. 


7912280532 Intarim dsfielaney rept re rod drop analyiia, Hastinghouae 
notified NRC of deficiency on 791115. Heating held by NRC b 
We.stinghouse. Forwards Uestinghousa 791115 Itr.Final rept 
will bs litusd whsn Westinghouss relays corraetiva action. 

CREWe.E. H. South Carolina Elactrie b Oae Co. 79/12/19. 2pp. 


— 7912280540 Confirms Uestinghouse 791115 telephone notification rc rod 
drop analysis. BAR analysis eiay not represent most llniitlng 
assumption for credible single fal lure. Forwards info 
identifying affected Uestinghouse plants. U/o and. 

ANDERSON. T. M. Uestinghouse Electric Carp. 79/11/15. 2pp. 


DCBKET 90-396 UHIV. OF VIRGINIA CAVALIER REACTOR 


F. Security, medical, emergency b fire protection plans 


7912120206 Forwards draft Reg Guide 9. XX. “Std Foraat b Content for 
Licensee Physical Security Plan for Protection of BM1 of 
Hodarate or Low Strategic Significance.* M/o end. 

RElDiR. U. Operating Reactors Branch 4 <Pr» 791030). 79/0D/22. 

2pp. 


BOCHET 50-397 KPP5S NUCLEAR PROJECT. UNIT 2 


A. Appllcation/consfcruction stage documents b correspondence 


7912110011 Forwards HflC position on status b appHcabllltu to pending 
OL applications of results of TMI followup actions. Outlines 
adtil short-term actions to be taken. 

VASSALLO. D. B. Division of Project Management. 79/09/27. 41pp. 


7912190279 '‘Results of Hardness Testing b Metallurgical Examination on 
Feedwater Pipe Uelda at Uashington Nuclear Project 2. “ 

BUEBS.H.E. TechnlROt Carp. NnC-05-77-196. 79/09/2B. 39pp. 


7912110264 Oiscussea NRC plans to use generic analyses to develop early 
verification program to resolve ATU3 issue for PURs b OMRs. 

Success of program depends on Industry response. Supports 
forieation of owners groups to provide necessary info. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912130465 Responds to stop work order b deficisney rept re sacrificial 
shield wal 1. Resunpti on of work is contingent upon 
reinspactions. quality records reviswe b cunprehensiva action 
plan. 

ENGELKEN.R.H. Region 9. San Francisco. Offico of the Director. 
79/11/21. Ip. 

7912040246 Requests masting on 791207 ra devalopBcnt of safety relief 
valve load definition. 

REHBERCER. 0. L. Hash ington Publ ic Power Supp 1 y System. 79/11/28. 

2pp. 


7912040252 Dlscusoas 791003 eectlng w/C Anderson re Hark 11 pool 
dynamic load tasks. tSeeting on 771S07 will provide addl Info 
on resolutlans for safety relief valve load dof Inltions. 

SuMary of plant unique areas included. 

REHBERCER. D. L. Hashington Public Power Supply System. 79/11/28. 
4pp. 


7912120322 Notification of 791203 naeting w/util in Dsthesda.KO to 
discuss procedures for review by staff consultents. 

LYKCiLU.D. Light Hater Reactors Branch 4. 79/11/30. 3pp. 


7912120329 Hotificatlan of 791207 meeting w/util in Oethesda.HD to 
discuss plant-uniqum safety relief valva load deflnltion- 
Lyl4CH.M.O. Light Hater Reactors Branch 4. 79/11/30. 3pp. 


7912780966 Forwards XN-NF-103. ‘Hater Content of Solid Hnti by 
Electrolysis. “ re testing aoisture of low-hydrogon 
•Isctrodes. 

RENBEROER. D. U. Hashington Public Power Supply System. 79/12/20. 

2pp. 


—7912280571 “Water Content of Solid Hatl by Eloctroly si s. ° Revision 6 
to Frmcadure P69281 for testing moisture of lau-hydrogen 
elcctrades. 

6 Exxon Nuclear Co.. Inc. (subs, of Exxon Carp.). XN-NF-103. 
79/Dl/iO. 13pp. 


C. Utility Environmental Report lER). amends b correspondsnee 


7912270065 Forwards updated distribution list for environ repts b 
amends. 

DUNCAN. H. Environmental Projmets Branch 2. 79/12/06. 4pp. 


F. Saevrityr medical, smergency b fire protection plans 


7912D40471 Forwards info re upgraded emergency plans to plants under 
const b OU review. Applicants required to make certain 
amergency arrangements w/stak» & local organitations b 
submit enargancy plans per Rag Guide l.iOl. 

VA&SALLO. D. B. Division of Project Managanent. 79/11/21. 6pp. 
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0. Ad j u d i cat or c o r re sp o itdanc e 


7?t2060059 Memoranduio eiplaininj authority tc establish A5LAS. ASLB 
79J009 notice disrnissing proceeding mag not be revieued 
on ASLAB i n 1 1 ia t i ve. Di roc tor oF l^uclear Reactor Hejutations 
IS Invested u/autboritg to determine terms of appiteatian. 
BlShOPiC. J. Atonic Safetg and Licensing Appeal Panel. 79/11/14. 

12pp. 


Q. Inspection reporter IE Bulletins K correspondence 


V91210&2G5 Foruards IE InFo Notice 79-28. "Overloading of Structural 
Elements Due to Pips Support Loads." No response required. 
ENOELKEN. n. H. Region S, Ban Francisco, Office of the Director. 
79/ll/Sfi. Ip. 


7912I10S22 Forwards IE Info Notice 79-29. "Loss of Nonsaf etg-Related 
Reactor Coolant Sgs Instrumentation During Operation.*' Mo 
specific action or response required. 

ENQELKEN. R. K. Region 5. San Francisco. Office of the Director. 
79/11/16. ip. 


7912070031 Forwards IE Circular 79-24. "Proper Installation & Calibr of 
Core Sprag Pipe Drcat Detection Equipment on DNRs. " No 
response required. 

ENQELKEN. R. H. Region S. San Francisco. Office of the Director. 
79/11/26. Ip. 


7912110374 Forwards IE Circular 79-23. "Motor Starters & Contactors 
Failed to Operate. " No response required. 

ENQELKEN. R. H. Region S. San Francisco. Office of the Director. 
79/11/26. Ip. 


7912110500 Notifies that NRC intend! to routinelg forward to 
appropriate state public util regulatorg groups & state attg 
general ofes copies of escalated enforcement correspondence 
sent bg NRC to licensees. 

ENQELKEN. R. >1. Region 5. San Francisco. Office of the Director. 
79/11/26. Ip. 


7913030204 Forwards Amend 1 to preservtce Insp program plan. consisting 
of drawing changes which reflect as-built conditions 
identified during ongoing preservice eiamlna t ions tt program 
plan test changes. 

RENDERQER. D. L. Moshlngton Public Power Supplg Sgstsm. 79/11/20. 

2pp. 


— 7912030207 Amend 1 to preservlce insp pragrani plan, cons i sting of 
drawing changes which reflect as-bullt conditions identified 
during ongoing preservice eieminatians L program plan test 
changes. 

* Washington Public Power Supply System. 79/09/19. 77pp. 


7912190161 Forwards IE Bulletin 79-27. "Loss of Non-Class iE 
Instrumentation & Control Power Sys Dus During Dperation. " 

No written response requlred. 

ENQELKENi R. H. Region S. San Francisco. Office of the Director. 
79/11/30. Ip. 


7912310279 Forwards IE Info Notice 79-30. "Reporting of Defects I. 
Noncoaip 1 i ancesi 10CFfl21 . " No action required. 

ENQELHENr R. H. Region 5. San Francisco. □Ffice of the Director. 
79/12/06, 4pfl, 


79122002S2 Forwards IE Bulletin 79-26. "Possible Malfunction of Naaeo 
Model EAIBO Limit Switches at Elevated Temps." Action 
required. 

ENQELKEN. R. H. Region S. San Francisco. Office of the Director. 
79/12/07. ip. 


79122S0626 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

ENQELKEN. R. H. Region 5. San Francisco, Office of the Director. 
79/12/13. Ip. 


S. Reportable occurrences, LERs related correspondence 


7912100017 PNCl-V-79-lOr issued two i/nmedlate action Itrs to util 
requesting tuorlc stoppage re sacrificial shield wall k 
certain pipe whip restralnte due to improper worlaianshlp 6 
possible fradulent records. 

BISHORaT-.U. Region 3, San Francisco. Office of the Director. 
79/11/21. app. 


7912130413 Forwards final deficiency rept re EGGS pump room flooding. 
RENDEROER. 0. L. Uashlngton Public Power Supply System. 79/11/30. 

Ip 


— 7913120418 Final deficiency fept rc ECC8 pump room f 1 ood 1 ng . Fua I pool 
cooling sys is not deslgnod to Seismic Category 1 or Class 
IE stds.Fucl pool cooling sys will be upgraded through 
re-analysis k redesign to improve reliability. 

« Washington Public Power Supply System. 79/11/30. Ip. 


79133B0636 Act receipt of 791130 Itr k final deficiency rept re spent 
fuel pool cooling oys. 

ENQELKEN. R. H. Region 5. San Francisco, Office of the Director. 
79/13/14. "Ip. 


—7912300642 Forwards final deficiency rept re spent fuel pool cooling 
sys. 

REND^O^iD.L. Uasbington Public Power Supply System, 79/11/30. 
tp- 


— 7913200651 Final deficiency rept re spent fuel pool cooling sys. Spent 
fuel sys not designed to Seismic Category I stds. Cooling sys 
uill be upgraded. 

• Washington Public Power Supply System. 79/11/30. tp. 


DOCKET SO-399 MENDOCINO. UNIT 2 


Q. Inspection reports. IE Bulletins b correspondence 


79120606S7 IE Insp Rept 50-399/79-41,50-404/79-07 k 50-405/79-07 on 
790919-81. No noncomp 1 lance noted. Major areas inspacted: 
nonconformance re concrete operations k activities re 
eitended const delay. 

HCFARLANS. C. R. Region 2. Atlanta. Office of the Dtrectar. 
79/10/19. 5pp. 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT. UNIT 1 


A. Appllcatlon/construction stage documents k correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop tarty 
veriFlcatlon program to resolve ATWS issue for PWRs 6 DHRs. 

Success of program depends on industry response, Supports 
foraimtion of owners groups to provide necessary info. 

□ENTCM.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912120392 Forwards facility schedule info, updated to 791130 for PUR 
const & activities. 

MCDUFFIE. H. A. Carolina Power k Light Co. 79/12/03. i3pp. 


7912120416 Notifies that util will provide design bases for emergency 
avc uiater intake channel in FSAR. 

MCDUFFIE. H. A. Carolina Power k Light Co. 79/12/06. ip. 


7912280546 Advises of FSAR submittal by 000601, as reported in end 
781221 Itr. Submittal scheduled to support June 1903 OL 
issuance for Unit 1. Requests priority for NRC QL rsviiu. 

MCDUFFIE. M. A. Carolina Power k Light Co. 79/12/19. Ip. 


—7912200599 Responds to NRC 701107 Itr asking util to Identify all 
applications t< requests for review to be submitted to NRC 
prior to Stl231.Ulll submit QL application in June 1900. 
including FSAR. 

MCDUFFIE. H. A. Carolina Power k Light Co. 70/12/21. 2pp. 


7912370348 Forwards info re Harri s-Harne tt segment of offsite 
transeiisf ion 1 ine. idant 1 fy ing major environ features 
coneldered in selecting route for SCO kV line. 

MCDUFFIE. n. A. Carolina Power l< Light Co. 79/12/21. 9pp. 


F. Becurlty. medical, emergency ti fire protection plans 


7912040471 Forwards Info re upgraded emergency plane to plants under 
eonib k OL review. Applicants required to make certain 
emergency arrangements w/state b local organ! latlons k 
submit emergency plans per Reg Guide i. 101. 

VA88ALL0>D. B. Division of Project Management. 79/U/21. 6pp. 


0. Adjudicatory correspondence 


7918110043 Forwards commtnts on NUREO-051 1, Draft OE10 reflects 
canecious t< deliberate NRC policy to jeopardiia public 
health 6 safety t, thwart objectives of NEPA. 

KEPFORB.C, Environmental Coalition on Nuclear Power. 79/10/24- 

22pp. 


7912120824 Supports Conservation Council of NC petition to halt 
facllltg const. 

EDDLEHAN.U. Kudiu Alliance. 79/11/07. Ip. 
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79iai70l53 Rtsponas tn oppoaitlon ta intervenart 791105 petition 
ra^ueetlnp reopening of record to consider adequecij of 
evacuation p Uns. Intorvonor a may initiate Commission action 
If readg to bear burden of proof . Cert 1 fica to of Svc end. 
BARTH. C. A. Hearing Branch 3. 79/12/11. dpp. 


7912310149 Opposition to Intervenor Conservation Council 9o NC b Make 
Envlronj Inc 791105 petition to reopen record. ASLD lacks 
jurisdiction to grant pet It Ion. Car t i flea te of Svc end. 

TROMBRIDOE. 0. F. Carolina Power h Light Co.' TROUaniDOE. 0. F. Shaw. 
Pittman. Potts b Trowbridge. 79/12/14. 4pp. 


9. Inspection reports. IE Bulletins b correspondence 


79120&010di Foruards IE Info Notice 79-i2A. "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 
O'REILLYi J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 2pp. 


7912050633 Act receipt of IE Insp Repte 50-400/79-20.50-401/79-20. 
SO-402/79-19 b 50-403/79-19 on 790924-26. No proprietary 
Info. 

ZIMMERMAN. 3. R. Carolina Power b Light Co. 79/11/15. Ip. 


— 7912050636 Forwards IE Insp Repts 50-400/79-20.50-401/79-20. 
50-40S/79-19 b 50-403/79-19 on 790924-26. No none omp 1 1 anc e 
noted. 

MURPHY. C.E. Region 2. Atlanta. Reactor Construction b 
Englnaering Support Branch. 79/11/09. 2p. 


— 791205063B IE Insp Repts 50-400/79-20. 50-401/79-20. 50-402/79-19 & 
50-403/79-19 on 790924-26. Major areas inspected : steel 
structures b support s. uield Ing procedure specs b welding mail 
control. 

ECOHOMaS.N. Region 2. Atlanta. Office of the Director. 
KERDT.A.R. Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch. 79/11/07. 6pp. 


7912100160 Forwards IE Info Notice 79-2D. "Overloading of Btpueiural 
Eliaiints Due to Pipe Support Loads." No response required. 
D'REILLVtU. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip- 


7912110540 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Ralatad 
Reactor Coolant Syt Initrumontation During Operation." No 
specific action or response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Dlrector. 
79/11/16. 2pp. 


7912170142 Supplements response to IE Bulletin 79-15. "Deep Draft Pump 
Deficiencies." Initial response provided 790910. Imps 
will be performed at vendor facility prior to shipping. 

HCDUPFIE.M. A. Carolina Power b Light Co. 79/11/21. ip. 


7912170161 Supplements response to IE Bulletin 79-23. "Potential 
Failure of Emergency Diesel Oanerator Field Exciter 
Tratisfortner. " Confirms that 24-h load tost will be performed 
as part of preoperatlonal testing program. 

KCDUFFIErM. A. Carolina Power b Light Co. 79/11/21. Ip. 


791206060S Forwards IE Circular 79-24. "Proper Installation b Callhr of 
Core Spray Pipe Break Detection Equipment on DURs. " No 
rasponsB required. 

D'REILLV. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. ip. 


7912110123 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


7912110306 AeV receipt of IE Insp Repts 50-400/79-22.50-401/79-22. 
50-402/79-21 b 50-403/79-21 on 791022-25..Na proprietary 
info. 

HOUE.P.M. Carolina Power b Light Co. 79/11/26. Ip. 


—7912110321 Forwards IE Insp Repts 50-400/79-22.50-401/79-22. 
SO-402/79-21 b 50-403/79-21 on 791022-25. No noncompliance 
noted. 

HURPMY. C.E. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch. 79/11/15, 2pp. 


—7912110334 IE Insp Repts 50-400/79-22.50-401/79-22.50-402/79-21 b 
50-403/79-21 on 791022-25. No noneompHance noted. Major 
areas Inspectsd: lakes. dams b canals.OA/QC controls b 
work activities b structural concrete quality records. 

LENAHAN. J. J. Region 2. Atlanta. Office of the Director. 

CONLONiT. E. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch. 79/11/14. 4pp. 


7912190376 Foruards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Dperation " 
No uritten response required 

□ 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip. 


79123103&5 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncompliances. 1DCFR21. " No action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. 5pp 


7912200006 Foruards !E Bulletin 79-2B. "Possible Malfunction of Namco 
Model EAlBOLifliit Switches at Elevated Temps." Action 
required . 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director. 

79/12/07. 2pp. 


7912280370 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

□ 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/13. 2pp 


7912280119 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference." No written response required. 

□ 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/20. 4pp. 


S. Reportable occurrences. LERs & related correspondence 


7912210051 PNa-II-79-013: meet Ing conducted by 11 electricians w/local 
TVA station re mgt inability to control tool theft. Locktd 
boxes broken Into at site U tools removed. 

BRADLEY, R. D. . MCFARLAND. C. R. Region 2. Atlanta, Office of the 
Director. 79/10/24. Ip. 


7912060669 PNO-I I-79-I9: on 791029, util informed Region 2 that 
reinforcement steel were omittid during placements of Class 
I concrete in Unit 1 containment shield wall b Unit 2 
reactor auxiliary bldg shear uo 1 1. Invest 1 gat ion pending. 
BRADLEY. R. D. . BRYANT. J. C. Region 2. Atlenta, Office of the 
Director. 79/10/3D. Ip. 


7912130586 Notifies NRC that final rept re deficiencies in procurement, 
fabrication b insp of engineered plates for concrete 
embedment & support of safety-related loads ulll be 
eemplated on 791231. Delays caused by extensive rework. 

CHIANOI.N. >f. Carolina Power b Light Co. 79/11/02. 2pp. 


7912130448 Interim deficiency rept re omission of rebar in reactor 
auslllary b Idg. Correc t ive action will be completed by 
□00301. 

CHIANOI.N. J. Carolina Power b Light Co. 79/12/05. 2pp. 


— 7912130452 Ack receipt of NRC 791030 Itr re placement of concrete 
omitting rebar. Caused by human error. Repairs on affected 
sialls will commence after NRC approval of corrective action. 
JONES.J.A. Carolina Power b Light Co. 79/11/01. 6pp. 


—7912130461 Provides supplemental info to 791101 Itr re corrective 
actions following omission of rebar at two locations. 

Requests authorization to resume placement of concrete & 
approval of proposed corrective action. 

>n»eS.J.A. Carolina Power b Light Co. 79/11/02. 2pp. 


— 791213047S Notifies that pull test on test bars will be conducted 
791217 re engineering evaluation b repairs for reactor 
auxtlllary bldg & containment b 1 d g. Requests approval of 
proposed repairs. 

JDNESi J. A. Carolina Power b Light Co. 79/11/14. 2pp. 


7912260529 Interim deficiency rept re defective Seismic Class I hanger 
welds. Final rapt will be forwarded on B00130. 

CHlANSIiN. J. Carolina Power b Light Co. 79/12/19. 2pp. 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT. UNIT 2 


A. Applicmtlnn/construetlon stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analysec to develop early 
verification program to resolve ATW8 issue for PMRs b OURs. 

Success of program depends on Industry response. Supports 
forieatian of owners groups to provide necessary info. 

DENTDN.H.R. Office of Nuclear Reactor Regulation. 79/10/17- 3pp. 

791212(K392 Foruards facility schedule info.updated to 791130 for PUR 
conat b activities. 

HCDUFFlErH. A. Carolina Power b Light Co. 79/12/03. 13pp. 
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7912120416 Notifies that util will provide <1 
SVC water Intake channel in FS^R. 

MCDUFFIE. M. A. Carolina Power 1. Light Co. 


esLgn base 
79/12/06. 


Par emergency 
Ip. 


79iai701'»2 Supploments response to IE 0“* 

Deficiencies.” Initial response provided 790910^1nsp8 
will be performed at vendor facility prior • 

/■afftiina Power Ic Light Co. 79/11/21. lo. 


LcrniiBCf P. H a. 


Draft Puep 


7912300546 Advises of FSAR submittal bg 900601 , as reported In end 
7ni22i itr Submittal aehadwle^ to support June lyxi^4 uu 
Islua:c“.?or Unit l.Rogoasts priority for review^ 

MCDUFFIE. H. A. Carolina Pouer l< Light Co. 79/12/lv. ip- 

—7913330595 Responds to NRC 7B1107 Itr asking util to »“ 

applications b request, for review to be submit ed to NRC 
prior to B11S31.U1U submit OL app 1 lea t Ion In June 19BO, 

includinp FSAR. toio/j?! 2bd 

HCDUFFIE. rt. A. Carol Ina Pou^r U Light Co. 7B/12/Z1. -^pp. 

7912270342 Forwards info re Harris-Marnett segment of offsite 
transmission line, idem t i fylng f****'''®* 


considered in selecting route f®'' 500 VV 
MCDUFFIE. M. A. Carolina Power E. Light Co. 7V/l^/ii- 


9pp. 


7912170161 aopplementi response to IE 29. Poten 

Failure of Emergency Diesel Oonerator Field Eiclter 
Transformer.” Confirms that 24-h load test will be performed . 

a* part of preoporatlonal testing program. 

MCDUFFIE. H. A. Carolina Power (< Light Co. 79/11/21. Ip. 

7912060609 Forwards IE Circular 79-24, "Proper Installation J. Calibr of 
Core Spray Pipe Break Detection Equipment on BURs, No 

O'REILUV. Region 2. Atlanta, Office of the Director. 

79/11/26. ip. 


7912110123 Forwards IE Circular 79-23, "Motor Starters *, Contactors 
Failed to Dpereta. " No response required, 

O'REILLY, J.F. Region 2, Atlanta. 

79/11/26. Ip. 


Office of the Director. 


F. Soturlty. medical, emergency 6 fire 

7912040471 Forwards Info re upgraded emergency plans to plants under 
const t. OL review. Applicants required to make certain 
omaroeneu arrangoments w/state *< local orgoniiat ions s 


emergency arrange...-. . . , 

submit emergency plans per Reg Guide i. 101. 
VAS9ALLQ. D. B- Division of Project Management. 


79/11/21- 6PP- 


0. Adjudicatory correspondence 


7912110043 Forwards comments on NUREG-051 1- Draf t 
conscious 6 deliberate NRG policy to jeoperdiie 
health fc safety 6 thwart objectives of NEPA. 
KEPFORD.C. Environmental Coalition on Nuclear 
22pp. 


GclQ reflects 
public 

Power. 79/10/24. 


7912120224 Supports Conservation 
facility const. 

EDDLEHAN.W. Rudiu Alliance. 


Council 

79/11/07. 


of NC petition to halt 
Ip. 


79I21701S3 Response In opposition to Intervenors 791105 petition 
requesting reopening of record to consider adequacy of 
eCacuUion plaL. Intorvenors may initiate Commission action 
if ready to bear burden of proof. Certificate of Sve end. 

BARTH, C. A. Hearing Branch 3. 79/18/11. 4pp. 

7912310149 Opposition to intervenor Conservation Council fo NC 6 Hake 
Environ, Inc 791109 petition to reopen record. ASLD lacks 
iiir i sd ic t Ion to orant pet 1 1 Ion. Cert 1 f icate Of Bve end. 

TRDHBRIDOE. 0- F. Carolina Power ti Light Co. TfiDHBRIDOE, 0. F. Shaw, 


TROUBRIDOE 
Pittman. Potts 6 Trowbridge 


79/12/14. 4pp. 


0. Inspection reports. IE DuUetins t. correspondsnee 


7912060106 Forward' 
Fuel Assemblies. 
Q 'REILLY. J. P 
79/H/09. 2pp. 


I IE Info Notice 79-12Ai "Attempted Domage lo Nou 
' No specific action or response required. 

Roglon 2. AtlanCo. OFflce of the Dlrector. 


7912090633 Ack receipt of IE Insp Repts 50 - 400 .' 79 - 20 . 90-401/79-20, 
90-403/79-19 L 50-403/79-19 on 750924-26. Mo proprietary 

ZIMMERMAN, a. R. Carolina Power 4, Light Co. 79/11/15. Ip. 


— 7912050636 Forwards IE Insp Repts 80-400/79-20,90-401/79-20, 
80-402/79-19 & 90-403/79-19 on 790934-36. No noncompl lenca 

MUnPHV,C.E. Region 2. Atlanta, Reactor Canslruetlon 6 

Englnoorlng Support Dranch. 79/11/09. 2p. 

— 79120S063B £E Insp Repts go-400/79-20. 50-401/79-20. 90-402/79-19 6 
BO-403/79-19 on 790924-26. Major areas Inspec tod: steel 
structures b supports, weld ing procedure specs 6 welding matl 

ECONOMDSi N. Region 2, Atlanta, Office of the Dirocter. 

HERDT.A.n, Region 2. Atlanta. Reac tor Construe tlon «t 

Engineering Support Brnnch. 79/11/07. 6pp. 


7912100160 Forwards IE Info Notice 79-2B, "Over I oed ing of Btroetural 
Elements Due to Pipe Support Loads, ■' Mo response required. 
O'REILLY, d. P. Region 2, Atlanta, Office of the Director. 
79/11/16. Ip. 


7912110840 Forwards IE Info Notics 79-29, "Loss 
Reactor Coolant Sys Instrumentation During Op 
specific action or response required. 

O'REILLY, J.P. Rtgloo 2. Atlonta, Office of 
79/11/16. 2pp. 


of Monsaf fty-ttelmted 
eration. " No 

the Director. 


7912110306 Ack 
30-402/79-21 


receipt of IE Insp Rnpts 90-400/79-22.80-401/79-23. 
t. 90-403/79-21 on 791022-25. No proprlotary 


KOWE.P.U. Carolina Power 6 Light Co. 79/11/26. Ip. 


-7912110331 Forwards IE Insp Repts 50-400/79-22,90 401/79-22, 
30-402/79-21 6 90-403/79-21 on 791022-29. No noncompliance 

f^PHV.C.E. Region 2, Atlanta. Reactor Construction t 

Enginear'lng Support Dranch. 79/11/19. 2pp. • 


-7912110334 IE Insp Ropts 50-400/79-32,50-401/79-22,50-402/79-21 * 
80-403/79-21 on 791028-25. No noncompl lance noted. Major 
areas inspected: lakes, dams U canals, QA/QC controls fc 
work activities b structural concrete quality records. 
LENANANfJ.J. Region 2, Atlanta. Office of the Director. 

Cl]fa.ON>T.E. Region 2, Atlanta, Reactor Construction 6 

Riinnort Drench. 79/11/14. 4pp. 


7912190376 Forwards IE Bulletin 79-27, 
InstruBentatlon U Control Power Sys 
Na written response required. 

□ 'REILLY. J. P. Region 2. Atlanta, 
79/H/30. Ip. 


"Loss of Non-Class IE 
Dus During Gperablon. " 

Office of the Director. 


7912310209 Forwards IE Info 
NoncompliancGs. 10CFR21. " 
O'REILLY.O. P. Region 3 
79/12/06. 5pp- 


Notic# 79-30. "Reporting of Defects 
No action required. 

, Atlanta, Office of the Director. 


6 


79iaa00CMMi Forwards IE Bulletin 79-80, "Possible Malfunction of Nimco 
Model EAIQO Limit Switches at Elevated Temps. " Action 

O'REILLY, U. P. Region 2, Atlanta, Office of the Director, 
79/12/07. 2pp. 


79t23B0370 Forwards 
Response Spectra. 
O'REILLY, J.P. 
79/12/13. 2pp. 


IE Info Notice 79-31, "Use of Incorrect Amplified 
" No written response required. 

Region 2, Atlanta, Office of the Director. 


7912280119 Foruar 

Intarferenea. " 
O'REILLY, J. P- 
79/1S/2D. 4pp. 


ds IE Circular 79-25. "Shock Arroitor Strut Assanlily 
No written response required. 

Roglon 8, Atlanta, Office of the Director. 


8. Reportable occurronces, LERe^fc related correspond e nce 

7912210091 PNO-lI-79-013; meeting conducted by il electrlclens w/lotel 
TVA station re mgt inability to control tool theft. Locked 
boeea broken Into at sits h tools removed. n,.,,. ik. 

BBADUEV, R. D. , MCFARLAND, C. R. Region 2, Atlanta, Office of the 
Director, 79/10/24. ip. 


912060669 PN0-ir-79-I9: on 791029, util Informed Region 2 that 
reinforcement steel were omitted during placements of Clais 
I concrete In Unit 1 containment ehleld wall *< unit 2 
reactor auslllary bldg shear wall. Investigation pending. 

MADLEY.R D , BRYANT,’. C. Region 2, Atlanta, Office of the 
Director. 79/10/30. Ip. 

'912130586 Notifies NRC that final rept re deficiencies in ppoeureaent 
fabrication fc Insp of englnsered piatss for concrete 
eihbidment fc support of safety-related loads will be 
eoableted on 791S31. Delays caused by estenslv# rework. 

CHlANOl'N.J. Carolina Power fc Light Co. 79/11/02. Bpp. 
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7918130440 Inttrlin deficlincy rtpt r« anlstien of robar in raactor 
auilllary b 1 dg, Corrtcb Ivs action ulll ba complottd by 

Booaoi. 

CHlANOIiN.O. Carolina Poutr & Light Co. 79/1S/09. 2pp. 


--7912130452 Ack racalpt of NRC 791030 Itr re placement of concret* 
emitting rebar. Caused by human error. Repairs on affected 
ualls will commence after NRC approval of corrective action. 
JOMESiJ.A. Carolina Power & Light Co. 79/11/01. App. 


--79121304&1 Provides supplemental info to 791101 Itr re corrective 
actions following omission of rebar at two locations. 

Reiuests authorl lation to resume placement of concrete h 
approval of proposed corrective action. 

JOMBSrJ.A. Carolina Power I* Light Co. 79/11/02. 2pp. 


— 7912130478 Notifies that pull test on test bars will be conducted 
791817 re engineering evaluation h repairs for reactor 
auillllary bldg & containment bldg. Requests approval of 
proposed repairs. 

%I0KE8.J. A. Carolina Power fc Light Co. 79/11/14. app. 


7912280529 Interim deficiency rept re defective Seismic Class I hanger 
welds. Final rapt will be forwarded on 800130. 

CHIANOIrN. >f. Carolina Power & Light Co. 79/12/19. 2pp. 


DOCKET 50-402 BHEARON HARRIS NUCLEAR PQHER PLANT. UNIT 3 
A. Appllcation/eonstruction stage documents ti correspondence 


79121102&4 Discusses NRC plans to use generic analyses to develop eaplii 
verification program to resolve ATMS issue for PURs ti DNRs. 

Success of program depends on industry response. Supports 
formetion of owntps groups to provide necessary Info. 

PEHTON.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912120392 Forwards facility schedule info.updated to 791130 for PUR 
const b activities. 

MCOUPFIEitl. A. Carolina Power b Light Co. 79/12/03. 13pp. 


7912l204tA Notifies that util will provide design bases for emergency 
eve water intake channel in FSAR. 

NCOUFPIE.H. A. Carolina Power b Light Co. 79/12/Ob. Ip. 


7912280546 Advises of FSAR submittal by BOObOl.as reported in and 
781221 Itr, Submittal scheduled to support June 1983 OL 
issuance for Unit 1. Requests priority for NRC OL review. 
HC1HJPPIE.H. A. Carolina Power h Light Co. 79/12/19. Ip. 


— 7912280555 Responds to NRC 781107 Itr asking util to identify alt 
applications b requests for review to be submitted to NRC 
prior to 811231. Mill submit OL application in June 1980. 
including FSAR. 

HCOUPPIE. H. A. Carolina Power b Light Co. 78/12/21. 2pp. 


7918270342 Forwards info re Herr Is-Harna tt scgmint of offsite 
transmission line. identifying major environ features 
considered In selecting route for 500 k</ line. 

HCDUFFIE.H. A. Carolina Power h Light Co. 79/12/21. 9pp. 


F. Security, medical, emergency b fire protection plans 


79i2040471 Forwards Info re upgraded emergency plans to plants under 
const b Ot revisw, Applicants required to make certain 
emergency arrangements w/state b local organlxations b 
submit emergency plans par Reg Sulde t. 101. 

VABSALLOj D. B. Division of Project Kanagament. 79/11/81. 6pp. 


O. Adjudicatory correspondence 


791S110043 Forwards comments on NUREO-OSll. Draft OEIS rcflaeti 
conscious b deliberate NRC policy to jeopardize public 
health b safety b thwart objectives of NEPA. 

KEPFORDaC. Environmental Coalition on Nuclear Power, 79/10/24. 

22pp. 


7912120224'Supporti Conservation Council of NC petition to halt 
facility const. 

EDDLEMAN.H. Kudzu Alltanca. 79/11/07. Ip. 


7912170153 Response In oppoeltion to Intervonora 791105 petition 
requeeting reopening of record to consider adequacy of 
evacuation plans, Intervehors may initiate Commission action 
If ready to bear burden of proof, Certificate of Sve end. 
BARTH.C.A, Hearing Branch 3. 79/13/.il. 4pp. 


7912310149 Opposition to intervener Conservation Council fo NC b Uake 
Environ. Inc 791105 petition to reopen record. ASLD lacks 
jurisdiction to grant petition. Corttflcat# of Bve end. 

TRQHBRIDOE. 0. F. Carolina Power b Light Co TRDUHRIDOE. 0. F Shaw. 
Pittman. Potts b Trowbridge. 79/12/14. App. 


8. Inapaetion reports. IE Bulletins b correspondence 


7912060106 Forwards IE Info Notice 79-12A. "Attenipted Damage to Mew 
Fuel Assemblies.'' No specific action or response required. 
O'REILLV. J. P. Region 2. Atlanta, Office of the Director. 
79/11/09. 2pp. 


7912080633 Act receipt of IE Insp Repts 50-400/79-20,50-401/79-20. 
SO-402/79-19 & SO-403/79-19 on 790924-26. No proprietary 
Info. 

21NMERHWy..S. R. Caroline Power b Light Co. 79/11/15. Ip. 

— 79120S0636 Forwards IE Insp Repts 50-400/79-20.50-401/79-20, 
50-402/79-19 b 50-403/79-19 on 790924-26. No noncomplianee 
noted. 

HURPHVtC.E. Region 2. Atlanta, Reactor Construction b 

Engineering Support Branch. 79/11/09. 3p. 


—7912050638 IE Insp Rapts 50-400/79-20.50-401/79-20,50-402/79-19 b 
90-4{K3/?9-19 on 790924-26. Major areas 1 nspec ted: s teel 
structures b supports. weld ing procedure specs b welding matl 
control. 

ECON0HO8.N. Region 2, Atlanta. Office of the Director. 

HERDTrA. R. Region 2. Atlanta. Reactor Construction b 

Engineoring Support Branch. 79/11/07. 6pp. 


7912100160 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Out to Pipe Bupport Loads, " Ha response required. 
0'RElLLV>if. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7918110S40 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Rolated 
Raactor Coolant 8ys Instrumentation During Operation.” No 
specific action or response required. 

0'REIU.Yj J. P. Region 2. Atlanta. Office op the Director. 

79/11/16. 2pp. 

4 

7912170142 Supplements response to IE Bulletin 79-15. "Deep Draft Pump 
Deficiencies.'' Initial response provided 790910. Insps 
will be performed at vendor facility prior to shipping. 

MCDUFFIE, n. A. Carolina Power b Light Co. 79/11/21. Ip. 


7912170161 Supplements response to IE Bulletin 79-23. "Potential 
Failure of Emergency Diesel Generator Field Exciter 
Transformer." Confirms that 24-h load test will be performed 
as part of preoperational testing program. 

MCDUFFIE, M. A. Carolina Power b Light Co. 79/11/21. Ip. 


7912060605 Forwards IE Circular 77-24. "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BURs. " No 
response required. 

0'REII.LY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110123 Forwards IE Circular 79-83. "Motor Starters b Contactors 
Failed to Operate. ” No response required. 

O'HEILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


7912110306 Aci receipt of IE Insp Repts 50-400/79-82.50-401/79-23. 
50-402/79-21 b 50-403/79-21 on 791022-25. No proprietary 
info. 

HOUE.P.H. Carolina Power b Light Co. 79/11/26. Ip. 


"7912110321 Forwards IE Insp Repts 50-4'00/79-22, 50-401/79-22. 
50-402/79-21 b 30-403/79-21 on 791022-25. No noncomplianee 
noted. 

nURPHY.C.E. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch. 79/11/15. 3pp. 


— 7912110334 IE Insp Repts 30-400/79-22.30-401/79-22.50-402/79-21 b 
SO-403/79-31 on 791082-25.Na noncomplianee noted. Major 
areas Inspected: lakes, dams b canals. OA/OC controls b 
leorfc activities b structural concrete quality records. 
LENAHAN.J. J. Region 2. Atlanta. Office of the Director, 

CIMLON. T.E. Region 2. Atlanta. Reactor Construction b 

Engineering Bupport Branch. 79/11/14. 4pp. 


7912190376 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
InstruMantatlon b Control Powar Bys Dus During Operation." 
No, written response required. 

D'RElLLVr J.P. Region 2. Atlanta. Office of the Director. 
79/11/30. ip. 
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y-jlk'^ioaes Forwaids IF InFo Notice /9-30, '•Roportins oF Defects fe 
Noncomptiances. lOCI-Rai " No action required. 

O'REILLVjJ P Region a. Atlanta. Office of the Director. 

79/12/0&. 5pB 


79iasaOS46 Advises of FSAR submittal bij BOObOl.as reported in end 
7B122L Itr Submittal scheduled to support June 19B3 OL 
Issuance for Unit l, Requests priority for NRC GL review. 

MCDUFFIEi M. A. Carolina Pouior h Light Co. 79/12/19. Ip. 


7912200006 Fortuarils 
Model EAieO Limit 
required 
O'REILLV. J P 
79/12/07. 2pp. 


IE Dulletin 79-2B. "Possible Malfunc 
Siuitches at Elevated Temps." Action 

Region 2. Atlanta, Office of the Dire 


tion 


c tar. 


of 


Naaco 


79tS280SS5 Responds to NRC 7BU07 Itr asking util to identify all 

applications & requests for revieui to be submitted to NRC 
prior to 811231. Will submit OL application in June 19B0. 
including FSAR. 

MCIHJFFIE.M. A- Carolina Power 6 Light Co. 7B/12/21. 2pp 


79122B0370 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra " No written response required. 

□ 'RE ILLV. O'. P. Region 2. Atlanta. Office of the Director. 
79/12/13. 2pp- 


7912270342 Forwards info re Harr i s-Harne tt segment of offsite 
transmission 1 ine. iden t i f y ing major environ foatures 
considered in selecting route for 800 kV line. 

HCDUFFIE. M. A. Carolina Power 6 Light Co. 79/12/21. 9pp. 


7912230119 Forwards IE Circular 79-23. "Shock Arrestor Strut Aeoeablg 
Interference.” Np written response required. 

Q'BEILLV, J. P. Region 2. Atlanta, Office of the Director. 

79/12/20. 4pp 


S Reportable occurrences. LEfts 6 related correspondence 


F, Security, medical, emergency 6 fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const & Gi. review. Appl Icants required to make certain 
emergency arrangements u/state 4. local organi lat ions ti 
subnlt emergency plans per Reg Guide 1. 101. 

VASBALLO. D. 0 . Division of Project Management- 79/11/21. 6pp. 


7912210051 PND-J I -79-01 3; mee t i ng conducted by 11 electricians u/iocal 
TVA station re mgt in.ibillty to control tool theft, Locked 
boies broken into at site U tools removed. 

BRADLEY. n o Region 9. Atlanta. Office of the Director. 79/l<l/24. 

Ip 


7912060669 PNO-1 1-79-0 1 9: on 791029. util informed Region 2 that 
reinforcement steel omitted during placements of Class I 
concrete in Unit 1 containment shield wall 6 Unit 2 reactor 
auiillary bldg shear ual 1 . I nves t Iga t i on pending. 

DRADLEV.R.D. Region 2. Atlanta. Office of the Director. 

Ip. 


79/10/30. 


e. Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-031 1. Draft OEIS reflects 
conscious & deliberate NRC policy to jeopardize public 
health b safety 6 thwart objectives of NEPA. 

KEPFOnDiC. Environmental Coalition on Nuclear Power. 79/10/24. 

a2pp. 


79I212(S24 Bopports Censervation Council of NC petition to halt 
facility const. 

EDDLEMAN.W. Kudiu Alliance. 79/11/07. Ip. 


7912130SB6 Notifies NRC that final rept re deficiencies In procuremtnt. 
fabrication 6 insp of engineered plates for concrete 
embedment U support of safety-related loads will be 
completed on 791231. Delay s caused by eitensive rework. 

CHIANGl.M. J. Carolina Pouer t Light Co. 79/11/02. 2pp. 


7912170193 Response in opposition to interveners 791105 petition 
requesting reopening of record to consider adequacy of 
evacuation p Ians. Intervenors may initiate Commission action 
if ready to bear burden of proof , Cert i fl cate of 8vc end. 
DARTH.C.A. Hearing Branch 3. 79/12/11. 4pp. 


7912130440 IntfiTim deficiency rept re omission of rebar in reactor 
auiillary bldg Corrective action will be completed by 
U00301. 

CHIANOI.N. J Carolina Power l< Light Co. 79/12/05. 2pp. 


7912310149 Opposition to intervenor Conservation Council fo NC 6 Uaki 
Environ. Inc 791105 petition to reopen record. ASLD lacks 
jurisdiction to grant pot 1 1 ion. Cer t i f ica te of Bve end. 

TRDHDRIDSE. e. F. Carolina Power 6 Light Co. 79/12/14. 4pp. 


—7912130432 Ack receipt of NRC 791030 Itr re placement of conereta 
omitting rebar. Caused by human error. Repairs on affected 
walls will commence after NRC approval of correctlva action. 
JONES, J, A. Carolina Power t Light Co. 79/11/01. 6pp. 

— 7912130461 Provides supplemental info to 791101 Hr re corrective 
actions following amission of rebar at two locations 
Requests au thor i i a t ion to resume placement of concrete li 
approval of proposed corrective action. 

JONES. J A. Carolina Power !c Light Co. 79/11/02. 2pp. 

— 7912130472 Notifies that pull tost on test bars will bo conducted 
791217 re engineering evaluation 6 repairs for reactor 
auzliliary bldg & containment b 1 dg. Requests approval of 
proposed repairs 

JGNEB, J. A Carolina Power & Light Co. 79/11/14. 2pp, 


79122S0529 Interim deficiency rept re defective Seismic Clast I hanger 
uelds. Final rept will be forwarded on 600130. 

CHIANOI.N. J. Carolina Fewer 6 Light Co. 79/12/19, 2pp. 


DQCHET 50-403 SHEARQN HARRIS NUCLEAR POWER PLANT, UNIT 4 


A Application/construction stage decuments & correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop oarly 
verification program to resolve ATW3 Issue for PWRs fc BKRb. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912120392 Forwards facility schedule Info. updated to 79J130 for PHH 
const & activities. 

HCDUFFIE. H. A. Carolina Power !< Light Co. 79/12/03. tSpp. 


7912120416 Notifies that util will provide design bates for emergency 
SVC water intake channel in FSAR. 

MCDUFFIE. M. A. Carolina Power Light Co. 79/12/06. ip. 


0. Inspection reports. IE Bulletins & correspondence 


7912060106 Forwards IE Info Notice 79-12A. "Attempted Damage to Neu 
Fuel Assemblies." No specific action or response required. 
O'REILLY, J.P. Region 2, Atlanta. Office of the Director. 
79/11/09. 2pp. 


7912090633 Ack receipt of IE Insp Repts SO-400/79-20. 90-401/79-20. 
80-402/79-19 I. 50-403/79-19 on 790924-26. No proprietary 
info. 

ZIHHEHHAN.B. R. Carolina Power fc Light Co. 79/11/15. Ip. 


— 7912080636 Forwards IE Insp Repts 50-400/79-20.50-401/79-20. 
50-402/79-19 t. SO-403/79-19 on 790924-26. No noncomp 1 1 anc* 
noted. 

MURPHY. C.E. Region 2. Atlanta. Reactor Construction 6 

Engineering Support Branch. 79/11/09. 2p, 


—7912050636 IE Insp Repts 50-400/79-20.50-401/79-20.50-402/79-19 b 
90-403/79-19 on 790924-26. Major areas Inspec ted : steel 
structures U sup ports. weld ing procedure specs 6 welding matl 
control. 

ECONOMOS.N. Region 2. Atlanta. Office of the Director. 
79/11/07. 6pp. 


7912100160 Forwards IE Info Notice 79-2B, "Overloading of Structural 
Elements Dus to Pipe Support Loads." No response roqulrad, 
O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110540 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Relatsd 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY. J. P. Region 2. Atlanta. Offlcs of the Dlrsctor, 
79/11/16. 2pp 


7912170142 Supplements response to IE Bulletin 79-15. "Deep Draft Poap 
Deficiencies.'’ Initial response provided 790910. Insps 
will be performed at vendor facility prior to shipping, 

MCDUFFIE. M. A. Carolina Power U Light Co. 79/11/21. Ip. 
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79121701AI Supplemtnts responsB to IE Bulletin 79-23t “Potential 
Failure oF Ernergencgu Diesel Oenerstor Field Eiciter 
TransForitier. " Confirms that 24-h load test will be performed 
as part of pr eoperat i onal testing program. 

MCDUFFIE. H. A. Carolina Power & Light Co. 79/11/Sl, Ip. 


7912060605 Forwards IE Circular 79-34. “Proper Installation l« Calibr of 
Core Spray Pipe Break Detection Equipment on DURs. “ Mo 
response required. 

O'REILLY, J. P. Region 3. Atlanta. Office of the Director. 

79/11/26. Ip 


7912110122 Forwards IE Circular 79-33, "Motor Starters & Contactors 
Failed to Operate." No response required 

O'REILLY, J. P. Region 3, Atlanta, Office of the Director. 
79/11/26. Ip. 


7912110306 Act receipt of IE Insp Repts 50-400/79-32,50-401/79-22. 
50-402/79-21 6 50-403/79-21 on 791032-25. No proprietary 
Info. 

HOHE.P.M. Carolina Power L Light Co. 79/11/26. Ip. 


— 7912110321 Forwards IE Insp Repts 50-400/79-32,50-401/79-22. 
50-402/79-21 fc 50-403/79-31 on 791022-25. No noncompliance 
noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction t> 

Engineering Support Drench. 79/11/15. 2pp. 


— 7912110334 IE Insp Repts 50-400/79-22,50-401/79-22.50-402/79-21 It 
50-403/79-21 on 791022-25. No noncomp 1 lance noted. Major 
areas inspected : lakes, dams li canals, OA/QC controls & 
work activities l> structural concrete quality records. 

LENAHANi J. J. Region 2, Atlanta. Office of the Director. 
79/ll/i4. 4pp. 


7912190376 Forwards IE Bulletin 79-27. "Loss of Non-Claee IE 
Instrumentation b Control Power Sys Dus During Operation." 
Hd written response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/11/30. Ip. 


79I23102BS Forwards IE Info Notice 79-30, "Reporting of Defects & 
HoncotnpHances, 10CFR21. " No action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. 5pp. 


79I22D0006 Forwards IE Dulletln 79-28. “Possible Malfunction of Nance 
Modal EA180 Limit Switches at Elevated Temps." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/07. 2pp. 


7912280370 Forwards IE Info Notice 79-31. "Use of Incorrect Anpllflod 
Response Spectra. " No written response required. 

O'REILLY. J, P. Region 2, Atlanta, Office of the Director. 
79/12/13. 2pp. 


7912280119 Forwards IE Circular 79-25, “Shock Arreefcor Strut Assenbly 
Interference." No written response required. 

D'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/12/20. 4pp. 


8. Reportable occurrences, LERs t, related correspondence 


7912210031 PNa-II-79-013: meeting conducted by 11 electricians «/local 
TVA station re mgt inability to control tool theft. Locked 
boies broken. Into at site t, tools removed. 

BRADLEY, R.D. Region 2, Atlanta, Office of the Director. 79/10/24. 
If- 


7912060669 PNO-II-79-019: on 791029, util informed Region 2 that 
relnf oreement steel omitted during placements of Class I 
concrete in Unit 1 containment shield wall t. Unit 2 reactor 
aurlllary bldg shear ual 1. Invest Igation pending. 

BRADLEY-R.D. Region 2, Atlanta, Office of the Director. 79/10/30. 
ip- 


79I21303S6 Nottfiee NRC that final rapt re deficiencies In procureaient. 
fabrication i- insp of engineered plates for concrete 
enbedmant b support of safety-related loads will be 
conpletoil on 791231 . De lay s caused by eitensive rework. 

CHIANQIfN. J. Carolina Power b Light Co. 79/11/02. 2pp. 


7912130448 Interim deficiency rept re omission of rebar in reactor 
auiitiary b Ldg. Correct ive action will be completed by 

eooaot. 

CHIANOl.N. J. Carolina Power b Light Co. 79/12/05. 2pp. 


— 7913130432 Ack receipt of UHC 791030 Itr re placement of concrete 
omitting rebar Caused by hiimar orrar Repairs on affected 
walls will commence after NRC approval of corrective action. 
JONES. J. A. Carolina Power 6 Light Co 79/11/01. 6pp 


— 79t2l30461 Provides supplemental info to 791101 Itr re corrective 
actions folVouing omission of rebar at two locations. 

Requests au thor i la 1 1 on to resume placomant of concrete & 
approval of proposed corrective action. 

JONES* A. Carolina Pouior Z< eight Co. 79/1 1/02. 2pi> 


--7912130472 Notlfiea that pull test on test bars will bo conducted 
791217 re engineering evaluation b repairs for reactor 
auiilliary bldg h containment bldg Requests approval of 
propoord repairs. 

jmES.J.A- Carolina Power b Light Cn. 79/11/14. 2pp 


79I22B0529 Interim deficiency rept re defective Seismic Class I hanjor 
Final rept <1^111 be foruarded on 800130. 

CHIANOIiN. J. Carolina Power Light Co. 79/12/19. 2pp. 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


A. Application/conatruction stage documents !, correspondence 


7912110264 Discusses NRC plans to use gonoric analyses to develop early 
verification program to resolve ATWS issuo for PMRs b BWRs. 

Success of program depends on industry responso. Suppor ts 
fornation of owners groups to provide necessary info. 

DENTON-H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


F- Security, medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded ernorgency plans to plants under 
const & OL revl ew. App 1 lean ts required to make certain 
eaergency arrangements u/statc b local organizations b 
submit amergency plans por Reg Guide 1. 101. 

VA8SALL0, D. D. Division of Project Management. 79/11/21, 6pp. 


Q, Inspection reports, IE Dullotlns b correspondence 


7912060651 Forwards IE Insp Repts 50-339/79-41,50-404/79-07 b 
30-405/79-07 on 790918-21 No none omp 1 1 anco noted. 

MURPIIY.C.E. Region 3, Atlanta, Reactor Construction b Engineering 

Support Dranch. 79/10/22. 2pp 

—7912060657 IE Insp Repts 50-339/79-41,50-404/79-07 b SO-405/79-07 on 
790918-21 No none amp 1 i one e noted. Major areas inspected: 
noncanformance re concrete operations b activities re 
extended const delay. 

MCFARLAND, C. n. Region 2, Atlanta, Office of the Director. 
DRVANTrJ.C. Region 2, Atlanta. Reactor Conotructlen b 

Engineering Support Branch 79/10/19, 5pp. 

7912100201 Forwards IE Info Notice 79-23, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

O'BEILLV, J. P. Region S, Atlanta, Office of the Director. 

79/11/16. ip, 


7912110597 Forwards IE Info Notice 79-29, "Lass of Nonsa f ety-Helated 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLV.a/. P Region 2, Atlanta. Office of the Director. 
79/11/16. 2pp 


7912070007 Forwards IE Circular 79-24, "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on DURs. " No 
response r equl red. 

0'REIU.Vj J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip 


7912110186 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate. " No response required. 

O'REILLY. J. P. Region 2, Atlanta. Ufflca of the Diroctor. 
79/11/86 Ip 


791219049S Forwards IG Dulletln 79-27, "Loss of Non-Class IE 
Instrumentation b Control Rower Sys Qus During aperation. “ 
Ho written response requirod. 

O'REILLY. J.P Region 2, Atlanta, Office of the Director. 
79/11/30. Ip. 


7912310330 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncomp 1 iances, 10CFR21 . " No action required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Directcr. 
79/12/06. Spp. 
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y^iaaoO-OTO Forwards IE Oulletin 79-an. "PoasiblB Malfunetlon at MaBco 
Hodel EAIOO Limit Suitcties at Elevated Temps. " Action 
requireil- 

O'nEILLV.O P. Hegion S, Atlanta. Office of the Director. 
79/12/07- app. 


7913310255 Fleaponds to IE Rulletin 79-02. Dev i s ion 2. ’Pipe Support 
Dase Plate Designs Using Concrete Eipanston Anchor Bolts." 

No pipe supports for Seissic Categorg 1 sys attached to 
concrete block ualla u/anchor bolts at facilities. 

BHCJHM.S.C. Virginia Electric & Power Co. 79/12/07. 3pp. 


7912280441 Forwards IE Info Notice 79-31. “Us# of Incorrect Anptified 
FlesponEO Spectra. “ No written response required. 

□ 'REILLV. J. P. Fleglon 5> Atlanta. Office of the Direetor- 
79/13/13. app. 


7912280161 Forwards IE Circular 79-29. "Shock Arrestor Strut AsaesAly 
Intorferonco. " No written roaponse required. 

U'FIEILLV. J. P. Region 3. Atlanta. Office of the Director. 
79/13/aO. 4pp- 


8. Reportable occurrencos. LEKs 1. related correspondence 


7912200016 PHn-I1-79-010: on 791015. util announced that study has 
been coeimisioned to determine feasibility of converting 
facilities to coal fired units.due to uncertainty of U8 
comnitnent to nuclear power. 

DRYANT.J.C.. nURPHV.C.E. Region 2. Atlanta, Office of the 
Director. 79/10/15. ip. 


7712210330 Advises that work on outstanding items reported under 
lOCFftSO 5 S(b> I. 10CFR31 have been suspended, pending 
completion of foaBiblllty study resulting froa uncertainties 
re nuclear plants. Lists status of outstanding Iteas. 

BRCDiff. B C. Virginia Electric & Power Co. 79/10/30. 2pp. 


791204O349 Supplements 7QOS10 final deficiency rept re puap svetion ft 
unstable flow. Pump suction nods acceptable. 

BRaNN.S.C. Virginia Electric & Power Co. 79/11/29. 3pp. 


7912200387 QuppI to 700918 final deficiency rept re adverse vartea 
action at rocirculatian spray puap suction tt unstable flow 
Into first stage Impe 1 ler. Neu flat plate mod will be 
provided on recirculation spray pumps/cans. 

OROUNiU C. Virginia Electric & Power Co 79/11/39. 2pp. 


791220OS4I Interim deficiency rept concerning significant breatdown in 
DC program re verification of callbr of Forney coopressien 
testing nachino. Attempting to callbr Forney compression 
testing machine in range of O to 25,000 lbs. 

UROUNiS.C. Virginia Eloctric S> Power Co. 79/12/30. 3pp. 


DOCKET SO-405 NORTH ANNA POHEJl STATION. UNIT 4 


A. App 1 lea tl on/construc t ton stage documonts Ci correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification pregraai to resolve ATUS issue for PURs & OURs. 

Success of proBram depends on industry response. Supper ts 
formation of owners groups to provide necessary info. 

DENTON, H. R. Qfficu of Nuclear Reactur Regulation. 79/10/17. 3pp. 


F. Security, medical, emergency & fire protection plans 


7912040471 Forwards infs re upgraded emergency plans to plants under 
const & fM. review. App 1 i cants required to make certain 
emergency arrangements w/state fc local organizations tc 
submit emergency plans per Reg Guide t.lOt. 

VASSALLD.D. B. Olvlsion of Project Management. 79/11/21. ipp. 


0. Adjudicatory csrrespondonce 


7911300062 Forwards util 791023 Itr b chect re NRC 791001 order 
impsslng civil p enol t ies. W/o end. 

STELLS.V. Uffice of Inspection b Enforcement. Office of the 
Director. 79/11/07. Ip. 


0. Inspection reports, IE Bulletins U correspondence 


7912060651 Forwards IE Insp Repts 50-339/79-41,50-404/79-07 fc 
50-405/79-07 on 790919-21. No nonconpliance noted. 

MURPliy.C.E. Region 2. Atlanta. Reactor Construction b Cnginoerlny 

Support Branch. 79/10/22. 3pp. 


— 7912060657 IE Insp Repts 50-339/79-41.50-404/79-07 b SO-405/79-07 cn 
790910-21. No noncomptlance noted, Major areas Inepectad: 
nonconforiaance re concrete operations b activities re 
extended const delay. 

MCFJOILAND. C. R. Region 2. Atlanta, Office of the Director. 
BHYANT.J.C. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. 79/10/19, Spp. 


7912100201 Forwards IE Info Notice 79-2B. “Overloading of Structure! 
Elements Due to Pipe Support Loads. " No response required. 
O'REILLY, J.P. Region 2. Atlanta, Office of the Director. 
79/11/16. Ip. 


7912110587 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O’REILLY, J.F. Region 2, Atlanta. Office of the Director. 
79/11/16. 2pp. 


7911300140 Foi-wards IE Bulletin 79-26. “Boron Lots From BUR Control 
Slades.* No response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Dlrfctar. 
79/11/20. 2pp. 


7912070007 Forwards IE Circular 79-24. “Proper Installation b Callbr of 
Cera Spray Pipe Break Detection Equipment on BURs. " Na 
response required. 

□'REILLY, J P. Region 2. Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110106 Forwards IE Circular 79-23. "Motor Starters h Contactors 
Failed to Operate. * No response required. 

O'REILLY, J.P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


7912190495 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation. “ 
No written response required. 

O'fiEILLY.J.P. Region 2. Atlanta. Office of the Director. 
79/11/30, Ip. 


7912310330 Forwards IE Info Notice 79-30. “Reporting of Defects b 
Noncompliances. 10CFR2t. " No action required. 

0'REIU.V.J P. Region 2. Atlanta, Office of the Dlrcrtor. 
79/12/06. Spp. 


791^00070 Forwards IE Bulletin 79-2B. “Possible Malfunction of Naaco 
Model EAIQO Llnlt Switches at Elevated Temps.'' Action 
required. 

O'REILLY, d. P. Region 2. Atlanta. Office of the Director. 
79/12/07. 2pp. 


7912310255 Responds to IE Bulletin 79-02. Revision 2. “Pipe Support 
Base Plate Designs Using Concrete Expansion Anchor Bolts. " 

Ns pipe supports for Belsmic Category 1 sys attached to 
concrete bloct walls w/anchor bolts at Facilities. 

BROind.S.C. Virginia Electric b Power Co. 79/12/07. 3pp. 


7912280441 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLYiU.P. Region 2, Atlanta, Office of the Dlractor. 
79/12/13. 2pp. 


791^e0161 Forwards IE Circular 79-25, “Ghock Arrestor Strut Assesbly 
Interference.* No written reeponse required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/12/20. App. 


S. Reportable occurrences. LERs b related correspondence 


7912200016 PNQ-I 1-79-010: on 791015.util announced that study has 
been coamisioned to determine feasibility of converting 
facilities to coal fired units.due to uncertainty of US 
coBueltment to nuclear power. 

BRyANT,J.C., MUflPHY.C.E. Region 2. Atlanta. Office of the 
Director. 79/10/15. Ip. 


7912210330 Advises that work on outstanding Items reparted under 
10CFR30. 53(e) 6 iOCFR21 have been suspended, pending 
completion of feasibility study resulting from uncertaintlee 
re nuclear plants. Lists status of outstanding items. 

GRONMiG.C. Virginia Electric b Power Co. 79/10/30. 2pp. 


791204034? Supplements 780818 final deficiency rept re pump suction 6 
unstable flow. Pump suction mods acceptable. 

BROUN.S.C. Virginia Electric b Power Co. 79/11/29. 2pp. 
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79J22003a7 Suppl to 70OQia final deficiencg ropt re advsrse vortax 
xetlon at r»e Irculakion »prag pump auction *■ unatablo flow 
into first stage impeller. Neu flat plate mod uill be 
provided on recirculation aprag putnpa/cans. 

BROWNi S. C. Virginia Electric t> Poioer Co. 79/11/29. 2pp. 


7912200941 Interim deficiencg ropt concerning significant breakdown in 
QC program re verification of calibr of Forneg compreaaion 
testing machine. Attempting to calibr Forneg compression 
tilting machine In range of 0 to BSiOOO Ibs- 
SBDMH-G. C. Virginia Electric 8< Power Co. 79/12/20. 3pp. 


OOCHET 30-40i TUSKEOEE INST. RESEARCH REACTOR 

A. Appileation/constroctlon stage documents & correspondence 


7912040491 Notifies of typographical error on Page 4 of App AjTech 
Specs ra safety limits. Should read "reactor power level 
should not exceed 100 milliwatts. 

DYBCZAKjZ.M. Tuskegeo Inst. 79/11/19. Ip. 


F. Bseurltg. nedleali etnergoncg (i fire protection plans 


79I212020A Forwards draft Reg Oulde 5. XX. "Std Format *■ Content for 
Licensae Physical Security Plan for Protection of SNM of 
Koderate or Lou Strategic Significance." U/o end. 

REID.R.H. Operating Reactors Draneb 4 (Pro 791030). 79/0B/22. 

2pp. 


DOCKET 30-407 UNIV. OF UTAH RESEARCH REACTOR 


F. Securltv medical, emergency (< fire protection plans 


79121S02O6 Forwards draft Reg Guide 3. XX. "Std Format li Content for 
Licensee Physical Security Plan for Protection of SNH of 
Koderate or Lou Strategic Significance." U/o end. 

REID.R.M. Operating Reactors Branch 4 IPre 791030). 79/08/28. 

2pp. 


DOCKET 30-409 LA CROSSE BOILING HATER REACTOR 


D- NRC Draft/Firal Environmental Statements, suppls t correspondence 


79181B027B Forwards addl goestlons ra updating of FEB for LACBWR. 
Deadline for comments Is 791216. Requests response if unable 
to comply w/dtadline. 

BALLARD. R.L. Environmental Projects Branch 1. 79/11/16. 3pp. 


79I21S09AS Provides technical *i editorial comments on FES {NUREO-0191 ). 
STEELE. T. A. Dairyland Power Cooperative. 79/12/14. 19pp. 

79121B0377 Forwards roiponset to questions contained in NflC 791116 Itr 
re LACnHRFES. 

STEELE. T. A. Dairyland Power Cooperative. 79/12/12. IDpp. 


— 7912180985 NPDES Permit WI-0003239-2 Issued to Dairyland Power 
Cooperative. 

KROEHMiT.A. Environmental Protection Agency. 79/09/8B. ISpp. 

— 79121SOS90 "Husiel Survey of Thief Slough at Mile 670 on M3 River Hear 
Oenaa.UI, 780921-22. •' 

JOHNSTON. 0. L. Dairyland Power Cooperative. 70/09/22. 80pp. 


F. Securibg. medical, emergency & fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objee tlves. Provides guidance for improving licensee 
•aergeneg preparedness & assuring capability of offsite 
egancies to take appropriate emergency actions, 

0RIHE8.B. K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912200037 Nobiflei that evaluation of fire protection program delagad 
until util provides required info. NRC Is preparing order to 
shutdown facility until- liquefaction issue is resolved. 

LAINAStfi. Plant Systems Branch. 79/11/29. Ip. 


O. Adjudicatory correspondence 


7912030113 Findings of fact «. conclusions of law on A8LD question r* 
need for plant for next thres yrs. H/some exceptions b mods, 
adapts findings on same issue. balanced against EIA. 

Certificate of Bve end. 

HOODHEAD.C. P. Hearing Branch 3. 79/11/05. 10pp. 


7912110363 Order approving intervenor Coulee Region Energy Coalition 
Contentions 24.20.0.9.19 t 22 >.< rejecting Contention 6. 

Acceptable contentions listed in app , 

BECHHreFHI.C- Atomic Safety and Licensing Board Panel. 79/11/30. 

6pp. 

7918260028 In tarrngator i e s suhmitted to intervenor Coulee Region Energy 
Coalition. Includes questions re alleged noncomp I lane e u/App 
I of Part 50 concerning LACBWR offgas emissions b affected 
empl agee 5. Cer ti f ic ate of Sve end. 

UOODHEADi C. P. Hearing Branch 3 79/12/14. Bpp. 


P. Operating license stage documents U correspondence 


7912100189 Discusses NRC 791101 meeting w/ropresen tat Ives of NSSB 
vendors i fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing w/fuel cladding 
swelling & incidence of rupturo. Vendor responses end. 

EISENHUr. D. 0. Division of Operating Reactors. 79/11/09, 65pp 


— 791210D25S Responds to NRC 791101 request re noncomp 1 lance of 
Hestinghouse ECCS evaluation model under requirements 
of 10CFR50 App K, Evaluation of three fuel rod models 
indicates no safety problems for Hes t inghouse plants. 
ANDEfiSON. T. II. Westinghouse Electric Corp, 79/11/02. 4pp 


7912100330 Responds to NRC 791101 request re DRNL cladding owelllnif *. 

rupture data.Roview of analytical models b tests Indicates 
coapliance w/lOCFRSO App F. A1 I OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHWLZt R. H. General Electric Co. 79/12/07. 2pp. 


•7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel medels 
used in vendor evaluation models t< that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

qHSLEYj 0. F, Eicon Nuclear Co,. Inc. isuhs. of Exxon Corp. ). 
79/11/02. 5pp. 

*7912100456 Forwards addl info re ovaluatloii of Impact of NRC proponed 
rupture/blockage model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NHC 
rupture/blockage model on licensing calculation results. 

DMSLEY. 8. F. Exxon Nuclear Co. . Inc. (subs, of Exxon Corp. ). 
79/11/04. 22pp 


79121I002S Forwards updated lists of SEP topics not requiring site 
review duo to ongoing generic licensing activities outside 
6EP or because ef inapplicability tu facility. 

ZIEHANN.O.L. Operating Reactors Branch 2. 79/11/16. 8pp 


7912130407 Forwards Class III amend Pee in response to NRC 791101 Itr 
re proposed radiological effluent Tech Specs. 

LINKRiF. Dairyland Power Cooperative. 79/11/21 Ip. 


7912130419 Forwards Class III amend fee for NUC review b approval of 
license onend request. 

LINDER>F.W. Duke Power Co. 79/11/21. 2pp. 

7912060180 Summary of 791102 meeting w/util re liquefaction potential 
at plant iSEP Topic II-4). ., 

WETMCRIE’ J. S. Operating Reactors Branch 2. 79/11/26. 4pp. 

7912030493 Advises that Hconseo conforms u/prov i sioiis of 40CFRI90 by 
semiannual calculat ion . Method of calculation outlined in 
offsite dose calculation manual which was submitted In Aug 
1979.Manual uses OASPAR b LADTAP computer codes. 

LINDER. F. Dairyland Power Cooperative, 79/11/29, Ip. 


7918100316 Forwards Drawings 51-503674 Revision 21.41-303775 Revision 
10 i 41-503B2D Revision 7. in response to NRC 791009 Itr ro 
^P Topic 111-10. A concerning thermal overload protection. 

LINDER.F. Dairyland Power Cooperollve, 79/11/29. 2pp. 


--7912100321 “Miring Diagram: Turb ine ttidg HCC. lA. 
» Bargent h Lundy. Inc. 77/0S/22. Ip. 


— 7912100324 "Schematic Control Diagram: A1 tornats Coro Spray b Mlsc. 
a Sargent b Lundy. Inc. 78/05/02. Ip. 


— 7912100331 "Miring Di agram: MCA DC Valve b Diesel Pump lA, 
a Sargent b Lundy. Inc. 77/08/05. Ip. 


7912110240 Forwards draft prellmlnaTy rept. "Proposed Measure to 
Mitigate Potential for Liquefaction at LACBWR Plant Bite 
Near OanoBiWI.” In response to NRC 791102 request. 

LINDER.F. Dairyland Power Cooperative. 79/11/29, 2pp, 
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— 7912110246 Draft prsliminary repti "Proposed Measure to Mitigate 
Potential for Liquefaction at LACBWfi Plant Sits Nsar Oeonar 
MI. " 

• Dames Moore. 79/’ll/29. 11pp. 

7912100242 Ack receipt of MRC 791002 Itr re certification b training 
of Mf?C staff nernSers In radiation safety. Hill accept 
certification instead of util radiation safety course. 

LINDER. F. Dairylaod Power Cooperative. 79/12704. Ip. 


7912110230 Provides justification U descriptions of differences from 
NRC short-term requirements presented in NUF1EO-057B. 

LINDER. F.W Duke Power Co. 79/12/06. 5pp. 


7912160189 Submits descriptions l< justifications for differences froa 
NRC Lessons Learned Task Force short-torm requirements 
presented In NlJREQ-0573 Discusses performance testing for 
relief U safety valves ti containment isolation. 

LINDER. F- Oairyland Power Cooperative. 79/12/06. Spp. 


7912120265 Responds to NRC 791023 Itr re containment purging venting 
during normal operat i on. Manufac turer A1 1 1 s-Chalmers 
confirmed that valves uould close as designed under pressure 
differential conditions ropresen t at ivc of accident. 

LINDER. F. Dairyland Power Cooperative. 79/12/07. 2pp. 


7912200427 Requests further amend to OL revising schedule for insarvlca 
testing of high pressure core spray pump s. a 1 1 ernat e core 
spray pump % high preosurc sve water pump f'umps should be 
inspected during cold shutdown not during operations. 

LINDER. F. Dairyland Power Coaperative. 79/12/07. 3pp. 


7912140416 Responds to NRC 79101& ]tr re concerns of C Hlcheleon. MRS 
consultant. Concerns not applicable to util as reactor is 
DMR. not PHR. Anal yses show HPCS capable of cooling core te/o 
assistance from LPCS. regard Ics s of reactor water level. 

LIMDER.F. Dalrgland Power Cooperative. 79/12/11. 3pp. 

791227038Q Submits c 1 ar i f j c at > on or changes ra util responses to short- 
term recommendations of TMI Lessons Learned Task Force. 

Includes Info re transient ana 1 y si s . i node quat e core cooling 
t< valvfl testing. 

LINDER. F. Dalryland Power Cooperative. 79/12/120. 3pp. 

a. Inspection reports. IE Bulletins !< correspondence 


7912050220 Forwards IE Insp Hopt 50-409/79-19 on 79!001-05 .Nb 
nonrnmplianco noted 

HEISHjIAN. R . F Region 3. Chicago. Reactor Dperatioiss Nuclear 

Support Branch. 79/10/22. 2pp. 


— 7912050231 IE Insp Rept 50-409/79-19 on 791001-05. No noncoap I i ance 
noted. Mo JO r areas inspected, n.aint activities, up ereti anal 
activities, followup actions to previous noncoanpliance. IE 
bulletins. 1 £ circulars t event repts. 

R IDSUAV. li. R. . DOVDiD.C. ReBion 3. Chicago. Qffice of the 
Director 79/10/19. 3pii. 


7912130006 Responds to IE Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrote Eipansion Anchor Dolts. " Unscheduled 
cold shutdown permits insp of pipes support hase plates tn 
restricted areas. 

LINDER. F. Dairylrsnd Power Caopcrjtive. 79/10/24. 2pp. 


7912050123 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves. " No rpsponse required. 

KEPPLER.J.O. Region 3, Chicago. Office of the Dirortar. 79/11/16 

Ip 


7912100227 Forwards IE Info Notice 79-20. ''Overloading of Structural 
Elements Due to Pipe Support Loads. '' No response required. 

AEPPLER.J. 0. Region 3. Chicago. Qffice of the Director, 79/11/16 

Ip. 


7912110576 Forwards IE Info Notice 79-29. "Loss of Nonsa Pety-Related 
Reactor Coolant Eiys Instrumentation During Operation." Mo 
specific action or response required. 

FEFPLEH, J. G. Region 3, Chicago. Office of the Director 79/11/16 

Ip. 


7912050372 Forwards IE nuiietin 79-26. "Boron Loss Krom BHH Control 
Blades." Response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/20 

Ip 


7912100429 Forwards IE Circular 79-24. "Proper Installation «. Callbr of 
Core Sprag Pipe Draalt Detection Equipment on DMHs. ■' Mo 
written response required. 

KEPPLER.J.O. Region 3, Chicago. Office of the Director. 79/11/26. 


79I21102SS Forwards IE Circular 79-23. “Motor Starters t Contactors 
Failed to Operate. " No response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/1I/2& 

Ip 


7912110423 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups 6 state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/2S 

ip- 


7912190219 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
InstTumentatlon D Control Power Sys Dus During Operation. " 

Uritten rasponse required. 

KEPPLER.J.O. Region 3. Chicago, Office of the Director. 79/11/30. 

Ip- 


7912210174 Responds to IE Bulletin 79-25. “Failure of Westingbouse DFO 
Relays in Safety-Related Sys." BFD relays not used at 
faci t ity. 

LINDER.F. Dairyland Power Coaperative. 79/11/30. Ip. 


791214C082 Forwards IE Info Notice 79-30. "Reporting of Defects !. 
Nonconpliances. 10CFR21. " No action or response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/12/06. 

Ip. 


7913200112 Forwards IE Dulletin 79-20, "Possible Malfunction of Namco 
Model EAIGO Limit Switches at Elevated Temps." Action 

required 

KEPPLER.J.O. Region 3, Chicago. Office of tho Director. 79/12/10. 
Ip- 


R. Periodic operating reports t< related correspondence 


7912110206 Forwards monthly operating rept for Nov 1979. 
LINDER.F. Dairyland Power Cooperative. 79/12/06. ip. 


— 7912110309 Monthly operating rept for Nov 1979. 

GOOSHAN.L. S Dairyland Power Coaperative. 79/12/04. 9pp 


S. Reportable occurrences. LERs t related correspondence 


7912I2006B PNO-1 1 1-79-025: on 791025. essent la 1 sves motor generator set 
tripped, result ing in tripping of Unit 3 reac tor. Caused by 
slamming of essential sves electrical panel door. 

CREED. J. Region 3. Chicago, Office of the Director. 79/10/26. 

SPP 


791204O41B Forwards LER 79-0 1 7/0 1 T-0. 

LIMDER.F. Dairyland Power Cooperative 79/11/27. llpp 


— 7912040433 LER 79-017/01T-0 on 791 109. reac tor vessel cooled down at 
rate exceeding Tech Specs during reactor scram. Caused by 
turbine governor problom resulting in power to flow scram. 

Turbine governor syo inspected !• Mushed. 

GDDDMAN.L-S. Dairyland Powor Cooperative. 79/11/27. ip. 


7912170SB7 Forwards Specl.sl Rept 79-03 re sampling i analysis resulting 
from thermal power changes greater than 15’/.. 

LINDER.F. M. Duke Power Co. 79/12/07. 2pp. 


— 79I31702B8 Special ftepl 79-03: cn 790920 *. 1109, reactor thermal power 
changed by more than ISV. nf r.sted thermal power uiithin i-h 
during Operational Condition 1 or 2. Caused by scram solenoid 
burnout. Bampl Ing 6 analysis data end. 

« Duke Power Co. 79/13/07 6pp 


791320D568 Forwards Special Rept 79-03 re reactor scrams an 790930 & 
1109. 

LINDER.F. Dairyland Power Cooperative. 79/13/07. 2pp. 


79132Q0S71 Special Rept 79-03. reac tor scram on 790920, due to scram 
solenoid burn out. caused by failed seal in upper control rod 
drive aioehanisn). Scram on 791109, due to restricted freedom 
of Bovenent of tsirbino governor initial pressure regulator. 

• Dairyland Power Cooperative. 79/13/07. 6pp. 


7912280464 RO 79-iB: on 791314, manufacturer notified that containment 
Isolation dampers require repositioning to ensure quick 
closure at nai containment vessel pressure. Dampers 
repositioned. Containment bldg vented continuously. 

LINDER.F. Dairyland Power Cooporativc. 79/13/18, 3pp. 



DOCKETED ITEMS 


235 


7912870486 fl«*pon<li to NRC 770925 riquEit for addl info ra lQ»» of 
offiita pouor or 710120 . Providoi datalls of aavan compUto 
fiffiitt pouor loiiei-Facillty does not have capabllltii of 
suitainlng power durlny partial lot* of offtita pouar. 

LIHDE.RiF.H. Dairyland Power Cooperative. 79/12/21. Spp. 


7918060380 Forward s IE Circular 79-24. "Propar 
Core Spray Pipe Break Detection Equipment on 
response required. 

ORIEfliB.H. Region 1. Ph 1 1 a d a 1 p h la. Office 

79/11/26. Ip. 


Installation l< Callhr of 

DURb. " No 
of the Director. 


7912310497 Forward* LER 79-019/OlT-O. 
LlNDERfF. Dairyiand Power Cooperative, 


79/12/26. 2pp. 


— 7912310504 LER 79-019/01T-0; on 7912231 period 
taiergency airlocli did not meet type B teet 
iptclfled by Tech Spec*. Caused by flattena 
packaging In shaft seal. Beal replaced, 
ODODHANiL. 6. Dairyiand Power Cooperative. 


ic leakage rate test for 
criteria 

d □ rings & shaft 
79/12/26. 3pp. 


7912110064 Forwards IE Circular 79-23. "Motor Btartcrs !- Contactors 
Failed to aperoto. " No responso required. 

DRIER. B.H. Region 1. Philadelphia. Office of the Director. 


7912190041 Forwards IE Bulletin 79-27. 
Inatruaentation 8» Control Power Sys 
No written response required. 

DRIER. B.H. Region 1. Philadelphia 
79/11/30. Ip. 


"Loss of Non-Class IE 
Bus During Operation. " 

I, Office of the Director 


OOCKET 50-410 NINE MILE POINT NUCLEAR STATION. UNIT 2 
A. Appllcatlon/conitructlon stage document* 6 corraspondeM* 


7912110864 Dlscusiis NRC plan* to uso generic analyse* to develop aarly 
verification program to resolve ATMS issue for PWfi* fc DHR*. 

Success of program dspends on Industry rssponso. Support* 
foTflitlon of owner* groups to provide necessary 

DENTOMiH. R. Office of Nuclear Reactor Regulation. 79/10/17. Jpp. 


7912270324 Advleei that FBAR Ic OL application will be submitted in J«1 
1981, based on full load date of Mar 1984 fc commercial 
operation date of Oct 1984. 

RHODErO. K. Niagara Mohawk Power Corp. 79/12/17. ip. 


F. Security, medical, emergency & fire protection plan* 


7912040471 Forwards info r* upgraded emergsney plan* to plants undar 
const ti OL roviiu. Applicant* rtquired to make certain 
lasrgency arrangements w/*tat# t local organisation* & 
submit emsrgency plan* p*r Reg Ouide 1.101. , 

VASBALLDj D. B. Blvlsion of Project Management. 79/11/21. 6pp. 


Q. Inspection reports, IE Bulletins 6 correspondence 


7912310232 Forwards IE Info Notice 79-30. "Reporting 
Noncompliances. 10CFR21 “ No action required 
ORlEHiB.H. Region 1. Philadelphia, Office of the 
79/12/06. 4pp. 


of Defects 6 
Diractor. 


79121907S6 Feruards IE Bulletin 79-2Q. " 
Model EAiaO Limit Switches at Elevated 
response required. 

ORIER.B.H. Region 1, Philadelphia. 


Possible Malfunction of 
Temps. " Written 

Office of the Director. 


79/12/07. Ip. 


Namco 


79122 B 0212 Forwards IE Info Notice 79-31, "Use of 
Response Spectra." No written response required. 
CRIERaB.H. Region 1. Phi lad elph la. Office of 
79/12/13. Ip. 


Incorrect Amplified 
the Director 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 
A. Appllcatlnn/eonstruction stage documents & correspondence 


'912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for PHRs 6 BVIRs. 

Success of program depends on Industry response. Buppor ts 
faraation of owners groups to provide noressary 


7912140282 Respond* to IE Bulletin 79-23. "Potential Failure of 
Emergency Diesel Generator Field Exciter Transformer." No 
eoMion connactlon* between control power transformer *> 
generator netural. 

RHODE. O.K. Niagara Mohawk Power Carp. 79/11/01. Ip. 


7912280473 Confirms info requested during 791210 tele on. Present 
schadule for fuel loading is 031231 6 FBAR will be submlttod 


by Uul 19B1. 
UOOLEVER. e. J. 


Duquesne Light Co. 79/12/20. Ip 


7912200449 Foruards IE Insp 
noneomp 1 lance noted. 
CARLBOM.R, T Region 1, 
Engineering Support Branc 


Rept 50-410/79-07 on 791009-12- No 

Philadelphia, Reactor Construction 
h. 79/11/02. 2pp. 


6 


791S2004S7 IE Insp Rept 50-410/79-07 on 791009-12. No nonconpllance 

noted. Major areas inspac ted; e lee trieal procedures fc 
Instructions, downcomer Installation 8, records, aud its St 
OE safaty relief valve status, . . 

KCDAUDHYrR. W. Region 1, Philadelphia, Reactor Construction fc 

Enolneurlng Support Branch. CERNE,A.C., FINKEL.A.E. Region 1. 
Philadelphia, Office of the Director. 79/11/01. 9pp. 


7912050044 Forward* IE Circular 79-22, 
Rsllef Valves." No response required. 
CRIER, B.H. Region 1, Philadelphia, 
79/11/16. Ip. 


"Stroke Times for Power Operated 
Office of the Director. 


F. Security, nedlcal, emergHncy 6 fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants unil 
const ti OL review. Ap(i 1 leant* required to moke certain 
emergency arrangements u/state tc local organliatlons t« 
submit emergency plana porRog Guide i. 101. *nn 

VASBALLOi D. D. Division of Project Management 79/11/21. 6pp. 


Q. Inspection reports, IE Bulletins 6 corrospondenco 


7912170182 Updates 790028 rosponae to IE Rullotln 79-17, Pipe Cracks 
in Stagnant Dorated Water Sys at PWri Plants. " Insp of welds 
uill not be completed within required 90-day period due to 
difficulty in removing concrete slabs. 

UERLlNDiJ.A. Duquesne Light Co. 79/10/29. 2pp. 


7912050271 Forward* IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Two PWR Plants." No response required, 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/11/16. Ip. 


7912050029 Forwards IE Circular 79-22. "Stroke Times for Pnwor Operate 
Rallaf Valves. " No response required. 

GRIER. B.H. Region 1. Philadelphia, Office of the Director, 
79/11/16. ip. 


791S1Q0133 Forwards IE 
Elements Due to Pipe 
CRIER.B.H. Region 
79/11/16. Ip. 


Info Notice 79-2B, "Overloading of Structural 
Support Loads. " No response required. 

I, Philadelphia, Office of the Director. 


7912050241 Forwards IE Info Notice 79-37. "Stcom Generator Tube 
Ruptures at Two PWR Plants." No response required. 

DRIER. B. It. Region I, Phi lade Iph 1 o, Office of the Diroctor. 

79/11/16. Ip. 


912110445 Forwards IE Info Notice 79-29, "Loss of Nonsaf oty-Related 
Reaeter Coolant Sys Instrumentation During Operation. No 
specific action or response required. 

flagjon 1- Philadelphia, Office of the Director. 


DRIER. B.K 
79/11/19. 


ip. 


7912050261 Forwards IE 
DIada*. “ No response 
CRIER.B.H. Region 
79/11/20. Ip. 


Bulletin 79-26, "Boron Loss From DHR Control 
required. 

1, Philadelphia, Office of the Director. 


7912100117 Forwards IE Info Notice 79-28. "Overlooding of Structural 
Elements Due- to Pipe Support Loads." No response roqulred- 
DRIER.B-H. Region 1, Ph i lade Iph ia, Office nf the Director. 
79/11/16. Ip. 

7912110405 Forwards IE Info Notice 79-29, "Lose of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Qperatlnn. " No 
specific action or response required. 

6RIER.D.H. Region 1, Phi lad Blp h la. Office of the Director. 
79/11/19. Ip. 
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791S030233 faruards IE Bulletin 79-2ii, ''Doran Loas From BUR Control 
Dlades. " No response required. 

GRIER. B.H Region I. Philadelphia. Office of the Director. 
79 / 11 / 30 . ip. 


791SO&0S7O Foruards IE Circular 79-24. “Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on QURs. '' No 
response required. 

CRIER. S.H. Region !■ Philadelphia. Office of the Director. 

79/ll/2£.. ip. 


7912110044 Forwards IE Circular 79-23. “Motor Starters b Contactors 
Failed to Operate. " No response required. 

GRIER. O.H Region 1. Philadelphia. Office of the Director. 
79711/26. Ip. 


7912190022 Foruards IE Bulletin 79-27. "Loss df Non-Class IE 
Instrumentation & Control Power Sys Dus During Operation. " 

No uritton response required. 

GRIER. BH. Region 1. Ph 1 lads Iph ia. Office of the Director. 
79/11/30. Ip. 


7912310311 Forwards IE Info Notice 79*30. "Reporting oF Defects b 
Noncofflp 1 lances. 10CFR21. “ No action required. 

GRIER. E.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. Ip. 


7912190744 Forwards 1£ Bulletin 79-28. ''Possible Malfunction of Namco 
Hodel EAI0O Limit Switches at Elevated Temps,'' Ifritten 
response required. 

6RIER.B.H. Region 1. Ph i lade Iph ia. Offico of the Dlroctar. 
79/12/07. Ip. 


7912280193 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra.'' No written response required. 

GRIER. G.H. Region 1. Philadelphia, Office of the Director. 
79/12/13. Ip. 


5. Reportable occurrences. LERs b related correspondence 


7912140042 Ac It receipt of 791009 Itr forwarding final deficiency rept 
Ts safety-related piping. 

CARLSONiR.T. Region 1. Philadelphia. Reactor ConsCructian & 

Engineering Support Branch. 79/10/17. Ip. 


7912310206 Ack receipt of 791019 Itr forwarding Final Significant 
Deficiency Rept 7B-D3 re reactor con tal nmen t liner overlay 
pad fillet weld cracl. 

CARLSON.R.T. Region 1. Philadelphia! Reactor Construction b 

Engineering Support Branch. 79/11/15. Ip. 

791311034Q Forwards Final Deficiency Rept 79-03 re crane wall 
reinforcing bars omitted from concrete placetnent- 
WODLE'i'ERi E. J. Duquesrve Light Co. 79/12/05. 3pp. 


— 7912110353 Final Deficiency Rept 79-03 re steel reinforcirg bars 
missing from concrete wa 1 1 . Concrete bars will be removed b 
rebuilt. Procedures developed & revised to implement insp. 

* Duquesne Light Co. 79/12/05. 3pp. 


DOCKET 50-413 CATAWBA NUCLEAR STATION. UNIT 1 


A. AppHcat ion/cons true 1 1 on stage documents b correspondence 


7912110011 Forwards NRC position on status b applicability to pending 
OL applications of results of TMI followup ac t Ions. Out 1 inos 
addl short-term actions to be talen. 

VABBALLO. D. D. Division of Project Management. 79/09/27. 4ipp. 


F, Security, medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plant* under 
const b OL Fovieoir, App 1 leant s required to make certain 
emergency arrangements w/state & local organl cations & 
submit emergency plans per Reg Guide 1.101. 

VASSALLO. D. D. Division of Project Management. 79/11/Si. 6pp. 


1. Financial information 


7912270577 Forwards duplicate copies of util 790321 guarantee oP 
retrospoettve premiums. In response to NRC 791210 roquost. 
WHITLEY. H. 0- Duke Power Co. 79/12/20. Ip. 


— 791S270SB5 Reques ts approved guarantee of payment of deferred premiimo 
for 1979, 

SALTZMAN, J. Antitrust b Indemnity Croup. 79/i2/IO. ip. 


0. Inspection reports. IE Bulletins b correspondence 


7912040130 Responds to IE Bulletins 78-12. 78-12A b 7B-18G re weld aitl 
docuaentatlon. Info pertinent to Catawba Unit 1 reactor 
vessel Included in RDM rept which was submitted 7910S9. 

HestingbousB transmittal Itr end. 

PANKER.U.O. Duka Powor Co. 79/11/07. Ip. 


-7912040133 Forwards rept ''Weld Matl Documentation of Eleven Raacter 
Prossure Vessels Fabricated by RDM for Uostinghouso, '' in 
response to IE Bulletin 76-12. Complete records search made 
& no atypical weld matl found. 

ANDERSON. T. H. Westinghouse Electric Carp., PWR Systems Div. 
79/10/29. Ip 


7912060128 Forwards IE Info Notice 79-12A, “Attempted Damage to Nee 
Fiial Assemblies." No specific action or response required. 
D'REILLV. J. P. Region 2> Atlanta, Office of the Director. 
79/11/09. 2pp. 


7912100169 Forwards IE Info Notice 79-28, "Over load ing of Structural 
Eleaints Due to Pipe Support Loads. '' No response required, 
O'RElLLVi J. P. Region 2. Atlanta, Office of the Diracter. 
79/11/16. Ip. 


7912110S45 Forwards IE Info Notice 79-29, "Loss of Nonsaf ety-Retattl 
Reactor Coolant Sys Instrumentation During Operation, " No 
specific action or response required. 

□ 'REILLY. J. P, Region 2. Atlanta, Office of the Director. 
79/11/16. 2pp. 


7912060607 Forwards IE Circular 79-24, "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BWRe. '' No 
response required. 

O'HEILUY. 3. P. Region 2. Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110134 Forwards IE Circular 79-12, "Motor Starters b Contactorl 
Failed to Operate." No roeponse required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/26. Ip. 


7912190392 Forwards IE Oulletin 79-27, "Loss of Non-Clase IE 
Instrumentation b Control Power Sys Bus During Operation." 
No written response required. 

□'REILLY. J. P. Region 2. Atlanta, Office of the Director. 

79/11/30. ip. 


79121B0161 Ack receipt of IE Insp Repts 50-413/79-19 b 50-414/79-19 
on 791009-12. No proprietary info. 

PARKER.H.Q. Duke Power Co. 79/12/05. Ip. 


—7912180166 Forwards IE Insp Repts 50-413/79-19 b 50-414/79-19 on 
791009-12. No nencampllanCB noted. 

MUflPHY.C.E, Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. 79/11/08. 2pp. 


7912180174 IE Insp repts 50-413/79-19 b 50-414/79-19 on 791009-12. Ho 
noncompliance noted. Major areas inspected: safety-related 
4160-volt suitchgear, 600-VDlt load ctr b 600 motor control 
ctr installation b quality records. 

UALTERSiD.K. Region 2, Atlanta. Office of the Director. 

CONLBN.T.E. Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch. 79/11/08, 4pp. 


7912310293 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncompllancis, lOCFRSt. " No action required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/12/06. 5pp. 


7912300026 Forwards IE Bullatln 79-20, "Passible Malfunction of Naace 
Model EAISO Limit Switches at Elevated Temps." Action 
raciuirad, 

□ 'RElLLY.tf. P. Region 2, Atlanta. Office of the Director, 

79/12/07. 2pp. 


7912^0377 Forwards IE Info Notice 79-31. “Use of Incorrect Anpllfifl 
Response Spectra, " No written raspenie required. 

O'RElLLY.il, P. I Region 2. Atlanta. Office of the Director. 
79/12/13. 2pp. 


791228012? Forwards IE Circular 79-25. "Shock Arrester Strut Assembli 
Interferince. " No written response required. 

O'REILLVi J. P. Region 2. Atlanta, Office of the Director. 
79/12/20. 4pp. 



DOCKETED ITEMS 


237 


0 . Aiportablc aecurrtnees. LERc b relatsd carrtspondence 

^^-ISISOSBS Forward* final daflclancg rapt ra dafielant wild in staam 
ginarator Lowar lataral *upport b avarslia drawing of 
nactar -bldg. 

PAFKEfliH.O. Duka Power Co. 79/13/13. Ip. 


^.-7913100393 Final dafielency rapt re dePiclant utld in ttaam generator 
lower lateral lupport. In June 1979* p inhola diecovared in 
weld preparation area.Relnap ihouad three addl ra.|ectable 
Indication*. Part returned for repair. 

• Duka Power Co, 79/13/13. Spp. 


7918310499 Forwardi Significant Daficlaneg Rapt IE-79-09“8DD-*i3/414 re 
unqualified main steam power operated relief valve*. 

PARKER. H.O. Duke Power Co. 79/13/3A, Ip. 


--7918310493 Significant Deficiency Rept IE-79-09-8DD-413/414. Main ctaaei 
power operated relief valve* not qualified for eapectid 
environ reeultinp from feedwater or steam line break. Valve* 
will be qualified, 
a Duka Power Co. 79/18/86. Ip. 


docket 30-414 CATAUBA NUCLEAR STATION. UNIT 3 

ft. Applleatlon/constructlon stag* document* b correspondence 


7918110011 Forward* NRC position on statue b applicability to pending 
DL applleatlons of results of TMt followup actions. Outtlnee 
addl short-tarn actions to be taken. 

VABBALLO. D, B. Division of Project Management. 79/09/87. 4ipp. 


7918110264 Diacustes NRC plans to usa ganeric analyses to develop early 
verification program to resolve ATMS issue for PNRs b BURs, 

Buccee* of program dapands on industry response, Supports 
tornation of ounar* groups to provide necessary info. 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7911870467 Forward* '‘Discussion* of TMI Lsssons Learnsd Bhort-Tern 
Riqulraieents" providing addl clarifications of NRC 
Tsquiraetents for ponding OL applicants. 

VABBALLO. D. B. Division of Project Managomsnt. 79/I1/Q9. 2pp. 


F. Securltvi mtdical. imirgency b flra protaction plans 


79IB04047I Forward* Info re upgradtd emergency plan* to plant* under 
const b OL Tsvlsw. Appllcent* rtquired to mike eertetn 
tmsrgeney arrengsments u/stats b local organliatlons b 
suhalt emargtncy plans per Reg Quid* 1 . lOi. 

VABBALLO. D. B. Dlvielon of Project Management. 79/11/21. 6 pp. 


I. Financial information 


7912870977 Forward* duplicate coplee of util 790321 guarantee of 
rstroepactlvs premlumii in response to NRC 791S10 requect. 
UHiTLEV. H. D, Duke Pouir Co. 79/12/SO. Ip. 


— 7912270SS3 Requasti approved guarantee of payment of deferred praetliime 
for 1979. 

BALTZKAN.^f. Antitrust b Indemnity Croup. 79/12/10. Ip. 


0. Inspection reports. IE Bulletins b correspondence 


7918040130 Responds to IE Bulletins 7B-12.7B-1SA b 76-128 re weld mail 
documentation. Info pertinent to Catawba Unit 1 reactor 
vessel Included In RDM rept which was submitted 791029. 

Utsblnghowsi transmittal Itr end. 

PMKERiU.O. Duks Power Co. 79/11/07. Ip. 


' — 7913040130 Forwards rapt "Meld Katl Documantatlon of Elaven Raaetar 
Pptsaurt Vesaal* Fabricated by RDM for Westinghouse. “ In 
responst to !E Bulletin 7B-18. Complete records search made 
b no atypical weld matl found. 

ANDER80N. T. M. Uastinghouse Elactrlc Carp.. PUR Systams Dlv. 
79/10/29. Ip. 

7912060128 Foruiarda IE Info Notice 79-12A. "Attempted Damage to New 
Full Aasemhllee. •’ No specific action or raspons# raqulred. 

O'REILLY. J.P. Ragion 2. Atlanta. Offlca of tha Director. 
79/11/09. 2pp. 


7918100169 Forward* IE Info Notice 79-2B. "Ovarloading of Structural 
Element* Due to Pipe Support Loads." No response required. 
D'BEILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110945 Forwards IE Info Notice 79-29. "Loss of Nonsafoty-Ro lated 
Reactor Coolant Sys Instrumantation During Operation. " No 
specific action or response required. 

O'REILLY. J. P. Region 2 . Atlanta. Office of the Director. 

79/11/16. 2pp 

791206060? Forwards !E Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BURs." No 
response required. 

O 'REILLY. -J. P. Region 2 . Atlanta. Office of the Director. 

79/11/26. Ip. 

791S110134 Forwards IE Circular 79-12. "Motor Starters b Contactors 
Failed to Operate. " No response required. 

0*REIU-Y. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 

7912191^2 Forwards IE Bulletin 79-27. “Loss of Non-Class IE 
Inatruaentatlon b Control Power Sys Dus During Operation. " 

Mo written risponse required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/30. Ip. 

7912180161 Act receipt of IE Insp Rept* 30-413/79-19 b aO-414/79-19 
on 791009-12. No proprietary info. 

PMK^.U. Q. Duke Power Co. 79/12/05. ip. 

— 7912180166 Forwards IE Insp Repts 30-413/79-19 b 90-414/79-19 on 
791009-12. No noncomp liance noted. 

tfUflPHY.C. E. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch. 79/11/08- 2pp. 

7912180174 IS Insp repta SO-413/79-19 b 50-414/79-19 on 791009-12. No 
noncompilanca noted. Major areas inspect ed ; safe ty-related 
4160-volt suiltehgsar. 600-volt load ctr b 600 motor control 
ctr installation b quality records. 

HALTSIB.D. K. Region 2 . Atlanta. Office of the Director. 

CQmIqH.T.E. Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch. 79/11/00. 4pp. 

7912310293 Forward* IE Info Notice 79-30. "Reporting of Defects b 
Noncompilancas. 10CFR8I. " No action required. 

O'REILLY. J. P- Region 2. Atlanta. Office of the Director, 

79/12/06. Spp. 


7912200026 Forwards IE Bulletin 79-28. "Possible Malfunction of Namco 
Model EA180 Limit Switches at Elevated Temps." Action 
rsqutrsd. 

O'REILLY. J. P. Ragion 8 . Atlanta. Office of the Director. 
79/12/07. 2pp. 

7912280377 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Bpsctra. " No written response required. 

O'REILLY. J. P. Region 8 . Atlanta. Office of the Director. 
79/12/13. 2pp. 

79121S0129 Forwards IE Circular 79-25. "Shock Arreetor Strut Assembly 
Interferancs. " No written response required, 

O'REILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/12/20. 4pp. 


8 . Rttportable occurrences. LERs b related correspondence 

7912180566 Forward* Pinal deficiency rept re deficient weld in steam 
genarator lower lateral support b overilie drawing of 
reactor bldg. 

PARKERiU.O. Duke Power Co. 79/12/13. Ip. 


—7912180593 Final deficiency rept re deficient wold In steam generator 
lower lateral support. In June 1979.plnhol# discovered in 
weld preparation area.Relnap showed three addl rejectable 
Indications. Part returned for repair, 

• Duke Power Go. 79/12/13. Spp, 


791231048? Forward* Significant Deficiency Rept IB-79-03-BDD-413/414 re 
unqualified main steam power operated relief valves. 

PMKER.U.O. Duke Power Co. 79/12/36. Ip. 


— 7912310493 Significant Deficiency Rept IE-79-0S-aDD-413/414- Mai n eteam 
power operated relief valve* not qualified for espected 
environ resulting from feedwater or steam line brsok. Valve* 
will be qualified. 

• Duke Power Co. 79/12/86. ip. 
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UOCKET 50-416 CRAND GULF NUCLEAR STATION, UNIT 1 


A. Appl ica t Ion/ tons true t i un stape doeuments {, corrospondance 


7?12ll00ll Foruords NRC position an status L app 1 kcabi L Ity to pending 
OL applications dF results of THI fsllouup a c Lions. Outl ines 
addl short-term actions to be taken. 

VASSALLO, 0. Q. Division of Project Management. 79/09/27. 41pp. 


7912110S64 Discusses NRC plans to uso generic analyses to develop early 
verification program to resolve ATUil issue for PWRs t< DHRs. 

Success of program depends on industry response. Supports 

formation of ouners groups to provide necessary info 

DENTDN,lf.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


79121L0SS1 Notification of G00103 meeting u/uti!> ANL> INEL b Bavannab 
River Lab in Port Gibson, HS to faniiliariie nati lab FSAR 
revleuers ui/fac 1 1 1 1 y . 

HOUGHTON, T. C. Light Hater Reactors Branch 2. 79/11/29. 3pp. 


7912I301S7 Summary of 791116 meeting v/utll !• OE in OethesdaiKD re 
discussion of connector regulrements for power generation 
control complei. 

HOUGHTON, T.C L 1 gh t Hater 0 eac t ors Branch 2. 79/11/29. 3pp. 


7912100130 Notification of 791S12 meeting b site visit u/Btafee of NS 
representatives to discuss NPDES t plant transniseion line 
impacts on biota. 

COTA,P.C. Environmental Projects Branch 1. 79/11/30. 2pp. 


7912100310 Forwards initial questions re FSAR in response to 791113 
d iscussion. Reque sts NRC assistance in obtaining answers to 
all questions. 

TAVLORiT.H. E. I.du Pont de Nemours 2, Co., Inc. 79/11/30. 9pp. 


7912130059 Extends invitation to attend 791013 site visit re envlrnn 
review of OL application. 

nE0AN,U. H. Assistant Director for Environmental Projects. 

79/12/03. 3pp. 


791S210416 Forwards facility site maps L requests info re endangered 
plant b animal species In area. 

□ALLARD, R. L. Division of Site Safety b Envl ranmental Analysis. 
79/12/17. 0pp. 


C. Utility Environmental Report (ER), amends L correspondence 


7912030193 Forwards Amend 2 to environ rept, 

STAMPLEV. N. L. Mississippi Power b Light Co. 79/11/30. 3pp. 


— 7912030194 Amend 3 to environ rapt. 

BTAHPLEY, N, U. fllsslsslppl Power b. Light Co. 79/11/30. 39pp. 


7912100339 Forwards affidavit of sve for distribution of Amend S to 
final environ rept in response to 7Q0&27 request. 

OALEiL.F. Mississippi Power U Light Co. 79/12/04. 2pp. 


F. Secorlby, medical, emergency t> fire protection plans 


7912040471 Forwards info re upgraded emorgoncy plans to plants under 
const b OL review. Appl Ic ants required to make certain 
emergency arrangements u/state t> local organ! lations t< 
submit emergency plans per Reg Guide 1. 101. 

VASSALLO, D. D. Division of Project Management. 79/11/21. 6pp. 


79122100B4 Summary of 791130 meeting lu/utlls b Bechtel in Bethesda.HD 
re current NRC position on fire protection criteria. 

HQUOHTON, T. C. Light Hater Reactors Branch 2. 79/12/09. 4pp. 


0. Adjudicatory correspondence 


7912120361 Requests that DDJ be asked to reconsider recoramendations to 
show cause for compliance w/licensa condl t ions, i n light of 
new info. Forwards settlement agreement between interveners 
& other supporting documen tat i on 

CONNER,?. B. Conner- Moore J< Corber. 79/12/10. 190pp. 


H. General corrospendence 


7912J90S9S Forwards affidavit of sve for distribution of Amend 34 per 
NRC 760627 Itr. 

PALE.L.F. Mississippi Power b Light Co, 79/12/10. 2pp. 


K. Utility Final Safety Analysis Report IFSAR) b amanda 


7913D60497 Forwards Amend 34 to FSAR, submitted as amend to OL 
application. Also forwards three oversixe drawings. 

Affidavit end. 

STAMPLEY, N. L. Mississippi Power b Light Co. 79/11/30, 3pp, 


—7912060900 Amend 34 to FSAR, submitted as amend to OL applicatloon 
• Mississippi Power b Light Co. 79/11/30. SOOpp. 


7912310401 Forwards Amend 35 to FSAR, const i tut ing Amend 35 to 
application for QL. 

STAWLEY, N. L. Mississippi Power b Light Co. 79/12/20, 3pp. 


— 7912310400 Amend 35 to FSAR consisting of responses to second round 
questions & miscellaneous refinements of design info, 
a Mississippi Power b Light Co. 79/12/29. 60pp. 


Q. Inspection reports, IE Bulletins b correspondence 


7912090386 Forwards IE Insp Ropts 50-416/79-24 b 90-417/79-24 an 
790926-20. No noncomp 1 iance noted. 

HURPHFiC. E, Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch. 79/10/23, 2pp. 


— 7912050394 IE Insp Repts 90-416/79-24 b 50-417/79-24 on 790926-28. Ho 
nonconplianco noted. Major areas Inspected: QC program, const 
progress, IE bulletin followup b licensee followup of 
licensee identified items. 

BRYANT, U.C. Region 2, Atlanta, ftoactor Construction b 
Engineering Support Branch. RAUSCH, 0. K. Region 2, Atlanta, 
OfMce of the Director. 79/10/23, 4pp. 


7912050S62 Forwards IE Insp Repts 90-416/79-22 b 50-417/79-22 on 
790929-26, No noncomp 1 lance noted. 

MURPHYiC.E. Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch. 79/10/24. 2pp. 


— 7912050596 IE Insp Repts 50-416/79-22 b 50-417/79-22 on 790929-28, No 
nencospliancc noted. Major areas inspected: instrumentation 
work,uork activities b quality records. 

CONLDNi T. E. Region 2, Atlanta, Reactor Construction b 
Engineering Support Branch. GIBBONS, T.D. Region 2, Atlante, 
Office of the Director. 79/10/23, 4pp. 


7913050616 Forwards IE Insp Repts 50-416/79-23 b 50-417/79-23 on 
790925-28- No noncomp 1 lance noted. 

mffiPHY^C.E, Region 3, Atlanta, Reactor Construction b Engineering 
Support Branch. 79/10/24. 2pp. 


— 7912050618 IE Insp Repts 40-416/79-23 b 50-417/79-23 on 790929-2B-WD 
noncamptlance noted. Major areas Inspected: safety-related 
pipe welding b insp activities b safety relief valve 
radiographic film review. 

HCTDI, A. R. Region 2, Atlanta, Reactor Construction b 
Englntaring Support Branch. VAN DDORN,P.K. Region 2. AtUnti, 
Office of the Director. 79/10/23. 8pp. 


7912050003 Forwards IE Insp Ropts S0-416/79-2S b 50-417/79-25 on 
79J003-OS. No noncorapliancB noted. 

HlfflPHVj C. E. Region 2. Atlanta, Reactor Construction b Engluierlrf 

Support Branch. 79/10/29. 2pp. 


— 7912050089 IE Insp Repts 30-416/79-25 b 50-417/79-25 on 791003-09. No 
noncampl iance noted. Major areas inspected; pipe support 
plate designs using concrete expansion anchor belts 
TIE Bulletin 79-02). 

VALLISH, E. 0. Region 2, Atlanta, Office of the Director. 

HERDT,A. R. Region 2, Atlanta, Reactor Construction b 
Engineering Support Branch. 79/10/25. 3pp. 


79120601S6 Forwards IE Info Notice 79-12A, "Attempted Damagt to New 
Fuel Assemblies.’' No specific action or response required. 
0'SEIU.Y. J. P, Region 2, Atlanta, Office of the Director, 
79/11/09. 2pp. 


7912100185 Forwards IE Info Notice 79-28, "Overloading of Btructural 
Eleaenfet Due to Pipe Support Loads. " No response required. 
0'REIU.Y, J. P. Region 2, Atlanta, Office of the Director, 
79/11/16. Ip. 


7912110566 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Beleted 
Reactor Coolant Syt Instrumentation During Operation." No 
specific action or response required. 

O'REILLY, U. P. Region 2, Atlanta, Office of the Director, 
79/11/16. 2pp. 
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7913060bie roruiarda IE Circular 79-S4. "Proper Installation S> Callbr of 
Cars Spray Pipe Break Detection Equipment on BURs. " No 
response required. 

0‘flEtLLY. J, P. Region 2i rttlanta, Office of the Director. 

79/11/26. Ip. 


79S21101S3 Poruards IE Circular 79-23i "tlotor Starters & Contactors 
Failed to Operate." No response required. 

O'ftEIUUY. J. P. Region 2i Atlanta. Office of the Director. 
79/11/26. Ip. 


7912O6029S Poruards IE Insp Kept SO-416/79-27 on 791003-04. No 
noncoaiplianc e noted. 

D'REIULV. J. P. Region 2. Atlanta. Office of the Dlrector- 
79/1 1/2B. 2pp. 


— 7912060260 IE Insp Rept 50-416/79-27 on 791003-04. No noncompl lance 
noted. Major areas inspected: Insp program for facility 
during preoperational 1. startup testing. 

UAONERi A. 0. Region 2. Atlanta. Office of the Director. 
KELLOOOiP.J. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/11/21. 3pp. 


79I21904S7 Poruards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrunentatlon I. Control Pouer Sys Dus During Operation." 
Mritten response required. 

O'REILtV. J. P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip. 


79.13310306 poruards IE Info Notice 79-30. "Reporting of Dafects 6 
Nonconpllancei. I0CFR21. " No action required. 

O'REILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. 5pp. 


7913200049 poruards IE Bulletin 79-28. "Passible Malfunction of Nanco 
Model EAIBD Limit Sultches at Elevated Temps." Action 
raqulred. 

O'REILLY. 0. P. Region 2. Atlanta. Office of the Director. 
79/12/07. 2pp. 


79122B0416 Poruards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No urltten response required, 

O'REILLY. J. P, Region 2. Atlanta. Office of the Director. 
79/12/13. 2pp. 


7912SB0144 Poruards IE Circular 79-25. "Shock Arrestor Btrut Assembly 
Intar ferine e. " No urltten response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Oirsetor. 
79/12/20. 4pp. 


S. Reportable occurrences. LERs t. related correspandence 


79121S0D24 Interim deficiency rept re failure of Type L2 auailiary 
switch assembly in 4.16 kV sul tchgear. Bui teh assembly 
returned to equipment suppl lev. Oould Electric Sys. for 
ana lys 1 B. Resolution expected by B0022B. 

DALEiL.P. Mississippi Pouer Si Light Co. 79/11/01. Ip. 


791213D52B Poruards Pinal Dtflclcncy Rept 79-OB. 

DALEiL.P. Mississippi Pouer Si Light Co. 79/11/02. ip. 


--7912130932 Final Deficiency Rept 79-OB re failure of solid-state trip 
devices in lou voltage pouer circuit breaker. Cause d by 
defective assembly of printed circuit boards supplied by 
Deuld-Breun Bovorl Sultchgear Dlv. 

• Hississlppi Pouer !< Light Co. 79/11/02. 2PP. 


79IS1B0'094 Confirms verbal rapt re noncompliance to specs for nuclear 
valves, Caused by error in computer prograim developed by 
■ ubeon tract or. A1 1 reported frequencies will be re-analyied. 
NIEHAUB.P.U. Uilliam Pouell Co. 79/11/12. 2pp. 


7912190603 First Interim deficloncy rept re Rosemount Modal 910 master 
6 slave trip uni ts. Rcsul ts of investigation will be 
lubnltted by B00131. 

SALE.L.P. Mlsslstippi Pouer b Light Co. 7B/I1/2B. ip. 


7913190611 Interim deficiency rapt re cracked control device assemblies 
on 4.16 kV suitehgeari 6. 9 kV sultchgear Si 4S0 volt l oad 
ctre. 0au(d-ITE conducting life testing of devices. Pinal rapt 
will be submlttad by 600129. 

OALEiL.P. Mississippi Pouer b Light Co. 79/11/30. Ip. 


7912190633 Interim deficiency rept re improper drauings supplied by OE. 
All termination cabinet panels bslng revieued against 
ae— shipped drauings. Find Ings ulll be submitted by SOOllS. 

DALEiL.P. Mississippi Power b Light Co. 79/11/30. Ip. 


7912190702 Final deficiency rept re use of Inadequately supported long 
terminal strip in junction boxes on eluctrical penetration 
assembllas fer containment bldg. ’Proc eduro to Brace CRISI- 
Termlnal Blocks for Electrical Penatra t ioni ' Issued. 

DALE. L. F. Mississippi Power b Light Co. 79/12/03. 2pp- 


DOCKET 30-417 CRAND GULF NUCLEAR STATION. UNIT 3 


A. Applicatlon/constTUCtion stage documents & correspondence 


7913110011 Poruards NRC position on status b applicability to pending 
□L applications of results of TNI Followup ac t ions. Ou 1 1 ines 
addl short-term actions to bo taken. 

VASSALLOiD. D. Division of Project Management. 79/09/27. 41pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATUS Issue for PI4Rs b DURs. 

Success of program depends on industry re sponse. Supports 
formation of ouners groups to provide necessary info. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp, 


7912110251 Notiflcatian of 600103 meeting u/ut i 1. ANL. INEL b Savannah 
Rivar Lab in Fort Gibson. MS to familiarize natl lab PBAR 
revleuers u/facili ty. 

HOUOHTDNiT.C. Light Hater Reactors Branch 2. 79/11/29, 3pp. 


7912130127 Suismary of 791116 meeting w/util t< OE in Bcthcsda.HD ro 
discussion of connector requirements for pouer generation 
control caaples. 

HDUCHTONi T. C. Light Hater Reactors Branch 2. 79/11/29. 9pp. 


7912100130 Notification of 791212 meeting b site visit u/State of KB 
representatives to discuss NPOES b plant transmission line 

Inpaets on biota. 

CQTAiP.C. Environmental Projects Branch 1. 79/11/30, 2pp. 


7912100310 Forwards initial questions re FBAR in response to 791115 
discussion. Requests NRC assistance In obtaining ansuers to 
all questions. 

TAYLOR. T.H. E. I.du Pont do Nemours b Co.. Inc. 79/11/30. 9pp. 


7912130059 Extends invitation to attend 791013 site visit re environ 
review of OL application. 

REOANiU.H. Assistant Director for Environmental Projects. 

79/12/03. 3pp. 


7912210416 Forwards Facility site maps b requests info re endangered 
plant b animal species in area. 

DALLARDaR.L. Division of Site Safety b Environmental Analysis. 
79/12/17. Bpp. 


C. Utility Environmental Report (ER>. amends b correspondence 


7912030193 Forwards Amend 3 to environ rept. 

8TM1PLEY. N. L. Mississippi Pouior b Light Co. 79/11/30. 3pp. 


—7912030194 Amend 2 to environ rapt. 

8TAHPLEY. N. L. Mississippi Power b Light Co. 79/11/30. 39pp. 


7912100339 Forwards affidavit of sve for distribution of Amend 2 to 
final environ rept In response to 780627 request. 

OALEiL.F. Mississippi Pouer & Light Co. 79/12/04. 2pp. 


F. Bacurity. medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b 12- review. App 1 lean ts required to make certain 
emergency arrangements u/state b local organizations b 
submit ensrgency plans per Reg Guide I. 101. 

VABEALLOj D. D. Division of Project Management. 79/11/21. 6pp. 


7912210DB4 Summary of 791130 meeting u/utils b Dechtel in Bethesda.HD 
re current NRC position on fire protection criteria. 

HDUGKTDH. T. C. Light Hater Reactors Branch 2. 79/12/05. 4pp. 


0. Adjudicatory correspondence 


7912120361 Requests that DOJ be asked to reconsider recommendations to 
shew cause for compliance u/license cond 1 1 ions, i n light of 
new inf a. Forwards settlement agreement betueen intervenors 
bother supporting documentation. 

CONNER. T.B. Conner. Maore b Corbor. 79/12/10. 150pp. 
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H. General c arraspondence 


7913190555 Foruards affidavit of Sivc for distribution of Ainend 34 par 
NRC 780637 Itr. 

DALEiL.F Mississippi Power !< Light Co. 79/13710, 2pp. 


K. Utllltij Final Safety Analysis Deport < FSAD ) & amends 


7913060497 Foruiards Amend 34 to FSARi subml t tad as amend to Q. 
app 1 Icat ion. Also Foruards three oversira drauings. 

Affidavit end. 

STAHPLEYiN. L. Mississippi Pouier 1« Light Co. 79/11/30. 3pp. 


— 7912O60S0O Amend 34 to FSAR< subni ttad as amend to OL appl leat ioon. 
• Mississippi Pouer i< Light Co. 79/11/30. 500pp. 


7913310401 Forwards Aisend 35 to FSAf1> constituting Amend 33 to 
application for OL, 

BTAMPLEY. N. L. Mississippi Pouer t Light Co. 79/12/30. 3pp, 


--791331O4O0 Amend 35 to FSAR consisting oP responses to second round 
questions miscellaneous refinements of design info, 
u Mississippi Power U Light Co. 79/12/Se. 60pp. 


<3. Inspection reportsi IE Bulletins h correspondence 


7913050306 Forurards IE Insp Repts 50-416/79-34 6 50-417/79-24 on 
790926-30. No noncomp liance noted. 

MURPHYtC.E. Region S. Atlantai Reactor Construction b Enginaering 

Support Branch, 79/10/33. Spp. 


— 79130S0394 IE Insp Repts 50-416/79-24 & 50-417/79-24 on 790926-2B. No 
noncompllance noted. Major areas inspcctediOC program. const 
progress. IE bulletin followup & licensee followup of 
licensee Identified Items. 

BRYANT. J. C. Region 3. Atlanta. Reactor Construction t 

Engineering Support Branch. RAUSCH. J. K. Region 2. Atlanta. 
Office of the Director. 79/10/23. 4pp. 


791SOS0562 Forwards IE Insp Repts 50-416/79-32 1. 50-417/79-22 on 
79092S-3B. No noncompllance noted. 

MURPHY.C.E. Region 2. Atlanta. Reactor Construction b Engincaring 
Support Branch. 79/10/24. 2pp. 


—7912050596 IE Insp Repts 50-416/79-22 b 50-41.7/79-22 on 79092S-2B. No 
noncomp 1 ianee noted. Major areas inspected : i nstrumontation 
work.uork activities b quality records. 

CONLON.T. E, Region 2. Atlanta. Reactor Construction fc 

Engineering Support Branch. GIBBONS. T.D. Region 2. Attantej 
Office of the Director. 79/10/23, 4pp. 


7912050616 Forwards IE Insp Repts 50-416/79-23 b 50-417/79-33 on 
790925-20. No noncompllance noted. 

MURPHY.C-E. Region 2. Atlanta. Reactor Construction b Enflneering 
Support Branch. 79/10/24. 2pp. 


— 7912090610 IE Insp Repts 40-416/79-23 b 50-417/79-23 on 79092S-2B.Mii 
noncomp] lance noted. Major areas Inspected: safety-related 
pipe welding b insp activities b safety relief valve 
radiographic film review. 

HERDT.A.R. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch. VAN DOORN.P.K. Region Si Atlantaj 
Office of the DiTeclnr, 79/10/23, Spp, 


79120500B3 Foruerds IE Insp Repts 50-416/79-25 b 50-417/79-3S on 
791003-05, No noncompllance noted. 

MURPHY.C.E. Region 2. Atlanta. Reactor Construction b Enalnearinu 
Support Branch. 79/10/25. 2pp. 


—7912050099 IE Insp Repts 50-416/79-35 b 50-417/79-25 on 79f CX>3-09.No 
noncompllance noted. Major areas inspect ed: p ip e lupport 
plate designs using concrete ecpanslon anchor bolts 
(IE Bulletin 79-02). 

VALL1BH.E.J. Region 2. Atlanta. Offlee of the Director. 
HERDT.A.R. Region 2. Atlanta. Reactor Construction b 
Engineering Support Branch. 79/10/25, 3pp. 


7913C601S6 Forwards IE Info Notice 79-12A. "Attempted Damage ta New 
Fuel Aeiemb 1 ies. " No specific action or rasponse required. 
O'REILLY. J. P. Region 3. Atlanta. Office of the Director. 
79/11/09. 2pp. 


7912100105 Forwards IE Info Notice 79-20, ‘’Over load ing of Structural 
Elements Due to Pipe Support Loads." No response required. 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 


7912110566 Forwards IE Info Notice 79-29. "Lass of Nonsaf ety-Relalid 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLV. J. P. Region 3, Atlanta, Office of the Director, 
79/11/16. Spp. 


79I206O&1B Forwards IE Circular 79-24. "Proper Installation b Callbr 
Cere Spray Pipe Break Detection Equipment on BHRs. " No 
response required. 

D*RE1LL.V. J. P. Region 3. Atlanta. Office of the Director, 
79/11/26. Ip. 


7912110153 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate. " No response required. 

O'REILLY.J. P. Region 2. Atlanta. Office of the Director, 
77/11/26. Ip. 


79121904S9 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dus During Operation." 
No written response required, 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip. 


7912310306 Forward s IE Info Notice 79-30, "Reporting of Defects b 
Nuncaapliances. 10CFR21. “ No action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director, 
79/12/06. Spp. 


7912200049 Forwards IE Bulletin 79-28, "Possible Malfunction of Haace 
Model EA10O Limit Switches at Elevated Temps. " Action 
required. 

O'flElLLVi J. P. Region 2. Atlanta, Office of the Director. 

79/12/07. 2pp. 


791^00416 Foruards IE Info Notice 79-31, "Use of Incorrect Ampllflsd 
Response Spectra. " No written response required. 

O'REILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/12/13. 2pp. 


7912200144 Forwards IE Circular 79-25, "Shock Arrestor Strut Aittablg 
Interference. '■ No written response required. 

O'REILLV. J. P. Region 2. Atlanta. Office of the Dlrectar. 
79/12/20. 4pp. 


a. Reportable occurrencce. LERs b related eorreepondence 


7912130S24 Interim deficiency rept re failure of Type L2 auilllary 
switch assembly In 4.16 kV switchgear. Switch assembly 
returned to equipment supp 1 lir, Gould Electric Sys. for 
anatysls. Resolution expected by 000220, 

DALE.L.F. Mississippi Power b Light Co. 79/11/01. Ip. 


7912130523 Forwards Final Deficiency Rept 79-00. 

0«.EiL.F. Hlsslssippl Power b Light Co. 79/11/02. Ip. 


•7912130533 Final Daficlency Rapt 79-00 re failure of solid-state trip 
devices in low voltage power circuit breeker. Caused by 
dsfsetivo assembly of printed circuit boards supplied by 
Oould-Broun Bovert Switchgsar Dlv. 

* Mississippi Power b Light Co. 79/11/02. 2PP. 


79131B0054 Confirms verbal rept re noncompllance to specs for nucleer 
valves. Caused by error in computer program. developed by 
subcontractor. All reported frequencies will be re-analysed. 
NIEHAUB.F.H. Hllllein Powell Co. 79/11/12. Bpp. 


7912190603 First interim deficiency rept re Rotamount Model 510 mailir 
b slave trip units, Results of investigetlon will be 
submlttsd by 800131. 

DALE.L.F. Mississippi Pouer b Light Co. 70/11/29. Ip. 


7912190611 Interim deficiency rept re cracked control device asaenbll** 
on 4.16 kV switchgear. 6.9 kV switchgear b 400 volt load 
ctrs. Sould-ITE conducting life testing of devices. Final rept 
will he submitted by 800125. 

DM.E.L.F. Mississippi Power b Light Co. 79/11/30, ip. 


7912190633 Interim deficiency rept re improper drawings supplied by 06 - 
All termlnatlpn cabinet panels being reviewed against 
as-shipped drawings. Findings will be submitted by 800115. 

DM£iL.F. Mississippi Power b Light Co. 79/11/30. Ip. 


7912190702 Final deficiency rept re use of Inadequately supported lonf 
terminal strip in junction boxes on electrical penetration 
assonbllas for containment bldg. "Preeaduri to Brace CRISI- 
Tarmlnal Blocks for Electrical Penetration." ieeued. 

OALE.L.F. Mississippi Power b Light Co. 79/12/03. 2pp. 
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DOCKET SO-4S3 MILLSTONE NUCLEAR POUER STATION. UNIT 3 


A. Application/conitruction stage docuaents Ci correspondence 


791S1102S4 Discusses NRC plans to use generic analyses to develop oarly 
verlflcatian prograa to resolve ATUS issue for PURs (. DURs. 

Sueesso at prograa depends on industry responsa. Supports 
foreatlon of oumers groups to provide necessary Info. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7913140227 Responds to IE Bulletin 79-14 re ssisaic analysis fer 
safety-related piping sys. Req^uestid insp cannot be carried 
out as piping erection not coaplete on any safaty-re lat ed 
sys. 

COUNaiL.M.O.. FEE.U.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 79/11/OA. 3pp. 


791S3103B0 Cites inadequate rate relief & reduced cash requlreaents as 
reason For not aaendlng const conpletion dates from 19BA to 
1984. 

COUNSIL. U. «. Northeast Utilities. 79/13/19. Ip. 


F. SecurltiUf ntdleal. eaergency fc fire protection plans 


7918040471 Forwards info re upgraded eaergency plans to plants under 
const li OL review. Applicants required to aalie certain 
taergency arrangeaents w/state & local organisations tc 
subalt SBorgeney plans per Reg Ouide 1. 101. 

VAaBAU.a. D. B. Division of Project Hanagaaent. 79/11/21. 6pp. 


O. Inspection riports. IE Bulletins ti correspondence 


7913200381 Forwards IE Imp Rapt 90-423/79-08 on 790984-86. No 
flancoaptlanea noted, 

CARLSON. n.T. Region 1. Philadelphia. Reactor Construction tc 
Enginaarlng Support Branch. 79/10/86. Spp. 


'7912800986 IE Insp Rapt 50-483/79-08 on 790984-86. No noncompliance 
noted. Major areas Inspscted: progress on installation 
erection 6 welding on primary containment steel structures, 
supports & penetrations. 

TRIPP. L.E. Region 1. Philadelphia. Reactor Construction 6 
Englnssrlng Support Branch. BANDERS. M. F. Region i> 
Philadelphia. Office of the Director. 79/10/29. Spp. 


7918140397 Responde to IE Bulletin 79-24. -Frozen Lines." Applicant has 
reviisied freest protection design criteria ti considers theei 
adequate, 

C0LM81L. Id. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 79/10.'89. Spp. 


7913140028 Rasponds to IE Bulletin 79-23 re potential fallura of 
■mergencv diesel generator. Investigation indicates that 
type of failure described cannot occur at facility. 

COUNSIL. W.O. Northeast Nuclaar Energy Co. (subs, of Northeast 
Utllltlas). 79/10/30. Ip. 


7918090039 Forwards IE Circular 79-82. "Btroka Times for Power C^srated 
Relief Vmlvas. " No reiponsi required. 

ORIER.B.H. Region i> Philadelphia. Office of the Director. 
79/11/16. Ip. 


79I8090S66 Forwards IE Info Notice 79-27. "Steam Oenerator Tube 
Ruptures at Two PHR Plants. " No rasponsa required. 

DRIERiB. H. Region 1. Philadelphia. Office of the Director, 
79/11/16. Ip. 


7918100131 Forwards IE Info Notice 79-88. "Overloading of Structural 
Elamants Due to Pipe Support Loada. " No rasponsa required. 

CRIER. B.H. Region 1. Philadelphia. Offics of the Dlraetor. 
79/11/16. Ip. 


7912110422 Forwards IE Info Netica 79-29. "Lots of Nonsafsty-Ralatad 
Reactor Coolant Sys Instrumantation During Operation. " No 
•pacific action or rasponsa raqulrad. 

CRIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


7912090299 Forwerdi IE Bulletin 79-86. ‘Boron Losi From BMR Control 
Blades. " No rasponsa raqulrad. 

ORIER.B.H. Raglon 1. Philadalphla. Offlca of tha Director. 
79/11/20. Ip. 


7918060979 Forwards IE Circular 79-24. "Prepar Installation fc Calibr of 
Coro Bpray Pipa Braak Dataction Equipaant on BWRs. - No 
raaponsa raqulrad. 

ORlERfB.H. Raglon 1. Phlladalphia.. Office of tha Director. 
79/11/26. tp. 


7918110060 Forwards IE Circular 79-23. "Hotor Starters & Contactors 
Failed to Operate. " No response required. 

miBi.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912190039 Forwards IE Bullstin 79-27. "Loss of Non-Class IE 
Instrunantation >< Control Power Sys Dus During Oparatlon. " 
Urlttan response required. 

CRIER.B.H. Region 1. Philad elph ia. Office of the Director 
79/11/30. Ip. 


7912310226 Forwards IE Info Notice 79-30. "Reporting of Defects & 
Noncempllances. 10CFR21. " No action required. 

miER.B.K. Region 1. Philadelphia. Office of the Director. 
79/18/06. 4pp. 


7912190754 Forwards IE Bulletin 79-23. "Possible Malfunction of Nantco 
tiodal EAIBO Limit Switches at Elevated Temps." Nrittan 
response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/07. Ip. 


7912880207 P'Oruards IE Info Notice 79-31. "Use of Incorrect Amplified 
Responsa Spectra." No urlttan reiponse required, 
miER.B.H. Region 1. Philadelphia. Office of the Director. 
79/13/13. Ip. 


DOCKET 90-424 ALVIN U. V06TLE NUCLEAR PLANT. UNIT 1 


A. Application/eonstruetion stage documenta St correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for PURs b BURs. 

Success of program depends on Industry rosponsa. Supports 
formation of owners groups to provide necessary info. 

DENTDN.H.R. Office of Nucliar Reactor Regulation. 79/10/17. Spp. 


7918S40449 Informs NRC of two developments which may relate to various 
raquasis 6 communications from Oaorglans Against Nuclear 
Energy. Currant tarritorial generation espansion plan for 
■Bating load forecast end. 

EiffiElffiPERQER. H. Oeorgla Power Co. 79/11/27. ISpp. 


7918200090 Forwards revtaw of foundation const ti water control 
■eaeuras. Addl info necessary for review of foundation 
■afety. 

RinENSTElN.L. 8 . Light Uster Reactors Branch 4. 79/13/06. 7pp. 


—791320^096 Forwards trip rept re insp of traded foundations. Identl fi os 
b lists areas affected by erosl an. Attendance list (■ rept on 
erosion problems sncl. 

THOMPSON. 0. □. Division of Bite Safety b Environmental Analysis. 
79/18/06. 9pp. 


791S14D236 Forwards meterological data. Includ ing joint frequency tables 
for Intermittent periods between 1972-1979. summary of 
accident X/Q valuaa b two plots of X/Q values. 

EHREN8PER0ER. M. Oeorgla Power Co. 79/12/07. ip. 


•791214D3B2 Joint frequency tables of wind speed b direction for temp 
difference for intermittent periods between 1972-1979. 

■uiMiary of accident X/0 values b two plots of X/0 values. 

• Oiorgia Power Co. 79/12/07. IBpp. 


7913810006 Forwards safety evaluation of erosion problems at facility 
ti requeet for addl info. Response requested within seven 
daye. 

RUSEN6TEIN. L. 8. Light Uater Reactors Branch 4. 79/13/10. 2pp. 


—7912210009 Safety evaluation of site erosion problems. Requests addl 

infa. 

a Office of Nuclear Reactor Regulation. 79/12/10. 6pp. 


79182B04B9 Requests NRC approval of use of ABME Section 111 Code Case 
M'248i "Mails Certification." List of all sys using mails 
in cods case will be incarporated Into F8AR. 

EhfftENBPEROER.W. Oeorgla Power Co. 79/12/lB. Ip. 


9. Utility Preliminary Safety Analysit Report, amends 


7912210340 Forwards Buppl 7 to -PSAR. submitted as sufpl to application 
for CP b OL. 

EHREKSPEROER.M. Oeorgla Power Co. 79/12/10. Ip. 


— ^7913210344 Buppl 7 to PBAR. 

EHRENSPEHOER. H. Oeorgla Power Co. 79/13/06. 10pp. 
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F. S?curltiji> medicali eosTgencij fire protection plans 


7912040471 Foruards info T« upgraded emergency plans to plants under 
const OL revieu. Appl icon ts required to malis certain 
ojnergencij arrangements upstate & local organl lations {< 
submit emergency plana per Reg Ouide 1.101. 

VASBALLOi D. D- Division of Project Management. 79/11/21. fapp- 


0. Adjudicatory correspondence 


7912270418 Requests opportunity be given to examine tr comment on any 
addi Info re Georgians Against Nuclear Energy petition. 

Inquires uhethar Info in UE Ehresperger 791127 Itr is being 
considered in relation to docket. 

FLACKjO. Myeri Baumani Stroup & Flack. 79/12/lB. Ip. 


Q. Inspection reports. IE Bulletins b correspondence 


791206014Q Foruards IE Info Notice 79-12Ai "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 

Q 'REiLLV. J. P. Region 2. Atlanta. Office of the Director. 
79/11/D9. 2pp. 


7912i00tQ4 Foruards IE Info .Notice 7?~2a. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/U/U. Ip. 


7912110Si>2 Foruards IE Info Notice 79-29. "Loss of Nonsaf ety-Related 
Reactor Coolant Gys Instrumentation During Operation. " No 
spociflc action or response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/li. 2pp. 


7912060A17 Foruards IE Circular 79-24. "Proper Installation !• Callbr of 
Core Gpray Pipe Breali Detection Equipment on OMRs." No 
response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110149 Foruards IE Circular 79-23. "Motor Starters & Contactors 
Failed to Operate." No response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/U/26. Ip. 


7912190449 Foruards IE DuUotin 79-27. "Loss of Non-Class IE 
Instrumentation & Control Pouer 8ys Bus During Operation." 
No uiritten response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip, 


7912310301 Foruards IE Info Notice 79-30. "Reporting of Defects b 
Noncemp 1 lane esi 10CFft21. " No action required. 

O'REILLY, J.P. Region 3. Atlanta, Office of the Director. 
79/12/06. Spp. 


7912200038 Foruards IE Bulletin 79-28. "Possible Malfunction of Naaco 
Model EA180 Limit Switches at Elevated Temps." Action 
required. 

O'REILLY. J.P. Region 2. Atlanta, Office of the Dlroctor. 

79/12/07. 2pp. 


7912290404 Foruards IE Info Notice 79-31. "Use of Incorrect Amplified 
Responeo Spectra." No written response required. 

O'REILLY. J.P. Region 2, Atlanta, Office of the Director. 

79/12/13. 2pp. 


7912280141 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference." No urltten response required. 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 

79/12/20. 4pp. 


8, Reportable occurrences. LERs b related correspondence 


7912200471 PNO- 1 1 -79-032: on 79111S,utll & Inspector at site reported 
surface run off due to heavy rain-damaged eicavation b 
backfill slopes around power block area. 

MUNTiD., CANTRELL. R. 8. Region 2. Atlanta. Office of the Director. 
79/li/lS. Ip. 


7912170301 Interim deficiency rept re deuaterlng b eroiion eP baebfill. 
Responses to NRC confirmation of action & confirmation of 
concurrence provide current status of eva 1 uation, Fol 1 ouup 
rapt will be provided by 800115. 

DUTTON. D, Oeorgia Pouier Co. 79/12/iO. 2pp. 


DOCKET &0-42S ALVIN M. VOOTLE NUCLEAR PLANT, UNIT 2 


A. App llcstion/cone true 1 1 on stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop tarlf 
verification program to resolve ATUS lesue for PURs It BMRs, 

Success of program depends on Industry response. Supports 
formation of owners groups to provide neceseary Info. 

OENTON.H.R. Office of Nuclear Reactor Regulation, 79/10/17, Spp. 


7912040443 Informs NRC of two developments uhich may relate to varlaui 
requests b communit at 1 ons from Georgians Against Nuclear 
Energy. Current territorial generation expansion plan for 
meeting load forecast and. 

ENRENSPERGER, U. Georgia Pouier Co. 79/11/27. 13pp. 


7912200090 Faruards review of foundation const b water control 
■aaaures. Addl info necessary for review of foundation 
safety. 

nUBENSTEIN. L. S. Light Mater Reactors Branch 4. 79/12/06. 7pp. 


-—7913200096 Forwards trip rept re insp of eroded foundations, Idantiflll 
6 lists areas affected by erosion. Attendance list b rapt on 
erosion problems end. 

THOfPSm. 0. Q. Division of Site Safety b Environmental Analysis. 
79712/06. 9pp. 


7912144236 Ferwards meterol oglcal dota. inc lud Ing joint frequency tablii 
for Intermittent periods betueen 1972-1979. summary of 
accident X/Q values b two plots of X/Q values. 

EHRENSPERGER. U. Georgia Power Co. 79/12/07. Ip. 


—7713140382 Joint frequency tables of wind speed b direction for tea; 
difference for intermittent periods between 1972-1979. 
sumnary of accident X/Q values b two plots of X/Q values, 
e Oeorgia Pouer Co. 79712/07. 18pp. 


7912310006 Forwards safety evaluation of erosion problems at facility 
b request for addl Info. Response roqueited within seven 
days. 

RUBENBTEINi L. S. Light Mator Reactors Drench 4. 79/12/10. Bpp. 


— 7913310009 Safety evaluation of site erosion prob Isms. Raqussts addl 
info. 

e Office of Nuclear Reactor Regulation, 79/12/10, 6pp, 


7913200463 Requests NRC approval of use of A6ME Section III Code Cae* 
N-343> "Hafels Certification. " List of all sys using matls 
in code case Bill be Incorporated into FSAR. 

BfllENSPBlGER. U. Georgia Pouer Co. 79/12/18. Ip. 


B. Utility Preliminary Safety Analysis Report, amends 


7913310340 Foruards Buppl 7 to PSAR. subml t ted as suppl to application 
for CP b OL. 

EHREN8PERDER.W. Oeorgia Pouier Co. 79/12/10. Ip. 


—7913810344 Suppl 7 to PSAR. 

e«SiSPEROER,U. Georgia Power Co. 79/12/06. 15pp. 


F. Seevrity. medical, emergency b fire protection plans 


791204D471 Foruards info re upgraded emergency plans to plants under 
const b OL review, App 1 icants required to make certain 
emergency arrangements ui/sbate b local organ! lat ions b 
submit anergency plans per Reg Guide 1. 101. 

VASeALLO. D. 0. Division of Project Management. 79/11/21. bpp. 


0. Adjwdicatery carrespontience 


791237041B Requests opportunity be given to examine b comment on any 
addl info re Georgians Against Nuclear Energy petition. 

Inquires whether Info In ME Ehresperger 791127 Itr is being 
conaldarad in relation to docket, 

FLACKiO. Myer. Bauman. Stroup b Flack. 79/12/18. Ip. 


S. Inspection reports, IE Dulletins b correspondence 


7912060148 Forwards IE Info Notice 79-12A, "Attempted Damage to Niw 
Fuel Assemblies." No specific action or response required. 
O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/H/09. 2pp. 


DOCKETED ITEMS 


79181D01B4 Foruarifs IE Info Notico 79-S6> "Overloading of Btructural 
Elomtnt* Due to Pipe Support Loads." No response required. 

0 'REILLY, J. P. Region 3. Atlanta, Office of the Director. 

79/11/lA. Ip. 

79l21109d>3 Foruards IE Info Notice 79-29, "Loss of Nonsa f ety-Relatad 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required, 

□ 'REILLY, J. P. Region 2, Atlanta, Offieo of the Director. 

79/11/lA. 3pp. 

791SO&0£17 Foruards !E Circular 79-24, "Proper Installation It Calibr of 
Coro Spray Pipe Break Detection Equipment on BURs. " No 
Tespansi required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/2A, ip. 


7912110149 Foruards IE Circular 79-23, "Motor Starters ti ContBctors 
Failed to Operate." No response required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
7?/ll/2d>. Ip. 


7912190449 Foruards IE Bulletin 79-37, "Loss of Non-Class IE 
Instrumentation & Control Pouier Sys Dus During Operation." 
No urltten response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/I1/3D. ip. 


7912310301 Foruards IE Info Notice 79-30, "Reporting of Dofocts & 
NoneoRipllancBS, 10CFR21. " No action required. 

O'REILLYi J. P. Region 2, Atlanta, Office of the Director. 
79712/Oi. Spp. 


7912200038 Foruards IE Bulletin 79-2B, "Possible Malfunction of Naaco 
Hodil EAIBO Limit Sultehes at Elevated Temps." Action 
required. 

O'flEILLy,^. P. Region 2, Atlanta, Office of tho Director. 
79/12/07. Spp. 


7912290404 Foruards IE Info Notice 79-31, "use of Incorrect Anpllfled 
Response Spectra," No urltten response required. 

□ 'REILLYiO. P. Region 2, Atlanta, Office of the Director. 
79/12/13. 2pp. 


79122S0L41 Foruards IE Circular 79-23, "Shock Arrestor Strut Assenbly 
Interferonce. " No urltten respanse required. 

□ ‘REILLY. J. P. Region 3, Atlanta, Office of the Director. 
79/12/80. 4pp, 


B. Reportable occurrences, LERs & related correspondence 


7912200471 FNO-lI-79-033; on 79111S, util & inspector at site reportad 
surface run off due to heavy rain-damaged ascovation Ic 
backfill slopes around pouer block area. 

HUNT.D., CANTRELL, R. 6. Region 2, Atlanta, Office of the Director. 
79/n/iS. Ip. 


7912170301 Interim deficiency ropt re deuatering t, erosion of backfill. 
Responses to NRC confirmation of action b confirmation of 
concurrence provide current status of ovalua 1 1 on. Fol louup 
rapt ulll be provided by BOOHS. 

DUTTON, D. Oeorgla Pouer Co. 79/13/10. 2pp. 


DOCKET 50-426 ALVIN U. UOOTLE NUCLEAR PLANT. UNIT 3 


A, App 1 ication/construct ion stage documents S< correspondence 


7912300090 Foruards ravleu of foundation const b uater control 
Bsasures, Addl Info necessary for ravleu of foundation 
safety. 

RUBENSTEIN.L, S. Light Mater Reactore Branch 4. 79/12/06. 7pp. 


—7912200096 Foruards trip rept re insp of eroded foundations. Identifies 
' — . Sr lists areas affected by erosion. Attendance list h rept on 
erosion problems end, 

TliOMPSQN, O. 0. Division of Site Safety b Environmental Analysis. 
79/12/06. 9pp. 


DOCKET 90-487 ALVIN H. VOGTUE NUCLEAR PLANT. UNIT 4 


A. App 1 ieaticn/conf true t Ion stage documents b correspondence 


791S300090 Foruards revleu of foundation const b uater control 
measures. Addl info necessary for revieu of foundation 
safety. 

RUEENBTEIN.L. 8. Light Meter Reaekort Branch 4. 79/12/06, 7pp. 


— 79122015096 Foruards trip rept re insp of eroded fqundatlnns. Idontifio 
b lists areas affected Dy eros 1 on. At tendance list b rept on 
erosion problems end. 

TKQ1PS0N, □. Q. Division of Sits Safety S, Environmental Analysis. 
79/12/06. 9pp. 


DOCKET 30-433 UC-SANTA BARBARA RESEARCH REACTOR 


F. Security, medical, emergency b fire protection plans 


7912120206 Foruards draft Reg Ouide 3. XX, "Btd Format b Content for 
Licensee Physical Security Plan for Protection of 8NM of 
Hoderate or Lou Strategic Significance." M/o end. 

REID.fl. M. Operating Reactors Branch 4 (Pre 7910301. 79/00/22. 

2pp. 


DOCKET BTN-S0~437 FLOATINO NUCLEAR PLANT 


A. Application/construction stage documents b correspondence 


7912110264 Dlecusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for FMRs b BMRs, 

Success of program depends on industry re sponse. Support s 
formation of ounors groups to provide necessary Info. 

DENTON.H.R. Office of Nuclear Reactor Regulatl on. 79/10/17. 3pp. 


7912070004 Requests distribution of encl meimorandum to board 
notification sve lists. 

VARDA, S. A. Assistant Director far Light Uater Reactors. 79/ll/OB. 
Spp. 


O. Inspection reports, IE Bulletins b correspondence 


79121001BB Foruards IE Info Notice 79-88, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'REILLV, J. F. Region 2, Atlanta, Office of tho Dlrectur. 
79/11/16. Ip. 


7912110590 Foruards IE Info Notice 79-89, "Loss of Nonsafoty-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Diroctor. 
79/11/16. 2pp. 


7912070013 Foruards IE Circular 79-24, "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on OMRs, " No 
respanse required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. tp. 


7912110193 Foruards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Oporato. " No respunso required. 

O'REILLY, J. P. Region 2, Atlanta, Office of tho Director. 
79/11/26. Ip. 


7912190500 Foruards IE Bulletin 79-37, "Loss of Non-Class IE 
Instruaentatlon b Control Pouer Bys Dus During Operation. " 
No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/30. Ip. 


7912310552 Foruards IE Info Notice 79-30, "Reporting of Defects b 
Noncompllances, 10CFR21. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. 4pp. 


791220007S Foruards IE Bulletin 79-2B, "Possible Malfunction of Namco 
Hodel EA180 Limit Sulbchos at Elevated Temps. " Action 

required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/07. Ip. 


7912280450 Foruards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No urltten respanse required. 

O'REILLY, tf. P. Region 3, Atlanta, Office of the Diroctor. 
79/12/13. 2pp. 


7912280164 Forwards 1£ Circular 79-25, "Shock Arrestor Btrut Assembly 
Intarfarance. " No urltten response required. 

O'REILLY, ,1.P. Region 2. Atlanta, Office of the Director. 
79/12/20. App. 
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DOCKETED ITEMS 


T. Hearing transcripts on non-an t i true t matters 


791S030031 Transcript of Subcommittee on Floating Nuclear Plant 791117 
meeting in Los Ange 1 esi CA. Pp. 1-224. Present at ion. “Thermal 
Evaluation of FNP Core Ladle During PostulatoiS Core Melta” 
bg NT Pratt & RD Sasser end. 

* ACRE - Advisory Committee on Reactor Safeguards. 79/11/17. 

310pp. 


U. Congress lonai/Eiecu t ive Corre s pondence 


7912210164 Responds to 790906 Itr re B Peters 790906 request for info 
concerning mfg of floating nuclear plants bg DPS.NRC has not 
made final decision re granting of mfg license to OPS. 

Forwards FES !i safety evaluation. H/o end. 

QDSSICK.L.V. Office of the Executive Director for Operations. 
79/10/12. 4pp. 


— 7912210178 Foruards S Peters Itr re NRC decision to issue licenso for 
const of floating nuclear plants. Requests comment. 

PRYOR. D. Senate. 79/09/06. tp. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT. UNIT 1 


A. Application/construction stage documents I 2 correspondence 


7912110011 Foruards NRC position on status 6 applicability to pondfcns 
DL applications of results of Tfil followup actions. Outlines 
addl short-term actions to be taken. 

VASSALLO. D. B. Division of Project Management. 79/09/27. 41pp. 


7912110264 Discusses NRC plans to use generic analyses to develop oarly 
verification program to resolve ATMS issue for PHRs b BMRs. 

Success of program depends on industry resp onse. Supports 
formation of owners groups to provide necessary info. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 7?/tO/t7. 3pp. 


7912130521 Forwards updated proprietary elec trica 1 . Instrumentation 6 
control drawing s. Aff idavit end.Drauinga withheld (ref 
10CFR2. 7901. 

HILLa.L.K. Tennessee Valley Authority. 79/11/30. Bpp. 


79120S0071 Responds to NRC 79102S Itr re design adequacy of BbU nuclear 
steam supply sys utllliing once-through steam generators. 

Based on review of overcoollng event consequences, concludes 
continued const justif 1 ed. CPs should not be changed. 

HILLS.L.M. Tennessee Valley Authority. 79/12/03. 100pp. 


7912130023 Notification of 600110 mooting u/utll to discuss reporting 
level of util QA (< manager k QA review of documents, 

SPRAUL.J.O. Quality Assurance Branch. 79/12/OS. Ip. 


7912260309 Requests Info re sensttivity-ta-feedwiter traniientt be 
forwarded to TMI-1 Qciard. 

VOLLKERrR.H. Assistant Director for Systemetlc Evaluation Prograa 
IPre 791030). 79/12/05. 3pp. 


—7912260315 Responds to request re design adequacy of BLN NfiSS utilizing 
one »-through-i team generators (Bellefonte Nuclear Plant). 

Response requested by 791203. Nec essary sys mods considered 
as part of post-TMI-2 effort, 

DEKTQN.H.ft. Office of Nuclear Reactor Regulation. 79/10/25. 4pp. 


—7912260346 "Primary Sys Perturbations Induced by Once-Thrnugh Steam 
Oeneretors." Feedwater transient summary end. 

« Office of Nuclear Reactor Regulation. 79/10/25. 8pp. 


7912280495 Proposes change to 761005 fuel surveillance program for 
Hark C fuel assembly dosign.One precharacteri ted fuel 
assembly will be in Region I.tuio In Region 2 (c three In 
Region 3. 

HILLS.L.M, Tennessee Valley Authority. 79/12/19. 2pp. 


C. Utility Environmental Report lER). amends & correspondence 


7912190773 Forwards updated distribution list for environ rapt luppts tc 
amends for facility. 

DUNCAN.M. Environmental Projects Branch 2. 79/12/06, 5pp. 


F. Security! medical/ emergency 6 fire protection plans 


7912040471 Forwards info re upgraded emergency plant to plants under 
const 6 OL review. Appl Icanti required to make certain 
emergency arrangements u/state ti local organiiatlons Sc 
submit emergency plane par Reg Ouide 1.101. 

VASSALLO. D, S. Divlelon of Project Hanegement. 79/11/21. 6pp. 


B. Inspection reports. IE Bulletins t. correipondenea 


7912800617 Forwards IE Insp Repts 80-430/79-24 Sc 50-439/79-24 on 
791010-12. No noncompliance noted. 

HURPHYiC.E. Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch. 79/11/05. 2pp, 


•7912200621 IE Insp Repts 30-430/79-24 t. 50-439/79-24 on 791010-18. No 
noncempllance noted. Major areas Inspected: instal latlon Sc 
quality records for safety-related electrical cables (c 
switchgear, 

CONLONiT.E. Region 2. Atlanta. Office of the Director. 

79/10/31. 3pp. 


7912060163 Forwards IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Aisarablies. " No specific action or respcxnse required. 
O'REILLYi J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 3pp. 


7913310270 Forward* IE Insp Repts 50-430/79-23 Sc 50-439/79-25 on 
791016-1? 6 notice of violation. 

ffURPHVtC. E. Region 2. Atlante. Reactor Construction Sc Engineering 

Support Branch. 79/11/13. 2pp. 


—7912310276 Motlc e of violation from insp on 791016-19. 

• Region 2. Atlanta. Office of the Director. 79/11/09. Ip. 


— 7912310287 IE Insp Repts S0-43B/79-2S U 50-439/79-25 on 791016-19. 
Noncoopliance noted: fai lure to follow pipe storage procedure 
requirements tc uss of unauthorized tape on gat purge drums. 
EGONOHOaiN. Region 2. Atlanta. Office of the Director. 

ICflBTiA.R. Region 2. Atlanta/ Reactor Construction & 

Engineering Support Branch. 79/11/09. 8pp. 


7912070499 Forwards IE Info Notice 79-27. "Steam Dinerator Tube 
Rupturee at Two PNR Plants, ” 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/16. 14pp. 


7912100192 Forward t IE Info Notice 79-2B. “Overloading of Structural 
Eleaente Due to Pipe Support Loads. " No response required, 
O'REILLY. J.F. Region 2. Atlanta, Office of the Director. 
79/11/16. Ip. 


7912110575 Forward f IE Info Notice 79-29i "Lott of Noniaf ety-Relatid 
Raactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

O'REILLY. J.F, Region 8. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912060620 Forwards IE Circular 79-24. "Proper Installation l< Callbr of 
Core Spray Pipe Break Detection Equipment on BURe. " No 
rasponee required. 

O'REILLY. J.P. . Reglen 2. Atlanta. Office of the Director. 

79/11/26. ip. 


7912110157 Forwards IE Circular 79-23. "Motor Starters 6 Contactors 
Failed to Operate. " No response required. 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 
79/11/26. Ip. 


7912200003 Supplements 790514 initial response to IE Bulletin 79-03 re 
weld defects in pipe spools, U/o end. 

HILLa.L.M. Ttnnesiec Valley Authority. 79/11/29. Ip. 


7912190478 Forwards IE Bulletin 79-27. "Lost of Non-Class IE 
Instrumentation tc Control Pocuer Sys Bus During Operation. " 

No written response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/30. ip. 

791231^16 Forward s IE Info Notice 79-30, "Reporting of Defects tc 
Hnncooipliancefi 10CFR21. " No action rsqulrtd. 

0'REIlJ.Y.J.F. Region 3. Atlanta. Office of the Director. 
79/12/06. 6pp. 


791220(K>60 Foruerds IE Bulletin 79-28. "Potslblt Malfunction of Nanco 
Hodel EAieo Limit Switches at Elsvated Tempt." Action 
required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/12/07. 3pp. 


7912280426 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Responee Spectra." No written responii required, 

O'REILLY. J.P. Region 2. Atlanta, Office of tho Director. 
79/12/13. 3pp. 


DOCKETED ITEMS 


79123B0IS0 raruaril* IE Circular 79-aS, "Shocli Arrrttor Strut AissAblu 
Intarf arancc, " No wrlttin rasponte riqulrad. 

O'SetLl-Yj J. P. Sagion S. Atlantar Office of the Director 
79/12/aO. 4pp. 


8. ftiportabla uecurrancai. LERt b ralated correspondence 


7912090S17 Toruards second interin deficiency rtpt re luafcsr found in 
rock anchor tendon head protective grease cans. 
niLLa<L.H. Tennessee Valley Authority. 77/11/23. Ip. 


--791209092a Pariirards second interim deficiency rept re uater found in 
roeh anchor tendon head protective grease cans. No erosion of 
tendon components detected. Second rapt should be submitted 
by B0D321. 

fllLLBiL.H. Tennessee Valley Authority. 79/11/23, ip, 


7912200997 Fourth interim deficiency rept re tensile anchor capacities 
identified lower than design allowables. No further progress 
on noneonformanca reported. Next written rept will be 
■ubmibted by 800303. 

HtLLSrl-.H. Tennessee Valley Authority. 79/12/17. ip. 


DOCKET 90-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Appllcation/construction stage documents b correspondence 


7912110011 Forwards NRC position on status b applicability to pending 
OL appllcatlDns of results of TNI followup actions. Outlines 
addl short— term actions to bt taken. 

VABSALLO, D. 2. Division of Project Management. 79/09/27. 41pp. 


7912110264 DitcuBiis NRC plans to ust gtnerlc analyses to devtlop early 
verification program to resolve ATMS issue for PHRs b OURs. 

Success of program dapandi on industry riiponsa. Supports 
formation of owners groups to provide necessary Info. 

DENTON, H.R. Office of Nueltar Reactor Ragulatlon- 79/10/17. 3pp. 


7912130921 Forwards updated proprietary electrical, instrumentation b 
control drawings. Affidavit end. Drawings withheld iref 
lOCFRB, 790). 

MILLS, L.H. Tennessee VaHey Authority. 79/11/30. Spp. 


7912030071 Responds to NRC 791029 Itr re design adequacy of BbH nuclear 
steam supply sys utlHiing onca-through steam generators. 

Based on ravlaw of overcoollng event consequences, concludes 
centlnufd const justified. CPs should not be changed. 

HILLSiL.H. Tennessee Valley Authority. 79/12/03, 100pp. 


7912130023 Notification of BOOllO meeting w/util to discuss reporting 
level of util SA b manager b QA review of documents. 

BPRAUL, J. 0. Quality Assurance Branch. 79/12/09, Ip, 


791S2A0307 Requests info re sensi t Ivi ty-to-f eadua ter tranelente be 
farkiiTdtd to TMl-1 Board, 

VCX.LKER 1 ft. H. Assistant Director for Systematic Evaluation Program 
CPr* 791030). 79/12/09. Spp. 


--79IB2A0319 Rasponds to raquest ra design adequacy of DbU NSSS utlllilng 
oncu-through-stoam generatore (Bellffontc Nuclear Plant). 

Response requested by 791203. Necessary sys mods considsrad 
as part of poat~TMI-2 affort. 

DENTON, H.R. Office. of Nuclear Reactor Regulation. 79/10/39. 4pp. 


— 791SS60346 "Primary Sys Perturbations Induced by Onea-Through Steam 
Oonarators, '' Feedwater transient summary end. 

• Office of Nuclear Reactor Rigulation. 79/10/29, Spp. 


7912230499 Proposes change to 761009 fuel surveillance program for 
Mark C fuel assembly design. One precharactcrlied fuel 
aiiambly will be In Region I, two in Region 2 b three in 
Raglan 3. 

MILLS.L.M- Tannastea Valley Authority. 79/i2/19, 2pp. 


0. Utility Envlronaiental Report (ER), amends b coTrespondence 


7912190773 Forwards updated distribution list for tnvlron rept tuppls b 
amends for facility. 

DUNCAN, M. Environmantal Projects Branch 2. 79/12/06. 9pp. 


F. Sfcurlty, medical, amargancy b fire protection plans 


7912040471 Forwards info ra upgraded emergency plans to plants undar 
const b OL review. Applicants required to make certain 
emergency arrangements w/state b local organitatlons b 
submit emergency plans per Reg Ouide 1. 101. 

VASBALLO, D. B. Division of Project Management. 79/11/21. 6pp'. 


Q. Inspection reports. IE Bulletins b carr aspondenca 


7912200617 Forwards IE Insp Repts 50-430/79-24 b 50-439/79-24 on 
791010-12. No noncompliance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch. 79/11/05. 2pp. 


— 7912200621 IE Insp Repts 50-43B/79-24 b 30-439/79-24 on 791010-12. No 
noncoaipllance noted. Major areaa tnspec ted: instal let Ion b 
quality records for safety-related electrical cables b 
switchgear. 

CONLOM, T. E. Region 5. Atlanta, Office of the Diractor. 

79/10/31. 3pp. 


7712060163 Forwards IE Info Notice 79-t2A> "Attempted Damage to New 
Fuel Assemblies." No specific actior, or response required. 
O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/09. Spp. 


7912310270 Forwards IE Insp Repts 50-43B/79-2S b 50-439/79-25 on 
791016-19 b notice of violation. 

MURPHV,C.E. Region 2. Atlanta, Reactor Construction b Engineering 

Support Branch. 79/11/13. 2pp. 


— 7912310276 Notice of violation from insp on 791016-19. 

S Region 2, Atlanta, Dffice of the Director. 79/1L/09. Ip. 


— 7912310287 IE Insp Repts 50-438/79-25 b 50-439/79-25 on 791016-19. 
Noncepip liance noted: failure to follow pipe storage procedure 
requirements b use of unauthorized tape on gas purgi drums. 
ECONOHQSiN. Region 2, Atlanta, Office of the Director. 

KEADT«A. R. Region 2. Atlanta, Reactor Construction b 

Enginaering Support Branch. 79/11/09. Spp. 


7912070499 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Two PHR Plants," 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/11/16. 14pp. 


7912100192 Forwards IE Info Notice 79-25, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'REILLV, J. P. Region 2. Atlanta, Office of the Director. 
79/11/16. Ip. 


79I211057S Forwards IE Info Notice 79-29. "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLV, J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912060680 Forwards IE Circular 79-24, "Proper Installation b Calibr of 
Cora Spray Pipe Break Detection Equipment on OURs. " No 
rasponsa required, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. ip. 


7912110157 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Fallad to Operate. " No response required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/11/26. ip. 


79mO0Q03 Supplements 790514 Initial response to IE Bulletin 79-03 ra 
weld defects in pipe spools. U/o end. 

»1ILL8,L.M. Tennessee Valley Authority. 79/11/29. Ip. 


7912190475 Forwards IE Dulletln 79-27. "Loss of Non-Class IE 
Inairumantation b Control Power Sys Jlus During Operation. " 
No written response required. 

O'REILLVp-J. P. Region 2. Atlanta, Office of the Director. 
79/11/30. ip. 


7918310316 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Nuncampilances, 10CPR2i, ” No action rsquirsd. 

O'REILLVj^.P. Rtglon 2, Atlanta, Office of the Director. 
79/12/06. 6pp. 


7912200060 Forwards IE Bulletin 79-28, "Possible Malfunction of Namco 
Modal EA160 Limit Switches at Elevated Temps." Action 
required. 

O 'REILLY, O.P. Region 2, Atlanta, Office of the Director. 
79/12/07. Spp. 


79122S0426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

0'RE1LLV.^). P. Region 2, Atlanta, Office of the Director. 
79/12/13. 3pp. 
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79iaaB0150 Fqrvards IE Circular 79-25. "Shod Arrestor Strut Aseamblg 
I Ater Perfliice. " No written response re<iuired. 

D'REILLY. J.'P. Region 2. Atlanta, Office of the Director. 

79/12/20, 4pp. 


S. Reportable occurrences, LERs S, related corre epondence 


791 2070149 PNQ-l 1-79-021 : on 79 1 03 1, c 00 1 Ing touer crane collapeetf. Caused 
by 60 mph wind. Damage to tower minor 6 no Impact on const 
schedule. 

WRIGHT. R.H., CANTRELL, F. 3. Region 2, Allantai Office of the 
Director 79/11/01. Ip. 


— 79120S00&2 IE Insp fiepts 50-440/79-09 *. 50-441/79-09 on 791002-05, Ho 
nencampl lance noted. Major areas inspected: instal la t ion b 
records for Class IE switchgear. 

HUGHESiJ. Region 3, Chicago, Office of the Director. HAVES, D.M. 

Region 3. Chicago. Reactor Operations Nuclear Support Branch. 
79/lO/ia. 4pp. 


7912040323 Foruards response to IE Bulletins 79-14 fc 79-14, Revl i Ion I, 
Suppl t b 2 re safotg-related piping sys. Licensee has not 
completed installation of seismic Category 1 piping sys. 

Analysis of present activltios sncl. 

DAVIDSQNj D. fl. CJeveland Electric Illuminating Co. 79/10/26. 6pp. 


7912050517 Forwards second interim deficiency rept re water found In 
rod anchor tendon head protective grease cans. 

MILLS, L.M. Tennessee Valley Authority. 79/11/23, ip. 


79131B03S8 Forwards IE Insp fiepts 50-440/79-08 b 50-441/79-00 on 
790929-26. No noncompliance noted. 

KEPPLERtO.O. Regions, Chicago, Office of the Director. 79/11/06- 
2pp. 


— 7912050522 Forwards second Interim deficiency rept re water found in 
rock anchor tendon head protective grease cans. No erosion of 
tendon components detec ted. Second ropt should be submitted 
by 800321. 

HILLS, L.M. Tennessee Valley Authority. 79/11/23. ip. 


7912280557 Fourth interim deficiency rept re tensile anchor capacities 
Identified lower than design al louab les. No further progress 
on nonconformance rcpor ted. Ne > t written rept will be 
submitted by 600303. 

HILLS, L.M. Tennessee Valley Authority. 79/12/17. Ip. 


—7912180234 IE Insp Ropts 50-440/79-08 b 50-441/79-00 on 790985-26, No 
. noncampl lance noted. Major areas inspected : rsvl ew of 
anonymous allegation that two US Testing Co technicians 
perfnrmnd wort for which they were not gualifisd. 

PHILUTP, 0. A. . NDRELlUSi C. E. Rsgion 3, Chicago, Office of the 
Director. «1LLIAM8,C. Regions, Chicago, Reactor Construction 

b Engineering Support Dranch. 79/11/09. 23pp. 

7912090114 Forwards IE Circular 79-22, "Stroke Times for Power Operalsl 
Relief Valves." No response required. 

KEPPLER.0.0. Region 3, Chicago. Office of the Director, 79/11/lA 
*P- 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS Issue for PHRs b BURs. 

Success of program depends on industry r esponse. Supp or ts 
formation of owners groups to provide necessary info. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


F. Becurity, medical, emergency b fire protectian plans 


7912040471 Forwards info re upgraded emergency plans to plants undav 
const b OL review. Appl Icants required to make certain 
emergency arrangements u/state b local organ! lat ions b 
submit emergency plans per Reg Guide 1. iOl. 

VASSALLO, D. B. Division of Project Management. 79/11/31. 6pp. 


M. Antitrust correspondence 


7912050098 Consa 1 1 dated answer In opposition to Cleveland Elictric 
Illuminating CoiToledu Edison b Ohio Edison petitions for 
ALAQ-560 review Petitioners failed to seek Commission review 
on issue of monopoly ei is t once. Cer ti f ica te of Sve end. 

LESSY.R.P. Antitrust Division. 79/H/21. 32pp. 


7912100221 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads." No respunse required. 
KB>PLERtJ.O. Region 3, Chicago, Office of the Director. 79/11/16, 

Ip- 


7912110569 Forwards IE Info Notice 79-29, "Lose of Nonsaf et y-He la t ed 
Reactor Coolant Sys Instrumontation During Operation. " No 
specific action or response required. 

KEPPLER.J.O. Regions, Chicago, Office of the Director. 79/11/16 
Ip. 


7912050361 Forwards IE Qullotin 79-26, "Boron Loss From DWR Control 
Blades." No response required. 

KEPPLER.J.O. Regions, Chicago, Office nf the Director. 79/11/20. 
Ip, 


7912100424 Forwards IE Circular 79-24, "Proper Installation b Callbr of 
Core Spray Pips Break Detection Equipment on BURs. " No 
written response required. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/11/26 

Ip- 


7912110244 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate." No response required. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/11/26. 

Ip- 


7912180344 Informs of address change as of 791201. 
HUELHFELTi 0. C. H je 1 mf e 1 1 , D. C. 79/11/26. 3pp. 


7912110356 Orders eitenslon until 800115 for Commission to review 
ALAB-560. 

CHILK.g.J. Office of the Secretary of the Commission. 79/12/07. 
IP- 


0. Inspection reports, IE Bulletins b correspondence 


7912000006 Forwards IE Insp Ropts 50-440/79-07 b 50-441/79-07 on 
790910-13 b notice of violation. 

riORELLl,0. Region 3, Chicago, Reactor Constructlan b Engineering 
Support Branch. 79/10/04. 2pp. 


— 791 2050008 Notice of violation from insp on 790910-12. 

•» Region 3, Chicago, Office of the Director 79/10/02. Ip. 


—7912050011 IE Insp Repts 50-440/79-07 b 50-441/79-07 on 790910-12. 
Noncamp I iance noted; fail ure to verify hold points during 
installation of reactor vessel. 

ERB,C.H. Region 3, Chicago, Office of the Director. 

DANIELSON, D. H. Region 3. Chicago. Reactor Construction b 
Engineering Support Qranch. 79/10/02. 5pp, 


7912050043 Forwards IE Insp fiepts 50-440/79-09 b 50-441/79-09 on 
791002-05. No noncDmp 1 iance noted. 

FIDRELLI.O. Region 3. Chicago, Reactor Construction b Engineering 

Support Branch. 79/10/19. 2pp. 


7912110399 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory grnupe b state atty 
general afes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER.J.O. Regions, Chicago. Office of the Director. 79/11/28. 

Ip. 


7912060073 Ack receipt of 79110B Itr informing NRC of steps taken to 
cerreeb violations noted in IE Insp Repts 50-440/79-07 b 
30-441/79-07. 

FIQRELLl.O. Region 3, Chicago, HeacLor Construction b Englnuerlng 

Support Branch. 79/11/30. Ip. 


— 7918060084 Responds te NRC 791004 Itr re violations noted in IE Insp 
Repts 80—440/79—07 b 50-441/79-07. Corrective actions; 
contracts for installation of NMB8 equipment withdrawn frun 
Newport News Industrial Corp. 

DAVIDSQMi D. R. Cleveland Electric Illuminating Co. 79/11/08. Spp. 


7918190213 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrufientatlon t< Control Power Sys Qus During Oporation. " 

No written response required. 

KEPPLER.J.6. Region 3. Chicago, Office of the Director. 79/11/30. 

Ip- 


7912140074 Forwards IE Info Notice 79-30, "Reporting of Defects b 
NancsjnpllBncsst lOCFRSl. " Na action or response required. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/12/06. 
Ip. 
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791S200103 roTiiiarda IE Dullstln 79— 28i "Poislble Malfunction of Nanco 
Nadil EAieO Limit Sultches at Elevated Tempt." Actlnn 
T'lqulred, 

KEPPLEftr J. 0. Region 3i Chicago- Office of the Director. 79/12/10. 
IP- 


9. Reportable occurrences- LERs t< related correspondenca 


79]S2100»9 PNO-1 11-79-13: on 79101 1- I Icentee notified NRC that atty 
provided needs media u/nogativo info re plant regulatory 
performance. Info obtained from IE Inap rapt. 

KONKLINi J. E. - MILLIAMS. C. C. . FIORELLI-0. Regions- Chicago. Offico 
of the Director, 79/10/11. Ip. 


79ISS0D0O7 PNO-II 1-79-015: on 791011. const uorker died as result of 
touching crane in contact ui/high voltage ovorhead line, No 
further IE action anticipated. 

KONKLIR-J. E. . UILLIAMS. C. C. . FIORELLI-Q. Regions. Cbicaao. Office 
of the Dlrictor. 79/10/12. ip. 


79121B0027 PNS- 1 1 1-79-03: on 791115islte Bocuplty ofc received 
ielaphenic bomb threat from unidentified male. Plant 
evacuated. Search conducted ui/negative results. 

DCNAKUE- J, F, . KIND-J.A. Region 3. Chicago- Office of the Director. 
79/11/16. Ip. 


7912050519 Interim deficiency rept re cracks l< tears In 4.16 kV 
BuStchgear panels. Based on satisfactory evaluation of 
proposals- insp t< repair program uill bo imp lomented. Final 
rept will be submitted by 800415. 

DAVIDSON- D. R. Cleveland Electric Illuminating Co. 79/11/23. 2pp. 


791S14036D Act receipt of 791031 Interim deficiency rept re Roeibestos 
Co cable, 

FIORELLI-0. Region 3- Chicago- Reactor Construction D Engineering 

Support Branch. 79/11/27. Ip. 


7912210132 Ack receipt of 791109 final rept re eccentric jackets on 
Class IE snail power h control cable, Revieu uill be 
ceoipletid during future insp. 

FlORELLl.O, Region 3. Chicago. Office of the Dircebar. 79/12/06. 
ip- 


7912140364 Forwards final deficiency ropt re OA program breakdoun. 
DAVIDSON. D. R. Cleveland Electric Illuminating Co, 79/12/07. Ip. 


— 7912140371 Final deficiency rept re breakdoun at Bt-M Constructors Inc 
QA program regarding control over subcontractors. Deficient 
parts replaced. Periodic audits t< surveillance performed 
during various stages of fabrication. 

* Cleveland Electric Illuminating Co. 79/12/07. 9pp. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT- UNIT S 


A. App 1 Icatlon/cons true t Ion stage documents ti correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS Issue for PWRs & BURs. 

Success of program depends on industry responso. Buppor ts 
formation of ouinsrs groups to provide necessary info, 

DENTON- H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


F. Security- medical- emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const U OL revleu. Applicants required to maku certain 
emergency arrangements u/state 6 local organiiations & 
lubnlb emergency plans per Rag Oulde 1.101. 

VASSALLOi n. D. Division of Project Management. 79/11/21. f>pp. 


H Antitrust correspondence 


7912050098 Consolldatad answer in apposition to Cleveland Electric 
Illuminating Co-Toledo Edison h Ohio Edison petitions for 
ALAa-360 reviatLi. Petitioners failed to seek Com-T-isslon review 
on issue of monopoly eiistence. Certificate of Sve end. 

LESSY-R.P. Antitrust Division, 79/11/21. 32pp. 


7912100344 Informs of address change as of 791201. 
HJELHFELT, □. C. H j elmf elt. D. C. 79/11/26. 3pp. 


7912110356 Orders ertenslon until 800115 for Commission to review 
ALAS-560. 

CHILK-B. J. Office of the Secretary of the Commission. 79/12/07. 
If- 


Q. Inspection reports- IE Bulletins & correspondence 


7912050006 Farwerds IE Insp Repts 50-440/79-07 *. 50-441/79-07 on 
790910-12 Si notice of v.iolation. ' 

FIORELLI-C. Region 3- Chicago- Reactor Construction S- Engineering 

Support Branch. 79/10/04. 3pp. 


— 791205000B MoilcB of violation Prom Insp on 790910-12. 

e Region 3. Chicago. Office of the Director, 79/10/02. Ip. 


— 7912050011 IE Insp Repts 50-440/79-07 J. 30-441/79-07 on 790910-lS. 
Noncompliance noted: failure to verify hold points during 
installation of reactor vessel. 

ERB-C.M. Region 3- Chicago- Office of the Director. 

DANIELSON- D. H. Region 3- Chicago- Reactor Construction tr 

Engineering Support Branch. 79/lO/OS. Spp. 


7912050043 Forwards IE Insp Repts 50-440/79-09 t< SO-441/79-09 on 
791002-OS. No noncGjnp 1 ianco noted. 

FIQRELCI-O. Region 3- Chicago- Reactor Construction !< Englneorlng 

Support Branch. 79/10/19. 2pp. 


— 7912050052 IE Insp Repts 50-440/79-09 t< 50-441/79-09 on 791002-05. No 
noncompliancQ notsd. Major areas inspec ted : Instal la t ion b 
records for Class 1£ switchgear. 

KUOHEB- J. Region 3- Chicago. Office of the Director. HAYES-D.H. 

Region 3- Chicago- Reactor Operations Nuclear Support Drench. 
79/10/iS. 4pp. 


7912040223 Forwards response to IE Dullotins 79-14 i 79-14. fievis ion 1- 
Suppl i It 2 re safety-related piping sys. Licensee has not 
completed installation of seismic Category 1 piping sys. 

Analysis of present activities end. 

DAVIDSON- D. R. Cleveland Electric Illuminating Co. 79/10/26. 6pp. 


7912IBO220 Forwards IE Insp Repts 50-440/79-08 8. 50-441/79-08 on 
790925-26. No noncompliance noted. 

KEPPLER>J.8. Region 3- Chicago, Office of tho Director. 79/li/06. 

2pp. 


—7912100234 IE Insp Repts 50-44O/79-0B I- 50-441/79-06 on 790925-26. No 
nancofip 1 lancc noted. Major areas Itispec tud: review of 
anonyeouB allegation that two US Tasting Co technicians 
perforiikcd unrk for which they were not qualified. 

PHILLIP. 8. A, 1 NOREL lUS- C. E . Region 3- Chicago, Office of the 
Director. MILLIAMS-C. Region 3- Chicago- Reactor Construction 

If Engineering Support Dranch. 79/11/05. 2.3pp. 


7912050114 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves." No response requiied 

KEPPLER-J.O. Region 3. Chicago- Office of the Director. 79/11/16. 

ip. 


7913100221 Forwards IE Info Notice 79-20- "Overloading of Structural 
Etements Duo to Pipe Support Loads." No rrsponie regulrsd. 
KEPPLER-J.O. Region 3- Chicago- Office of the Director. 79/11/16. 

hp- 


7912110569 Forwards IH Info Notice 79-29. "Loss of Norisafety-Related 
Raactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

KEPPLER-J.O. Region 3- Chicago- Office of tho Director. 79/11/16. 

Ip. 


7912050361 Forwards IE Bulletin 79-26- "Boron Loss From BUR Control 
Blades.” No response required. 

KEPPLER.J-O. Region 3- Chicago- Offico of the Director. 79/11/20. 

•P- 


7912100424 Forwards IE Circular 79-24- "Praper Installation 8- Calibv of 
Care Spray Pipe Break Uslection Equipment on BNRs. " No 
written response required. 

KEPPLER-J.O. Region 3- Chicago- Office of tho Diractor, 79/11/D6. 

Ip. 


7912110244 Forwards IE Circular 79-33- "Motor Starters 1- Contactors 
Failed to Operate." No response roquirod. 

KEPPLER-J.O. Region 3, Chicago- Office of tho Director. 79/11/26. 

Ip- 


7912110399 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups I: state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER-J.O. Region 3- Chicago. Offico of the Director. 79/1 1/28. 

IP- 
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7'912060073 Ach reolpt dF 79110a Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-440/79~O7 Ir 
90-441/79-07- 

FIORELLIiO Region 3. Chicago. Reactor Construction b Engineerina 

Support Branch. 79/11/30. Ip. 


— 79120t00e4 Responds to NRC 791004 Itr re violations noted In IE Insp 
Repts 50-440/79-07 b 50-44 1 /79-07. Cor recti v» actions: 
contracts for installation of NH58 e^uipinint uiithdraun from 
Neuport Reus Industrial Corp. 

DAVIDSDHi D. R. Cleveland Electric Illuminating Co. 79711/09. 3pp. 


7913190S13 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation (. Control Potuer 5g s Dus During Operation.'* 

Ilo written response required. 

KEPPLERiJ. G. Region 3. Chicago. Office of the Director. 79/11/30. 
Ip- 


7913140074 Forwards IE Info Notice 79-30. “Reporting oP Defects t> 
Noncomp llances. 10CFR21. " No action or response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/12/06. 

Ip. 


7912200103 Forwards IE Bulletin 79-29. "Possible Mai f one t Ion of hlance 
Model EA160 Limit Duitches at Elevated Temps. " Action 
requlrod. 

FEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/12/10. 
Ip- 


S. Reportable occurrences. LEDs ti related correspondence 


7912210055 PN0-IlI-79-i3:on 79101 1. 1 1 c ensee notified NRC that abty 
provided news media u/negative info re plant regulatorg 
performance. 1 nfo obtained from IE insp rept. 

KONKLIN. J. E. . UILLIAHB.C. C. . FIORELLI.O. Region 3. Chicago. Office 
of the Director. 79/10/11. ip. 


7912200007 PNO-I 11-79-015: on 791011. const worker died as result of 
touching crane in contact u/hlgh voltage overhead line. No 
further IE action anticipated. 

KONKLIN. J. E. . UILLIAMS.C. C. . FIORELLI.G. Region 3. Chicago, afflce 
of the Director. 79/10/12. Ip. 


7912190027 PNS-1 1 1-79-03: on 791113. site securitg ofe received 
telephonic bomb threat from unidentified male. Plant 
evacuated. Search conducted ui/negative results. 

DONAHUE. J. F. . HIND. J. A. Region 3. Chicago. Office of the Director. 
79/11/16. Ip. 


791S0S0519 Interim deflclencg rept re cracks & tears in 4. 16 bV 
switchgear panels. Based on satlsfactorg evaluation of 
proposals. Insp U repair program will be implemented. Final 
rept will be submitted bg B0041S. 

DAVIDSDN. D. R. Cleveland Electric Illuminating Co. 79/11/23. 2gp. 


7912I4O3B0 Ack receipt of 791031 interim deflciencg rept re Roefebestos 
Co cable. 

FIQRELLIiO. Rogion 3. Chicegor Reactor Construction b Engineering 

Support Branch. 79/11/27. Ip. 


7912210122 Ack receipt of 791109 Final rept ro eccentric jackots an 
Class IE small power h control cab le. Revi eu will be 
completed during future insp. 

FIDRELLIiG. Regions. Chicago. Office of the Director. 79/12/06. 
tp- 


7912140364 Forwards final deflclencg rept re QA progran breakdann. 
DAVIDSON. 0. R. C I eve land El ectr i c Illuminating Co. 79/12/07. ip. 


—7912140371 Final deflclencg rept re breakdown of St.M Constructors Inc 
QA program regarding control over subcontractors. Deficient 
parts replaced. Periodic audits & surveillance performed 
during various stages of fabrication. 

» Cleveland Electric Illuminating Co. 79/12/07. Spp. 


DOCKET 50-443 6EABRDDK NUCLEAR STATION. UNIT I 


A. AppLlcation/constructlon stage documents k correspondence 


7912140231 Responds to IE Bulletin 79-24. "Froien Lines. - Detail* 
Freete protection measures. 

□EVINCENTIB, J. Public Service Co. of New Hampshire. 79/IO/2S. 2pp. 


7912070004 Requests distribution of end memoranduA to board 
notification sve lists. 

VAfiOA.S.A. Assistant Director for Light Hater Reactors. 79/11/OB. 
3pp. 


7912280307 Advises of recently amended NRC regulations implementing 
eelsting autbority to require onsite ofc space t< immediate 
facility access. FR notice dtd 790916 end. 

STS-LOiV. Office of Inspection h Enforcement. Office of the 
Dtractor. 79/11/20. 3pp. 


79I221D3S0 Advices that current schedule calls for June 1990 subaltial 
of F8AR. 

9£PHEnD.A. H. Public Service Co. of New Hampshire, 79/12/13. Ip, 


F. Security, medical, emergency h fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plant* undir 
const h a. review. Appl icants required to make certain 
‘ emcrgancy arrangements w/state & local organizations Ic 
subalt emergency plans per Reg Guide 1, 101. 

VAS8MJ.O.D. S. Division of Project Management. 79/11/21, 6pp. 


0. Adjudicatory correspondence 


7912110043 Forwards comments on NUHEO-OSll. Draft OEIB reflacts 
conscious It deliberate NRC policy to jeopardize public 
health 6 safety b thwart objectives of NEPA, 

KB*FDfiD. C. Environmental Coalition on Nuclear Power, 77/10/84, 

22pp. 


7912040481 Memorandum in support of Seocoast Anti-Pollution League 
7^302 request for order to show cause re suepension or 
reyocatlen of faclltly CPs, Certificate of 8vc end. 

BURT.L. Massachusetts. State of. 79/11/16. 26pp. 


7912110477 Memorandum in support of Seacoast Anti-Pollution League 
790302 request for order to show cause why CP should not be 
suspended or revoked. Concurs w/NH 790S02 position re 
emergency planning concerns. Certificate of Sve end. 

BURT.L. Massachusetts. State of. 79/11/16. S4pp. 


7912110460 Forwards Pages 22 6 23 of State of HA 791116 mimorandua In 
support of Seacoast Anti-Pollution League 790902 rsquest for 
order to show cause. 

Blfftr.L. Massachusetts, State of. 79/11/27. 3pp. 


7912260372 Response in opposition to New England Coalltien on Huclrar 
Pollution 790926 supplemental memo seeking Coousisslon review 
of ALAB-422 re seismic design. A1 leged reasons for rtview 
raise factual ciattere conclusively established by ABLBi. 

REIS.E.J.. GRAINEV.H-U, Hearing Branch 3. 79/12/11. 10pp. 


— 7912260379 Affidavit evaluating June 1979 Seismologieal Society of 
Aaerlca Bulletin 69. NUREO/CR-0963 re seismicity coaperlaon 
of three regions of Eastern US b seisnologlcnl 
investigations of New England reactors. Bibliography end. 
HCHULLEN.n. B. , REITER, L. Geosciences Branch. 79/12/09. i7pp. 


7912260365 Grants estension until 800129 for Commission to decide 
whether to review ALAD-422 b ALAB-961. 

CHILK.S. J. Office of the Secretary of the Commission. 79/12/19. 
If- 


H. Oenaral correspondence 


79I206D367 Requests copies of NRC 790923.0717 b 0929 Itrs to P9C of 141 
b Uttl responses dtd 790427.0622.0806.09.13.19.20.0906,13. 

27.1010 b 16. Requsstad info needed in support of util 
request for rate relief. 

CM1FIQ.D.R.O. New Hampshire, State of. 79/11/27. Ip. 


0. Inspection reports. IE Bulletins b correipondsnee 


7912120913 Responds to IE Bulletin 79-23. No connection ezlsts between 
transfernar power windings b generator neutral. 

DE9IHCEHTI6, J. Public Service Co. of New Hampshire. 79/10/19, Ip. 


7912090062 Act receipt of 791004 Ur Informing NRC of steps taken ta 
correct vlolatlona noted in IE Insp Repts 90-443/79-06 b 
90-444/79-06, 

ClffiLSW.R.T. Region 1. Philadelphia, Reactor Construction b 

Englnaaring Support Branch. 79/10/22. Ip. 


•7912090070 Responds to NRC 790B2B Itr re violations noted in IE Imp « 
Ropt* 90-443/79-06 b 90-444/79-06. Corrective actions: log-in 
b badgt control program begun in warehouses b Insp 
Procedure X-9 revieed. 

DEVINCENTI3. J. Public Service Co. of New Hampshire. 79/10/04. 

9pp. 
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— 7912030078 Fopwardf IE Intp Rapti SO-443/79-06 & 30-444/79-06 on 
7?0SSl-aS b notict of violation. 

CARLBONj R. T. Rogion li Phi ladilph ia> Rtactop Conitruction b 

Englnaarlng Support Branch. 79/08/29. 2pp. 


— 7912090075 Notlca of violation from Imp on 790321-23. 

• Raglan !• Phi ladalph ia> Office of the Director. 79/08/29. 

.app. 


--7912090078 IE In»p Repts 50-443/79-06 b 50-444/79-06 on 790521-23. 
Koneoap 1 lance noted: failure to follow welding b document 
control preeeduret b to control aceeii to uarehouies. 

HATTIAii/.. VARELA.A. Region 1. Philadelphia. Office of the 
Director. HCOAUOHY. R. Region 1. Philadelphia. Reactor 
Conctruetlon b Engineering Support Branch. 79/09/29. 12pp. 


7912050099 Forwardt IE Circular 79-22. ''Strata Tirnai for Pouar Oparated 
Relief Valve*.” No retponte required. 

CRIER. 8. H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912050302 Forwardi IE Info Notice 79-27. ''Steam Oenerator Tube 
Hupturae at Two PUR Plant*. '' No response required. 

ORIERrB.H. Region 1. Philadelphia. Office of the Diroctor. 
79/11/16. Ip. 


7912100130 Forward* IE Info Notice 79-2B. "Overloading of Structural 
Element* Dut to Pipe Support Loads, " No rasponse required. 
ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16, Ip. 


7912110470 Forward* IE tnfg Notice 79-29. "Los* of Noniafatg-Relatad 
Reactor Coolant Sys Instrumentation During Operation. " No 
■pacific action or response required. 

ORIER.B.H. Region 1. Philadelphta. Office of the Director. 
79/11/19, Ip. 


7912090327 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 
Blades." No response required, 

ORIERiB.H. Region 1. Philadelphia. Office of the Director. 
79/11/20. Ip. 


7912060596 Forwards IE Circular 79-24. “Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BUR*. " No 
response required. 

DRIER. B.H. Region 1. Philadelphia. Office of the Dlraetor. 
79/11/26. Ip, 


79121 100B3 Forwards IE Circular 79-23. "Hotor Starters b Contactor* 
Failtd to Operate." No response required. 

DRIER. B.H. Region 1. Ph i ladeiph la. Office of the Director. 
79/11/26. Ip. 


7912190087 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrunentatlon b Control Power Sys Bus During Operation." 

No written response required. 

DRIER. B,H. Region 1. Philadelphia. Office of the Director. 
79/11/30. Ip. 


791231024B Forwards IE Info Notlca 79-30. "Reporting of Defect* b 
Nonconpliancisi 10CFR2i. " No action required. 

DRIER. D.H. Region 1. Philadelphia. Office of the Dlrectar. 
79/12/06. 4pp. 


7912120486 Forwards final deficiency rapt on discrepancy In drawings re 
design calculation concrete reinforcement requirements for 
control b diesel generator bldgs. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 79/12/06. Ip. 


— 791212D4B9 Final deficiency repl on discrepancy in drawings re design 
calculation concrete reinforcement requirements for control 
b dlasel generator bldgs. Reinforcement deficiencies in 
process of being fully corrected to agree w/cal cula t ion s . 
a Public Service Co, of New Hampshire. 79/12/05. SSpp. 


7912140363 Interim deficiency rept re potential failure In engineered 
safety features actuation sys. Problem identified by 
manufacturer. Hestinghouse. Inf 0 on problem resolution will be 
provided by 600530. 

DEVlNCEMTle. J. Public Service Co. of New Hampshire. 79/12/06 4pp. 


DOCKET 50-444 BEABROOK. NUCLEAR STATION. UNIT 2 


A. Application/construction stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATU8 issue for PURs b DHRs. 

Buceass of program depends on industry resp ones. Supports 
fornation of owners groups to provids necessary info, 

KNTONiH. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912140231 Responds to IE Bulletin 79-24. "Frozen Lines." Details 
freeze protection measures, 

DEVINCEMTie. J. Public Service Co. of New Hampshire. 79/10/25. 2pp. 


7912070004 Requests distribution of end memorandum to board 
notification sve lists. 

VAReA.B.A. Assistant Director for Light Mater Reactors. 79/11/08. 
3pp. 


79122S03D7 Advisas of racently amended NRC regulations Implementing 
ailstlng authority to require onsite ofc space b immediate 
facility ateiBS.PR notice dtd 790816 end. 

STB.L.O 1 V. Office of Inspection b Enforcement. Office of the 
Director. 79/11/28. 3pp. 


7912210320 Advises that current schedula calls for June 1990 submittal 
of F8AR. 

BI^HERD. A. H. Public ServUa Co. of New Hempshira. 79/12/13. ip. 


F. Security, medical, emergency U fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b OL review. App 1 tcants required to make certain 
anergency arrangements w/stete b local organizations b 
submit emergency plans per Reg Guide 1. 101. 

VABBALLOi D. B. Division of Project Kanagemant. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-OSi 1. Draft 0EI8 reflects 
conscious b deliberate NRC policy to jeopardize public 
health b safety b thwart objectlvas of NEPA. 

KEPFORO.C. Environmental Coalition on Nuclear Power. 79/10/24. 

82pp. 


7912190766 Forwards IE Bulletin 79-28. "Possible Helfunetion of Nanco 
ffedil EA180 Limit Switches at Elevated Temps." Uritten 

Ttsponsa required. 

DAlERiB.H, Region 1. Philadelphia. Office of the Director, 
79/12/07. Ip. 


79120404S1 tlemorandum in support of Saacoast Anti-Pollution League 
79DS02 request for order to show causa re suspension or 
revocation of faelltiy CPs, Certificate of Sve end. 

BIRIT.I.. Nassachusetts. State of. 79/11/16. 26pp. 


7912280242 Forward* IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra, " No wrlttan response required, 

GAlERiB.H. Region 1. Philadelphia. Office of the Dlrsctor. 
79/12/13. Ip. 


7912110477 Memorandum in support of Beacoast Anti-Pollution League 
790S02 request for order to show cause why CP should not he 
suspended or revoked. Concurs w/NH 790502 position ro 
emergency planning concerns, Certif 1 cate of Sve end, 

Bimr.U. Massachusetts. State of. 79/11/16. 24pp. 


8. Reportable occurrences. LERs b related correspondence 


7912120464 Forwards interim deficiency rept re use of Invalid seismic 
aepllfled rasponis spectra. Final rept will be submitted by 
900601. 

DEVINCENTtS. 0. Public Service Co. of New Hampshire. 79/12/06. - ip. 


—7912120466 Interim deficiency rept re use of invalid seismic ampllfisd 
Tesportse spsetra in deeign of safety-related components. 

Contractor is redesigning containment annular steel frame. 

Contractor 791106 Itr fe deficiency end.' '' 
a Public Service Co, of New Hampshire. 79/12/06, 9pp. 


7918110460 Forwards Pages 22 b 83 of 
support of Seacoest Anti-Pollution 
ordar to shew causa. 

BURTiL. Massachusetts. State of. 


State of MA 791116 mefliorandun In 
League 790508 request for 

79/11/27. 3pp. 


7918260372 Response in oppasltion to New England Coalition on Nuclear 
Pollution 790926 supplemental memo seeking Comniseien review 
of ALAB-422 re seiemie design. Alleged reasons for review 
raise factual matters conclusively established by ASLBs. 

REIS>E.J.. ORAINEyrM.U. Hearing Branch 3. 79/12/11. 10pp. 
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— 7912260375 Affidavit evaltiatlng June 1979 Sa 1 amologtcal Saciety of 
America Bulletin 69. NUHEO/CR-OS63 re seltrlcittf coaparlaon 
of three regions of Eastern US !< se i smolog 1 cal 
investigations of New England rear tors. 0 16 Hagraphil enel. 
MCnULLENp n. H- . fJEnER.L. Oeoictence* Branch. 79/IS/OS. 17pp. 


7912260365 Grants ectonslon until B00125 for Comniasion to decide 
whether to review ALA'D-422 t« ALA3-561. 

CHILK.S, J- Office of the Secretary of the ComnistUn. 79/12/19. 
Ip. 


H. Qenaral correspondence 


7912060367 Requests copies of NflC 790523.0717 I. 0925 llrs to PBC of MH 
6 util responses did 790427, 0622. 0806. 08. 13. IS. 20. 0906. ta. 

27.1010 !< 16. FleqoBstetf info needed in support of util 
request for rate relief. 

CANFIELD. R. J. New Hampshire, State of. 79/11/27. Ip. 


0. Inspection reports, IE Bulletins & correspondence 


7912120513 Responds to IE Bulletin 79-23. No connection eaiats batueen 
transformer power windings ti generator neutral. 

DEVINCENTI3, J. Public Service Co. of New Hampshire. 79/10/19. Ip. 

7912050062 Ack receipt of 791004 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/79-06 t 
50-444/79-06, 

CARLSON/R.T. Region 1. Philadelphia, Reactor Construction Si 

Engineering Support Branch. 79/10/22. Ip. 


— 7912050070 Responds to NRC.790B2B Itr re violations notad in IE Inap 
Repts SO-443/79-06 i> 50-444/79-06. C orre e t ive actions: tos~in 
b badge control program begun in uarehousts ti Insp 
Procedure X-9 revised. 

DEWINCENTIS, J. Public Service Cn. of New Hampshire. 79/10/04. 

5pp. 


—7912050072 Forwards IE Insp Repts 50-443/79-06 (< SQ-444/79-06 on 
790521-25 l< notice of violation, 

CARLSON. R. T. Region 1, Philadelphia. Reac tor Construction b 

Engineering Support Branch. 79/08/28. Spp. 

— 7912050075 Notice of violation from Insp on 790521-25- 

» Region 1. Philadelphia, Office of the Director. 79/08/29. 
2pp. 

— 7912050078 IE Insp Repts 50-443/79-06 b SO-444/79-06 on 790521-25. 
Honcomp 1 1 anc e noted: fa 1 lure to folloui welding b document 
control procedures b to control access to warehouses. 

HATTIA.J., VARELA. A. Region 1. Philadelphia. Office ef the 
Director. HCOAUOHY.R. Region 1. Ph 1 ladelphia. Reactor 

ConstToction b Engineering Support Branch. 79/08/89. ISpp. 


79120S0059 Forwards IE Circular 79-22, "Stroke Tines for Power Operated 
Relief Valves.'" No response required. 

OflIER.O.H. Region 1, Philadelphia, Office of the Director. 
79/11/16. Ip. 


7912050302 Forwards IE Info Notice 79-27, "Bteam Generator Tube 
Ruptures at Two PUR Plants. " Ho response required. 

GRIER, B.H. Region 1, Philadelphia. Office of the Director. 
79/11/16. !p. 


79121O01S0 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads. '* No response required. 
ORIERiB.H. Region 1, Philadelphia. Office of the Director. 
79/11/16. Ip. 

7912110470 Forwards IE Info Notice 79-29. "Loss of NonsaPotg-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or rasponse required. 

CRIER, B.H. Region 1, Philadelphia. Office of the Director. 
79/11/19, Ip, 


7912050327 Forwards ...IE Bulletin 79-26. "Boron Loss Frem BMR Centrol 
Blades." No response required. 

GRIER. B.H. Region 1, Philadelphia, Office of the Director. 
79/11/20, Ip. 

7912060596 Forwards IE Circular 79-24. "Proper Installatlen b Calibr «f 
Core Spray Pipe Break Detection Equipment on BHRs. " Ho 
response required. 

ORIER.B.H. Region 1, Philadelphia. Dffict of the Dtrecter. 
79/11/26, ip. 


79l2tlOOS3 Forwards IE Circular 79-23. "Motor Starters b ContactoTS 
Failed to Operate. " No response rcqulrsd. 

GRIER.B.H. Region 1, Philadelphia. Dffice of the Director. 
79/11/26 Ip. 


7912190067 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power Bys Bus During Opsration. " 

No iiiTlttBn response required. 

GRIER, D.H. Region 1. Philadelphia. Office of the Director. 
79/11/30. Ip 


7912310248 Forwards IE Info Notice 79-30, "Reporting of Defects t 
Noncempliances. 10CFR31. " No action required. 

ORIER/O.H. Region 1. Philadelphia. Office of the Diroetsr. 
79/12/06. 4pp. 


791219D766 Forwards IE Bulletin 79-28. "Possible Malfunction ef Hixe 
Model EAIBO Limit Switches at Elevated Temps. " Urittsn 
response required. 

GRIERiB.H. Region 1. Philadelphia, Office of the Director. 
79/12/07. Ip. 


7912380242 Forwards IE Info Notice 79-31, "Use of Incorrect AapUMlI 
Response Spectra. " No written response required. 

GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
79/12/13. Ip. 


S. Reportable occurrences. LERs b related correspondence 


7912120464 Forwards interim deficiency rept re use of invalid illitic 
aaplifled rospanse spec tra. Final rspt will be submitted by 
800601. 

DEVINCENTIB. J. Public Service Co. of New Hampshire., 79/12/06. ip. 


— 7912120466 Interim deficiency rept rc use of invalid seltnlc lapIlIEll 
response spectra in design of safety-related components. 

Contractor Is redesigning containment annular steel frame. 
Contractor 791106 Itr re deficiency end. 

• Public Service Go. of New Hampshire, 79/12/06, 9pp. 


7912120486 Forwards final deficiency rept on discrepancy in driulngi fi 
design calculation concrete relnforcemint requirements for 
control b diesel generator bldgs. 

DEVINCENTIB. J. Public Service Co. of New Hampshire. 79/12/06. Ip. 


— 791212D4B9 Final deficiency rept on discrepancy in drawings ri deiEps 
calculation concrete reinforcsment requirements for control 
b diesel generator b Idgs. Reinforcement deficiencies In 
process of being fully corroctsd to agrte w/cslcul at Ions, 
s Public Service Co. of New Hampshire. 79/13/05, 2Spp. 


7912140363 Interim deficiency rept re potential failure in englniirrt 
safety features actuation sys. Problem identified by 
manufacturer. Uestinghouie. Info on problem resolution will bs 
provided by BOOS30. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 79/12/06 . 4p|. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC 8TA. .UNIT I 


A. Applicatlpn/constructlon stago documents b correspondence 


7912060S9S Forwerds rept "Omission of Shear Tie Relnferclnp Steel. 
Apprei Elevation 993 to 997. Unit 2 - Reactor Containment 
Bldg. " 

GAHY.R.J. Teias Utilities Oeneratlng Co. 79/09/17. Ip- 


•7912060602 "Omission of Shear Tie Reinforcing Steel, Approt Elsvillen 
993 to 997, Unit 2 - Reactor Containment Bldg." 

• Tfias Utilities Generating Co, 79/09/17. 38pp. 


7912110011 Forwards NflC position on status b applicability to penllnp 
GL applications of results of TMI followup actions, Qutl Ines 
addl short-term actions to be taken. 

VA8BALL0, D. D. Division of Project Management, 79/09/27. 4lpp- 


7913110264 Difcusses NRC plans to use generic analyses to dcvtbPJ eiilg 
vaplfication program to resolve ATUS issue for PURs b BUfls. 

Success of program depends an industry response, Supports 
formation of owners groups to provide necessary info. 

I)ENT0N.H. R, Office of Nuclear fteactor Regulation. 79/10/17. 3pp. 


7912130177 Ack receipt of copy of 781226 application raquestlng jsenl 
to CPPa-i26 b CPPR-187 reflecting eddt ownership InteTlsis 
in plants. Class I b III feet required. 

D1008,R.li. Office of Administration. 79/12/03. Ip. 
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79iai'90429 Forujrdi paijment rs NRC 791203 request for addl fee for 
Asiend to CPe. 

OAftV.R- J. T«<as Utilities Generating Co. 79/13/10. Ip. 


F. Security- medicali emergency & fire protection plans 


7913040471 Foruards info re upgraded emergency plans to plants under 
const tc OL revieu. App 1 Icants required to make certain 
■airgency arrangementi u/state b local organl la t ions b 
lubnit emergency plans per flag Ouide 1.101. 

VASSALLO- D. S. Division of Project Management. 79/ii/3t. 6ff. 


0. Adjudicatory correspondence 


799S0S0203 Request to add Contention IX stating that applicants have 
not detirmined full effect of radioactive releases on 
pub 1 Ic. Content ion based on J Beyea b F Uon Hippol rept. 

Certificate of 8vc end. 

FOUtiEiR.L. Cltitent for Fair Utility Regulation. 79/10/30. 3pp- 


79121700Ba Reiponse in opposition to Cltiiens for Fair Util Regulation 
791030 addl contintlen re affect of radioactivo releases 
beyond ticluslon boundary, Contention untimely b challenges 
RRC regulations. U/Cirtlficate of 9vc. 

REVN0CD8.N. 8. . LIBERMAN.O, Texas Utilities Generating Co. 
REVN0LD8.N.B. Douglass b Barham. 79/11/15. 7pp. 


7912190327 Foruards affidavits of RE Roundtree b LR Gaul i k. g onera 1 
Manager b associate general manager of Public Utils Uoard- 
Brounsvilloj TX. 

JA8L0N.R.A. Spiegel b McDiaririid. 79/11/07. ip. 


— 7912190365 Affidavit by general manager of Public Utils Board of City 
of Drounsvill 8. Ack that 790503 responses to Houston Lighting 
b Power first set of interrogatories b 770626 supplemental 
responses to same discovery have boon revleued. 

ROUNDTREE, n. E. Texas. State of. 79/09/14. 3pp. 


— 7912190298 Affidavit by associate general manager of Public Utils 
Board. Sroiunsvi 1 le. TX. Ac k that 770SD3 responses to Houston 
Lighting b Power first set of interrogatories b 770626 
supplenental responses to same discovery hove been received. 
OAHLIK.L.R, Texas, State of. 79/07/14. 2pp. 


— 791S190319 Corrected b supplemental answers by Public Utils Board of 
City of Brounsvi 1 1 e. TX in response to Houston Lighting b 
Power first eet of Interrogatories b first request for 
production of documents. Contains info re sale of pouer. 
a Texas. State of. 79/11/07. App. 


7912190241 Confirms 771106 conversation re intentions not to call 
J BmlthiCajun Cooperat i vo, as uiltness at hearing. Deposition 
of J Smith idlll not be taken. Reserves right to depose 0 
Biiith at future date. 

BAUHflKiU.H Baker b Betts 79/11/07. 5pp. 


7713I30G3G Response to Intervenor Cltiiens for Fair Util Regulation 
791031 request to add content ion, Rul ing should be deferred 
until itlpulatieni on all contentions fi led. Cert 1 flea te of 
Sve and. 

CHANDLER. L. J. Hearing Branch 1. 79/11/20. 3pp. 


7911300277 Discovery rept for Sept b Dct 1979. Par ti d pa ted in FS 
Buchanan. UD Nichelas b 0 Taylor depos i t ions. Di d not Initiate 
discovery reques ts. Cer t i f lea te of Bve end. 

BURCHETTE. U. H. Texas-Loulatana Electric Cooperative, Inc. 79/ll/OS. 

4pp. 


H. General cerrespendence 


7913300632 Responds to 791030 request for info. General practice Is not 
to add interveners te distribution list, but exception made 
in this case. Imp repti dealing u/lntervanor allegations 
encl.W/o end. 

CKANDLEfl.L. J. Hearing Branch 1. 79/13/14. 2pp. 


I. Financial Information 


7913160413 Foruards Annual Financial Repts, 1978 for TX Utils Co.TX 
Electric Bve Co b TX Pouer b Light Co. H/accountants ' 
opinion verifying accuracy of TX Utils Generating Co b 
affiliates' financial statamints. 

OARV.R.U. Texas Utilities Generating Co. 79/12/04. 9pp. 


—7913100417 Annual Financial Rept 1978. 

B Tins utilities Generating Co. 70/12/31. 30pp. 


7912140302 Advl BBS that during Oct 1979, South TX Electric Cooperative 
b Medina Electric Cooperative neither initiated nor received 
any discovery requests . Cer ti fica to of Bve end. 

>MHN.D.F. Akin, Gump. Hauer b Feld. 79/11/00. 4pp. 


791209009S Petition for directed certification b review of ASLB 791005 
order denying motions for summary dec ision. Urges collateral 
estoppel of Central b South Uest Carp re issues previously 
decided in district court tr ial. Cert i fica te of Sve end. 

BARNETT. E. U. r aouKNIGHTi J. A. Houston Lighting b Power Co. 
BARNETT.E.U. Baker b Botts. 79/11/09. 22pp. 


79120SD6B3 Third set of i n terrega tor les b request far production of 
docuaents directed to TX Utils Generating Co.et al. Addresses 
purchase b sale of off-peak interruptible energy b transfer 
& exchange of electric energ y. Cer t if 1 cate of Sve end. 

STAHL.D. Central Power b Light Co. STAHL, D. Isham, Lincoln b 
Baale. 79/11/09. 8pp. 


— 79131S0421 
e Texas 


Annual Financial Rept 1978. 
Electric Service Co. 78/12/31. 


30pp. 


79I206D009 Ack receipt of 791107 Itr advising of Houston Lighting b 
Power assertion of work product privilege re Gerber scripts. 

NRC will file motion to compel discovery. 

LEaSY.R.P. Antitrust Division. 79/11/09. ip. 


—7913180425 Annual Financial Rapt 1978. 

e Teiai Power b Light Co. 78/13/31. 30pp. 

H. Utility Final Safety Analysis Report <FSAR) b amends 


7912100300 First set of Interrogatories b request for production of 
decunenti, directed to City Public Sve Board of San Antonio. 
Addresses coal-fired ecanamy energy purchase b sale b 
electric energy transfer b exchange H/Certlflcate of Sve. 

BTM1L.D. Central Power b Light Co. 79/U/09. 7pp. 


7913140364 Forwards Amend 6 of F6AR. 

OARV.R.U. Texas Utilities Generating Co. 79/11/30. 3pp. 


— -7912140271 Amend 8 to F8AR for Comanche Peak Steam Electric Statlen. 
• Texas Utilities Generating Co. 79/11/30. 600pp. 


7912I90S4G Forwards affidavit of sve of FSAR Amend 8. 

BCHMIDT.H.C. Texas Utilities Generating Co. 79/13/12. 3pp. 


H Antitrust correspondence 


7912100307 Discovery rept for Oct 1979. Took deposition of HL Peterson, 
EC Hummel. HL Hancock, CT Herring b R Heylor b TL Hatcher b M 
Tanner in conjunction u/NRC. Par tic 1 pated in Houston Lighting 
ti Power b TX Utils joint depos i t ions. M/Cert if icate of 8vc. 

CVPHERT. 8. 8. . PARAMETER, F. H. , DOPSOVIC. D. A. Jus t i co. Dept, of . 
79/11/09. 7pp. 


7912190140 Notifies that JOamtirell of Ca j un . El ec trie Pouer Cooperative 
has haan designated potential witness In DQJ proceedings. 

Requests notification of Gambrells deposition rescheduling. 

LOOUE.N. Justice, Dept. of. 79/11/09, Ip, 


7911300031 Tdsntiflee documents not produced in Ssuthusstern Electric 
Power Ce document production. Documents necessary for ravisw. 
Productien date will be yet at Hartley deposition. 

Certificate of 9vc and. 

«flEEH.D.Q. Louensteln, Neuman. Rais, Axelrad b Toll. 79/U/Oi. Spp. 


7913060S47 Dltcevsry rept for Oct 1979. Produced addl documents to DDJ 
following RL KancockiHL Pstsrson b E Rummtl 791009 b 10 
depasltlons. Did not initiate discovery requests. Certificate 
of Bve and. 

BALOUOH.R.C. Austin. TX. 79/11/05. 4pp. 


7912110270 Advises of postponement of H Uoodsan deposition until later 
date.due to Houston Lighting b Power failure to make 
Hoodson working papers available for insp. 

BLUME.H.B. Antitrust Division. 79/11/19. ip. 


7912130094 Notice of appearance of AP Hodgdon on behalf of NRC. 
Certificate of Sve end. 

HODGBCM.A.P. Antitrust Divlsien. 79/tl/20. 4pp. 
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791SI300S7 Request for eipsnelon of ASLQ 7«703a3 protettiwo ortfor to 
include documer\ts produced Central South IVeit Corp 6 
Central h South West SvcSflncito include confldeatial 
documents to arnend order to bind TX Util companies. 

STAHLf D. Central ^ Southwest Corp. STAHL. D. Central & Soutbuest 
Services. Inc. STAHLi D. Central Power L Light Co, 77/ll/Sl. 7pp. 

deposition in Corpus Cfcrtsti.TX. 
MS Borchelt 791113 deposition in Ahi 1 #n», TX, RH Hardu 791813 
deposition in Abilene. TX t SQ Philips 791217 deposition In 
Da j 1 as. TX. C ert i f i c a te of Svt encl. 

MCDIARMIOi R , C. Oroun s vi I i -o . TX 
79711726. 7pp. 


KCDIARMID. R. C. Spteptl bHcDlaraid. 


Smith to appear in OeaumontiTX on 80912? 
n!l.l.ER.n. E. Atomic Bafetg and Licensing Board Panel. 79/12/03 

7912180262 Subpoenas A Sprawls to appear in Beaumont. TX on 800124 
E Atomic Safety and Licensing Board Panel. 79/18/03 

W Atkins to appear in Beaumont. TX on B0013S. 
Ip **‘’"'*^ Bafetg and Licensing Board Panel. 79/12/03. 


7912130236 Third set of interrogatories fc requests for produEtlon «f 
documents directed to Houston Lighting b Power & TX Utils 
Oenersting Co. Includes questions an poiiier flOLi beWeen 
utils. Supporting documentation i Certificate of Sve end. 

LESSY.R.P. , CHANANIA, F. D. , DUUME, H. B. Antitrust Division 79/11/26 
23pp. 

7912130328 Notice of appearance of S Welling on behalf at Central 6 
Sooth Hist Corp. Central Power t. Light Co.PSC of OK. 

Southwestern Electric Power Co b Hest TX Utils Co. 

HELLINOi S. Isham. Lincoln b Beale. 79/11/26. 6pp 


Subpoenas RM McCuistion to appear in Houston, TX on eO0l«, 
niLLSR.H.E. Atomic Safetg and Licensing Board Panel. 79/18/03. 

T Standish to appear In Houston. TX on 800117. 
MILLER. H.E. Atomic Safetg and Licensing Board Panel. 79/18/03 

Ip. 

J Oreenuade to appear in Houston.TX on B0O1I6. 
muLtKffl.E. Atomic Safety and Llcenilng Board Panel, 79/18/03 


7912120043 Third supplemental response to -second set of intcrroaatorlas 
ft requests for production of documant* from applicant 
Certificate of 5vc end 

CYPHERT.S. D. , PASMEHTEH, F. H Oust i c e , Dep t . of . 79/11/27. 9pp. 


Subpoenas N Lee to appear In Beaumont. TX on 800183. 
mLLER.n. E. Atomic Safety and Licensing Board Panel. 79/13/03 
‘p. 


791217 deposition in Dallai.TX. 

CARHp, J.A. Central b Southwest Corp. CARNEV.J.A. Central Power «■ 
Light Co. CARNEY, J.A. Public Service Co. of Oklahoma. 79/11/87. 

°f “D Hulsey 7912IB deposition In Dallas. TX. 
CARNEV.J.A, Central U Southwest Corp. CARNEV.J.A, Central Power 
CARNEV.J.A. Pubiic Service Co. of Otlahoeia. 

' t/ 1 1 /27. 1 p. 

791218 deposition In Dallas.TX. 

CAnNEY,J_A. Central t, Southwest Corp CARNEV.J.A. Central Power 
Public Service Co. of Oklahoma. 

/t/II/ 27. Ip. 

--7912130378 Notice of MO Spence 79J219 deposition in Dallas.TX 
Cflrtlficate of 5vc end. 

CARNEY, J^A. Central t Southwest Corp, CARNEY. J. A. Central Pouer 
- f'ARNEY.J.A. Public Service Co. of Oklahoma. 
rT/IS/27. 4pp. 


- 7912180311 Subpoenas MW Milberg to appear In Houston.TX on B00207, 
niLUER. H. E. Atomic Bafetg and Licensing Board Panel. 79/13/03. 

TR Locke to appear In Wichita Falls. TX on 800103. 
niLLER.H.E. Atomic Safetg and Licensing Board Panel. 79/12/03 

Xp, 

Turner to appear in Houston.TX on 800131. 
niLL^Htil.E. Atomic Safety and Licensing Board Panel. 79/18/03 
»P- 

Subpoenas RJ Earhart to appear in Houston.TX on BOOU8. 
niLLEn.H.E. Atomic Safety and Licensing Board Panel. 79/12/03, 

Ip. 

JE Monahan to appear in Waco.TX on 800104. 
niu.<;K.n.E. Atomic Safetg and Licensing Board Panel. 79/18/03. 


79121401B4 Motifios that documents discussed in 791107 
available at law firms for NRC Insp, Cert i f 1 cate of B 
FLYNNiP.O. Louenste in, Neuman, Re i a. Ai elrad h Toll. 


Itr will be 
Bvt encl. 
79/HJZ7. 6pp. 


issuance of subpoenas & for mod of ASLB 790724 
order. Order should be modified to relfect outstanding 
discovery matters {, briefing scheduio. Cert 1 f icat e of Sve fc 
list ar deponents enci. 

CYPHERT, 9. n. , PARMENTER, F. H Ju s t i c e . Dep t. o f , 79/11/29. ISpp. 

^ responses to Houston Li«hfeing b 

Power first set of interrogatories N requests for production 
of documents. DOJ 791010 responses 6 NRC 781201 answers were 
incomplete. H/Cerliflcate of Eve. 

FLYNN. P.O. Houston Lighting fc Pouer Co. 79/11/30. 32pp. 

7912170138 Notifies that DDJ does not intend to call JL Johns as 
iM I cn@ss . 

LUQUE.N Jus t ice. Dept, of . 79/12/03. Ip. 


HL Manning to appear in Dallas.TX on 000109. 
fliu-fcR.n. E. Atomic Safetg and Licensing Board Panel. 79/18/03. 

• P- 

Subpoenas DC De La Oasa to appear in Dallas.TX on 0OOSO9. 
niu.ER,n. E. Atomic Safety and Licensing Board Panel. 79/18/03 

S Beard te appear In Dallas.TX on 800108. 

E. Atomic Safety and LlcensinS Board Panftl. 79/12/03. 

el Watson to appear In Dallas.TX on 800110. 
niujiK.ri. E. Atomic Safety and Licensing Board Panel. 79/12/03, 

Subpoenas JE Bondurant to appear In Beaumont, TX on SMi83. 
MILLER. M.E. Atomic Safety and Licensing Board Panel. 79/18/03. 

Ip. 


Dames to appear in Houston.TX on 000209. 
MILLER. M.E. Atomic Safetg and Licensing Board Panel. 79/12/03. Ip. 

Subpoenas F Taylor to appear in Houston.TX on S00206. 
MILLER. M.E. Atomic Safetg and Licensing Board Panol. 79/18/03. 

®'^‘’P“f''as O Knowles to appear In Houeton, TX on 800200. 
MILLER, M.E, Atomic Safety and Licensing Board Panel. 79/12/03 
Ip. 

£‘’''1'°®''®* OW Oprea to appear in Houston.TX on B00130. 
MILLER, M.E. Atomic Safetg and Licensing Beard Panol. 79/12/03. 


Farrington to appear in Dallas.TX on 790111. 
nii.Lk.K,n.E. Atomic Safetg and Licensing Beard Panel. 79/12/03. 

Ip. 

R Corder to appear In Dallas.TX on B00109. 
niwuiK.M. E. Atomic Safetg end Licensing Board Panel, 79/12/03. 
•p, 

7912110499 Response by Public Utils Board of City of Brounsvll le> TX in 
support of DDJ motion for mod of ASLB 790724 order 
requesting addl discovery perl od. E« tens ion will allow 
thareugh preparation for hearing. Certificate of Bve encl 
POiaiEfl.M.R. Teias. State of, 79/12/05. 6pp. 

79I2JW110 Requests util provide documents subpoenaed I, produced at 
AE Haylar 791011 deposition, 

flLUHE.H. B, Antitrust Division. 79/12/05, ip. 
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7912190133 Monthly itotu* rept for Nov 1979. Partloa arrlvsd at tenas of 
prataefclva oriFar-Four achadulad dspoiltioni delayed. Draft of 
order end. 

PaiRIER<H.R. Spiegel b HcDlarmid. 79/12/OS. Bpp. 


7912270034 Statui rept for Nov 1979. South TX Electric Cooperatlvei Inc 
fc Medina Electric Cooperatlvei Inc neither initiated nor 
received discovery requeata. 

.JOHNi 0. P. South Teeaa Electric Coaperativei Inc. JDHNiD. F. 
riatrapolltan Edison Co. JOHNi D. F. Aklni Outnpi Hauer b Feld. 
79/12/09. ' 4pp. 


7'9122S0&39 Discovery rept for Nov 1979, No discovery requests initiated 
or received. Certificate of Svc end. 

BALOOOHrR. C. Austin. TX. 79/12/Ob. Spp. 


7912260297 Response in support of DOJ motion for mod of ASLB 790724 
erdir by extending discovery b hearing schedule. Delay needed 
to asalallate evidence b to narrow 1 ssues, Cart if Icate of 
Svc end. 

IfELLIflO.a Central b Southwest Corp. HELLIN0.6. Isham. Lincoln ti 
Beale. 79/12/07. 10pp. 


7912260360 HemDrandutn in support of DOJ motion requasting mod of ASLB 
790724 order. Proposed addl time for completion of diecoveryi 
continuation of depositions b final prehearing conference 
niadeil to perform studlai. Certificate of Svc end. 

RITTa.P.H.i BVRCHETTE. U. H. Teias-Loulsiana Electric Cooparativc. Inc. 
RITTfliF. H, Northcutt Ely. 79/1S/07. bpp. 


7912270123 Discovery rept for Nov 1979. Fifteen depositions taken. Third 
supplsAsntal response to util second set of Interrogatoriae 
filed. 1>0J filed 791130 request for mod of 790724 ASLB order. 
CYPHEHTiS.B. Just Icc. Dtp t. of . 79/12/07. 3pp. 


7912270104 Discovery status rept for Nov 1979 for Central b Bouthuest 
Carp. Thirteen depositions taken. 

CMNEVjJ.A. Isham. Lincoln b Deale. 79/t2/IO. Spp. 


7912260397 Response to DDJ 791130 motion for mod of ASLD 790724 order 
by extending heerlng schedule b for ancillary relief. If 
eodlfledi itngle diecovery termination date should be 
adepted. Certificate of Svc end. 

SLUriiR.L. Houston Lighting b Power Co. BLUH.R.L, Baker b Botte. 
79yi2/'ll. 9pp. 


7912270103 Hod of 790323 protective order. expanding categories of 
docuaente considered confidential b expanding protected area 
to include documents produced by Central b South Nest Corp 
b Central b South West Bvcs. Inc. 

HlLLERaH.E. Atomic Safety and Licensing Board Panel. 79/t2/tl. 

Spp. 


7912230670 Hotlfiis of correct svc list for Central b South West Corp. 
STAHL. D.M. Isham. Lincoln b Deale. 79/12/11. Ip. 


79122Q0627 Supports util 791005 request for directed certification of 
ASL9 791009 order re motions based upon decision of US 
District Court. Order should be reviewed due to holding that 
rii judicata inapplicable to antitrust proceadlngs. 

KNOTTS.J.B. Taxai Utilities Oenerating Co. KNOTTS. J. B. . AHEARN.C.D. 
Oebtvelee b Liberman. 79/12/12, 37pp. 


7912230629 Ifotlee of appearance in proceeding. Certlficato of Svc end. 
AiCARN.C.D. Taxes Utilities Oenerating Co. AHEARN.C.D. Dallas 
Peuer b Light Co, AHEARN.C.D, Texas Electric Service Co. 79/12/13. 
4pp. 


7912260001 Brief in opposition to applicant 791109 request that A8LAB 
certify ASLB 791009 order denying applicant motion for 
summary d 1 spoaitlon. No irreparable harm.lnjury to public 
interest or unusual delay present to justify certification. 
CHANANIA. F. D. . HOOODDN.A. Antitrust Division. 79/12/14. Slpp. 


'79I23600BO Spaelal prehearing conference order directing parties to 
comsence dlscovtry b trial preparation immediately b to 
complete discovery by 79010B. Certificate of Svc end. 

HILLER. K.E. Atonic Safety and Licensing Board Panel. 7B/07/13. 
llfp. 


7912270137 Order extending time to 800229 for completln of dtseovaru. 
to flOOSSB for completion of expert discovery. to B0042S for 
filing uttneae lists. Schedules prehearing conference for 
B00909 ti evidentiary hearing for B00914. 

HILLER. H.E. Atonic Safety and Licensing Board Panel. 79/12/14, 

6pp. 


7913310137 Motion for eitension until 800201 to file supplemental 
response to Houston Lighting b Power first set of 
interrogatories. Involvemont in depositions requires 
allocation of addl t Ime . H/Cert i f i ca te of Svc. 

CVPHERT.S. B. . PARMENTER. F. H. . LUOUE.N. Jus 1 1 c e, Dep t , o f . 79/12/14. 

Spp. 


7913310189 Opposition to util 791109 request for directed certification 
b review of ASLD order. IF certification directed. collateral 
estoppel effect should not be given to Fact issues 
datinaated by util in another case. 

POIRIER. H.R. Drownsvl 1 I B, TX. POIRIER. M.R. Spiegel bMcDlarmid 
79/12/14. tepp. 


7913260044 Answer concurring w/DDJ 791130 motion for mod of ASLD 790724 
order by extending curront hearing b dlscovary schedule. 

Facility will be ready for fuel-loading between Aug b Nov 
19B1. Certt fica ta of Svc end. 

LESSy. R. P. . CHANANIA. F. D. Antitrust Division. 79/12/17. Spp, 


7913360361 DppasitlDii to util 791130 request to compel further 
discovery. Util has not requested further discovery from NRC. 

NRC willing to work w/utll to arrive at mutually agreeable 
discovery schedul e. Cert 1 f icate of Svc end. 

LE88Y.R.P.. CHANANIA. F. D. Antitrust Division. 79/12/17, 6pp. 

7913380649 Foruiards documenta from files of A Berber per request. U/o 
end. Certificate of Svc end. 

FLVNN.P.O. LouenBtoin.Neiijman. Reis. Axelrad b Toll. 79/12/17. Spp. 

7912310001 Supplementary response to First set of interrogatories. 
Discusses areas whore util b Public Util Doard of 
Brownsville. TX compote, Af fidavl t of JU Hi Ison, support i ng 
docuaentation b Certificate of Svc end. 

WIL9DN.J.U. Brownavi 1 le. TX 79/13/19. 62pp. 


7912310161 Opposition to applicant 79121D motion for protective order. 
Order filed 1 nad vertan t ly. b conflicts u/prevlously agreed to 
terns. IntervBnor willing to consider modifying agreement. 
POIRIER.H.R. Drownsvillo.TX. PQlfllER.M.H. Spiegel b McDiarmld. 
79/12/19. 4pp. 


Q. Ixispectlon reports. IE Dulletins b correspondence 


7912140240 Responds to IE Bulletin 79-14 re seismic analysis for 
safety-related piping sys. Requests waiver on 13C}-day 
reporting requlrcmente due to ongoing const. 

OARY.R.J. Texas Utilities Oenerating Co. 79/10/25. ip. 


7912100269 Forwards IE Info Notice 79-2B, "averloadlng of Structural 
Eleaients Due to Pipe Support Loads. “ No response required. 
8EYFRIT.K.V- Regian 4, Dallas. Office of the Director. 79/11/16. 

Ip- 


79121 10S37 Forwards IE Info Notice 79-29. "Loss of Nonsa fety-Rela ted 
Reactor Coolant Sys Instrumentation During aporatlon. " No 
specific action or response required. 

BEYFRlT.K.V. Region 4. Dallas. Office of the Director. 79/11/16. 

IP- 


7912110289 Forwards IE Circular 79-23. '‘Motor Star terft Id Contactprs 
Fflllsd to OpoToto." No response required. 

SEVFRlTiK.V. Region 4. Dallas. Office of the Director. 79/11/26. 
Ip- 


7912110491 NotifloB that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

SEVFRlTiK.V. Region 4. Dallas. Office of the Director. 79/11/36. 
ip- 


7912190096 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Oreak Dotectlon Equipment on OWRs, " No 
written response required. 

SEVFRlTiK.V. Region 4. Dallasi Office of the Director. 79/11/26, 

Ip- 


7912190193 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
InoCrlMiantation b Control Power Sys Dus During Operation." 

Ho written response required. 

BEYFHITiR.V. Region 4. Dallas. Office of the Director, 79/11/30 

Ip- 


7912310267 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncompllances. 10CFR21. " No action required. 

SEVFRlTiK.V. Region 4. Dallas. Office of the Director 79/12/06 
4pp. 
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7912300222 Faruards 13 Diilletifi 79-20, "Possible Malfifnctlon of Naaco 
Model EAiaO Limit Buitcbes at Elevated Temp*. " Action 
rec^uired, 

SEYFHIT.il V. Reflion 4, Dallas. Office of the Director. 79/12/07. 

Ip 

79122B0592 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." tfo written response required. 

SEVFHIT.K.V. Region 4, Dallas. Office of the Director, 79/12/13. 

IP 


DDCHET 50-446 COMANCHE PEAK STEAM ELECTRIC STA. .UNIT 3 


A. App 1 lea 1 1 on/cone tr uc 1 1 on stage documents £i correspondence 


79I2060S95 Forwards rept ’'emission of Shear Tie Reinforcing Steel- 
Appro* Elevation 993 to 997, Unit 2 - Reactor Containment 
Dldg. “ 

OARY.H-0. Te»as Utilities Oenernting Co. 79/09/17. Ip- 


—7912060602 'amission, of Shear Tie Reinforcing Steel. Appro! Elevation 
993 to 997. Unit 2 - Reactor Containment Dldg." 

» Teias Utilities Generating Co. 79/09/17. 2Bpp. 


7912030040 Forwards supplemental ropt re inadvertent omissipn oF shear 
tie reinforcing steel from 32nd lift of exterior wall of 
reactor containment bldg 

GARY.R-J. Texas Utilities Generating Co. 79/09/SO 25pp. 


7912U0011 Forwards NRC position on status U app 1 icah 1 litg to pending 
□L applications of results of TMl followup ac Cions. Out 1 Inet 
addl short-term actions to be taken. 

VASSALt-Q. D. D, Division oF Project Management. 79/09/27. Alpp. 


7912110264 Discusses NRC plans to use generic analyses to devalsp eerly 
verification program to resolve ATWS Issue for PNRs DHHs. 

Success of program depends on industry r espons e. Supp orts 
formation of owners groups to provide necessary Info. 

DENTON. K H Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912130177 Ack receipt of copg of 7B1226 application requesting amend 
to CPPn-136 t CPPR-127 reflecting addl ownership Interests 
in plants. Class I Sr III fees required. 

DIOOS.RM. Office of Adai 1 n i s tra t i on 79/12/03. ip. 

7912190429 Forwards payment re NRC 791203 request for addl fee for 
amend to CPs. 

GAHYi R. 0. Texas Utilities Genoratinp Co. 79/12/10. Ip. 

F. Eecuritiji medical, emergency !• fire protection plans 


7912040471 Foruards info re upgraded emergency plans to plants under 
const t< OL revl ew. Appl icants required to make certain 
emergency arrangements w/state ti local organ! tations !> 
submit emergency plans per Reg Guide 1.101. 

VASSALLOi D. D. Division of Project Management. 79/11/21. flpp. 


0. Adjudicatory correspondence 


7912050203 Request to add Contention IX stating that applicants have 
not determined full effect of radioactive releases on 
pub lie. Content 1 on based on J Deyea h F Von Hippel rept. 

Certificate of Sve end. 

FDUKE.R.L. Cltliens for Fair Utility Regulation. 79/10/30. 3pp. 


7912170068 Response In opposition to Citiiens for Fair Uhi) Re^ltlation 
791030 addl contention re effect of radioactive releases 
beyond exclusion boundary . Con tent 1 on untimely b challenges 
NRC regulations. U/Certl f i cate of Svc. 

REYNOLDS. N. S. . LIDERMAN. D. Tecas Utilities Oenerating Co. 

REYNOLDS. N. S. Douglass bDarham. 79/11/13. 7pp. 


7912130030 Response to Intervenor Citiiens for Feir Util Regulation 
791031 request to add conten t ion. Ru I ing should be deferred 
until stipulations on all contentions f 1 1 ed. Certificate of 
Svc end. 

CHANDLER, L. J. Hearing Branch 1. 79/11/20. 3pp. 


H. General correspondence 


7912200632 Responds to 791030 request For info. General practice It not 
to add intervenors to distribution list. but exception made 
in this case. Insp repts dealing lu/ intervener allegations 
enc 1 , H/o end. 

CHANDLER. L. J. Hearing Branch 1. 79/12/14. 2pp. 


I. Financial informatibn 


7912180412 Forwards Annual Financial Repts. 1978 for TX Utils Co.TX 
Electric Sve Co 1< TX Power & Light Co. U/ac c ountant s ' 
opinion verifying accuracy of TX Utils Generating Co !< 
affiliates' financial statements. 

GARV.R.U. Texas Utilities Oenerating Co. 79/12/04. 9pp, 


— 79121B0417 Annual Financial Rept 1978. 

• Texas Utilities Generating Co. 78/12/31. 30pp. 


— 7912180421 Annual Financial Rept 1978. 

a Texas Electric Service Co. 78/12/31. 30pp. 


— 79121B0425 Annual Financial Rept 1976. 

a Texas Power {< Light Co. 78/12/31. 30pp. 


K. Utility Final Safety Analysis Report (F8AR) h amends 


7912140264 Foruards Amend Q of FSAR. 

OARYiR.O. Texas Utilities Generating Co. 79/11/30. 2pp 


— 7912140271 Amend 0 to FSAR for Comanche Peak Steam Electric Station. 
* Texas Utilities Generating Co 79/11/30. 600pp. 


7913190S48 Forwards affidavit of svc of FSAR Amend B. 

SCHHIDT.H C. Texas Utilities Oenerating Co. 79/12/12. 3pp. 


H. Antitrust correspondence 


7912D60247 Discovery rept for Oct 1979. Produced addl documents to DUd 
following RL Hancock.HL Peterson h E Rummel 791009 & 10 
depositions. Did not initiate discovery requests. Certificate 
of Svc end. 

BALOUOHjR.C. Austin. TX. 79/11/05. 4pp. 


7912190227 Forwards affidavits of RE Roundtree h LR Gaul 1 1. general 
manager 6 associate general manager of Public Utils Board. 
Brownsvil le> TX. 

JABLON.R.A. Spiegel N McDlarmid. 79/11/07. Ip. 


—7912190263 Affidavit by general manager of Public Utils Board of City 
of Brownsville Act that 790S02 responses to Houston Lighting 
ti Power first set of interrogatories N 790626 supplemental 
responses to same discovery have been reviewed, 

ROUNDTREE. R. E. Texas, State of. 79/09/14. 2pp. 


— 7912190298 Affidavit by associate general manager of Public Utlli 
Board. Brawnsvi lie. TX. Ac k that 790S02 responses to Houston 
Lighting i< Power first set of interrogatories b 790626 
asippleoental responses to same discovery have been received. 
OAULIKiL. R. Texas. State of. 79/09/14. 2pp. 


—7912190319 Corrected t. supplemental answers by Public Utils Board el 
City of Brounevl 1 Ic. TX In response to Houston Lighting & 

Power first set of Interrogatories b first request for 
production of documents. Conta ins info re sale of power. 

• Texas. State of. 79/11/07. 6pp. 


7912190241 Confirms 791106 conversation re intentions not to call 
J Baiithj Cajun Cooperative, as witness at hearing. Deposl tion 
of .U Smith will not be taken. Reserves right to depose J 
Smith at Future date. 

BALOHIN. J. H. Baker t< Dotts. 79/11/07. 3pp. 


7912140202 Advises that during Oct 1979. South TX Electric Cooperetlvi 
& Medina Electric Cooperative neither initleted nor received 
any discovery requests. Certificate of Svc end. 

JOHN.D.F. Akin. Gump. Hauer h Feld. 79/il/OS. 4pp. 


7912DS0092 Petition for directed certification & review of A8LD 791(105 
order denying motions for summary dec ision. Urges collateral 
estoppel Pf Central ti South Uest Corp re issues previously 
decided in district court trial. Certificate of Svc end. 

BARNETT. E.H. . QDUKNIOHT, U. A. Houston Lighting ti Power Co. 
BARNETT.E.M. Daker t> Dotts. 79/11/09. 22pp. 


7912DSD6a3 Third set of i nt errega tori os U request for production of 
documents directed to TX Utils Generating Ca.et al. Addresses 
purchase It sale of off-peak interruptible energy ti transfer 
fc exebange of electric energy- Certificate of Svc end. 

STAHL. 0. Conbral Power S< Light Co. STAHL, D. leham. Lincoln fa 
Baalc. 79/11/09. Spp. 
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791S060009 Ac b rsoipt of 791107 Itr advising of Houston Lighting b 
Pouir ansortion of uorb product privilege re Gerber scripts. 

KRC ultl file motion to compel discovorg. 

LE68Y. R. P. Antitrust Division. 79/11/09. ip. 


7913100300 Pint set of interrogatories b request for production of 
docufflintsi d irec ted to Citg Public Sve Doard of San Antonio. 
Addresses coal-fired economg energg purchase b sale b 
electric inergg transfer b eichange. M/Certi f tcate of Svc. 

9TAHL> D. Central Poioer b Light Co. 79/11/09. 7pp. 


7913100307 Dlscoverg rept for Oct 1979. Took deposition of HL Petersont 
EC RuismeliPL Hancock. CT Herring b R Hoyler b TL Hatcher b H 
Tanner in conjunction u/NRC. Participated in Houston Lighting 
h Pouer b TX Utils joint depos 1 1 1 ons- W/Cert i Pica te of Svc. 
eVPKERT. 8. B. . PARAMETER, F. H, . DQP8QU1C. D- A. Jus t ice. Dept, of . 
79/11/09. 7pp. 


7913190140 Hotifies that J Oambrell of Cajun Electric Power Cooperative 
his bsen designated potential witness in DOJ proctcdlrigs. 

Raqueata notification of Oatnbrells deposition rescheduling. 

LUOUErN. Justice. Dept. of. 79/11/09. Ip. 


7913110270 Advises of postponement of H Uoodion deposition until later 
dlteidue to Houston Lighting b Power failure to make 
Ueodson working papers available for insp. 

SLUHE.H.B, Antitrust Division. 79/11/19, Ip. 


7918130094 Notice of appearance of AP Hodgdon on behalf of NRC. 
Certificate of Svc end. 

HODODaNrA.P. Antitrust Division. 79/11/20. 4pp. 


7912130097 Request for etpansion of ASLD 790333 protective order to 
Include documents produced bg Central b South Uest Corp b 
Central b South Hast Svcs.lnc.to Include confidential 
dacufflinta to amend order to bind TX Util companies. 

BTAHLj D. Central b Bouthuast Corp, STAHL. D. Central b Soutbuest 
Birvlcas. Inc. STAHL. D. Central Pouar b Light Co, 79/11/al. 7pp. 


7918130463 Motiflas of AE Autrg 791211 deposition in Corpus ChristliTXi 
MS Borchalt 791112 deposition In Ab 1 1 ent. TX. RU Hardg 791813 
deposition In Abilene. TX b SB Philips 791217 deposition in 
Dallas. TX. Certificate of Svc end. 

MCDIARNID, R. C, Brounsvi 1 le. TX. HCDIARMID, R. C- Spiegel b HcDiarmld. 
79/11/26. 7pp. 


791213023& Third set of interrogatories b requests for production of 
docvnenti directed to Houston Lighting b Power b TX Utils 
Denirating Co. Includes questions on power flow bitwean 
uti Is. Supporting decumintatlon b Certificate of Svc end. 

LEBBY.R.P.r CHANANl A, F. D, . DLUME.H.B, Antitrust Division. 79/11/26. 
83pp. 


791213033S Notice of appsarance of S Hailing on behalf of Cantral b 
SeutK Heat Corp.Central Powtr b Light Co.PSC of OK. 

Seuthuestsrn Elactrle Pouar Co b Hast TX Utils Co, 

UELLINDiB. Ilham. Lincoln b Beale. 79/11/26. 6pp. 


7918170068 Request for issuance of subpoenas b for mod of ASLD 790724 
order, Order should be modified to rolfect outstanding 
discovery matters b briefing sc hedu 1 e. Cert if Icate of Svc b 
list of deponents encl. 

CVPHERT.S. o: . PARMENTER, F.H. Jus t i c o. De p t. of . 79/H/29. 19pp. 


7918120249 Motion to compel DOJ b NRC responses to Houston Lighting b 
Power first set of interrogatories b requests for production 
of documents. DOJ 791010 responses b NRC 781201 answers were 
Incompleta. H/Cartif icate of Svc. 

FLYNMiP.O. Houston Lighting b Power Co. 79/11/30. 32pp 


7918170130 Notifies that DOJ does not intend to call JL Johns as 
witness. 

LUOUE.N. Justice, Dept. of. 79/12/03 Ip 


7918160202 Subpoenas ED Barnes to appear In Houston. TX on B00205. 

HlLLERiH. E. Atomic Safetg and Licensing Board Panel. 79/12/03 Ip 


—7912160209 Subpoenas F Taglor to appear in Houston.TX on 600206. 
MILLER.H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 

Ip- 


— 7912180831 Subpoenas 0 Knowles to appear in Houston.TX on 800208. 
MILLER.H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
ip. 

— 79IS180240 Subpoenas QH Qprea to appear in Houston.TX on B00130. 
HILLER. H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 

Ip- 


•7913180258 Subpoenas AH Smith to appear in Beaumont. TX on 600122. 
MILLER.H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


•7912160268 Subpoenas A Sprawls to appear in Beaumont. TX on 800124. 
MILLER.H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 

Ip- 


—7912180278 Subpoenas H Atkins bo appear in Beaumont. TX on 000122. 
MILLER.H.E. Atomic Safety and Licensing Board Panol. 79/12/03. 

«P- 

— 79121802B1 Subpoenas RM HcCulstlon to appear in Houston.TX on 800129. 
MILLER.H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 

Ip. 

— 7918180269 Subpoenas T Standish to appear in Houston.TX on B001I7. 
MILLER.H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 

*P- 


•7918180297 Subpoenas J Oreenwade to appear in Houston.TX on 800116. 
MILLER.H.E. Atomic Safety and Hcenetng Doard Panel. 79/12/03. 

Ip- 


7918120043 Third lupplemintal response to second set of intorrogaterles 
h request! for production of documents from applicant. 

Cirtlflcate of Svc end. 

CYPHERT. a. B. , PARHENTER.F. H. Jui t ice. Dep t. of. 79/11/27. 9pp. 


—7912160306 Subpoenas N Lee to appear in Beaumont, TX on S00135. 

MILLER.H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 

tp. 


7918130337 Notice of TL Austin 791217 deposition In Dallas. TX. 

CARNEY. J. A. Central .b Southwest Corp. CARNEY, J. A. Central Pouer b 
Light Co, CARNEY, J.A. Public Bervlce Co. of Oklahoma. 79/11/27. 

\ 9 - 


--791S130361 Notice of BB Hulsey 791218 deposition In Dallas. TX. 

CARNEY, J.A. Central b Southwsst Corp. CARNEY. J. A, Central Power 
b Light Co. CARNEY, J. A. Publ Ic ' Service Co. of Oklahoma. 

79/11/27. ip. 


"7912130366 Notice of PO Brittain 791216 deposition in Dallas. TX. 

CARNEY, J. A. Cantral b Southwest Corp. CARNEY, J. A. Central Rawer 
b Light Co. CARNEY.J.A. Public Sirvice Co. of Oklahoma. 

79/11/27. Ip, 


— 7912160311 Bubpoenas MU Hilberg to appear in Moustan.TX on 800207, 
MILLER.H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 

tp- 

--7913160380 Subpoenas TR Locke to appear in Nichito Falls. TX on aDOlOS. 
MILLER.H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 

Ip- 


•7918180389 Subpoenas EA Turner to appear in Houston.TX on 600131. 
MILLER.H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 

ip. 


•79181BD340 Subpoenas RJ Earhart to appear in Houston.TX on S00115. 
MILLfRsM.E, Atomic Safety and Licensing Board Panel. 79/12/03. 

IP- 


--791213037B Notice of HD Spence 791219 deposition In Dallas, TX. 
Certificate of Svc end. 

CARNEY.J.A. Cantral b Southwest Corp. CARNEY.J.A, Centra! Power 
b Light Co. CARNEY.J.A, Public Service Co. of Oklahoma. 

79/U/27, 4pp. 


7918140164 Notifies that documents discussed in 791107 Itr will be 
available at law firms for NRC Insp. Certi f Icate of Svc and. 

FLYNN, P.0, Lawenstein, Newman, Reis, Acelrad b Toll. 79/11/27. 6pp. 


—7912180349 Subpoenas JE Monahan to appear in NacorTX on 800104. 

MILL£R>H. E. Atomic Safety and Licensing Board Panel. 79/12/03. 

IP- 


— 791818(M}60 Subpoenas HL Manning to appear in Dallas, TX on 600108. 
HILLERiH E. Atonic Safsty and Licensing Board Panel. 79/12/03. 
Ip. 


•79121BD37S Subpoenas DC De La Oasa to appear In Dallas.TX on B00109. 
MILLBIfH.E. Atomic Safety and Licensing Board Pane). 79/12/03. 

>P- 



256 


DOCKETED ITEMS 


— 771SlG03ai Subpoenas 5 Diard to appear in Dallas>TX on 80010B. 

H1LLER>M. E. Atonic Safety and Licensing Boarit Penal. 79/18^03. 

Ip 


— 7912180395 Subpoenas EL Uatson to appear in DalIas<TX on 800110. 
MILLER. H E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


■79121B0404 Subpoenal JE BonduTant to appear in Doaunont.TX on B00123. 
KILLERiM.E. Atomic Safety and Licensing Board Panel. 79/12/03, 

Ip. 


— 7912100414 Subpoenas J5 Farrington to appear in DallasiTX on 790111. 
MILLER. H.E. Atomic Safety and- Licensing Board Panel. 79/12/03. 
Ip- 


”7912180423 Subpoenas R Cordor to appear In Dallas. TX on B001Q9. 
HILLER. M.E. Atomic Safety and Licensing Board Panel 79/12/03 
•Ip. 


79121104S9 Response by Public Utils Board of City of Hr ounsvillo. TX in 
support of DOJ motion for mod of ASLB 790724 order 
requesting addl discovery period. Eitension ulll altou 
thorough preparation for hear ing . Cert 1 flea te of Sve ancl 
POIRIER, M.R. Texan. State of. 79/12/05. tpp. 


7912190110 Requests util provide documents subpoenaed & produced at 
AE Haytor 791011 deposition 

BLUMe.M.n. Antitrust Division 79/12/05. Ip 


7912280&27 Supports util 791005 request for directed cert if Icat Ion of 
ASLB 791005 order re motions based upon decision of US 
District Court. Order should be revieyed due to holding that 
res judicata inapplicable to antitrust proceedings. 

KNOTTS, J.B. Texas Utilities Generating Co. KNOTTS. J.D.. AHEARNiC D 
Oebevolse E< Liberman. 79/i3/12. 37pp. 


.7912280^9 Notice of appearance in proceeding. Certificate of Sve end. 
AHEARNiC.D. Texas Utilities Generating Co. AHEARN. C. D. Dallas 
Pouer & Light Co. AHEARN.C. D. Texas Electric Service Co. 79/IB/ia 

4pp. 


791KA4DB1 Brief In opposition to applicant 791109 request that AELAB 
certify ASLB 791D05 order denying applicant motion for 
sunnary disposition. No irreparable harm. injury to public 
interest or unusual delay present to justify certification. 
CHANANIA. F. O. . HODODDN.A. Antitrust Division. 79/12/14. 31pp. 


7912270137 Order extending time to G00229 for completin of discovery, 
to B0032S For completion of expert discovery. to G0042S for 
filing vitness lists. Schedules prehearing conference for 
00090S L evidentiary hearing for B00514. 

nlLLBIiM. E. Atomic Safety and Licensing Board Panel. 79/12/14. 

0pp. 


7912310137 Motion for eitension until 800201 to file supplemental 
response to Houston Lighting t< Poyer first set of 
interrogatories . Involvement in depositions requires 
allncation of addl t Imc. U/Cer t i f i cate of Sve. 

CYPICRT.S.S. . PARMENTER. F, H. . LUQUE. N. Jus t i e e. Dop 1. o f . 79/12/M 

Bpp. 


791219013B Monthly statue rept for Wov 1979. Parties arrived at beras of 
protective order. Four scheduled depositions delay ed. Draft of 
order end. 

POIRIER.M.R. Spiegel ^,McDia^m^d. 79/12/05. Bpp. 


7912270084 Statue rept for Nov 1979. South TX Electric Cooperative, Inc 
t Medina Electric Cooperative. Inc neither initiated nor 
rocelved discovery requests. 

JDHN.O.F. South Texas Electric Cooperative. Inc. JOHN. D. F. 
Metropolltan Edison Co. JCHN.O.F. Akin. Oump. Hauer b Feld 
79/12/05. 4pp, 


7912280639 Discovery rept for Nov 1979. No discovery requests initiated 
or received- Certificate of Sve end. 

DALQUCHiH.C, Austin, TX. 79/12/06. Spp. 


7912260297 Response in support of DOJ notion for mod of ASLB 79*724 
order by extending discovery t> hearing sc h edu le. Delay needed 
to assimilate evidence b to narrou is sues. Cert i flcate of 
Sve enc 1 . 

HELLINO, B. Central b Southuast Corp. HELLINO. S, Isham. Lincoln & 
Dealo 79/12/07 lOpp 


7912260360 Memorandum in support of DOJ motion requesting mod of AGLD 
790724 or dor . P r opose d addl time for completion of discovery, 
continuation of depositions b final prehearing conference 
needed to perform s tudies. Cert 1 fl cat e of 8vc end. 

RITTB. F. H. . BURCHETTE. W. H. Texas*-Lou isiana Elec trie Cooperative, Inc. 
RITTS.f.H. Northcott Ely. 79/12/07. 6pp. 


7912270123 Discovery rept for Nov l979.FifteBn depositions taken. Third 
supplemental response to util second sat of Interrogatories 
filed. DOJ filed 791130 request for mod of 790724 ASLB order. 
CYPHEHT.S- B. Jus tice. Dep t. 0 f. 79/12/07. Dpp. 


7912310189 Opposition to util 791109 request for directed certification 
& review of ASLB order. If certification directed, collateral 
estoppel effect should not be given to fact issues 
delineated by util in another case. 

P0IR1ER.H.R. Droynsvilla.TX, POIRIER.M.R. Spiegel b McDiarmld, 
79/12/14. 18pp. 


7912260044 Answer concurring u/DOJ 791130 motion for mod of ASLB 790731 
order by extending current hearing b discovery schedule. 

Facility will be ready for fuel-loading between Aug b Nov 
1981. Certificate of Sve end. 

UESBV.R.P., CHANANIA, F. D. An t i trus t Di vl s i on. 79/12/17. Spp. 


7912260361 Opposition to util 791130 request bo compel further 
discovery . Utl 1 has not requested further discovery from NRC, 

MiC Hilling to work y/utll to arrive at mutually agreeable 
discovery schedule. Corti flea to of Sve end. 

LESBYiR.P., CHANANIA. F. D. Antitrust Division. 79/12/17. 6pp. 


7912190649 Forwards documents from files of A Qerber per request. H/o 
and. Certificate of Sve end. 

FLYNN.P.O. Loyenstein, Newman, Rols, Axolrad bToU. 79/12/17. Spp. 


7912310001 Supplementary response to first set of intorrogotorias. 
Discusses areas where utl! b Public Util Board of 
Drounsvil le, TX compote. Affl davl t of JW Wi Ison. supporting 
documentation tc Certificate of Sve end. 

UlLSaN.J.M. Brewnsvil le. TX. 79/12/19. 62pp. 


7912310161 Oppixsttion to applicant 791218 motion for protective order. 
Order filed inadvertently b conflicts y/previously agreed to 
terms. Intervsnor willing to consider modifying agreement. 
PDIRIER 1 H.R. Brownsville. TX, POIRIER.M.R. Spiegel b McDiarmid, 
79/12/19. 4pp. 


79I227D104 Discovery status ropt for Nov 1979 for Central & Southwest 
Corp. Thirteen depositions taken. 

CARNEY. J. A. Isham. Lincoln U Beals. 79/12/10 Spp. 


7912260357 nesponse to DOJ 791130 motion for mod of ASLB 790724 ardor 
by extending hearing scheduli b for ancillary relief. If 
modified, single discovery termlnetion date should bo 
adapted. Certificate of Sve end. 

BLUM,R.L. Houston Lighting b Power Co. BLUM. R, L. Baker b Botts. 
79/12/ 11, 9pp. 


7912270103 Hod of 790323 protective order. expand ing categories of 
documents considered confidential b expanding protected area 
to include documents produced by Central b South Nest Corp 
b Central b South Nest. Sves, Inc . 

MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/12/11 

2pp. 


7912200670 Notifies 
STAHL, D.M. Isham. 


of correct sve list for Central b South Uest Corp. 
Lincoln & Beale. 79/12/11. Ip. 


Q. Inspection reports, IE Bulletins b correspondence 


7912140240 Responds to IE Bulletin 79-14 re seismic analysis for 
safety-related piping sys. Requests waiver on 120-dav 
reporting requirements due to ongoing const. 

OARYiR.J. Texas Utilities Generating Co, 79/10/23. Ip. 


7912100S6S Forwards IE Info Notice 79-2B. "Overloading of Structural 
Elomants Due to Pipe Support Loads. " No response required. 
SEVFR1T.K.V. Region 4, Dallas, Office of the Director. 79/11/16. 
Ip- 


7912110537 Forwards IE Info Notice 79-29, "Loss of NoneaPety-Related 
Roaetar Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

BEVFRlTiK.V. Region 4. Dallas. Office of the Director. 79/11/16. 

•P- 


7912imsS Forwards IE Circular 79-23.. "Motor Starters b Contactors 
Failoil feu Operate. " No response required. 

8eVFRlT,K.V. Region 4. Dallas, Office of the Director. 79/11/26. 
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7912110491 Notlflis that NFIC intends to routlnelii Foruard to 
appropriate state public util regutatorij groups It state attg 
ganerel ofcs copies of escalated enforcement correspondence 
sent bg NRC to licensees. 

SEYFRITiK.V. Region A, Dallas. Office of the Director. 79/11/36. 
>P- 


7913190096 Foruards IE Circular 79-34. "Proper Installation b Calihr of 
Core Sprag Pipe Break Detection Equipment on DURs. " No 
written retponse riquired. 

EEVFRlf.K.V. Region 4. Dallas. Office of the Director. 79/11/36. 
tp- 


7913190193 FoT'Uards IE Bulletin 79-27. "Loss of Non-Claes IE 
Inatruaiantation (■ Control Power Sgs But During Operation.'' 

No urltten response required. 

BEYFRIT.K V. Region 4. Dallas. Office of the Director. 79/11/30. 
Ip- 


7912310S67 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Nancoapllances. 10CFR31. “ No action required. 

EEYFRIT.K V. Region 4. Dallas. Office of the Director. 79/13/06. 
4pp. 


7918200333 Pomrards IE Bullotin 79-38. "Possible Malfunction c»f Namca 
liodal E61QD 4.1inlt Suitchei at Elevated Tempt. " Action 
required. 

EEYFRIT.K V. Raglon 4. Dallas. Office of the Director. 79/13/07. 
• Ip. 


7918200S9S Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Raiponsi Spectra." No uirlttan response required. 

BEYFflir.K.V. Region 4. Dallas. Office of the Director. 79/13/13. 
Ip. 


DOCKET 8rN-90-447 OEBEAR-SSS 


A. Appltcatlon/constructlon stage documents b correspondence 


7918130493 Forwards Revision 3 pages to OE rapt 33A4369. “Interifl 
Contalnnent Loads Rept - Hark III Cantalnmsnt. " Proprlatarg 
version withheld <ref IOCFn3.790). 

EHEHUOQD. 0, 0. Oenaral Electric Co. 79/11/30. 2pp. 


— 7913130900 fisvlaion 3 pages to 3864369. "Interim Containment Loads 
flipt - Hork III Containment." nonproprletarg version. 

REVTER.P.. STANCAVAOE. P. P. . lANNI.P.U. Oeneral Electric Co. 
2864369. 79/11/31. I79pp. 


DOCKET 90-44B DOUOLAS POINT NUCLEAR STATION. UNIT 1 


A. Applicatlon/coiiftructlon stage documents b correspondence 


7918100650 Forwards detailed comments bg CM Dillupi on aquatic lectlons 
of draft ORNL tostimong re alternative site analgsli. Aquatic 
Bssesenent falls to support concluilon that no alternative 
sites are bettor than Douglas site. 

LEAR. 0. Environmental Bpeclaliste Branch. 79/13/09. 7pp. 


H. Antitrust correspondence 


7918370103 Hod of 790323 protectlvo order, eiipand log categories of 
docucenti considered confidential b eipandlng protectad area 
to include documents produced bg Central b South Meet Corp 
b Central b South Mast Svci. Inc. 

HtLLER.H. E. Atonic Safetg and Licensing Board Panel. 79/12/11. 
8PP- 


DDCKET SO-449 DOUCLAQ POINT NUCLEAR STATION. UNIT 8 


A. Applicatlon/cnnstruction stage documents b correspondence 


7913180690 Forwards detailed commente bg CM Billups on aquatic aactions 
of draft ORNL tastimong re Hlternatlva elte analgsie. Aquatic 
asaessaent falle to support conclusion that no alternative 
sites are better than Douglas elte. 

i.EARi'O, Envlronmsntal Spsclaltsts Branch. 79/12/09. 7pp. 


Antitrust correspondence 


7911300021 Identifies documents not produced in Southwestern Electric 
Power Co document production, Documents necestarij for rsvlew. 
Production date will be set et Hertleg deposition. 

Certificate of 6vc end. 

QREENiD.O, Louenetelm Newman. Reiti Axelrad b Toll, 79/11/01. 9pp. 


DOCKET SO-452 CREENUDQD ENERGY CENTER. UNIT 2 


A. App Heat ion/construct I on stage documents b correspondence 


7912110864 Discusses NRC plans to use generic analgses to develop oarlg 
vorlfieatlei) program to resolve ATMS Issue for PURs b BURs. 

Success of program depends on industrg response. Supports 
formation of auners groups to provide necessarg Info. 

DENT(m.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


C. Utllitg Environmental Report <ER>. amends b correspondence 


7918180269 Notifies that review of Suppl 3 to environ rept is 
fruspendedi due to licensee indication that licensing effort 
has ceased. 

DALLARDiR.L. Environmental Projects Branch 1. 79/11/16. ip 


8. Reportable occurrences. LERs b related correspondence 


791KBOOS8 Act receipt of 791120 interim rept re racewag hanger support 
1 Imitations. Final rapt wilt bo reviewed upon receipt. 

FIORELLI.O. Region 3. Chicago, Reactor Construction b Engineering 

Support Branch. 79/12/12. Ip. 


DOCKET 90-433 OREENUaOD ENERGY CENTER. UNIT 3 


A. App Ilea t ion/construct Ion stage dacumants b correspondence 


7918110264 Discusses NRC plans to use generic analgses to develop oartg 
vartflcation program to resolve ATMS issue for PURs b BMRs, 

Success of program depends on industrg response. Supports 
formation of owners groups to provide nacBssarg info. 

DENTON.H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


C. Utllitg Environmental Report lER). amends b correspondence 


7913180269 Notifies that review of Suppl S to environ rept Is 
suspended I due to licensee indication that licensing effort 

has ceased. 

BALLARD. R.L. Environmental Projects Branch 1. 79/11/16. Ip. 


8. Reportable occurrences. LERs b related correspondence 


79183SOOSa Act receipt of 791120 interim rept re raceway hanger support 
1 imitations. Final rept will be reviewed upon receipt. 

FIORELLI.O. Region 3, Chicago. Reactor Construction b Engineering 

Support Branch. 79/lS/lS, Ip. 


DOCKET 30-494 BYRON STATION, UNIT 1 

A. Application/construction stage documents b correspondence 


7913140011 Forwards NRC position on status b appl icabi 11 1 g to pending 
OL applications of results of TJil followup actions. Outl ines 
mddl short-term actions to bo taken. 

VASB/U.LO. S. B. Division of Project Hanag etnen t. 77/09/37, 41pp. 


7913110264 SIscuBset NRC plans to use generic analgses to develop earlg 
verification program to resolve ATMS Issue for PMRs b BMRs. 

Success of program depends on industrg response. Supports 
formation of owners groups to provide necessarg Info. 

OENTON.H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7913110433 Notification of 791218 meeting w/util.INEL b Sargent b Lundg 
In Bgron Station. IL re orientation of NRC personnel b IHEL 
ravlau pereonnol relative to facilltg structure. 

HOONiC.H. Light Mater Reactors Branch 4. 79/13/04. 2pp. 


-7912110447 Notification of 791219 meeting w/util.INEL b Sargent b Lundg 
In Chicago. IL re selection of structural drawings for NRC 
audits b independent analgses. 

HOON.C. U. Light Mater Reactors Branch 4. 79/13/04. Ip. 


-7913110463 Notification of 791319 meeting u/util, INEL b Sargent b Lundg 
in Braiduood Station. IL ri orientation of NRC personnel b 
INEL review personnel relative to facilltg structuree. 

HaCM.C.M. Light Hater Reactors Branch 4. 79/13/04. Ip. 


-7918110475 Notification of 791820 nsetlng w/utl 1. ANL. Ueetinghouse b. 
Sargent & Lundg in Argonnt. IL re identification for util of 
general info omieslon In Chapter 7 of FSAR. concerning 
instrumentation b control. 

HJON.C. M. Light Mater Reactors Branch 4. 79/12/04. 8pp. 
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79I231034S Foriuards ravised pages to CE-l-A. "Com* 6d QA Prograa fop 
Nuclear OoneratiTig Stations^" Revision 11. 

JANECEK.B.F. Commonuo a 1 th Edison Co. 79/12/20. Ip 


— 7912310359 Revised pages to CE-1-Ap "Comm Ed OA Program for Nuclear 
Generating Stations," Revision 11. 

« Coeimonuieal th Edison Co. CE-l-A. 79/11/21. I6pp. 


F. Security, medical, emergency 8, fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const & OL review. Appl Icants required to make certain 
emergency arrangements u/state & local organ 1 1 atlons ti 
submit emergency plans per Reg Guide 1. 101. 

VASSALLO. 0. B. Division of Project Management. 79/11/21. &pp. 


7912040235 Forwards Revision 1 to physical security a Ians. Revision 
withheld <ref 10CFR2. 7901. 

PEOPLES/D.L. Commonwealth Edison Co. 79/11/26. Ip. 


0. Adjudicatory correspondence 


7912060545 Submits updated info as followup to 79III1 progress rapt 
on continuing negotiations between app 1 1 can t , 1 ntervenors 8i 
MRC. Statements on position furnished to Int er f enor s. NRC b 
applicant responses to contentions will be filed by B00209. 

KAHKAN, M. Hearing Branch 2. 79/11/27. 2pp. 


7912260363 Statement of c onlen t ions. App I i cant should re-evaluatn dose 
impacts of projected routine releases of radioactive matls 
to determine cumulative ef fee ts. AppI leant incapable of 
operating within NRC regulat ions. Cert if i eat * of Eve end. 

MAHLER, J. DeKalb Area Allianco for Responsible Energy. MAKLERiJ. 
Slnnlsslppl Alliance for the Environment (SAFE), 79/12/10. iSpp- 


H. General correspondence 


7912280605 Discusses 791204 title change of manager of nuclear 
operations to vice pres i den t. Organ! lati on structure not 
altered. No revision will be made to QA program toptcal rspt 
CE-i-A until organisation structura is delineated. 
JANECEK.R.F, Commonwealth Edison Co. 79/12/19. Ip- 


Q. Inspection reports, IE Bulletins b correspondence 


791205053a Forwards IE Insp Repts 50-454/79-14 b 50-455/79-14 on 
790911-28 b notice of violation. 

FIORELLIiO. Region 3, Chicago, Reactor Construction b Enginaaring 

Support Dranch. 79/10/25. 2pp. 


— 7912050542 Notice of violation from insp on 790911-2B. 

• Region 3, Chicago, Office of the Director 79/10/23. 2pp. 


— 79120305S4 IE Insp Repts 50-454/79-14 b 30-455/79-14 on 790911-2B. 
Noncoirp 1 iance noted: i nadequate procedures b failure to 
follow procedures re qualification of personnel b inadequate 
document control. 

UlLLIAHSi C. C. . SUERHANN. J. F. , MAXHELLiQ.F Region 3. Chicago. 
Office of the Director. 79/10/23. 23pp. 


791220D377 Forwards IE Insp Repts 50-454/79-16 b 50-455/79-16 on 
791023-25 b notice of violation. 

FIQRELLIiO. Rogion 3, Chicago, Reactor Construction b Engineering 

Support Dranch. 79/11/07. 2pp. 


— 7912200582 Notice of violation from Insp on 791023-25. 

• Region 3. Chicago, Office of the Director. 79/11/06. ip. 


“7912200589 IE Insp Repts 50-484/79-16 b 50-455/79-16 on 791023-25. 
Noncomp 1 i ance noted: Inadequate procedure ri observation of 
welding activities In Unit 1. 

LEE.E.U., DANIELSON, D. H. Region 3, Chicago, Office ef the 
Director. 79/11/06. 6pp. 


7912050106 Forwards IE Circular 79-22, ''Stroke Times for Power Operated 
Relief Valves." No response required. 

KEPPLER.J, a. Region 3, Chicago, Office of the Director. 79/11/16. 
Ip- 


7912100213 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
iiEPPLER. J. 0. Region 3, Chicago. Office of the Director. 79/11/16. 


7912110557 Forwards IE Info Notice 79-29. "Loss of Nonsaf ety-Re lal ed 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

REPPLEB»J.O. Region 3. Chicago. Office of the Director. 79/11/16. 
*P- 

79I20SD344 Forwards IE Dulletln 79-26, "Doron Lose From CHR Control 
Blades." No response required. 

Ifgppi.g{), J. O. Region 3, Chicago. Office of the Director. 79/11/20. 

Ip- 

7912100417 Forwards IE Circular 79-24. "Proper Installation b Callbr af 
Core Spray Pipe Break Detection Equipment on QHRs. " No 
written response required. 

KEPPLERi J. O. Region 3, Chicago. Office of the Director. 79/1S/S6- 

*P. 

7912140187 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No written response required. 

KEPPLER, J. 8. Region 3. Chicago, Office of the Director. 79/11/26. 

Ip- 


7912110395 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement corns pondanca 
sent by NRC to licensees. 

KEPPLERiJ.O. Region 3, Chicago, Office Of the Director. 79/11/28. 

tp. 

791219029? Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
InatTueentatlon b Control Power Sye Dus During Operation." 

He vritten response required. 

KAPLER, J.O. Region 3, Chicago, Office of the Director. 79/11/30. 

Ip. 


7912140056 Forwards IE Info Notlea 79-30, "Reporting of Defects b 
Noncenpliancesr 10CFR21. " No action or rosponte required. 

KEPPLER’J.O. Region 3. Chicago. Office of the Director. 79/l3/()'6.. 

tp. 

7912200086 Forwards IE Bulletin 79-28, "Possible Malfunction of Ninco 
Modal EAiao Limit Switches at Elevated Temps, " Action 
raquired. 

KEPPLER.J. 8. Region 3, Chicago, Office of the Director. 79/12/10. 

Ip. 


DOCKET 50-459 BYRON STATION, UNIT 2 


A. f^plicatt on/c onstruc t Ion stage documents b correspondence 


7912110011 Forwards NRC position on status b applicability to finding 
01. applications of results of THl followup ac t ions. Out lints 
addl sbort-term actions to be taken. 

V/^SM.LOi D, B. Division of Project Management, 79/09/27, 41pp. 


7912110264 Discusses NRC plans to ubb generic analyses to dsvalop sarly 
verification program to resolve ATUS issue for PURs b BNRs. 

Success of program depends on Industry response. Supports 
fornatlon of owners groups to provide necessary info. 

DENTCDi.H.R. affics of Nuclear Reactor Regulation. 79/10/17. 3pf. 


7912110435 Notification of 791218 meeting w/util,lNEL b Sargsht b Lundy 
in Byron Station, !L re orientation of NRC personnel b INEL 
ravleu personnel relative to facility structura. 

KQON.C. H. Light Hater Reactors Branch 4. 79/12/04. 2pp. 


— 7912110447 Notification of 791219 meeting w/utll,INEL b Bargent b Lwndy 
In Chicago. IL re selection of structural drawings for NRC 
audits b independent analytes, 

KDON.C.U. Light Mater Reactors Branch 4. 79/12/04. If. 


— 7912110479 Notification of 791220 meeting u/ut i 1, ANL. Uest Inghouia k 
Sargent b Lundy in Argonne.IL re Identification for util of 
geniral info omission in Chapter 7 of FSAR, concerning 
liiitrumintation b control. 

MIHlNiC.M. Light Mater Reactors Branch 4. 79/12/04. 2pp. 


7912310348 Forwards revised pages to CE-l-A, "Comm Ed OA Program for 
Nuclear Oinerating Stations." Revision 11. 

JAMECEK. 8. F. Commonwealth Edison Co. 79/12/80. ip. 


--7912310359 Revised pages to CE-l-A. "Comm Ed QA Program for Nuclear 
Generating Stations," Revision 11. 

• Commonwealth Edison Co. CE-l-A, 79/11/81. 16pp. 
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F. Bieuritij. msblcal. emergency !< fire '”'‘’2®* 

7?180<10471 Forward* info re upgraded emergency plan* to plants under 
conifc U OL review. Appl leant* required to make certain 


inergency arrangements w/state U local organi latlona & 
iubalt etnirgency plans per Reg Oulde 1.101. 

VABSALLO. D. 0. Division of Project Management. /v/ii 


/St. dipp. 


icurlty p Ians. Rivl tion 
ll/Sd>. Ip. 


VABSALLO 

7918040205 Forward* Revision I to physical 
withheld (ref 10CFR3.790). 

PEOPLEflj D. t. Commonwealth Edison Co. 7‘ 

a. Adjudicatory correspondence 

79ia0i094& Bubmit* updated info as followup to 791111 progress rept 
on continuing negotiations between appl leant. In tervenors Sc 
NRC. Btatements on position furnished to onnano 

applicant responses to contention* will be filed by 800209. 
HAHHANiH. Hsaring Drench 2. 79/11/27. 2pp. 

79t22603fr3 Statement of content ion*. App lleant should re-evaluote dose 
impacts of projected routine releases of radioactive matls 
to determine cumuletiv# effects. Appl leant incapable of 
operating within NRC regolat ions. Cert 1 ficate of Sve •"'1- 
HAULER. J. DeKalb Area Alliance for Responsible Energy. MAHLERiJ. 
ainnlstlppl Alliance for the Environment (SAFE). 79/12/10. 15pp. 

H. Oeneral correspondence 

7912200608 Discusses 791204 title change of manager of nuclear 
operation* to vice pr**ld*nt. Organliatlon »tructup# not 
altered, No revl*lon will he made to QA program topical rept 
CE-I-A until organiiation etructore Is delineated. 

JANECEK.R.F. Commonwealth Edison Co. 79/12/19. Ip. 


7912100417 Forward* IE Circular 79-24. "Proper In® 

Core Spray Pipe Break Detection Equipment on BWH*. no 

urltton response required. t. , rcj/n/oi 

KEPPLEH.J.C Region 3. Chicago. Office of the Director. 79/11/26. 

Ip. 

7912140IB7 Forward* IE Circular 79-23, "Motor Starter* !< Contactors 
Failed to Operate." No written response required. 70/11/26 

KEPPLER.J.O Region 3. Chicago, Office of the DirectOT, 79/11/26. 

Ip. 

7912110395 Notifies that NRC Intends to routinely forward to 
appropriate state public util rogulalory group* b state attg 
general ofca copies of escalated enforcement correspondence 

KEPPLER.J.e. Region 3. Chicago, Office of the Director. 79/11/20. 

ip- 

7912190207 Forwards IE DuUetin 79-27. “Loss of Non-Class IE 
Instrumentation t. Control Power Sys Bus During Operation. 

No written response required. 7 o/ii/-in 

R^PLER.J.O. Region 3 , Chicago. Office of the Director. 79/ll/JO. 

Ip- 

7912140056 Forwards IE Info Notice 79-30. "Reporting of Defects S. 

Noncompllances, 10CFfl2l, " No action 7c,/,2/06 

KEPPLER.J-O- Region 3. Chicago. Office of the Director. 79/ia/U6. 

ip- 

7912OTOOB6 Forward* IE Bulletin 79-2B, "Possible Malfunction of Namco 
Model EA180 Unit Switches at Elevated Temps. Action 

HyPLrafj-O. Reaion 3, Chicago, Office of the Director. 79/12/10. 

tp- 


DOCKET S0-4S6 BRAIDWODD STATION. UNIT 1 


Q. 


Inspection reports, IE Bulletins V correspondence 


A. Application/eanstpuctlon stage documents 


79180S0S3B Forward* IE Insp Rept* 50-4S4/79-14 1, 50-455/79 14 on 

790911-20 L notice of violation. , r, . 

FtCRELLl.O. Region 3, Chicago, Reactor Construction I. Engineerinn 

Support Branch. 79/10/25. 2pp. 

—7912050542 Notice of violation from Insp on 

* Region 3, Chicago, Office of the Director. 79/10/23. 2pp. 

--7912060554 IE Insp Repts 50-484/79-14 h 50-453/79-14 on 790911-28. 
Noncenpliance noted; Inadequate procedures t. failure to 
follow procedures re qualification of personnel <i Inadequate 

H^L.LtAMLc*C^ silERMANN, J. F, . MAXWELL. O.F. Region 3, Chicago. 
Office of the Director. 79/10/23. 23pp. 

7912200977 Forwards IE Insp Rept* 50-454/79-16 «> 90-453/79-16 on 

791023-23 l< notice of violation, „ ^ t r«n« 

FlDHELLl.O. Region 3. Chicago, Reactor Construction 8 < EnglneerlnB 

Support Branch. 79/11/07. 2pp- 

— 7912200502 Notice of violation from insp on 791023-29. 

e Region 3, Chicago. Office of the Director. 79/11/06. Ip. 

—7912200909 IE In*p Repts 50-494/79-16 6 50-495/79-16 on 791023-25. 
Noncgmpllanee noted: inadequate procedure re observation of 
welding activities in Unit 1. 

LEE. E. U. , DANIELSON, D, H, Region 3. Chicago, Office of the 
Director. 79/11/06. 6 pp. 

7912050106 Forward* IE Circular 79-22, "Stroke Time* for Power Operated 
Relief Valves." No response required. 7 Q/ityi* 

KBPPLER.J.O, Region 3. Chicago. Office of the Director, 79/11/16. 

IP. 

7912100213 Forward* IE Info Notice 79-20, "Overloading of Btruetwrml 
Element* Due to Pipe Support Loads." No response , 0 / 11 / 1 *. 

KEPPLEB.J.O. Region 3, Chicago, Office of the Director. 79/11/1 . 
Ip. 

7918110957 Forward* IE Info Notice 79-29, "Lps* of NonsaPety-ReUted 
ReacioT Coolant ay* Instrumentation During Operation. No 
•peclfie action or response required. . u lo/ti/t*. 

KEPPLER.U, 0. Region 3. Chicago, Office of the Dirietor. 79/11/16. 

sp. 

7912090344 Forward* IE Bulletin 79-26, "Boron Loss From BHR Control 
eiades. " No response required. . .la/.i/isn 

KEPPLERiJ.O. Region 3, Chicago, Office of the Director. 79/11/20. 
Ip. 


7912110011 Forwards NRC position on status ?, ^PP ‘ pending 
OL applications of results of THI followup ac t ions. Out 1 ines 

addl short-term actions to he taken. ,0/00/97 41dd 

VASSALLOi D. B. . Division of Project Management. 79/09/27. 4lpp. 

7918110264 Discusses NRC plans to use generic 

verification program to resolve ATWS issue for PWRs h DHRs. 

Success of program depends on industry response. Supports 
faraation of owners group* to provide necessary 3 

DENTONiH. R. Qfficft of Nuclear Reactor Regulation. 79/10/17. upp. 

7912110439 Notification of 791218 meeting u/util.lNEL 6 *■ 

In Boron Station. IL re orientation of NRC personnel 6 INEL 
review parsonnel relative to facility 

HOaN.C.H. Light Hater Reactors Branch 4. 79/12/04. 2pp. 

—7918110447 Notification o# 791219 meeting w/util, INEL t. Sargent b Lundy 
in Chicago. IL re selection of structural drawings for NRC 
audits & independent analyses, 

HOCIN.C. H. Light Water Reactors Branch 4. 79/12/04. ip. 

—7918110463 Notification of 791219 meeting w/util. INEL «- Bargent b Lundy 
in Braidwood Station. IL re orientation of NRC payonneL b 
INEL rovlBW personnel relative to ‘ 

HOON,C.W. Light Hater Reactors Branch 4. 79/12/04, Ip. 

—7918110479 Notification of 791220 "'e*'=ing w/uti 1. ANL. Wes t Inghouse b 
Bargent b Lundy In Argonne, IL re Identification for util of 


general info omisslon’In Chapter 7 of FSAR, concerning 
instrwstantatlon b control. 

HaONiC.U. Light Water Reactors Branch 4 


79/12/04. 2pp. 


7912310348 Forwards revised pages to CE-l-A. 
Nuclear Oenerating Stations," Revision *1' 
JANECEHiR. F. Commonwealth Edison Co. 79/12/20. 


Comm Ed QA Program for 


ip. 


—7918310399 Revised pages to CE-l-A, "Comm Ed QA Program for Nuclear 
* CoBBioTluBalth Edison Co. CE-l-A. 79/11/21. 16pp. 

F. Sacurity. medical, emergency b fire protection 

7912040471 Forward* info re upgraded emergency plans to plants under 
const *« OL review. Applicants required to make certain 
emergency errangements u/stabe *c local organiiation* b 
submit aaergency plans per Reg Oulde 1.101. ,o/ii/ui Ann 

VABSMi-O. D. S. Division of Project Management. 79/11/21. 6 pp. 
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79J20403aS Forwards fievision 1 (o phgsical security p Ians. Revlston 
withheld (ref lOCFOa. 790). ^ ^ 

PEOPLES. D.L. ConmionwBalth Edison Co. 79/n/3£. Ip. 


0. Adiudieatory correspondenc 


7912030539 Advises of 790912 const suspension followins issuance o» IL 
CoMerce Comoission 790912 rale order affirmed on 791012. 

Date of resunption of const still undetermined. ASLB mill be 
informed of future changes. 

MlflPHY.P.H. Ishao, Lincoln 1 Beale. 79/10/S4. 3pp. 


H. General correspondence 


7912300086 Forwards IE Bulletin 79-28. “Possible Malfunction of Hemco 
Model EAIBO Limit Suitclies at Elevated Tempt. " Action 
rofuired. 

MCBPi gp..i n Region 3. Chicago, Office of the Director. 79/13/10. 
Ip- 

U. Congressional/Eiecutlve Correspondence 


7912370043 Responds to 790B29 Itr re 0 Topolsti 790B23 concern about 
const of nuclear plant over shaft mines & underground water. 

Deep aino shafts have been sealed b slurry trench designed 
to prevent water seepage out of cooling lake. 

OOS8ICK.L. V. Office of the Eaecutlve Director for Operatlona. 
79/10/17. 2pp. 


7912200603 Discusses 791204 title change of manager of nuclear 

operations to vice president. Organlial i on structure not DOCKET 50-487 DHAlDHOaD STATION, UNIT 2 

re fx ’ te made to QA program topical rapt — — — 

■AVer organiiation structure is delineated. A. AppUeation/construction stage documents b correspondence 

JAfECEK.R.F. Coaunnnuealth Edison Co. 79/12/19. Ip. 


0 . Inspection repor ts, IE Bulletins b correspondence 

50-436/79-12 b 50-437/79-12 on 

790925-20 b notice of Violation. 

FIOHELLI.O. Region 3. Chicago. Reactor Construction b Engineering 
Support Branch. 79/10/24. 2pp 

7912060040 Notice of violation from insp on 790925-28. 

negion 3. Chicago, Office of the Director. 79/10/33. Ip. 


7912110011 Forwards NRC position on status b applicability bo pending 
Ol. applications of results of TNI follouup actions. Outlines 
addl short— term actions to be taken, 

VA8SMJ.0> 0. D. Division of Project Hanagoment. 79/09/37. 41pp. 


7912110264 Discusses NRC plans to use generic analytes to develop early 
verification program to resolve ATUQ Issue for PMRs b DURs. 

Success of program depends on Industry responso. Supports 
faraution of owners groups to provide necessary Info. 

DENTMiH.R. Office of Nuclear Reactor Regulation. 79/10/17- 3pp. 


-7912060063 IE Insp Repts 30-456/79-12 b 50-457/79-12 on 790933-38. 
A? failure to have procedures for eontrel 

criJLirTDfi?i»^2^2^®^ during •xtended shutdoun. 

SCHWIBINI.E.R^, JONES.C.E., WILLIAMS, C . C. Regions. Chicago, 
□ffiee of the Director. 79/10/33. .7pp. 


Circular 79-32. “Stroke Times for Power Operate) 
kIp^LER Vr**- required. 

rtrpLlifl. J. G. Region 3, Chicago. Office of the Director. 79/11/16. 


7912100213 Forward 
Eleeents Due to 
HEPPLER.J. 0. 

Ip- 


s IE Info Notice 79-20. "Overloading of Structural 
ripe Support Loads." No response reguired. 

Region 3. Chicago. Office of the Director. 79/11/16. 


7912110447 Notification of 791319 meeting w/utll INEL b Bargant <> 1.undy 
in Chlcaso. tl- re selection of structural drawings for NRC 
audits b indepsndent analyses. 

tiOON.C. H. i-ight Water Reactors Branch 4. 79/12/04. Ip, 


— 7912110463 Notification of 791219 meeting w/utll. INEL b Sargent b Lundg 
in Braiduood Station. IL re orientation of NRC personnel b 
- INEL revieiu personnel relative to facility structures. 
nCXW.C.U, Light Water Reactors Branch 4. 79/12/04. Ip. 


— 7912110475 Netificatlon of 791230 meeting lu/ut 1 1. ANL. Westlnghouie b 
Sargent b Lundy in Argonne. IL re Identification for util of 
general info omission in Chapter 7 of P9AR> concerning 
Instruaentatlon b control, 

Mna4.C.U. Light Water Reactors Branch 4. 79/12/04. 2pp. 


^’nf«lorcnnl“'®I'^e Notice 79-29. "Less of Nonsafety-Relatad 

sHc '"'k^>""«ntation During Operation. ■■ No 

S^PI^ER J S " n" re,iulr.d. 

Ip » - > Refflon Of Chicagof Offica of the Dlractpr. 79/11/16. 


Bulletin 79-26, "Boron Loss From DHR Control 
Blades. No response required 

HCTPLEH.J.G. Region 3, Chicogo, Office of the Director. 79/11/S 


791231034S Forwards revised pages to CE-1-A> “Comm Ed QA Program for 
Nuclear Generating Stations." Revision 11. 

JAieCEK.R.F. Commonwoalth Edison Co. 79/12/20. ip. 


— 7912310359 Revised pages to CE-l-A. "Comm Ed QA Program for Nuclear 
Oenerating Stations." Revision 11. 

• Commonwealth Edison Co. CE-l-A. 79/11/31. 16pp. 


F, Security, medical, emergency b fire protection plans 


79I2I004I7 Forwards IE Circular 79-24. “Prop. 

w^luf^rL Equipment , 

wrlllen response required 

KOTPLER.J.O, Region s/chlcago. Office i 


Installation b Calihr of 
BURS. “ No 

the Director. 79/11/26. 


7912040471 Forwards Info re upgraded emergency plans to plants undar 
const b OL review. Appl leant s required to make certain 
eaergancy arrangements w/state b local organlzatlans b 
submit emergency plans per Reg Ouide 1. 101. 

VAfi3ALL0.D.B. Division of Project Management. 79/11/21. 6pp. 


’’’paiJedVSoera^ ’’-23. “Motor Starters b Contactors 

KEPPLEfl J response required, 

jp. ‘ ' RsBlon 3. Chicago. Office of the Director. 79/11/26 


7912040285 Forwards Revision 1 to physical security plans. Revision 
withheld Iref lOCFRQ. 790). 

PEWLES.D.L. Commonwealth Edison Co. 79/11/26. Ip, 


’"'apiinpHatrsJir routinely for 

gSSeral ofes coSl.rof Lca!lud®“*t*“''^ ®T'’* * 

sont by NRC to Ucensoos ‘ ‘ ^ enforcement correi 


orward to 
state atty 
pondenee 


KEPPLER. J.O 

tp 


Region 3. Chicago, Offica of the Director. 79/11/28. 


B. Adjudicatory corrotpondence 


79120SDS39 Advises of 790912 const susptnslon following Istuanco of EL 
Caaaerce Comnlsslon 770912 rate order affirmed on 791012, 

Data of resumption of const still undetermined. ASLB will bo 
Informed of future changes. 

tfURPHV.P.H. Isham. Lincoln b Deals. 79/10/24. 3pp. 


”lnl”umInmion'‘2 79-27. “Loss of Non~Cl«». IE 

No written JesponaB'’5!eJuired“*'‘ “ 

KAPLER, J.O. Region 3, Chicago. Office of the Director. 79/II/3( 


791S140056 FOTuards IP Tne^ ili v 

NcnceapUances.loCFRS - No D^fkcts 6 

KEPPLER.J.O. Reolon T response required. 

Ip, M»9ion 3. Chicago. Office of the Director. 79/13/06. 


H. Benaral correspondence 


7912^0603 Dlscusiea 791204 title change of manager of nuclear 
operations to vice president. Qrganl zation structure not 
altered. No ravlslon will be made to OA program topical rept 
CE-l-A until erganiiation structure is delineated. 
JANECEKift.F. Commonwealth Edison Co. 79/12/19. Ip. 
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{i. Impaction raportti IE Bulletins (< correspondance 


791S0&QO413 Forwards IE Insp Repts 50-456/79-12 b SO-457/79-ia on 
79092S-28 6 notice eP violation. 

FIQRELLIfO. Region 3. Chicagoi Reactor Construction ti Enginaerinfl 

Support Branch, 79/10/24. Spp. 


"7912060048 Notice of violation froffl insp on 790925-28. 

• Region 3> Chicago. Office of the Director. 79/10/23. ip. 


—7912060063 IE Insp Repts 50-456/79-12 I. 50-457/79-12 on 790925-28. 
Nonconpl lance noted: failure to have procedures for control 
of lafety-ralated activities during extended shutdoun. 
BCHMEIDINZ. E. R. > vKlNES.C.E.. HILUIAHS. C. C. Regions. Chicago. 
Office of the Director. 79/10/23. 7pp. 


DOCKET 50-453 RIVER BEND STATION. UNIT 1 


A. Appllcatian/construction stage documents 6 correspondence 


7912110264 Oiscusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PWfls t> DURs. 

Success of program depends on industry response. Supports 
fornatloti of owners groups to provide necessary info. 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912050353 Foruards " A1 ternat iveo Studied to Hininlte Impact on Port 
Hudson Battlefield Natl Historic Landmark." Two oversiie 
aarlal pho tomosalcs & two mylar overlays of battlefield end 
t« available In Central Files only. 

UEIfiAHD.J.O. Oulf States Utilities Co. 79/11/30. 2pp. 


7912050106 Forwards IE Circular 79-22. "Stroke Tioiis for Power Operated 
Rallaf Valves." No response required, 

KEPPLER.U.O. Region 3. Chicago. Office of the Director. 79/11/16. 
JP- 


-79I20S036B "Alternatives Studied to Hinimlie Impact on Port Hudson 
Battlefield Historic Natl Landmark." One oversize map end 
b available In Central Files only. 

• Oulf States Utilities Co. 79/11/30. 31pp. 


7918100213 Forwards IE Info Notice 79-28. "Overloading of Structural 
EJeaants Duo to Pipe Support Loads. " No response required. 
KEPPLEA.O.e. Region 3. Chicago. Office of the Director. 79/11/16. 
lp> 


7912110557 Forwards IE Info Notice 79-29. "Lose of Nonsafety-Related 
Reactor Coolant Bys Instrumentation During Operation." No 
spadflc action or response required. 

KEPPLERt^f. 0. Region 3. Chicago. Office of the Director. 79/(1/16. 
IP- 


7912210335 Advises of plans to submit OL applications for docketing 
on 801201. in response to NRC request. 

MEIOANDiJ.S. Oulf States Utilities Co. 79/12/12. ip. 


F. 8ecurity< medical, emergency b fire protection plans 


7912040471 Foruards info re upgraded emergency plans to plants under 
const b OL review Applicants required to make certain 
•isergency arrangements u/state b local organizations b 
aubalt emergency plans per Reg Oulde I. 101. 

ViffiSALLO. D. D. Division of Project Management. 79/11/21. 6pp. 


7912050344 Forwards IE Bullatln 79-26. "Boron Loss From BUR Control 
Blades. * Ho response required. 

KEPPLERaJ. 0. Region 3. Chicago. Office of the Director. 79/11/20. 
IP- 


7912100417 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Cere Spray Pipe Break Detection Equipment on BNRs. " No 
written response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/26. 
Ip- 


79J21401B7 Foruards IE Circular 79-23. "Motor Starters b Contactora 
Failed to Oparate. " No written response required. 

KEPPLERjJ. 0. Region 3. Chicago. Office of the Director. 79/11/26. 
>P- 


7912110395 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofee copies of escalated enforcement correspondence 
sent bg NRC to licensees. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/28. 

Ip- 


7912190207 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrunintation b Control Power Sys Bus During Operation," 

No wrl'ttcn response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/30. 

Ip. 


7912t4CX>56 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Nnnconpllances. 10CFR21. " No action or response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/12/06. 

Ip- 


7912200086 Forwards IE Bulletin 79-28, "Possible Helfuncbion of Nameo 
Hsdel EA180 Limit Switches at Elevated Temps," Action 
required. 

KEPPLER.J.O. Region 3, Chicago. Office of the Director. 79/12/10. 
Ip. 


U- Congress 1 one 1/Eiecutive Correspondence 


7918270043 Responds to 790829 Itr re 0 Topolskl 790825 concern about 
const of nuclear plant over shaft mines b underground water. 

Deep mine shafts have been sealed b slurry trench designed 
to prevent water seepage' out of cooling lake. 

0DB8ICK.L.V. Office of the Executive Director for Operations. 
79/10/17. Spp. 


Q. Inspection reports. IE Bulletins b correspondence 


7912070137 Forwards suppl updating 790911 response to IE Bulletin 79-15 
■’Deep Draft Pump Deficiencies." Response to Inquiries 4-6 
not applicable. 

MEIOANO. J. O. Oulf States Utilities Co. 79/10/23. 2pp. 


79I206DSS1 Responds to IE Bulletin 79-23. Emergency diesel generators 
are designed b supplied for operation u/flooding primary 
neutral. Testing program will be outlined in FBAR. 

UEIBANO.J.O. Oulf States Utilities Co. 79/10/26. 2pp. 


791210(»57 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
SEVFRIT.K.V. Region 4, Dallas. Office of the Director. 79/11/16. 

Ip- 

7912110^6 Foruards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

SEVFRIT.K.V. Region 4. Dallas. Office of the Director. 79/11/16. 

Ip. 

7912110278 Forwards IE Cii-cular 79-23, "Motor Starters b Contactors 
Failed to Operate." No response required. 

SEYFHIT.H.V- Region 4. Dallas. Office of the Director. 79/11/36. 

Ip. 


7912110472 Kottfiea that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

SEVFRIT.K.V- Region 4, Dallas. Office of the Director. 79/11/26. 
Ip- 

7912190040 Forwards IE Circular 79-24, "Proper Installation b Calibr of 
Core Spray Pipe Break Dotection Equipment on BHRs. " No 
written response required. 

^FRIT.K. V. Region 4, Dallos. Office of the Director. 79/11/26. 

Ip- 

7912190174 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dus During Operation. " 

No written response required. 

SEVFRlTiK.V. Region 4, Dalles. Office of the Director. 79/11/30. 

ip. 

7912310260 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Nancoapliances. 10CFR2i. " No action required. 

BEYFRIT.*,. V. Region 4, Dallas. Office of the Director. 79/12/06. 
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7712500310 Foruarita IE Dull«tin 79-SB. "Pos«i&le Halfunctian oF Nanco 
Model EAIBO Limit Switches at Elevated Tempt. " Action 
required. 

SEVFRIT.H-t* Region di Dallasp Office of the Director. 79/12/07. 

Ip 


7712SB0582 Foruarde IE Info Notice 79-31. "Use of Incorrect Anpllfieil 
Response Spectra." No uritten response required. 

BEVFRIT.K.V. Region 4, Dellas. Office of the Director. 79/12/13. 
•p. 


S. Reportable occurrences. LERs S< related correspondence 


7712060993 PNO-I V-79-0I2 : on 791005 3t.W Identified irregularities in 
concrete matl tests conducted bq Southuestern Labs. Safety- 
related concrete placement halted until Pittsburgh Testing 
Labs completes sample testing. 

DBERO. C.R. . CRDSSMAN.H. Region 4. Dallas. Office of the Director. 
79/11/06. 2pp. 


DOCKET 50-459 RIVER BEND STATION. ONIT 2 


A. App 1 i cat ion/cons t rue 1 1 on stage documents ti correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATNS issue for PHRs U BURs. 

Success of program depends on industry response. Supports 
formation of ouners groups to provide necessary info. 

DENTON. H, H, Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912050353 Forusrds "Alternatives Studied to Hinimiis Impact on Port 
Hudson Battlefield Natl Historic Landmarl." Two oversiie 
aerial photomasalcs &■ tuo mylar overlays of battlefield end 
& available in Central Files only. 

HEIGAND.J.e. Oulf States Utilities Co. 79/11/30. 2pp. 


— 7912050369 "Alternatives Studied to Minimlie Impact on Port Hudson 
Battlefield Historic Natl Landmark." One ovarslit map end 
tc available in Central Piles only. 

» Qolf States Utilities Co. 79/11/30. 3lpp. 


7912210336 Advises of plans to submit OL applications For docketing 
□n 601501. in response to NRC request. 

HEIOAND.U. G. Gulf States Utilities Co. 79/15/13. Ip. 


F. Security, medical, emergency !. fire protection plans 


7912040471 Foruiards info re upgraded emergency plans to plants under 
const {< OL revi ew. Ap p 1 i cants required to make certain 
emergency arrangements ui/state ti local organ! latl ons b 
submit emergency plans per Reg Guide 1 lOI. 

VASSALLOi D. D. Division of Project Nsnagement. 79/11/21. 6pp. 


0. Inspection reports. IE Dulletins t< correspondence 


7912070137 Forwards suppl updating 790911 response to IE Dullettn 79—19 
"Deep Draft Pump Deficiencies." Response to Inquiries 4-6 
not applicable. 

UEIOAND.J.O. Gulf States Utilities Co. 79/10/22, 2pp. 


7912060551 Responds to IE Bulletin 79-23. Emerg oncy diesel generators 
are designed t< supplied for operation w/Flooding primary 
neutral. Testing program will be outlined in F9AR. 

UEIGAND. J. G. Gulf States Utilities Co. 79/10/26, 2pp. 


7912100257 Forwards IE Info Notice 79-2 Bj "Over 1 oad ing of Structural 
Elements Due to Pipe Support Loads." No response required. 
SEVFRIT.K.V. Region 4. Dallas. Office of the Director, 79/11/16. 
Ip. 


7912110526 Forwards IE Info Notice 79-29. "Loss of Nonsafoty-Re lafced 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 79/11/16. 
Ip. 


7912110270 Forwards IE Circular 79-53. "Motor Sterters fc Contactari 
Failed to Operate." No response required. 

SEYFRIT.K. V, Region 4. Dallas. Office of the Director. 79/11/26. 
IP- 


79121£0472 Notifiee that NRC intends to routinely forward to 
appropriate state public util regulatory groups 6 state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

SEYFRIT.K. V. Region 4, Dallas, Office of the Director. 79/11/26. 
Ip- 


7912190040 Forwards IE Circular 79-34. "Proper Installation U Cablbr e( 
Core Spray Pipe Break Detection Equipment on BURs." No 
uritten response required. 

SEYFRIT.K. V. Region 4. Dallas, Office of the Director. 79/11/26 

JP- 


7912190174 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation 6 Control Power Sys Bus During Operation." 

No written response required. 

SEVFRIT.K-V. Region 4. Dallas. Office of the Director. 79/U/30 

»P. 


7912310260 Forwards IE Info Notice 79-30. "Reporting of Defects 1. 
Nonconpllances. 10CFR21. " No action required. 

SEVFRIT.K-V. Region 4. Dallas. Office of the Director. 79/12/06. 
App. 


7912200210 Forwards IE Bulletin 79-20. "Possible Malfunction of Haaco 
Model EAI80 Limit Switches at Elevated Temps, " Action 
required. 

SEYFRIT.K. V. Region 4, Dallas. Office of the Director. 79/12/07. 

Ip. 


7912330562 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

SEVFRIT.K-V. Region 4. Dallas. Office of the Director. 79/12/13. 
IP- 


8. Reportable occurrences. LERs t. related correspondence 


7912060S98 PNO-IV- 79-015: on 791005. 88<W identified irregularities in 
concrete tnatl tests conducted by Southwestern Labs, Safety- 
related concrete placement halted until Pittsburgh Testing 
Labs Eoepletes sample testing. 

aSERO.C.R.. CRaSEHAN.U. Region 4. Dallas, Office of the Dlrictor. 
79/11/06. 2pp. 


DOCKET SO-460 UPPBS NUCLEAR PROJECT. UNIT 1 


A. Applicatlon/cnnstruction stage documents t< correspondence 


7912110264 Discusses NRC plans to use generic analyses to devalep lartg 
verlficat.lon program to resolve ATUS issue for PHRs (. BNRs. 

Success of prograin depends on industry rttponso, Supports 
fornation of owners groups to provide necessary info. 

DEHTOM.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912060476 Forwards responses to NRC 791025 Itr requesting info r< 
sensitivity of primary coolant sys behavior to feedwater 
transients t, status of various sys. Includes recammenditlons 
for plant changes. 

RENBERGER.D. L. Washington Public Power Supply System. 79/I2/D3. 

200pp. 


7912180626 Notifies of plans to submit HNP-1/4 FSAR for acceptanci 
review by 600530 & UNP-3/5 F9AR by B10630. 

RENBEROEA. D. L. Uaahlngton Public Power Supply System. 79/12/17. 

If- 


7912280566 Forwards XN-NF-103i "Hater Content of Solid Hatl by 
Electrolysie. " re testing moisture of low-hydrogen 
electrodes. 

RENBQIOERi D. L. Uashlngton Public Power Supply System. 79/12/20. 
2pp. 


—7912280571 “Hater Content of Solid Hatl by Electrolysis," Revlilon 6 
to Procedure P69201 for testing moisture of low-hydrogen 
electrodes. 

• Eiicn Nuclear Co., Inc. (subs, of E»xon Corp. ). XN-NF-103. 

79/01/10. 13pp, 


F. Security^ medical, emergency L fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plant! under 
const 6 OL review. Applicants required to make certain 
eaergeocy arrangements w/state & local organl lat t ons (i 
subnit emergency plans per Reg Guide 1. 101. 

VASSALLOi D. 8. Division of Project Management. 79/11/21. 6pp. 


a. Inspection reports, IE Dulletins b correspondence 


7912100285 Forwards IE Info Notice 79-2B. "Overloading of Btructurli 
Elenents Duo to Pipe Support Loads." No response required, 
EN^LKEN.R.H, Region 3. Ban FranclscD, Office of the Director. 
79/11/16. Ip. 
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791S110522 Forwards IE Info Notice 79-29i "Loss of Nonsaf ety-Uelatad 
Reactor Coolant Sys Instrumentation During Operation. '* No 
specific action or response required. 

EKOELKEN. R. H. Region 5i San Franclscoi Office of the Director. 
79/11/16. Ip. 


7912070031 Forwards IE Circular 79-24i "Proper Installation ti Calibr of 
Core Spray Pipe Break Detection Equipment on BNRs. " No 
response required 

ENOELKENi R. H. Region Si San Franciscoi Office of the Director. 
79/11/26. tp. 


7912110274 Forwards IE Circular 79-23i "Motor Starters t Contactors 
Failed to Operate." No response required. 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/11/26. Ip 


7918110500 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups U state atty 
general ofcs copies of escalated enforcement correspondence 
sent by NRC to licensees. 

ENOELKENi R. H. Region 5i 'San Francisco. Office of the Director. 
79/11/26. Ip. 


Q. Inspaetion reports. IE Bulletins fa correspondence 


791S2600S7 Forwards IE Insp Rept 50-461/79-09 on 790924-2B fa 1004--06. 

Ho nencompl Lance noted. . 

FIORELLl^e. Region 3. Chicago. Reactor Construction fa Engineering 


Sluiifiorb Branch. 


7«? / 1 1 /no 


— -7912260091 IE Insp Rept 30-461/79-09 on 790924-20 fa 1004-06. No 
noncompllance notei:Major areas inspected: fol lowup on items 
of noncoopllance. review of ASME certification & reactor 
vassei lift installation implementing procedures. 

KND^iR.C.i WESCOTT. H. H. . VANDEL.T.E. Region 3. Chicago. Office 
of th« Director. 79/ll/OB. 7pp. 


7912090120 Forwards IE Circular 79-22. "Stroke Times for Power 
Relief Valves." No response required. 

H^PLERtJ.G. Region 3. Chicago. Office of the Director. 

Ip. 


Operated 

79/11/16- 


7912100223 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elcaenfes Due to Pipe Support Loads. " No response required. 

KB^PLER. J. e. Region 3. Chicago. Office of the Director. 79/U/io. 

Ip.- 


7913190161 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation fa Control Power Sys Bus During Operation. ^ 

Ho written response required. 

ENOEL«EN. R. H. Region 5. San Francisco. Office of the Director. 
79/11/30. Ip. 

7712310279 Forwards IE Info Notice 79-30. "Reporting of Defects fa 
Honcompliances. 10CFR21. " No action required. 

ENQELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/12/06, 4pp. 

7913300252 Forwards IE Bulletin 79-28, "Possible Malfunction of Nameo 
NodeJ EA180 Limit Switches at Elevated Temps." Action 
required. 

ENOELKEN. R. H. Region 5, San Francisco, Office of the Director. 
79/12/07. Ip. 


7912110581 Forwards IE Info Notice 79-29. "Loss of Nonsaf ety-Re la ted 
Reactor Coolant Sys Instrumentation During Operation, " No 
specific action or response required. 

KEPPLER.J.C. Region 3. Chicago. Office of the Director. 79 /li/io. 

*P- 

7912050304 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 
Blades.** No response required, 

KEPFLER.J.O. Region 3. Chicago, Office of the Director. 79 /ll/wu. 

Ip- 

7912100435 Forwards IE Circular 79-24. "Proper Installation fa Calibr of 
Core Spray Pipe Break Detection Equipment on BMRs. " No 
written response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79 /li/wo. 

ip- 


7918200626 Forwards IE Info Notice 79-31. "Us# of Incorrect Amplified 
Response Spectra." No written response required. 

ENOELKEM. R, H. Region S. San Francisco, Office of the Director. 
79/12/13. ip 


7912110262 Forwards IE Circular 79-23, "Mot 
Failed to Operate. " No response required. 
KEPPLBI.J.O. Region 3. Chicago. Office 

Ip- 


or Starters fa Contactor! 
of the Director. 79 / 11 / 26 . 


S. Reportable occurrences. LERs fa related correspondence 


7912190745 PHO-V-79-4: on 790606. NRC received eight allegations re 
faulty const of util sacrificial shield wall. Three were 
substantiated by NRC:concrete voids in wall fa visually 
rejeetable & improperly located welds in structure. 

BISHOP. T.W.. DODDS, R.T. Region 5. San Franc isco, , Of flee of the 
Director. 79/10/12. 2pp. 


DOCKET SO-461 CLINTON POWER STATION, UNIT 1 

A. App 1 Icatlon/construct ion stage documents fa correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PWRs fa BMRs. 

Success of program depends on Industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 

79120606S2 Notification of 791204-05 meeting u/util in Clinton. IL to 
assess Const status, 

BUCKLEViD. C. Light Mater Reactors Branch 1. 79/11/26. 4pp. 


7912110430 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups fa state atty 
general ofcs copies of escalated enforcement correspondence 
sent fay NRC to licensees. 

KEPPtERfJ.O. Region 3. Chicago, Office of the Director, 
ip- 


79/11/26 


7912190S24 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation fa Control Power Bys Dus During Operation." 
Ho mritten response required. 

KEPPLER.J.O. Region 3, Chicago. Office of the Diractor. 

ip- 


79/11/30- 


7912140ra7 Forwards IE Info Notice 79-30, "Reporting of Defects fa 
Moncompliances, 10CFR21, “ No action or response required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79 /iJ/ue>. 

Ip. 


7912200123 Forwards IE Bulletin 79-28. “Possible Malfunction of Namco 
Model EA180 Limit Switches at Elevated Temps." Action 

KEPPLER.J.O. Region 3. Chicago, Office of the Director. 79 / 12 / 10 . 
IP- 


7912070266 Supplements response to FOIA request for documents re 
facilities fa Reed Rept, Forwards documents listed In App A. 

CARR.J. C. Division of Rules and Records. 79/11/26. 3pp. 

791S0S0483 Requests approval for use of ASME Code Cass N-240 to etempt 
certain piping from hydrostatic testing. 

WULLER.O.E. Illinois Power Co, 79/11/30. 2pp: 


F. Becurity. medical, emergency fa fire protection plans 


7912040471 Forwards Info re upgraded emergency plans to plants under 
const & OL review, App 1 icants required to make certain 
emergency arrangements u/state fa local organiiatlont fa 
lubmit emergency plans psr Rag Guide 1.101. 

VABSALUOj D. B. Division of Project Management. 79/11/21. 6 pp. 


7912040270 Forwards physical security plans & safeguards contingency 
plan. Plans withheld (ref 10CFR2, 790). 

KOCK.L. J. Illinois Power Co. 79/12/01. Ip. - 


8 . Reportable occurrences. LERs & related correspondence 


7912030105 PN8-I1I-79-001: on 791 103, te lephone bomb threat received. 
First shift evacuated fa search conducted. No device found 
(i second shift cojnmincfd work. 

DONAHUE. J.F. Office of Inspection & Enforcement. Office of the 
Director. HIND, J. A. Region 3, Chicago. Safeguards Branch. 

79/11/06. Ip, 


DOCKET 30-462 CLINTON POWER STATION. UNIT 2 


A. AppilcatlDn/constructlon stage documents fa correspondence 

7908070310 Forwards NUREO/CR-0660. "Enhancement of Onsite Emergency 
Diesel Generator Reliability." Requests eomments. W/o end. 
VA8SALL0. D. 9. Assistant- Director for Light Hater Reactors. 
79/04/18. 3pp. 
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7912110364 Discusass NRC plana to uae seneric analyses to develop eerlg 
verification program to resolve ATHS issue for PHRs U DWRs 
Success of program depends on industry response, Supports 
formation of owners groups to provide necessary info. 

DENTONpH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912070266 Supplements re 
facilities t< Reed Rept. 
CARRp J. C. Division o 


sponse to FQIA request for documents re 
Forwards documents listed in App A. 
if Rules and Records. 79/11/26. 3pp. 


7912050483 Requests approval for use of A8ME Code 
certain piping from hydrostatic testing. 
WULLERiO.E. niinols Power Co. 79/11/30. 2pp 


Case N-240 to exempt 


F. Security, medical, emergency L fire protection pla 


7912040471 Forwards info re upgraded emergency plans to plants unde 
const 1. QL review. Appl icants required to mate certain 


emergency arrangements w/state 6 local organizations 6 
sutmit emergency plans per Reg Guide 1.101. 

VAS3ALL0. D. a. Division of Project Management. 79/11/21. 


6pp, 


791204027B Forwards physical security plan' 
plan. Plans withheld (ref 10CFR2 790). 
KDCKiL.J. Illinois Power Co. 79/12/01. 


& safeguards contingency 
Ip- 


Q. Inspection reports. IE Dulletjns 


!< correspondence 


7912050128 Forwards IE Circular 79-22. "Btrole 
Relief Valves." No response required. 

KEPPLER. J. 0. Region 3, Chicago. Office of 
ip. 


Times for Power Operated 
the Director. 79/11/1*. 


7912100233 Forwards IE Info Notice 79-28, "Overloading of Structural 

KEP?!er J G* “■ o'"! " required. ** 

KEPPLER.J, 0. Region 3, Chicago. Office of the Director. 79/11/1*. 


79121106Q1 Forwards IE Info Notice 79-29. "Loss 
Reactor Coolant Sys Instrumentation During Op 
specific action or response required. 
KEPPLER.J. 0. Region 3. Chicago. Office of 

Ip- 


of Nonsaf e ty-Related 
eratlon. " No 

the Director. 79/11/16. 


bulletin 79-26. "Doron Loss From DHR Control 
Blatfea, " No response required. 

KEPPLER.J, 0. Region 3, Chicago- Office of the Director. 79/11/20. 


DOCKET 50-4*3 RtIDM GENERATING STATION. UNIT 1 
A. Appllcatlon/constructlon stage documents & correspondence 


generic analyses to develop tarly 
varlf icatlon program to resolve ATWS Issue for PHRs tc BURs. ^ 

Success of program depends on industry response, Supports 
iSr-SJ-V®" ouners groups to provide necessary Info. 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/10/17, 3 pp. 


DOCKE T 50-4 *6 ALLENS CREEK NUCLEAR STATION. UNIT 1 
~ *> >**^* **°"^*=°"**'‘“^t^°n stage documents L correspondence 






THI-2 accident review fc NUREG-057a to facilities under 
const. Forwards addl info to be considered in development of 
finjl plant design it procedures. 

VASSALLO. D. B. Division of Project Management. 79/10/10. 4pp. 




/Vl2ll^4 Discusses NRC plans to use generic analyses to develop ear 
verification program to resolve ATWS issue for PHRs 6 DWRs. 

Success of program depends on industry response. Supports 
ouneps groups to provide necessary info. 

DEMT0N.K.R. Office of Nuclear Reactor Regulation. 79/10/17 3pp 


FROELICH.R. M. Environmental Projects Branch 1, 79/11/06, 6pp. 


79IS2101flB Forwards “Containment 
incorporating 0 £ load definlti 
change to containment dome, 
TURNERjE.A. Houston Lighting 


Structures Design Rep t, Revi slon 2" 
on info & documenting design 

it Power Co. 79/12/20. ip, 


'7912210194 "Containment Structures 
• Ebasco Services, Inc. (subs 
150pp. 


Design Rept. Revision 2. " 
of Enierch Corp. >. 79/12/31. 


B. Utility P reliminary Safety Analysis Report, amends 

7912210209 Forwards Amend 54 to P8AR, 

TURNER, E. A. Houston Lighting i Power Co. 79/12/20. Ip. 

— 7912210211 Amend 34 to PSAR. 

TURNER, E.A. Houston Lighting i Power Co. 79/12/11. 200pp. 


7912100435 Forwards IE Circular 79-24. "Proper 
Core Spray Pipe Dreat Detection Equipment on 
«d>ribten response required 

KEPPLEH.J.O, Region 3, Chicago. Office of 


Installation i Callbr of 
BWRs. " No 

tho Director. 79/11/26. 


7912110262 Forwards IE Circular 79-23. "Motor Start 
Failed to Operate. " No response required. 

KEPPLER.J, 0. Region 3. Chicago, Office of the Director 


s i Contac tors 


79/11/26 


^l--^-** "***^ ' emergency i fire protection plans 


NRC Info reguirenents < 
Indicated. 

H(ION.C.H. Light Wat 


791204 meeting w/utlls in Dsthesda.HD re 
emergency preparedness. Room change 

Reactors Branch 4. 79/11/16. lipp. 


6. Adjudlcatery correspondence 


7912110430 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups t state atty 
bj enforcement correspondence 

KEPPLER.J. 0. Region 3, Chicago. Office of the Director. 79/lI/B 


7912190224 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 

wr.iryfr" * " *■ Sys Dos During Operation. " 

No upitten response required. 

KEPPLER.J 0. Region 3, Chicago. Office of tho Director. 


79/H/3( 


79121400B7 Forwards IE Info Notice 79-30, "Reporting of Defects I, 

Klp"pLEn iT"*' -ospoSse required, 

KEPPLER.J, 0. Region 3, Chicago, Office of the Director. 79 / 12/0 


Bulletin 79-28, "Possible Malfunctlc 
Model EAISO Limit Switches at Elevated Temos. " Artinn 


required. 
KEPPLER.J. 0, 
Ip- 


leveled Temps. " Action 
Region 3, Chicago, Office of the Director, 


of Named 
79/{2/10. 


7912060002 
SCOTT, J. 


Forwards intorvenor TX PIRO fifth set of 
Texas Public Interest Research Group. 


Interrogatories, 
79/11/02. 10pp. 


/VI214021B Dleeueset NRC Itr re possible Jan 1979 discussion 
. I*?r“I*'’5***''®* Newman. Reis, Axelrad 

* Toll. Cenfirms that discussion could have taken place 
during Feb 1979 rat# proceeding. 

SCOTT, J. Texas Public Interest Research Group. 79/11/06. 2pp. 


u7 r . «n>ro set of interrogatori ei. TX 

Transportation hazardous matls regulations 
*• Daytown (< La Porte tunnel. 

certificate of Sve end, 

LOUERRE,R.H. Texas, State of. 79/11/07. 6pp. 




nancompltonce re discovery requests. Intervener did not 
resubmit answers to applicant first 6 second set of 
Interrogaterles.Certlflcate of Sve end, 

COPELAND. J.e. Houston Lighting «< Power Co. COPELAND, J. 0. 
Botts. 79/11/09. 19pp. 


Baker li 


7912140ira Response to third set of interrogatories, Submits info re 
sale of coneervstlon retrofits, sale of eletrldty by 
applicant, passive solar technique !< east of passive 
retrofit. Certificate of Sve end. 

JOHNSON, C. Texas Public Interest Research Group. 79/09/07, 6pp. 
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7?1S140929 notion to difffllfs Intirvonon BA HcCortl* U C Hindarataln 
fron procaading. Inttrvonort fallad to comply u/ABLB 790827 tc 
1009 orderi raquaiting complata antuen to applicant 
Intarrogatoria*. Cartlf icata of 8vc and. 

COPELANDi J. 0. • NEUMAN. J.R. Houaton Lighting (i Pouar Co. 

COPELAND. J. 0. Batar b Botta. 79/11/09. lip. 


7912120006 Anawars to util third let of intarrogatorias rt Contaniiona 
9.10.14 tt 17. Cartlficati of Svc end. 
nCGORKLE. D. A. Affiliation Unknoun. 79/11/13. 4pp. 


7912170246 Raaponaa to JF Ooharty aitth act of intarrogatorias. Includes 
info on inboard ays leakage. closure of isolation valves in 
contalnaiant purge sys (c PSAR Drawing 1. 2~B. Af f idavi t i> 

Certificate of Bvc and. 

COPELAND. J. 0. . NEUMAN. J.R. Houston Lighting Sc Pouar Co. 

COPELAND. J. e. Baker Sc Batts. 79/11/13- 7pp. 


7912100471 Response in opposition to R Alexander 791010 petition to 
intervene. Petition untimely u/o good causa established. 

Petitioner failed to establish interest Sc to submit 
litigable contentions. Certificate of Svc and. 

NEUMAN.J.R.. COPELAND. J. 0. Houston Lighting Sc Pouar Co, NEUMAH.J.R. 
Lowenstein. Newman. Reis. Axelrad Sc Toll. 79/11/14. 9pp. 


7912120478 Saaks denial of util 791109 request for dismissal of 
Intervenor TX PIRO, No violations of rules or orders 
Identified. Speculation re motives cannot be basis for dental 
of due process rights. Certificate of Svc end. 

SCOTT. 0. Texas Public Interest Research Group. 79/11/14. 16pp< 


7912140193 Clarifies Jan Sc Feb 1979 talcons u/RN Laio of A8LB re delay 
in Issuance of A8LB order reflecting results of Nov 1978 
prehearing conferenca. 

NEUMAN.J.R. Lowenstein. Neuman. Rais. Axelrad Sc Toll, 79/11/14. Spp. 


7912190104 Clarlfias exchange of correspondence among Bcott.ABLB t. law 
firm from Jan 1979 through prasint.Tuo talcons u/RH Laio in 
Jan Sc Feb 1979 did not daal u/substanca of matter currently 
before ASLB Sc are not uithln NRC ex parte rule. 

NEUMAN.J.R. Lowenstein. Neuman. Rci s. Axelrad Sc Toll. 79/11/14. Stpf. 


7912060078 Ordar granting parties 49 days from 791022. to complete 
discovery re previously admitted contentions. Orants 120 days 
from same date re stipulated contentions, H Harner Sc 
Individuals permitted to make limited eppearenco may appeal. 
UOLFEc 8. J. Atomic Safety and Licensing Board Panel. 79/11/19. 

10pp. 


7912060212 Order notifying JH Kamras of ASLB 790824 order denying 
790620 petition to intervene. Order in question not served on 
petitioner. May be appealed uithln 10 days of present svc. 

UOLFEi 8. J. Atomic Safety and Licensing Board Panel. 79/11/19. Ip. 


"7912060220 Order denying JH Kamras 790824 petition to Intarvena, 
Petition untimely. Contention speculative, Certificate of Svc 
end. 

UOLFE.S.J. Atomic Safety and Licensing Board Pansl. 79/C>6/aM). 
Spp. 


791219<il92 Forwards all documents requested in 791030 Itr except list 
of research info Itrs. Requests that documents relevant to 
procaadlng Issues be identified. U/o end, 

SOHiNKIcS. M. Hearing Branch 3. 79/ll/i9. Ip. 


7912060223 Order denying T) Alexander 791018 petition to interveno. 
Limited appearance may be made. Order may bo appealed to 
A8LAB uithin 10 days from svc. 

UOLFE.S.J. Atomic Safety and Licensing Appeal Panel. 79/11/80. 

2pp. 


7912080198 Requests new updated copies of environ rapt tc P8AR. 

UOLFE.S.J. Atomic Safety and Licensing Board Panel. 79/11/Sl. Ip. 


7912120086 Requests to reply to intervenor TX PIRO 791114 response to 
applicant 791109 motion to dismiss intervenor from 
proceeding, Seeks opportunity to address nau contradictory 
factual assertions. 

COPELAND. J, 0, Houston Lighting t> Power Co. COPELAND. J. 0. Baker fc 
Ootts. 79/11/21. 2pp. 


—7912120067 Reply to intervenor TX PIRO 791114 brief ra applicant 79U09 
notion to dlsmlis Intirvenor. Intervenor disregarded NRC 
790712 order ra identification of witness to answer 
interrogatories. Certificate of Svc and, 

COPELAND. J. 0. Houston Lighting b Power Co. COPELAND. J, B. Baker b 
Botts. 79/11/21. 3pp. 


7918170035 Response in opposition to Houston Lighting 1< Power 791181 
ention k answer to TX PIRG reply re motion for intervenor 
disaissal. Clarifies position on Doherty responses to util 
interrogatories. Excerpt of TX PIRO answers end. 

SCOTT. J. Texas Public Interest Research Group. 79/11/36. 0pp. 


7918170046 Response to fifth set of interrogatories. Answers 
Interrogatories 1-31. Certi f icate of Svc end. 

COPELAND. J. 0. Houston Lighting k Power Co. COPELAND, J. 0. Baker k 
Botts. 79/11/36. 20pp 


791S0S0132 Discusses request from PA Polasek-Rhodes to intervene. Since 
no requirements fulfilled to intervene. 1 tr being treated as 
request to make limited appearance statement. NRC has no 
abjection to making of such statemsnt. 

SaiINKI.S.M. Hearing Branch 3. 79/11/27. Spp. 


7918190078 Notifies that applicant believes ASLB should treat undated 
Itr from PA Polasek-Rhodes as request to make limited 
appearance statement. Document is untimely for petition to 
intervene, gives no contentions k fails interest requirement. 
lEtOiAN.J.R. Lowenstein. Neuman. Reis, Axelrad b Toll. 79/ll/SB. Spp, 


7918100479 Response in opposition to applicant 791109 notion to dismiss 
BA HcCorkls k C Hinderstein as parties for failure to 
respond to interrogatories. Untimeliness of HcCorkle filing 
has not prejudiced applicant. Supports Hinderstein dismissal. 
BOHIISI.S. H. Hearing Branch 3. 79/11/89. Ip. 


—7918100488 Response in opposition to applicant 791109 motion requesting 
iisalssal of TX PIRO. Although atty-client privilege wrongly 
invoked. TX PIRO should be given opportunity to provide basis 
for contention re exports. U/Ccrtiflcoto of Bvc. 

BOHINKI.S.H. Hearing Branch 3. 79/11/89. 6pp. 


7918180237 Notice of appeal of SJ Uolfe 791119 order denying full party 
status in plan CP proceedings. Requests oxtentlon to file 
detailed brief. 

11UB.LEn.E. F. Affiliation Unknown. 79/11/29. 2pp. 


7912100337 Requests clarification of ASLB 791119 order re stipulated b 
withdrawn contentions by JF Doherty. Differences between 
order b trenseript refs re number of withdrawn contentions 
should be defined. 

kKni}HEAD>C.P. Hearing Branch 3. 79/11/30. Spp. 


79181400DS Response to intervenor JF Doherty seventh request for 
documents. Submits list of available b unavailable docuaents. 
Certificate of Svc end. 

C»>ELANO. J. 0. Houston Lighting b Power Co. COPELAND. J. 0. Baker b 
Botts. 79/11/30. Spp. 


7912130094 Requests order to compel NRC to answer 790525.0606.0717 b 
0731 interrogatories. 

HttlERTy.J.F. Afflllatian Unknown. 79/18/03. ip. 


7918140DS9 Order granting extension until 791213 for EE Hiller to file 
supplemental brief re ASLB 791119 order treating Hiller 
790710 petition as request to make limited appearance 
statement, rather than as petition to intervene. 

BISHOP, C.J, Atomic Safety and Licensing Appeal Panel. 79/13/03, 
Spp. 


7912170001 Requests extension until 800137 for discovery re Contentions 
3 b S-9.NRC has not responded tn intervenor interrogatories, 

Eitanelon would cause no delay in licensing process due to 
licensing moratorium. Cirtl ficate of Svc and. 

DI»ralTy.J.F. Affiliation Unknown. 79/12/03. Spp. 


7918170002 Contention 45 re need for addl lateral support in reactor 
core. Contention untimely due to delayed availability of 
fEMEO/CR-lOlB. Certificate of Bvc end. 

OaiERTV.J.F. Affiliation Unknown. 79/18/03. 2pp. 


7918310188 Risponse to applicant motion to dismiss. Intervenor has 
responded to all interrogatories. Certificate of Svc end, 
HCCtKKLE.B.A. Affiliation Unknoun. 79/13/03. 2pp. 


7918120381 Order granting 30 addl days for applicant to complete 
discovery on TX PIRO contentions. Applicant b TX PIRO shall 
confer informelly to communlcete problems. 

UOLFE, 8. J.. Atomic Safety and Licensing Board Panel. 79/12/04. 9pp. 


7918120389 Order deferring ruling on applicant 791109 motion to discuss 
Iniarvanors BA McCorkla b C Hinderstein. Olrscts Intervenors 
to answer certain questions by 791817. ASLB will rule upon 
applicant motion after 791817. 

UOLFE.S.J. Atomic Safety and Licensing Board Panel. 79/18/04. Spp. 


7912140032 Forwards corrected Page 2 of 'applicant 791121 reply to TX 
PIRO brief in response to licensee motion to dismiss. 

COPELANDi J. 0. Houston Lighting b Power Co. 79/11/26. 2pp. 
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7913140006 Response to intervenor JF Dohertij sovanth sat of 
Interrogatories Answers Interrogatories 7-1 t^^ough 7-9. 

Certificate of Svc end. 

COPELAND. J. Q. Hnuston Lighting U Power Co. COPELAND. J. 0. Dakar ti 
Qotti. 79/13/04. lOpp. 


7913360631 Notice of appeal of ASLB 791119 order denging 6A Doggett 
790717 petition to intervene Alleges defects In FR 790613 
supp lenentai notice of intervention procedures. 

DDOOETT.S.A. Affiliation Unknown. DOOOETT.S.A. Daggett. 3. A. 
79/13/04. 3pp. 


791331016B Requests eitension for filing notices of appeals b 
supporting briefs for DD Weaver. PL Streilen b K Otto. 
Certificate of Svc end. 

D0GETT.5.A. Af f i 1 la 1 1 on Unknown. DOGETT.S.A. Daggett. 6. A. 
79/13/04. 4pp, 


—7913310170 Notice of appeal of PL Streilen ASLS 791119 order ruling 
that PL Streilen 790617 Itr be treated as request to make 
limited appearance statement rather than as request to 
intervene. A1 leges denial of due process b fair notice. 

DDCGETT.3.A. Af f i 1 1 at i o n Unk noun, DDOGETT.S.A. Doggett. 8. A. 
79/12/04. Ip. 


—7912310176 Notice of appeal of K Dtto to ASLB 791119 order ruling that 
K Otto 790716 b 0913 Itrs be treated as requests to make 
limited appearance statement rather than as request to 
intervene. Asserts denial of due process b notice. 

DDGOETr.S.A. Af f i 1 i at i on Un k noun. DDOOETT.S.A. Doggett. S. A- 
79/12/04. Ip. 


— 7912310163 Notice of appeal fo DD Ueavir. basod on denial of dua procaas 
& fair notice. of ASLB 791119 order ruling DD Weaver 790717 
itr be treated as request to male limited appearance 
statement rather than as request to intervene. 

DOGGETT. S. A. Affiliation Unknown. DDQGETT.S.A, Doggett. S, A. 
79/12/04. 2pp. 


7912140091 Slith set uf i nt errogator 1 es. Reque s ts Info re power plant 
const to determine hou much power conservat Ion ulll 
obviate facllltg. 

JOHNSONiC. Teios Public Interest Research Group. 79/13/05. 2pp- 


7912140179 Ack receipt of NRC 791130 response to applicant request for 
dismissal of intervenor TX PIRO.No objection to granting 
eitension to TX PIRG. Intervenor McCorkle should ba 
d ismissed. due to failure to answer interrogatories. 

NEWNAN.J.R. Lowenstein. Neuman. Reis. A< el red b Toll. 79/13/03. Spp- 


7912160170 Requests that util be compelleil to respond to Interrogatarg 
10 of intervenor fifth set of Interrogatorl es. Answer needed 
to determine correct position re Contention 7. Cert if 1 cato of 
Svc end. 

SCOTTiU.N.. JOHNSONiC. Teias Public Interest Research Group. 
79/13/05. 6pp. 


7912170307 Response to first set of interrogatories. Bubmlts info re 
ATWS. recirculation pump. role of costs in safetu div b 
evaluation of QWRs. Prof qualifications fo CW Koan.UL Brooks 
& AC Thadani end 

SDHINKl.S. N. Nearing Branch 3. 79/13/06. 24pp. 


— 7912170309 Response to second set of interrogator les. Bubml ts info re 
combustible gas control sy s. rad iolg t ic generation of 
hydrogen b breaks in ECCS.Prof qualifications of JA Kudrlek 
MB Fields end. 

SOHINKIiS.M. Hearing Branch 3. 79/12/06. 9pp. 


— 7913170213 Response to 790717 set of Int erroga tor i os. Bubmi ts info rq 
publication of Insp results. void collapse during 
overpressure trans lent. rod control b info sys b location of 
dryuell containment breakers. 

SOHINKI.S M. Hearing Branch 3. 79/12/06, 6po. 


•7912170215 Response to fifth set of inlorroga tories. Subml ts info ro 
coot/benefit of const crossing at Allens Creek b use of high 
flui signal rather than high pressure signal for initiating 
reactor scram. 

6DH1NH1.S M. Hearing Branch 3. 79/12/06. 3pp. 


— 791S170221 Response to sirth set of Interrogatories, Submits info re 
witness for effect of pool swell on safety featuros* safety 
design of suppression pool b computer codes far predicting 
containment pressure. 

SDHINKI.S. t1 Hearing Branch 3, 79/12/06. 7pp. 


•7912170225 Response to seventh sot of interrogator les. Answers 
Interrogatories 1-3 b S.flW Froelich b CH Wood affidavits b 
Certificate of Svc end. 

SOHINKI.S. H. Hearing Branch 3. 79/12/06. Bpp. 


7912140081 Errata to raopanse to NRC second set of interrogatories. 
Page l.Raquast liLlne 13 should road "five lb" rather than 
“five tons. " 

JQHWSQN.C. Teias Public Interest Research Oroup. 79/1S/07. Ip. 


7912S700S3 Notifies that environ rept b PSAR have been forwarded under 
separata cover.in response to 791121 request. 

BIODLE.C.T. Baker b Botts. 79/12/07. Ip. 


791817016S Opposes intervenor JF Doherty 791203 request that ASLB 
ceapel addl reiponses by NRC to intervenor discovery 
raquasta.NRC responded to all outstanding interrogatories on 
791206. Certificate of Svc end. 

SOHINKI. a. H. Hearing Branch 3. 79/12/10. 3pp. 


7913170173 Discusses reaction to intervenor 791203 motion to compel 
discovery. NRC has responded beyond legal ob 1 Igat ion, Mot Ion 
violates understanding between parties. Requests listing of 
nssus between eighth set of interrogatories b contentions. 
BOHIWiliB. H. Hearing Branch 3. 79/12/10. 2pp. 


7912260286 Response in opposition to intervenor JF Doherty 791303 
motion roquosting eitension of discovery period until 
0OO1S7. Intervenor failed to demonstrato good cause, 

Certif^tate of Svc end. 

NEH(1AN.J.R. . COPELAND. J. 0. Houston Lighting b Power Co. NENMAN.J.R. 
Lowonsteln.Neuman.Rolii Aielrad b Toll. 79/12/11. 6pp, 


7912190502 Ack receipt of ninth sat of interrogatories, Addendum 
identifying relation to contentions roqutsted. Time will be 
computed from date of receipt. 

SOHIWil. S.N. Hearing Branch 3. 79/12/14. ip. 


7912190523 Act receipt of interveniir s i ith. seventh b eighth requests 
for production of doe umonts. Hi 1 1 be available for Insp 
fa copying in Nnc PDR. Dethesda. Hd. oicept for Reed rept. 

S0HINHIi8.M. Hearing Brandi 3. 79/12/14. Bpp. 


7912260266 Rasponse in opposition to JF Doherty 791203 motion 
requesting oxtonelon of discovery until 600127. Intervenor 
alleged justifications re need for followup Interrogatories 
unavailing fa w/o merl t . H/Cer 1 1 f lea te of Svc. 

80H1MKI.S.M. Hearing Branch 3. 79/12/17. Spp. 


7912200655 Order denying PA Polaoek-Rhodes 791114 untimely petition to 
tntorvenu. Request may be treated as petition to make limited 
appearance statement. PA Pelasek-Rhodes may appeal within 10 
days. 

HOLFEiS.sf. Atomic Safety and Licensing Board Panel. 79/12/19. 2pp, 


7912280662 Orders eitension until 800127 for J Doherty to serve 
Intcprogateries on NRC. Interrogatarias must be generated 
froia NRC 791206 responses to four sets of Interrogatories 
re Doherty Contentions 3 fa S-9. 

UaUFCiS.J. Atonic Safety and Licensing Board Panel, 79/12/19. 3pp. 


7912380668 Order granting oitcnsion until 800104 for R Alexander to 
file aupplesentai brief in support of appeal. 

BISHOPiC.J. Atomic Safety and Licensing Appeal Panel. 79/12/18, 
3pp. 


7912310135 Response In opposition to JF Doherty Contention 45 re need 
for addl lateral support in reactor core. Intervenor mieread 
NUREC/CR-i018 by relying on analysis b rscommendatlons 
relating sololg to PWRs. Cert 1 fl cate of Svc end. 

SDHItWI.S.H. Hearing Branch 3. 79/12/20. 4pp. 


DOCKET SO-467 ALLENS CREEK NUCLEAR STATION. UNIT 2 


O. Adjudicatory correspondence 


7912190104 Clarifies aichargc of corraspondence among Scott. A6LB b law 
firm from Jan 1979 through present. Two teleons w/RH Laio in 
Jan & Fsb 1979 did not deal w/substance of matter currently 
faeforo A^B fa .ire not within NRC ok parte rule. 

NENMANiJ.R. Lnwenste In. Newman. Rel s. Aielrad b Toll, 79/11/14. Bpp. 


DOCKET aO-471 PILSRIH NUCLEAR POWER STATION. UNIT 2 


A. Appllcatlon/construction stage documonts b correspondence 


7911280153 Discusses mods to NRC position re status fa applicability of 
THI-3 accident review b NURE0-DS7a to faeilities under 
const. Forwards addl info to be considered in development of 
final plant design b procedures. 

VASSM.LO> D. B. Division of Project Management. 79/10/10. 4pp. 
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7912110264 Discusses NRC plans to use generic analgses to develop earlii 
verlPlcetlon program to resolve ATtJS Issue for PWRs & DHRs. 

Success of program depends on industry response, Supports 
formation of owners groups to provide necosaarg info. 

DENTDNtH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912070004 Requests distribution of 
notification lists. 

VAROA.S. A. Assistant Director 
3pp. 


end memorandum to board 
for Light Nater Reactors. 


79/11/08. 


0. Inspection reports, IS Bulletins t correspondence 


7913260065 Responds to 790913 request for addl info needed to complot 
review of util response to IE Bulletin 70-10 re Dergen- 
Patterson hydraulic shad suppressor accumulator spring 
colls. Safety-related hydraulic snubbers Inspected In 1979. 
ANDOONlflli 6. C Boston Edison Co. 79/10/29 2pp- 


OaCKET STN-50-477 ATLANTIC GENERATING STATION. UNIT 1 


7912200156 Forwards info needed to complete review of brealuater* 
Including design basis For changing configuration. 

DIVIN8.W. 8. Hydrology Meteorology Branch. 79/12/04. 3pp- 


7912370144 Forwards util rosponse.. u/o attachments, ta 791036 notice af 
violation & of proposed Imposition of civil penaltles.ln 
response to State of MA 791126 request. Attachmants withheld 
Crof 10CFR2. 790). W/o end. 

9TELL0. V. Office of Inspection ti Enforcement. Office of the 
Director. 79/12/07. Ip. 


A Applicatlon/construction stage documents J. correspondenc 


7913100023 Discusses issuance of Amend 17 
authoritod operation at lOOX power. Hai 
paid by util. No addl fee required. 
MILLER. U.O. License Fee Management 


to License DPR— 64. which 
allowable fee already 

Branch 79/11/13 Ip. 


— 7913100043 Forwards assessment nf review 
aid in fee ds term inat ion. U/o end. 
BERKQH.H.N. Office of Nuclear Reactor 


costs for CP it OL actions, to 
Regulation. 79/10/30. Ip. 


F. Security, medical, emergency li fire protection plan* 

7912070469 Notification of 791304 meeting w/utlls in BBtbesda.MD re 
NRC info requiremonti for emergency preparedness. Room change 

MDONr C. H. Light Water Roactors Branch 4. 79/11/16. llpp- 

0, Adjudicatory correspondence 


DOCKET STN-50-47S ATLANTIC GENERATING STATION. UNIT 3 
A. Appllcation/construction stage documents tr correspondence 


7912100032 Discuasos issuance uf Amend 17 to License DPR 64, which 
authoriied operation at 1007. power. Mai allowable fee already 
paid by util. No addl feo required. 

Mil I FP-U n License Fee Management Branch. 79/11/13. ip. 


7912070142 Forwards proposed findings of fact 6 conclusions of law In 
form of partial initial decision. 

DURT. L. Massachusetts, State of. 79/11/05. Ip. 


7913100043 Forwards assessment of review costs for CP li OL actions, to 

aid in fee determination. H/o end. , 

BERKOU.H.N. Office of Nuclear Reactor Regulation. 79/10/30, Ip 


--7912070146 Forwards proposed findings of fact b conclusions of lav in 
form of partial initial decls Ion. Cert 1 fi cat e of 8ve end. 

BURT. L. Massachusetts. State of. 79/11/03. 3pp. 


— 7913070132 Proposed findingB of fact b conclusions of law In form of 
partial Initial dads Ion. App 1 Icants financially unqualified 
& technically Incommp e tent. Environ rovlaw i nadequate. Site 

suitability will he decided after hearings. 

BURT.L.. WRIOHT.F.S., MEYER. M. Na s sac hose t ts. Btote of. 79/11/03. 

136pp. 


DOCKET STfl-S0-flS3 WOLF CREEK GENERATING STATION 
A. Application/construction stage documents b carrespnndence 


7912110264 Discusses NRC plans to use ganeric analyses to develop 
verification program to resolve ATWS issue for PWRs ft. EWRs. 
Success nf program depends on Industry response. Supports 
formation of acners groups to provide necessary info. 
DENTQN.H.K. Office nf Nuclear Reactor Regulation. 7'7/10/l/. 


early 


3pp. 


7913070136 Proposed findings of fact & conclusions of law correspanding 

to applicants' request for LWA. Meed for facility not 
established under principles of substitution theory. 

* Massachuaetto. State. of. 79/11/09. 22pp, 


7913270380 Advises that 
per 791311 teicon. 
KOESTER. G. L. Kansas 


application for BL will be tondered 
Oas b Electric Go. 79/12/11. Ip 


on 790131. 


7913110276 Discusses applicant 791101 transmittal of four documents on 
revolving credit agreement. If Introduced as evidence. Qtato 
of HA reserves right to croso-eiafnlne rebuttal testtmony. 

BURT.L. Massachusetts, State of, 79/11/08. Ip. 


79121B0453 Informs of minor change in schedule for roquaots for 
findings of fact 6 conclusions of law. Possibi llty exists of 
stipulation between NRC. Intervenor MA Wildlife Federation fc 
app 1 leant. 

HERRMANN. H. Herrmann. H. 79/11/12. 2pp. 


7912110134 Proposed finding* of fact b conclusions of law in form of 
partial Initial doc i Sion. Adopts applicants' Finding 6B5 subj 
to further findings on theft b sabotage. Ccincurs w/ 
applicant's proposed order. Cert I flcate of 3vc end. 

SMITH. B.H. Hearing Branch 2. 79/11/20. I44pp. 


7912190154 Notifies that 791119 meeting u/MA Wildlife Fedaratian b M8C 
will be rescheduled either 791123 or filing date for HA 
Wildlife Fedoratiun pleadings moved to 791130. 

STQDDLEY. D. 0. Boston Edison Co. 79/11/30. Ip. 


7912280439 Forwards updated "QA Programs for Design b Const. 
PETRICK.N.A. Standard 1 Jocl Nuclear Unit Power Plant System. 
79/12/30. 2pp. 


— 7913380436 Updated "QA Programs for Design b 

* Btandardliod Nuclear Unit Power Plant System. 79/l.i/dU. 


22Dpp 


F. Security, medical, omurgoncy b fire protection plans 


7913060S62 Discusses Investigation of use of AUDI duraspray 
firecTOoflng matl No damage caused by duraspray mall. 
Tests b analyses of duraspray t potential alternate m.ill 
will continue. 

K{KIBTER/0. L. Kansas Gas b Electric Co. 79/09/11. 2pp. 


■912040471 Forwards info re upgraded emergency plana to plants under 
const b DL TSvlBW. Applicants required to make certain 
energency arrangemunts w/stote b local orgonl lations b 
submit emergency plans per Reg Guide 1,101. 

VASSALL.Q.S.D. Division of Project Manogement. 79/ll/.il. opp- 


7912100337 Notice of withdrawal from proceeding. effective 791130.8H 
LiuiSa should be added to sve I ist s. Cer t if icate of Sve end. 
8t1ITHrB.H. Hoaring Dranch 2. 79/11/29. 3pp. 


7913130338 Objects to ASLB 7S0714 order in Ilou of requests for 
findings of fact b conclusions of law. App 1 leat ion of App 1 
ta proceeding violates procedural b substantivo rights. 
Certificate of Sve end. 

HERRMANN. H. Massachusetts Wildllfo Federation. 79/11/30. 9pp. 


7912210100 Reply in opposition to intervenor State of KA 79110S 
proposed findings of fact b conclusions of law. Number of 
conceptual legal b factual errors prevade certain findings 
on applicant financial qualifications b other issue*. 

LEWALD.OH-, STDODLEY. D. 0. Boston Edison Co. LEWALD/O.H. Ropes fc 
Gray. 79/12/05. 93pp. 


13280469 Basponds to NRC 7'yiOia request for addl Info re SNUPPS fire 
protection sys.Dotallod responses to requests will be 
included in FSA« revision. Clar if Icat ion of sys description 
will show design in compliance u/NRC roqulrementB, 

PETRlCK.N.A. Btandardtiad Nuclear Unit Power Plant System. 

79/12/20. ip 


Adjudicatory correspondence 


12110393 Petition to intervene by Public Bve Commission of MD. 
Proposed amend adding KS Electric Power Cooperative 
owner of i7X interest will create conflict of jurisdiction 
on rate base. Affidavit b Certificate of Syc end. 

PHILLIPS, P. M. . HEARNE.T.d. Missouri. State of. 79/10/23, 6pp. 
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7912110043 Foruard« conoents on NURE6-05I 1 . Draft GEIB reflects 
conscious ti deliberate NRC policg to jeopardite public 
health h safetg & thuart objectives of NEPA. 

KEPFOHO.C. Env jronnental Coalition on Nuclear Poiser. 79/10/24. 

22pp. 


7912050321 Response to PSC of tlQ 79I0S3 request to intervene as 
representative of state. Since no request for hearing filed 
no hearing appropriate. Certificate of Svc end. 

StLBERO.J.E. Kansas 6as t> Electric Co. SILBERO. J.E. Shaui Pittman. 
Potts ^ Troubridge. 79/11/07. 5pp. 


7912100475 Ansuer to MO Public Svc Comnlssion 791023 petition for 
intervention. Aabiquitg of petition re uhether filed per 
'interested states" regulation or "intervener" status should 
be clarified. Certificate of Svc end. 

LEVI16.8.H. Hearing Branch 2 79/11/13. 3pp. 


7912050692 Order establishing ASLB to preside in proceeding ref 
Coeaission order published on 790924 in FR re proposed amend 
to CP. Appoints H Grossman as chairman.RF Colo b GO Bright as 
eesbers. 

LAZOiR.K. Atonic Safetg and Licensing Board Panel. 79/11/14. 2pp. 


7912100355 Order directing petitioner HD Public Svc. Cotnmission to 
file statement of agreeraent re cessation of proceedings! to 
amend petition to intervene or submit aemorandun In support 
of current petition. 

GHOSSMANi H. Atomic Safetg and Licensing Board Panel. 79/11/21. 

3pp. 


7912270071 Responds to 790Btl Itr requesting revocation of CP. Request 
denied. Suppl to be issued by 600131. List of other 
petitioners end. 

STELLO.V. Office of Inspection b Enforcement. Office of the 
Director 79/11/27. 3pp. 


7912100336 Order granting addl time for Commission to determine uhether 
to revieu Director of IE 790712 decision denying petitions 
to suspend or rcvote CP. Time eitended until 20 days after 
issuance of director's supplemental decision, 

CHILKjS.J. Office of the Secretary of the Cosmisiion. 79/11/28. 
ip- 


7912170033 Request by PSC of HO for eitension until 791221 to respond 
to ASLS 791123 order re CP amend. Order uas received on 
791203. Notice of appearance of TO Hearne on behalf of PSC of 
HO. affidavit of rj Hearne b Certificate of Svc end. 

PHILLIPS. P. U. . IIEARNE.T.J. Missouri. State of. 79/12/03. Spp. 


0. Inspection reports. IE Bulletins b correspondence 


7912190197 Responds to IE Bulletin 79-03 follouup rept. Data developed 
on generic basis b considered applicable to all SNUPP8 
units. Fabrication b installation of Youngstoun pipe spools 
Hill proceed y/all matl analyrod prior to use. 

PETRICK.H.A. Stondardiied Nuclear Unit Pouer Plant System. 
79/10/05. 3pp. 


— 7912190210 "Rept on Investigation of Held Imperfections in ASHE 8A-3I8 
Double Uelded Austenitic Stainless Steel Pipe for Compliance 
H/NRC IE Bulletin 79-03." 

CAHN.A.L.. STANLEY, C.. KOEPKE.U. Bechtel Corp. 79/08/09. itSpp. 


7912060556 Responds to IE Bulletin 79-23 re potential failure of 
emergency diesel generator field eiciter transformer. Problem 
not applicable to SNUPPS diesel generators. 

PETRICK.N.A. Standardiied Nuclear Unit Power Plant System. 
79/10/26- Ip. 


7912050463 Forwards IE Insp Rept 50-482/79-17 on 790917-20 b notice of 
violation. 

SEIDLE.U.C. Region 4. Dallas. Reactor Construction b Engineering 
Support Branch. 79/10/29. 2pp. 


-7912050468 Notice of violation from insp on 790917-20. 

• Region 4. Dallas. Office of the Director. 79/10/24. Ip. 


■7912050473 IE Insp Rept 50-402/79-17 on 790917-20. Noncompllancc noted: 
failure to follow procedures re reviewing qualifications of 
blasting specialist prior to commencement of blasting for 
UHS discharge structure foundation. 

CROSSMAN. H. A. . OBERO.C.R, Region 4. Dallas. Offlct of the 
Director. 79/10/24. Spp. 


79121B017S Submits generic response to IE Bulletin 79-14. "Seismic 
Analysis for As-Built Safety-Related Piping Sys. " Selsaic 
analysis input info conforms to actual as-built 
c onf iguration of safety-related sys. 

FETRICK.N. A. Standardiied Nuclear Unit Power Plant System. 
79/11/01. 71pp. 


79121002A1 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
SEVFRIT.K.V. Region 4. Dallas. Office of the Director. 79/11/16. 
Ip. 


7912110S33 Forwards IE Info Notice 79-29. "Loss of Noniafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

SEVFRIT.K.V. Region 4. Dallas. Office of the Director. 79/11/16. 
Ip- 


7912111^1 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate. " No response required. 

SEVFRIT.K. V. Region 4. Dallas, Office of the Director. 79/11/26. 

«P- 


7912110480 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement corrispondenca 
sent by fRC to licensees. 

SEVFRIT.K.V. Region 4. Dallas. Office of the Director. 79/11/26. 
Ip- 


7912190050 Forwards IE Circular 79-24. “Proper Installation b Calibr of 
Core Sprey Pipe Break Detection Equipment on BURs. " No 
written response required. 

SEVFRIT.K. V. Region 4. Dallas. Office of the Director. 79/11/26. 
Ip- 


7912190180 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dus During Opsratlon. " 

No written response required. 

SEVFRIT.K. V. Region 4. Dallas. Office of the Director. 79/11/30. 

Ip- 


7912310264 Forwards IE Info Notice 79-30. ‘Reporting of Defects b 
Nencompilances. 10CFR21. " No action required. 

SEVFRIT.K. V. Region 4. Dellas, Office of the Director. 79/12/06. 
4pp. 


791220(S1S Forwards IE Bulletin 79-28. "Possible Malfunction of Naaco 
Hedel EA180 Limit Switches at Elevated Temps. “ Action 
required. 

SEVFRIT.K. V. Region 4. Dallas. Office of the Director. 79/12/07. 
Ip- 


7912280S86 Forwards IE Info Notice 79-31. “Use of Incorrect Amplified 
Response Spectra." No birltten response required. 

SEVFRIT.K. V. Region 4. Dallas. Offico of the Director. 79/12/13. 

Ip- 


S. Reportable occurrences. LERs b related correspondence 


7912070140 Confirms 790B24 notification to include Class II b III 
assemblies In investigation of potential deficiencies in 
piping assemblies furnished by Oulf b Hestern Energy 
Products Croup. 

KOESTSi.S. L. Kansas Oas b Electric Co. 79/09/li. Ip. 


7912070174 Forwards final deficiency rapt re concrete void in reactor 
bldg. 

KOEST^.e.L. Kansas Oas b Electric Co. 79/09/25. tp. 


— 7912070175 Final deficiency rept re 781213 concrete void beneath 
equipment batch reactor bldg. Void repaired on 790709 by 
placing grant between new concrete b liner. 

• Kansas Oas b Electric Co. 79/09/25. 4pp. 


7912200429 PNS-IV-79'004: on 791008. Daniel Inti Carp switchboard 
operator received bomb threat call that bomb was in suiin 
bldg.Dldg search conducted b no bomb found. Call tracad to 
pay phono in LeRoy.KS. 

QBB(O.C.. ^IDLE.U. Region 4. Dallas. Offico of the Director. 
79/10/09. 2pp. 


7912200448 PN5-1V-79-005; on 79101 1, Daniel Inti Corp ewitehboard 
operator received bomb threat call re bomb In turbine bldg. 

Search revealed no bomb. 

OBBID.C.. CR0S8MAN.W. Region 4. Dallas, Office of the Director. 
79/10/11. Ip. 


7912120142 Ack receipt of 790928 Itr forwarding Interim deficiency rept 
re qualification of control sys. 

CARL80N.R.T. Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch. 79/10/15. ip. 


'7912120146 Forwards interim deficiency rept re qualification of control 
syo.Supplemsntal rept in appros three months. 

PETOICK 1 N.A. Standardised Nuclear Unit Power Plant System. 

79/lO/lS. Ip. 
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791*200454 PNS-lV-79-OOfc; on 791016. D«nltl Inti Corp swltchboartf 
operator rocelvaj boat throat call r# boab in control bids- 
Evacuation & eearch of bldg conducted. No boab found. 

OBERO.C. > CflDSBMAN.H. Region 4. Dallae. Office of the Director. 
79/10/16. Ip. 


791SK0469 Responds to NRC 791019 request for addl Info re SNUPP8 fire 
protection sqs. Detailed responses to requests Mill be 
included in F8AR revision. Clarification of sys description 
will show design in compliance w/NRC requirements. 

PETRlCKifLA. Btandardiied Nuclear Unit Power Plant Systea. 

79/12/20. ip. 


79122000BO PNS-IV-79-007: on 791019. boob threat 
Carp froo onsite extension 140. No boob found 
auilllarv bldg. 

TAPIA.J.l.. CROSSHAN.y. Region 4. Dallas. 
79/10/19.' 2pp'. 


received by Daniel Inti 
in search of 

Office of the Director. 


7912200091 PN8-IV-79-00a: on 791023. Daniel Inti Corp personnel trailer 
received boab threat. Search conducted 6 no boab found. 

BTEUMTiR.. CR08BHAN.M. Region 4. Dallas. Office of the Director. 
79/iO/23. Ip. 


0. Adjudicatory correspondence 


791218{K!06 Responds to 791128 inquiry re two tinds of licensing 
proceedings described in Atomic Energy Act. Clarifies 
difference between DL ti CP proceedings. 

UOODHEAD. C. P. Hearing Dranch 3. 79/12/03. Ip. 


H. Oensral correspondence 


7912200063 PHS-IV-79-009: on 791023. Daniel Inti Corp telephone 
suitehboard operator recsivod boab threat. Saarch conducted ti 
no boab found. 

OBERO.C.. CROSSHANiH. Region 4. Dallas. Office of the Director. 
79/10/23. 2pp. 


7912210037 PN8-IV-79-011: on 791023. third boab threat via telcon was 
roeoived at i:S0 PH on 791025. Pipe fabrlcaton shop received 
call froa oneite extension. Shop evacuated. Search coapleted. 

No boab found. 

OBERO.C.. CR0S8HAN.U. Region 4. Dallas. Office of the Director. 
79/10/25. Ip. 


7912260090 PN8-1V-79-010: on 791023. Daniel Inti Corp operator recolved 
soeend boab threat. Call eaae froa extension within bldg. 

Search conducted w/negatlve results. Facility under const. 

OBERO.C.. CROSSHANiU. Region 4. Dallas. Office of the Director. 
79/10/25. 2fp. 


7912160533 Notifies of appolntnent of JF McLaughlin to position of 
Assistant to Vice President. Nuclear. 

BRYMl.J.K. Union Electric Co. 79/12/11. Ip. 


O. Inepectlon reports. IE Bulletins U correspondence 


7912190197 Responds to IE Bulletin 79-03 followup rept.Data developed 
on generic basis l< considered applicable to all BNUPPS 
units. Fabrication t. installation of Youngstown pipe spools 
will proceed u/sll natl analyzed prior to use. 

PET61CK.N.A. Standardized Nuclear Unit Power Plant Systea. 
79/10/03. 3pp. 


—7912190210 'Rept on Investigation of Held laperfectlons in A8tE SA-SIE 
Double Utlded Austenitic Stainless Steil Pipe for Coapliance 
w/NRC lE-Bullitin 79-03." 

CAHN.A.L.. 8TANLEY.C.. KOEPKE.H. Bechtel Corp. 79/06/09. llSpp. 


7912200360 PNS-lV-79-013: on 791114. Daniel Inti Corp switchboard 
operator received boab threat call froa site extension. 

Control bldg evacuatod it search conducted. No boab found. 

OBERO.C.. CR088HAN.H. Region 4. Dellas. Office of the Dlreefcor. 
79/11/14. Ip. 


7912060356 Responds to IE Bulletin 79-23 re potential failure of 
aaergency diesel generator field exciter traniforaer. Problea 
not applicable to SNUPPS diesel generators. 

PETR1CK.N. A. Btandardiied Nuclear Unit Power Plant Systea. 
79/10/26. Ip. 


7912180119 PNO-IV-79-15: on 791117. Daniel Inti QC lab technician 
accidentally hit by concrete truck during concrete 
pleceaent. Technician takan to hosp b returned to site only 
to suffer froa internal bleeding. Readaittad to hosp. 
08ER0.C.R.. CROBSHAN. H. A. Region 4. Dallas. Office of the 
Director. 79/11/19. Ip. 


7912180175 Bubalts generic response to IE Bulletin 79-14. "Beisale 
Analysis for As-Built Safety-Related Piping Syi. * Beisale 
analysle Input Info conforas to actual as-built 
configuration of safety-related syi. 

PETR1CK.N.A. Btandardiied Nuclear Unit Power Plant Systea. 
79/11/01. 71pp. 


7912120395 Notlfiee of corrective action for potential deficiency re 
engineered eafaty featurat actuation eye. Test sequenca to 
detect failure will be incorporated into appropriate 
procedurei. 

PETR1CK.N.A. Standardized Nuclear Unit Power Plant Systea. 
79/12/06. Ip. 


7912280393 Discusses potential deficiency. per 791116 telcon to NRC. 
Hastlnghousa review ravaale that dropped rod eafaty analyeie 
deficiency euy affect four eddl' loop plante. Further Info 
will .be provided by FBAR reviei'on, 

PETR1CK.N.A. Standardized Nuclear Unit Power Plant Systea. 
79/12/14. 2pp. 


DOCKET 8TN-SO-483 CALLOWAY PLANT. IMIT 1 


A. Application/conetruction stage docuaents li correepondence 


7912110264 Diseueeee NRC plans to use generic analyeee to develop aarly 
verification progroa to resolve ATW8 issue for PURs b BMRs. 

Sueeeee of progroa depends on industry response. Supports 
foroatlon of owners proups to provide necessary info. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912280429 Forwards updated "OA Prograas for Dasign b Const. ” 
PETR1CK.N.A. atanriardtiod Nuclear Unit Power Plant Systea. 
79/12/20. 2pp. 


— 7912280436 Updated "BA Rropraas for Design b Conet. " 

• Btandardiied Nuclear Unit Power Plant Systea. 79/12/20. 22Spp. 


791221O02B Forward* IE In*p Rept S0-4B3/79-11 on 79l016-ia.No 
nsncoaplianca noted. 

FIORELLI.O, Region 3> Chicago. Reactor Construction b Engineering 

Support Branch. 79/11/09. 2pp. 


-7912210033 IE In*p Rept 50-483/79-11 on 791016-10.No noncoapliance 
noted. Major area* Inspected: aelivltle* re concrete 
placement b site. 

HANSEN.W.A.. KNOP.R.C. Region 3, Chicago. Office of the 


ni«ar4:ni. -70/11/07. 


791205D1S4 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No response required. ..... 

HB’PLERiJ.O. Region 3. Chicago. Office of the Director. 79/11/16. 
If- 


791210024B Forward! IB Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loeds. " No response required. 
KEPPLER.J.D. Region 3. Chicago, Office of the Director. 79/11/16. 
If- 


7912110592 Forwards IE Info Notice 79-29. "Loss of Noneafoty-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

KEPPLER.U. 0. Region 3, Chicago. Office of the Director. 79/11/16. 
If- 


12030413 Forwards IE Bulletin 79-26. “Boron Lois From BWR Control 
Blades." No response required. 

KEPPLER,J.e. Region 3. Chicago. Office of the Director. 79/11/20. 
*f- 


F. Steurity. aedical. aaergency b fire protection plans 


7912040471 Forwards info re upgraded aaergency plane to plants undar 
const b OL review. Applicants required to aate certain 
asMrganey arrangaaents w/state b local organizations b 
• ubait aaergency plans par Rag Ouida 1. 101. 

VAB8MJ.8, D. B. Division oP Projact Jlanageaant. 79/11/21. 


7912100446 Forwards IE Circular 79-24, "Proper Installation b Calibr of 
Cere Spray Pipe Break Detaetion Equipaent on BHRs. " No 
written reeponse required. 

KEPPLER.U.0. Region 3. Chicago. Office of the Director. 79/11/26. 
*f- 

7912140242 Forwards IE Circular 79-23. "Motor Btarttrs b Contactors 

Fallad to Oporate. " No wrlttan response required. ...... 

KEPPLER.O.O. Region 3, Chicago. Office of the Director. 79/11/26. 

If. 
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7912110444 Notifies that NRC intends to routinely foruarb to 
appropriate state public util regulatory groups h state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. i 

HEPPLERpJ.G. Region 3, Chicago. Office of the Director. 79/11/28. 

Ip- 


7912280429 Foruards updated 
PETRICKiH. A. Standardized 
79/12/20. 2pp. 


"QA Programs for Design ti Const. " 
Nuclear Unit Pouer Plant System. 


79122B0426 Updated "aA Programs for Design t< Const. 

* Standardlied Nuclear Unit Poiuer Plant System. 


79/12/20. 


225pp. 


79l219024f> Foruards IE Bulletin 79-27 
Instrumentation A Control Power Sys 
No written response required. 
KEPPLEfti J. 0. Region 3. Chicago, 
ip- 


, "Loss of Non-Class IE 
Bus During Operation." 

Office of the Director. 


79/11/30. 


7912140104 Foruards IE Info Notice 79-30. "Reporting of Defects & 

Noneompllances. lOCFREl. " No action or response required. 

KEPPLER.U. Q. Region. 3, Chicago, Office of the Director. 79/12/06. 
Ip- 


7912200143 Foruards IE BuUettn 79-23, "Possiblo Malfunction of Manco 
Model EAlBO Limit Switches at Elevated Temps." Action 

REPPLEnf 0. <3. Region 3. Chicago. Office of the Director. 79/12/10. 

ip. 


S Reportable occurrences, LEHs t, rclated^correapondence 

7912120142 Ack receipt of 790920 Ur forwarding Interim doficiencii rapt 
re qualification of control sys. 

CARLSON, R. T. Region 1. Philadelphia, Reactor Constroettan fc 

Engineering Support Branch. 79/10/15. Ip. 


F. Security! aisdical> omorgency b fire protection plans 


7912040471 Foruards info re upgraded emergency plans to plants under 
const *1 OL revieu. Applicants required to make certain 
eeiergoncy arrangements u/state l< local organl lations !• 
submit emergency plans per Reg Ouide 1.101. 

VASSALLOi D. B. Division of Project Management. 79/11/21. ipp. 


7912280469 Respond! 


to NRC 79101B request for addl info re SNUPPS firs 
’irotection'sysioetoUed responses to requests will be 
included in FBAR revls i on. Clarif Ua t ion of lys description 
ulll shou design in compliance lu/NRC requirements. 

PETRICK>N.A. Standardiied Nuclear Unit Power Plant System. 

79/12/20. Ip. 


0. Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-OSll. Draft OEIS re 
conscious 6 deliberate NRC policy to jtopardlit public 
health h safety t thwart objectives of NEPA. 

KEPFORDiC. Environmental Coalition on Nuclear Power. 

22pp. 


fleets 

79/10/24. 


7912120146 Foruards Interim deficiency rept re qualification of control 

sys. Supplemental rept in approx three months. 

PETRICK.N.A. Standardiied Nuclear Unit Power Plant System. 

79/10/15. Ip. 


79I21S037B PND-II I-79-D16: en 791012, Dec h to 1 Power Corp received Inquiry 
from ADC Television re embeds used in const of facility. 

Prevous Investigation of studs to concrete weld problems 
Loncludod embed are sound I. meet design t. load requirements. 

HANSEN. H.A., KNOP.RC,, FIORELLI.C. Regions. Chicago. Office of 
the Director. 79/10/15. Ip 


7912070033 PNO-I n-79-33: on 791 lOl* empioyfflflnt discrimination 
\4 Smart bBcaose of allegations made re quality of const on 
previous job. Referred to Dept of Labor. 

KNOP.H C , FIORELLI.O. Region 3, Chicago. Office of the 
79/11/02. Ip 


ctolaed by 
Director. 


79121B0331 PN5-n 1-79-002; on 791 1 1 5, te 1 ep hon 1 c bomb threat received by 
operator of Daniel Const Co. Call was traced to pay phone. 

Licensee conducting search of facility U ,ayi i /im 

CREED, J.R. Region 3. Chicago. Office of the Director. 79/11/15. 

>P- 


7912120395 Notifies of corrective action for potential deficiency ro 
engineered safety Features actuation sys. Test sequence to 
detect failure will be incorporated into appropriate 

PETRICH.N. A. Standardized Nuclear Unit Power Plant Bystero. 
79/12/06. Ip. 


7912230593 Discusses potential def it lency , per 791116 telcon to NRC. 
Wostinghouse review reveals that dropped rod safety analysis 
deficiency may affect four addl loop p lanls. Further info 
will be provided by FSAR revision. 

PETRICKv N. A. Standardiied Nuclear Unit Power Plant System. 
79/12/14. 2pp. 


DOCKET STN-50-484 TYRONE ENERGY PARK. UNIT^l 
O. Adjudicatory correspondence 


7912110043 Forwards comments 
conscious t< deliberate NRC 
health b safety t> thwart o 
HEPFORDr C. Environmental 

S2PP- 


□ n NUnEG-0511. Draft GEI3 reflects 
policy to joppardlie public 
bjBCtlves of NEPA. 

Coalition on Nuclear Powor. 79/10/24. 


DOCKET STN-50-4a3 STERLING POWER PROJECT NUCLEA R, UNIT i 
A. Appllcatlon/canstruetion stage documents t< correspondence 


7912J10264 Discusses NRC plans to use generic analyses to develop early 
verification program to reeolve ATHB Issue for PWRs b 

of progTsm on industry nBsponi®. Supports 

formation of owners groups to provlda necessary 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


Q. Inspectlun reports. IE Bollelins 8. correspondence 

7912190197 Responds to IE Dulletln 79-03 followup Tept.Data developed 
on generic basis b considered applicable to all SNUPPS 
units. Fabrication b installation of Youngstown pipe epoolt 
ulll proceed u/all matl analyzed prior to uso. . ^ ^ 

PETRICK.N.A. Standardized Nuclear Unit Power Plant System. 

79/10/05. 3pp. 


—7912190210 "Rept on Investigation of Weld Imperfections In A9ME 9A-312 
Double Melded Austenitic Stainless Steel Pipe for Compliance 

CAwfAlu. ?**8TANLEYyc. ?^k0EPKE. W. Bechtel Corp. 79/00/09. 115pp. 


'912060556 Responds to IE Dulletln 79-23 ra potential failure of 
emergency diesel generator field exciter transformer. Problem 
not applicable to SNUPPS diesel generators. ^ ^ 

PETRlCKiN. A. Standardiied Nuclear Unit Power Plant System. 




7912100175 Submits generic response to IE Bulletin 79-14, "Seismic 
Analysis for Aa-Built Safety-Related Piping Sys." Seismic 
analysis Input info conformo to actual as-built 
configuration of safety-related sys. o >. 

PETRICK.N.A. Standardized Nuclear Unit Powor Plant System. 
TO/ll>ni 71an. 


7912050064 Forwards IE Circular 79-22, 
Relief Valves." No response required. 
GRIERiB.H. Sogion 1. Philadelphia, 
79/11/16. Ip. 


"Stroke Times for Power Operated 
Office of the Director. 


79l205iAo6 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Two PWH Plants. " No rosponio required. 

CR1ER>B-K. Region I, Philadelphia, Office of the Director. 
79/11/16. Ip. 


7912100152 Forwards IE 
Eleaents Due to Pipe 
GRIERiB.H. Region 
79/11/16. Ip. 


Info Notice 79-20, ‘'Overloading of Structural 
Support Loads. " No response required. 

1, Philadelphia, Office of tho Director. 


■12110478 Forwards IE Info Notice 79-29, "Loss of Nonsafaty-Relatad 
Reactor Coolant Bys Instrumentotion During Operation. No 
specific action or response required. . 

GRIERiB.H. Region 1. Philadelphia. Office of the Director. 

-ya/1 I /lO In. 


7912050332 Forwards IE Bulletin 79-26, 
Blades." No response required. 
ORIERiD.H. Region 1, Philadelphia. 
79/11/20. ip. 


'Boron Loss From BHR Control 
Office of the Director. 


912060597 Forwards IE Circular 79-24. "Proper InitaUatlon b Calibr of 
Core Bprey Pipe Break Detection Equipment on DHRs. No 

ORlER?Bl'Hr*'^'’^RB^ian 1. Philadelphia. Office of the Director. 

79/11/26. Ip. 
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79l2ilOOB7 Foriuirdi IE Circular 79-S3p "Motor Starter* t Contactor* 
Failed to Operate." No retponse required. 

ORIER.B.H. Region 1. Ph I ladolph lai Office of the Director. 
79/11/26. Ip. 


7912190089 Forward* IE Bulletin 79-27. "Loss of 
Ifietrumontat i on it Control Power By* Du* Durin 
No written responte required. 

ORIER.B-H. Region 1. Ph i ladelph la. Office 
79/11/30: Ip. 


Nen-Claes IE 
g Operation. " 

of the Director. 


7912310292 Forward* IE Info Notice 79-30. "Reporting of Defect* h 
Noneompliances. lOCFnai. " No action required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 


0. Adjudicatory correspondence 


7912180206 Responds to 79112B inquiry re tun kinds of licensing 
proceedings described in Atomic Energy Ac t. Clarl f ies 
difference tetueen OL. 6 CP proceedings 
UODDIEAO. C. P. Hearing Branch 3. 79/12/05. Ip. 


H. Oeneral correspondence 


79121BOS35 Notifies of appointment of JF McLaughlin to position of 
Assistant to Vice Presl dent . N jc lear. 

ORVAN.J.K. Onion Electric Co 79/12/11. Ip. 


0. Inspection reports. IE Bulletins & correspondence 


7912190767 Forwards IE Bulletin 79-20. " 
Model EAtaO Limit Switches at Elevated 
response required. 

ORIER.B.H. Region 1. Ph I ladolphla. 
79/12/07. Ip. 


Possible Malfunction of Naetco 
Temp*. •' Mritton 

Office of the Director. 


79122Q0246 Forward* IE Info Notice 79-31. "Use of Incorrect Amplified 
Responte Spectra. " No written responsa required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/13. Ip. 


9. Roportablo occurrences. LERs i relatad correspondence 


7912120142 Act receipt of 790920 Itr forwarding Intorim doficSency rapt 
re qualification of control tys. 

CARLSON. R.T. Region 1. Phi ladolphla. Reactor Construction «i 

Engineering Support Branch. 79/10/lS. Ip. 


7912190197 Responds to IE Bulletin 79-03, fol lowup rapt. Data developed 
on generic basis tc considered applicable to all SNUPPS 
units. Fabrication L Installation of Youngstown pipe spools 
will proceed u/all matl analgiod prior to uso. 

PETRICK.N.A. Slandardlied Nuclear Unit Power Plant System. 
79/iO/OS. 3pp. 


__79)2190210 "Rept on Investigation of Weld Imperfections in A9ME SA 312 
Double Melded Austenitic Stainless Steel Pipe for Compliance 
w/NRC lE Bulletin 79-03." 

CAHN.A.L. Bechtel Corp. 79/09/09. llSpp. 


7912060996 Responds to IE Bulletin 79-23 re potential failure of 
oaergoncy diesel generator field eiclter transformer. Problem 
not applicable to SNUPPS diosel generators. 

PETRICK.N.A. Standardlied Nuclear Unit Power Plant System. 
79/10/26. ip. 


— 7912120146 Forwards Interim deficiency rept re qualification of control 
tys. Supplemental rept in approx throe months. 

PETRICK.N.A. Stondardliod Nuclear Unit Power Plant Syston. 

79/10/19. Ip. 


7912120399 Notiflo* of corrective action for potential dafieioncii re 
onglnairod safety feotures actuation tys, Tost sequence to 
dotoet failure will be incorporated into appropriata 
procoduroB. 

PETRICK.N.A. Standardlied Nocltar Unit Power Plant Syetom. 
79/12/06. Ip. 


7912180179 Submits generic response to IE Bulletin 79-14. "Seismic 
Analysis for As-Built Safety-Related Piping Syi. " Seismic 
analysis Input info conforms to actual as-built 
configuration of safety-related sys. 

PETRICK.N.A. Btandardiied Nuclear Unit Power Plant System. 
79/11/01. 71pp. 


7912090IB4 Forwards IE Circular 79-22. 
Relief Valves. " No response required. 
KEPPLERiJ.O. Region 3. Chicago. Dffic 

Ip- 


'StroXe Times for Power Operated 
of the Director. 79/11/16. 


7912280993 Olicusie* potential def Ic 1 tncy , per 791116 toleon to NRC. 
Mistinghouso review raveals that dropped rod safety analysis 
deficiency may affect four addl loop plant*. Further Info 
will bo provided by FBAR revision. 

PETRICK.N.A. Standardized Nuclear Unit Power Plant System. 
79/12/14, 2pp. 


DOCKET BTN-S0-4B6 CALLOWAY PLANT. UNIT 2 

A. Appllcation/eonstruclion stage documents t< eorrespondene# 


7912110264 Discusses NRC plan* to use generic analyse* to develop early 
varlficatlon program to rosolvo ATMS issue for PHR* ti DWRo. 

Success of program dtptnds on industry response. Supports 
formation of owners groups to provide necessary Info. 

DBNTQNiH.R. Office of Nucloar Reactor Regulotion. 79/10/17. 3pp. 


7912280429 Forwards updated "OA Programs for Design l< Const.* 
PETRICK.N.A. Standardized Nuclear Unit Power Plant System. 
79/12/20. 2pp. 


7912100248 Forwards IE Info Notice 79-23. "Overluadlng of Structural 
Element* Due to Pipe Support Loads." No response required. 
KEPPLEfl.J.a. Region 3, Chicago, Office of the Director. 79/11/16, 

Ip. 


7912110992 Forwards IE info Notice 79-29, "Lost of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operatian. " No 
specific action or response required. 

KEPPLSliJ.O. Region 3, Chicago, Office of the Director. 79/11/1 
Ip- 


912050413 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 

Blades. " No response required. 

KEPPLER.J.O. Region 3. Chicago, Office nf the Director. 79/11/20. 


7912100446 Forwards IE Circular 79-24, "Proper Installation !. Callbr of 
Cora Spray Pipe Break Detection Equipment on DWRs. “ No 
writton rosponse required, 

KEPPl^R. >J. 0. Region 3, Chicago. Office of the Director. 

Ip- 


79/11/26. 


— 7912200436 Updated "OA Programs for Design t> Const." 

* Standardized Nuclear Unit Power Plant System. 79/12/20. 229pp. 

F. Security, nodical, cmtrgency b fire protection plans 


7912040471 Forwards info ro upgraded amorgency plans to plants undar 
const b OL review. Applicants required to make cartaln 
anorganey arrangotntnts u/statc b local organizations b 
submit emargincy plans par Reg Ouida 1. 101. 

VAS9ALL0, D, B. Divislbn of Project Management. 79/11/21. 6pp. 


791214tffi42 Forwards IE Circular 79-23. "Mutor Starters b Contactors 
Failed to Oporoto. " No written reeponse required. 

KEPPLSliJ.O. Region 3, Chicago. Office of the Director. 

>P- 


79/11/26, 


7912110444 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
gonaral ofc* copies of escalated enforesroent corrospondenee 
sent by NRC to licensees. 

KEPPLEflfJ.O. Region 3, Chicago. Office of the Director. 

Ip- 


79/1 1/2B. 


7912200469 Responds to NRC 791010 request for addl Info re SNUPPS Plro 
protection sys. Detailed responses to requests will ba 
included In F8AR revision. Cloriflcotlen of sys description 
will show disign in compliance w/NRC requirements. 

PETRICK.N.A. Standardized Nuclior Unit Power Plant Byetem. 

79/12/20. ip. 


1912190246 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instroeientatlon b Control Power Bys Du* During Operation. 

No written response required. 

KEPPLERiJ.O. Region 3. Chicago. Office, of tho Director. 79/11/30. 
Ip. 


7912140104 Forwards IE Info Notice 79-30, "Reporting of Defects b 
NoncompliancBS, 10CFR21. " No action op respanse required, 

Region 3/ Chicago* Office of the Director. 79/!8/06, 

Ip. 
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Poasible Malfonetion of Naoto 


7912200140 ForiuaTds IE Dolletin 79 28 

Kodel EAieO Liffilt Switches at Elavated Teopi. Action 


required. 
KEPPLER. J. 0. 
ip. 


Region 3. Chicago. Qfflco of the Director. 79/12/10. 


e. Reportable occurrences. LEReJ. plated corresponde nce 

7912120142 Act receipt of 790920 Ur forwarding interim defielencg rept 
re aualification of control sys. , t 

CAHLSON.R.T. Region 1. Philadelphia. Reactor Construction *< 

Engineering Support Branch. 79/10/15. ip. 

—7912120146 Forwards Interim deficiency rept re qualification of eontral 
sys. Supplemental rept in approi three months. 

PETRICK.N.A. Standardiied Nuclear Unit Power Plant Systim. 

79/10/15. ip. 

7912100331 PNS-m-79'002;on 791115. telephonic bomb threat received bg 
operator of Daniel Const Co. Call was traced to pay phone. 

Licensee conducting search of facility U 

CREED. J.R. Region 3. Chicago. Office of the Director. 79/11/19. 

Ip- 

7912120395 Notifies of corrective action for potential defleleney re 
engineered safety features actuation sys. Test sequence to 
detect failure will be Incorporated into appropriate 

RCTRICRy^A. Standardiied Nuclear Unit Power Plant System. 

79/12/06. Ip. 

79122B0593 Discussea potential deficiency. par 791116 tslcon to MIC. 
HestinghousB review reveals that dropped rod safety analysis 
deficiency may affect four addl loop plants. Further info 
will be provided by FBAR revision. 

PETRICK.N.A. Standardiied Nuclear Unit Power Plant System. 

79/12/14. 2pp. 


DOCKET BTN-50-48B PERKINS NUCLEAR STATION. UN IT 1 
A. Applicatlon/eonstruction stage documents t. cor re spondenc e 

79U2B0153 Discusses mods to NRC position re status 8. applicability of 
THI-2 accident review I. NURE0-057B to facilities under 
const. Forwards addl info to be considered In development of 
final plant design t procedures. nann/in inn 

VASSALLOf D. B. Division of Projtct K«n«9««int. 79/lO/tO. App. 

7912110264 Discusses NRC plans to use seoeric analyses to develop early 
verification program to resolve ATH3 issue .for P^s li BHBs. 

Success of program depends on industry response. Supports 
formation of owners groups to provldt nsctsiary 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 

7912070004 Requests distribution of end memorandum to board 

V^0A.^8*A*°" *Lsl8tant Director for Light Mater Reactors. 79/il/Oa. 

3pp. 

7912270496 Estimates submittal date for F8AR for Cherotee 1 as 
Jan 1904. 

DAIL. L. C. Duto Power Co. 79/12/20. ip. 

F. Security, medical, emergency l< fire 


t. Financial Information 

7912270S77 Forwards duplicate copies of util 790321 guarantee of 
retrospective pTSffilumi.ln response to NRC 791210 request. 

NHITLEV.H.O. Duke Power Co. 79/12/20. Ip- 

—7912270903 Requests approved guarantee of payment of doferred premiums 
^TZHAn)j. Antitrust I. Indemnity Oroup. 79/12/10. Ip. 

0. Inspection reporti, IE Bulletins I. correspondenc t 

7912060119 Forwards IE Info Notlcs 79-i2A. '•Attsmpted Damage to New 
Fuel AiseabllBs. " No specific action or response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

79/11/09. 2pp. 

7912100166 Forwards IE Info Notice 79-2B. "Overloading of Structural 
-Elements Due to Pipe Support Loads." No response required. 

□ 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/16. !p. 

7912110991 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Reloted 
Reactor Coolant Sys Instrumentation During Operation, No 
soecific action or response required. 

O^EILLY.J.P. Region 2. At lante. ' Of f ice of the Director. 

79/11/16. 2pp. 

7912060607 Forwards IE Circular 79-24. "Proper iMtelUtion i< Callbr of 
Core Spray Pipe Break Datectlon Equipment on BHRt. No 

Q 'hKuLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 

7912110140 Forwards IE Clreuler 79-23. "Motor Bterters 1. Contactors 
Failed to Operate. “ No reeponse required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

79/11/26. tp. 

7912190397 Forwards IE Bullitin 79-27. "Loss of Non-Class IE 
Instrumantation l< Control Power Sys Bus During Operation. 

No written response required. 

ptflcii I V. J. p. Region 2. Atlanta. Office of the Director. 

79/11/30. ip. 

7912310290 Forward* IE Info Notice 79-30. "Reporting of Defects I. 
NoneomplIancis.lOCFR21. " No action ’■•RffTSd. 

□ 'REILLY. J.P. Region 2. Atlanta. Office of the Diroctor. 

79/12/06. 9pp. 

7912200010 Forwards IE Bullstln 79-28. “Possible Malfunction of Nemco 
Model EAIBO Limit Suitchos at Elevated Temp*. " Action 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/07. 2pp. 

7912280391 Forward* IE Info Notice 79-31. "Use of Incorrect Amplified 
Resoonse Spectra." No written responte required. 

O'REILLV.J.P. Region 2. Atlanta. Office of the Director. 

79/12/13. 2pp. 

7912M0184 Forward. IE Circular 79-29. “Shock Arre.tor Strut As.embly 

Interfepeneo. " No written re.pon.e required, 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

79/12/20. 4pp. 


7912070469 Notification of 791204 meeting w/utlls in Bethe.da.KD re 
NRC info requirement* for emergency preparednss*. Room change 

MD™'c*h!* Light Meter Reactor* Branch 4. 79/11/16. llpp. 


DOCKET STN-S0-4B9 PERKINS NUCLEAR STATION. UNIT 2 
A. i^)plieotlon/eon*tructlon *t*g# document* li 


0. Adjudicatory correspondence 

79121B0B11 Forwards NRC Dept of Natural Resources fc Community 
Development 771120 Itr clarifying Itr roftpenced in NBC 
alternative site testimony re condenser cooling. 

REIB.E.J. Hearing Branch 3. 79/12/09. ip. 

—7912180217 Clariflsi 791019 Itr stating views on condenser cooling 
types, Can a*tabll»h official position only in eonteit of 
permit application l< review process. State employee advice 
as no legal status under NC law. , 

ORIoe.N, 8. North Carolina. State of. 79/11/28. ip. 


7911200193 Discusses mods to NRC position re »t*tu* fc applicability t 
■niI-2 accident rtview & NURE0-097B to faellitie* under 
const Forwsrd* addl Info to he considered In development of 
final plant design fc procedures. ,o/in/in 

VAffflAI 1 rti r P Divlilan of Projtct Honoffoiotnt. 79/10/10. App. 

7912il(«&4 Discusses NRC plans to us. generic enalj^.e to develop early 
verification program to resolve ATMS issue , for P^s fc BHRs. 

Success of progrom dtpend* on Industry rssponse. Supports 
formation of owners group* to provide necesearg « 

KNT<IN.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 

79tK57D496 Estimate* submittal data for F8AR for Cherokee 1 as 
Jan 1984. 

DAIL.L.C. Duk* Power Co. 


79/12/20. Ip. 
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F. 8«curitu> ntdical* tmirgoncg 1> flrt pratictlon plant 


7918070469 Notification of 791804 matting u/utllt In Bathaadm.KB to 
KHC Info raquiromantt for tmargtncg propartdntaa. Room changt 
indlcatfd. 

HQONrC.H. Light Hatar Haactora Branch 4. 79/11/16. tlpp. 


0. Adjudicator^ corraipondtnca 


79iaia02il Foruardi NHC Oapt of Natural Rtaourcaa b Comaiunifcg 
Dovalopmant 79U8B Itr elarlfglng Itr rafartnead in hBC 
altornativa aita taitimong ra eondanaar cooling. 

REie>E.J. Haaring Branch 3, 79/18/03. Ip. 


--7918180817 Clariflaa 791019 Itr atating vlaua on eondanaar cooling 
tgpai.Can aatabliah official poaltion only in eontaat of 
parmit application tc raviau procaa a. Stata amplogaa advica 
ai no Itgal atatua undar NO law. 

ORIOOiN.S. North Carallna> Stata of. 79/11/28. Ip. 


DOCKET STN-SO-490 PERKINS NUCLEAR STATION, UNIT 3 


A. Applicatlon/eonatructlon ataga documanta & corraapondanct 


7911SB01S3 Diacuaata moda to NRC poaltion ro atatua b appl leabili tg of 
TMI-8 accident raviau b NURE0-037B to facllltiaa undar 
conat. Foruardf addl info to be conaidarad In davalopmant of 
final plant daaign b procadurea. 

VA89ALL0, 0. B. Divlaion of Projact Managonant. 79/10/10. 4pp. 


7918110264 Diacutaaa NRC plana to uae gantric analgaaa to davelflp aarlg 
verification program to raiolva ATMS laaue for PHRa b BWHa. 

Succaaa of program dapandi on induatrg raap onao, Supper ta 
foraatlon of ounara groupa to provide nacoiaarg Info. 

DHlTONiM.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7918070004 Ragueata diatrlbutlon of and memorandum to board 
notification lista. 

VAR0A,8.A. Aaaiatant Diractor for Light Water Raactora. 79/11/08. 
3pp. 


I. Financial Information 


7918870S77 Forwardt duplicata eoplaa of util 790381 guarantaa of 
ratroapaettva pramiuma, in raaponaa to NRC 791210 raquaat. 
HHlTLEy.H, D. Duka Power Co. 79/18/80. Ip. 


—7918870983 Ragueita approved guarantaa of pagmant of dafarrad pramiuma 
for 1979. 

8ALTZKAN, J. Antltruat b Indamnitg Croup. 79/18/10. tp. 


Q. Inapection raporta, IE Bullatlna b cerreapondanca 


7918060119 Foruarda IE Info Notlca 79-18A. "Attamptad Damage to New 
Fuel Aeeembllaa. ” No ipicific action or ratponie ragulrid. 
O'REILLY, J. P. Rtglon 8, Atlanta. Offica of tha Director. 
79/11/09. 8pp. 


7918100166 Forwarde IE Info Notice 79-28. “Overloading of Structural 
Elamante Due to Pipe Support Loada. “ No raaponae ragulrad. 
O'REILLY.U.P, Ragton 8. Atlanta. Office of tha Director. 
79/11/16. Ip. 


7918110831 Forwarda IE Info Notice 79-89. "Loaa of Nonaef etg-Related 
Reactor Coolant 8ga Inatrumentatlon During Operation. “ No 
apBctfic action or reaponaa raiiulred. 

O'REILLY. J.P. Haglon 8. Atlanta. Office of the DIroctor. 
79/11/16. 8pp. 


7918060607 Forwarda IE Circular 79-24, "Propar Inatallation b Calibr of 
Cora Sprag Plpa Braak Detection Equipment on BWfla. ■' No 
reaponae required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. ip, 


7918110140 Forwarde IE Circular 79-83, "Motor Btartira b Contaeterq 
Failed to Operate. " No reeponai required. 

O'REILLY, J. P. Region 8, Atlanta, Offica of the Director. 
79/11/86. ip. 


7918190397 Ferwerde IE Bulletin 79-87. “Lote of Non-Claae IE 
Inatrumentatlon b Control Power Bgi But During Operation." 
No wrlttan raaponaa r.equlrad. 

O'REILLYiU.P. Raglon 8. Atlanta. Offica of tha Director. 
79/11/30. ip. 


7918310890 Forwarda IB Info Notlca 79-30, "Raportlng of Defacta b 
Nencompliancaa. 10CFR81. " No action raquirad. 

O'REILLY. J.P. Raglon 8. Atlanta. Office of the Director. 
79/18/06. Bpp. 


7918300010 Forward! IE Bullatln 79-88. "Peaalblt Malfunction of Namco 
Model EAIBO Limit Bwltchea et Elevated Tempa. " Action 
required. 

O'REILLY, J.P. Region 8, Atlanta. Office of the Director. 
79/18/07. 8pp. 


7918880391 Forward! IE Info Notice 79-31. "Uee of Incorrect Amplified 
Raaponaa Bpectre." No written raaponaa required. 

O'REILLY, J. P. Region 2, Atlanta, Offica of the Director. 
79/12/13. Bpp. 


7918280124 Forward! IE Circular 79-88, “Sheet Arreator Strut AieemUg 
Interfaranea. " No written reaponae required. 

O'REILLY, J.P. Region 8, Atlanta. Offica of tha Director. 
79/18/80, 4pp. 


7912270496 Eattmatea submittal date far F8AR far Cherokee 1 aa 
Jan 19B4. 

OAIL.L.C. Duka Power Co. 79/13/20. tp. 


P. Saeurltg, medical, emergeneg b fire prateetion plana 


7918070469 Notification of 791804 melting w/utilf in Bithaada.HD re 
NRC info requirement! for emergeneg priparedniaa. Room change 
Indicated. 

MtXlN.C. U. Light Hater Raactora Branch 4. 79/11/16. 11pp. 


0, Adjudteatorg correapondence 


7918180811 Forwarda NRC Dept of Natural Rasoureei b Communitg 
Development 791120 Itr clarifying Itr raferancid in NRC 
alternative aite tastlmong re eondanaar cooling. 

REIB.E. J. Haaring Branch 3. 79/18/03. Ip. 


•791S1B0217 Clariflaa 791019 Itr atating vieui on eondanaar cooling 
typaa.Can eatabllah official position only In contiit of 
parmit application b review procaai. State amployti advice 
at no legal status under NC law, 

ORIOO.N.6. North Carolina, Stata of. 79/11/88. ip. 


I. Financial Information 


7918870377 Forwards duplicata coplti of util 790321 guarantaa of 
ritreipective pramlumt. in raaponae to NRC 791210 raqueat. 
IWJTLEY.H.D. Duke Powar Co. 79/12/20. tp. 


— 7918270383 Raquaata approvtd guarantaa of pagnant of dafarrad pramluma 
for 1979. 

BALTZHANrJ. Antitruat b Indamnitg Oroup. 79/18/10. ip. 


Q. Inapection raporta. IE Bullatina b corraepondtnea 


7918060119 Forward! IE Info Notlca 79-12A, "Attamptad Damaga to New 
Fual Aatembliti. “ No ipieiflc action or raaponaa raquirad. 
O'REILLY, J.P. Raglon 8. Atlanta. Office of the Director. 
79/11/09. 2pp. 


7918100166 Forward! IE Info Notlca 79-SB, "Ovarloadlng of Structural 
Elemanta Dua to Pipa Support Loada." No reaponaa raquirad, 
O'REILLY, J. P. Ragion 8. Atlanta, Offica of tha Diractor. 
79/11/16. Ip. 


7912110351 Forward! IE Info Notlca 79-29, "Loaa of Nonaafetg-fialated 
RiBctor Coolant Bga Inatrumantatlon During Oparation. " No 
apaclfic action or raaponaa raquirad. 

O'REILLY. J. P. Raglon 8. Atlanta, Offica of tha Diractor. 
79/11/16. Spp. 


7918060607 Forwardt IE Circular 79-84, "Proper Inatallation b Calibr of 
Cera Spray Plpa Break Ditaction Equipmant on BURa. " No 
reaponaa raquirad, 

O'REILLY, J, P. Raglon 8. Atlanta, Office of the Director. 

79/11/86. Ip. 


7912110140 Forwarda IE Circular 79-83, “Motor Startara b Contactor! 
Fallad to Operate. “ No reaponaa raquirad. ’ 

O'REILLY, J.P. Ragion 8, Atlanta. Offica of tha Director. 
79/11/86. Ip, 
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7912190397 Foruards IE bulletin 79-a7i 
Initrumfiitatiar «« Contra! Pouibt 6«s 
N o urifcter response renulred 
D'REILLV. J. P. Region 2. Atlantai 
79/11/30. Ip. 


"Loss of Non-ClasB IE 
Qus During Operation. " 

Office af the Director. 


7912110551 Forwards IE Info Notice 79-29, "Loss of NonsePety-Rilated 
Reactor Coolant Bys Instrumentation During Operation. No 
specific action or response required. 

□ fRElLLV, J. P. Region 2, Atlanta, Office of the Director. 
79/ii/iA. app. 


7912310290 Foruards IE Info Notice 79—30, '"Reporting of Defects 8c 
Noncotnpliances, 10CFR21. •’ Mo action required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/12/06. 5pp- 


7»ia0*0607 Forwards IE Circular 79-24, "Proper Installation fc Callbr of 
Core Spray Pipe Dreak Detection Equipment on BURe. " No 
reeponae required. ,. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
m/il/SA. Id. 


7912200010 Forwards IE Bulletin 79-2B, "Possible Malfunction of Namco 
Modal EAIBO Limit Switches at Elevated Temps." Action 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 

79/12/07. 2pp. 


7912110140 Forwards IE Circular 79-23, "Motor Btarteri l< Contactors 
Failed te Operate. " No response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/2^. ip. 


7912230391 Foruards 
Respenee Spectra. 
O'REILLY, J.P. 
79/12/13. 2pp. 


IE Info Notice 79-31, "Use of Incorrect Amplified 
" No written response required. 

Region 2, Atlanta, Office of the Director. 


7912280124 Forwards IE Circular 79-23, "Shock 
Interference. " Ho written response required 
O'REILLY, J. P. Region 2, Atlante, Office 
79/12/20, 4pp. 


Arrestor Strut Assembly 
of the Director. 


DOCKET STH-S0-49t CHEROKEE NUCLEAR STATION. 

A. Applieation/constructlon stage documents fe correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop 
v»tlMcation program to rrsolve MWS lsiv» for PWR« BWRo. 
Success of program depends on industry response. Supports 
fornatlon of owners groups to provide necessary 
DENTDM,H,R. Office of Nuclear Reactor Regulation. 79/10/17. 


early 

3pp. 


7912270496 Estimates submittal data for FBAR for Cherokee I as 
Jen 19S4. 

DAIL-L.C. Duke Power Co. 79/12/20. Ip. 

F. Security, medical, emergency t, fire protection plans 


7912130083 Ack receipt of IE Insp Repta 90-491/79-19,50-492/79-19 li 
50-493/79-19 on 791023-26. Ko proprietary info. 

DAIUiL.C. Duke Power Co, 79/11/29. Ip. 


— 7912130093 Forwards IE Insp Rapts 50-491/79-19. 90-492/79-19 6 
50-493/79-19 on 791023-26. No noncomplianc# noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction a 

Enginearlng Support Branch- 79/11/19. 2pp. 

—7913130100 IE Insp Septs 50-491/79-19,90-492/79-19 8. 

791023-^6.No naneomp 1 iance noted. Major areas lnipictfd:OA 
pregraa Implementation 6 rebar b containment plete 
placement. 

BRVANT.%f.C. Region 2, Atlanta. Reactor Construction 6 

EnglnoeTlng Support Branch. RAUSCH, J.K. Region 2, Atlante, 
Qfflca of the Director. 79/11/16. 4pp. 


7912190397 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
InetTUmentation b Control Powar Byi Bus During Dptratlon. 
Ho terltten response required. 

O'REILLV. J. P. Region 2, Atlanta, Office of the Director. 
79/11/30. Id. 


7912210135 Ack receipt of 791116 Itr informing NRC of stags taken to 
corroct vloletions noted In IE Insp Repts 90-491/79-lB, 

80-492/79-18 8< 90-493/79-tB. 

HURPHV,C.E. Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch. 79/12/06. Ip. 


7912040471 forwards info re upgraded emergency plans to plants 
const b DL review. Applicants required to make certain 
energancy arrangements u/atata b local organ! cat 1 one b 
submit smergency plans per Reg Guide 1. 101. 

VAaSALUO, D. B. Division of Project Managemsnt. 79/11/21- 


under 


6pp. 


7912210145 Responds to NRC 791031 Itr re violations noted In IE Insp 

Repts 50-491/79-18. 90-492/79-lfl b 50-493/79-18. Corrective 
actionscconst procedure CK.P-8 revised re tleetrode stubs. 

Personnel involved have been Instructed. 

DAILiL.C. Duke Power Co. 79/11/16. Ip. 


0. Adjudicatory correspondtnce 


7912110043 Forwspdi comments on NUSEO-OSl 1. Draft CEIS reflects 
conscious b deliberate NRC policy to joopardKe public 
health b' safety b thwart objoctives of NEPA, 

KEPFOHD,C. Environmental Coalition on Nuclear Power, 79/10/24. 
22pp. 


— 7912210152 Forwards IE Insp Repts 50-491/79-18,50-492/79-19 b 
50-493/79-10 on 791009-12 8< notice of violation, 

HURPHY.C.E. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. 79/10/31. 8pp> 


— 7912210161 Notice of violation from insp on 791009-18. 

* Raglan 3, Chicago. Office of the DlreetoT, 79/10/31. 


ip. 


7912060049 Requests corraetion of record ta suhstituta RP Hllson, 
Assistant Atty General, SC Dept of Health 8, Environ Control, 

For Rcbarson. 

HILSDN.R.P. South Carolina, State of. 79/11/16. Ip. 

1. Financial information 


— ^7913210172 IE Insp Rijits 90-491/79-10,50-492/79-18 b 50-493/79-10 on 
791009-12. Noncomp 1 lance noted: fai lure to document welding 
surveillance b welding electrode stubs found In unmarksd 

v)w DOORHr P. K. Region 2, Atlante, Office of the Director. 

}«HDT. A. R. Region 2, Atlanta. Reactor Construction b 

Engineering Support Branch. 79/10/31. 4pp. 


7912270577 Forwards duplicate copies of util 790321 guarantee of 
retrospoctlve premiums, in response to NRC 791210 request. 

UHITLEY.H.D. Duke Power Co. 79/12/20. Ip. 

— 7912270505 Requests approved guarantee of payment of deferred preasiume 
foT 1979 

SALTZMAN.J, Antltruet b Indemnity Group. 79/12/10. Ip. 

0, Inspection reporte, IE Dulletini b correspondence 


7912310290 Forwards IE Info Notice 79-30, "Reporting of Defects fa 
Moneompltaneeo. 10CFR21. " No ectlon rsqulrsd. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/12/06, 5pp. 


7912200010 Farwards IE Bulletin 79-2B, "Possible Malfunction of Namco 
Model EAiao Limit Bwltchea at Elevated Tempt." Action 

O'REILLY.J.P. Region 2, Atlanta, Office of the Director. 
79/12/07. 2pp. 


7912060119 Forwards IE Info Notice 79-12Ar "Attempted Damage to New 
Fuel Assemblies." No speelfle action or rssponsa required. 
O'REILLY.J.P. Region 2. Atlanta, Office of the Director. 
79/11/09. 2pp. 


791Kia0391 Foruards 
Ratponse Spsctra. 
□ 'REILLY, J.P, 
79/12/13. 2pp. 


IE Info Notice 79-31, "Use of Incorrect Amplified 
’* No written response rtqulrid. 

Region 2, Atianta. Office of thi, Director. 


7912100166 Forwards IE Info Notice 79-28, "Gvorloadlng af Structural 
Elementf Due to Pipe Support Loads; " No response required. 

O'REILLV, d. P. Region 2, Atlante, Office of the Director. 
79/11/16. Ip- 


7912280124 Forwards 
Jntorferanea. •* Mo 
O'REILLY. J. P. 
79/12/20. 4pp. 


IE Circular 79-25. "Shock Arrestor Strut Aeseobly 
written response required. 

Region 2, Atlante, Office of the Director. . 
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DOCKET 8TN-90-472 CHEROKEE NUCLEAR STATION, UNIT S 


A. ApplicatiQn/conitructlon ttaga doeumints S, corrsipondanES 


7913110264 Dlicuisas NRC plant to uta sonarlc analv*** davalop aarly 
varlfication program to ratolva ATU9 laaut for PMRa »c DURa. 

SuccBfi of program dapandt on induitrv raiponta, Supports 
fornatleii of ounari group* to provlda iiacaafaru info, 

DENTON, H.R. Offict of Nuclaar Raactor Ragulatlen. 79/10/17. 3pp. 


7913270496 Eitimabea lubmittal data for F8AR for Charokaa 1 «« 
Jan 19B4. 

DAIL>L.C. Duke Pouar Co. 79/13/20. Ip. 


F. Sacurlty, madlcal, amtrgancy tc firo protaetion plant 


7913040471 Forward* info ra upgradtd anergancy plan* to plant* undar 
cenit i< OL ravlaw, Appl leant* raquirad to makt cartain 
amarganey arrangamantt u/itata t< local organiiation* It 
aubnlt anargtncy plant par Rag Ouido 1. 101, 

VABBALLO, D. B. Dlvlvlon of Projact Hanageniant, 79/11/31. 6pp. 


0. Adjudicatory corratpondanca 


7913110043 Forward* eommantt on NUREO-091 1. Draft OEIS raflacta 
conacioua It dallberata NRC policy to jaopardlia public 
haalth tc tafaty tc thwart objactlva* of NEPA. 

KEPFORDiC, Envlronmantal Coalition on Nuclaar Pouar. 79/10/34. 

aapp. 


7913060049 Raquafti corractlon of record to aubetltuta RP Ullaoni 
Aaaletant Atty OanaraliSC Dapt of Health tc Environ Controlr 
for Robartdn. 

HILBDN.R. P. South Carolina. State of. 79/11/16. Ip. 


I. Financial information 


791S270S77 Foruardt duplicate capiat of util 790321 guaranteo of 
ratroapactlva prenlumt, In ratponta to NRC 791210 raquaat. 
MHITLEY.H.D, Duka Power Co. 79/lS/SO. Ip. 


— 791S2709B9 Riquaata approved guarantee of payment of deferred pramluma 
for 1979. 

8ALTZHAN. J. Antitrust l< Indemnity Oroup. 79/13/10. tp. 


Q. Inapactlon raporti, IE Bullattni tc corraapondanca 


7913060119 Foruardt IE Info Notice 79-12A> "Attempted Damage to NeM 
Fuel Aeaembliat. " No tpeclflc action or ratponta required, 
O'REILLY, J. P. Region 2, Atlanta, Office of the Biractor. 
79/11/09. 2pp. 


7918100166 Foruardt IE Info Notice 79-3B, ''Overloading of Structural 
Elemanti Due to Pipe Support Loadi. " No reaponia required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/11/16. ip. 


7918110991 Forward! IE Info Notice 79-39. "Lati of Nontafety-Ralated 
Reactor Coolant Byt Inttrumantation During Dparetion. " No 
tpeclflc action or ratponta required. 

O'REILLY, J. P. Raglan'S, Atlanta, Office of the Director. 
79/11/16, 8pp. 


7913060607 Foruardt IE Circular 79-34. "Propar Inttallatien tc Celibr of 
Cora Spray Pipe Break Detection Equipment on BURi. " No 
raaponia required. 

O'REILLY, J. P. Region 3, Atlanta, Office of the Director. 

79/11/26. ip. 


7913110140 Forwarda IE Circular 79-33, "Motor Startari tc Centaetora 
Failed to Operate. " No ratponta required. 

O'REILLY, J.P. Region 3. Atlanta, Office of the Director. 
79/11/36. Ip. 


7913130088 Ack receipt of ,IE Intp Repte 90-491/79-19.80-493/79-19 ti 
90-493/79-19 on 791033-36, No proprietary info, 

DAIL.L.C. Duke Pouar Co. 79/11/39. Ip. 


—7913130093 Forwardi IE Inep Repte 80-491/79-19.90-493/79-19 h 
90-493/79-19 on 791023-26. No noncompltance noted. 

MURPHYiC.E. Region 8. Atlanta. Reactor Conitruetlon ti 
Engineering Support Branch. 79/11/19. Spp. 


— 791SI30100 IE Inap Repts 30-491/79-19,50-492/79-19 !< 50-493/79-19 or 
791023-26. No noncompl lance noted. Major areas intpectcdcQA 
program implementation tc rebar tc containenent plate 
placement. 

BRYANTiJ.C. Region 2, Atlanta, Reactor Conttructlon tc 

Engineering Support Branch. RAUSCH, J.K. Region 2, Atlanta, 
Office of the Director. 79/11/16. 4pp. 


7913190397 Foruardt IE Bulletin 79-27, "Lott of Non-Clat* IE 
Inttrumentation & Control Power Sejs But During Operation." 
No written responti required, 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director. 
79/tl/aO. ip. 


7913210135 Ack receipt of 791116 Itr informing NRC of steps taken to 
cprraet violation* noted in IE Intp Repti 90-491/79-lB. 

90-493/79-lB tc 50-493/79-18. 

MURPHY, C.E. Region 2, Atlanta, Reactor Conttructlon tc Engineering 

Support Branch. 79/12/06. Ip. 


—7913210145 Respond* to NRC 791031 Itr re violation* noted in IE Insp 
Repte 80-491/79-18,80-492/79-18 ti 30-493/79-10. Correctly* 
actlont: const procedure CKP-S revieid re electrode itubs. 

Pertonnel Involved have been Inibructed. 

DAIi.>L.C. Duke Power Co. 79/11/16. ip. 


—7913310192 Forward* IE Intp Rtptt 90-491/79-10,80-492/79-18 t, 
90-493/79-16 on 791009-12 t, notice of violation, 

MURPHY, C,E. Region 2, Atlanta, Reactor Conttructlon & 
Engineering Support Branch. 79/10/31. 2pp. 


—7913310161 Notice of vic»latlon from intp on 791009-12, 

» Region 3, Chicago, Office of the Director. 79/10/31. Ip. 


— 7913310172 IE Imp Repti 90-491/79-18,50-492/79-10 tc 50-493/79-lB on 
791009-12, Noncompliance noted: fa llure to doeumenb uelding 
Burveillance tc welding electrode itubt found in unmarked 
trash con, 

VAN DOORNiP.H. Riglon 2, Atlanta, Office of the Director. 

HERDT, A. R. Region 2, Atlanta, Reactor Construction 6 
Engineering Support Branch. 79/10/31. 4pp. 


7913310290 Forwards IE Info Notice 79-30, "Reporting of Dafectt & 
Noncojnpllancet, 10CPR21. ” No action required. 

O'REILLY. J.P. Region 2, Atlanta, Office of the Director. 
79/13/06. Spp. 


7913200010 Forwards IE Bulletin 79-28, "Postible Malfunction of Namco 
Model EA180 Limit Switches at Elevated Temps." Action 
required. 

O'REILLY, J. P. Region 3, Atlanta. Office of the Director. 

79/13/07. Spp. 


7912280391 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Reeponie Spectra. " No written response required. 

O'REILLY, J.P. Region 2. Atlanta, Office of the Director. 
79/13/13. Spp. 


7912300124 Forwards IE Circular 79-29, "Shock Arrestor Strut Assembly 
Interference. " No urltten rctpenie required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 

79/13/20. 4pp. 


DOCKET &TN-90-493 CHEROKEE NUCLEAR STATION. UNIT 3 


A. Applicatlon/construction stage document* & correspondence 


7913110264 Ditcuttet NRC plans to use generic analytes to develop early 
verification program to retolve ATHS itsue for PHRe t, BURt. 

Buceati of program depends on industry retponta. Bupportt 
formation of ownert groups to provide necessary info. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912370496 Eitimatas submittal date for F8AR for Cherokee I at 
Jan 1984. 

DAIL.L.C. Duke Power Co. 79/12/20. Ip. 


F. SBcurity. medical, emergency 1, fire protection plant 


7913C40471 Forwarde info re upgraded emergency plant to plants under 
const li OL review. App llcants required to make certain 
eiMrgancy arrangamentt w/itate 6 local organiiatlone 6 
submit emergency plant par Reg Ouide 1,101.. 

VA88ALLD, D, 1. Division of Project Hanagement. 79/11/21. 6pp. 



DOCKETED ITEMS 




Ad jifdlca t ary correspondence 


'13110043 Forwards conaents on NUftEO-OSll. Draft 0EI9 reflects 
conscious fa delitaerate (IRC policy to jeopardiis public 
health fa safety fa thwart objectives of NEPA. 

KEFFORDiC. Envi ronnontal Coalition on Nuclear Power. 79/10/24. 

22pp. 


'120&004S Flequests correction of record to substitute nP Mllson* 
Assistant Atty 2eneral>5C Dept of Health fa Environ Control' 
for Roherson- 

HIL&ONiR.P. South Carolina. State of. 79/11/16. Ip. 


Pinanc lal inf orioat ion 


'1S270S77 Forwards duplicate copies of util 790321 guarantae of 
retrospective preoiuns.in response to NRC 791210 request. 
HHITLEV.H.O. Dute Power Co. 79/12/20. ip. 


'7912270S6S Requests approved guarantee of payatnt of deferred preAiuas 
for 1979. 

SAUTZMAIfi J. Antitrust fa Indennlti| Croup. 79/12/10. Ip. 


Inspection reports. IE Bulletins & correspondence 


'12060119 Forwards IE Info Notice 79-12Ai “Atteapteri DaMaga to New 
Fuel AsssAblles. " No specific action or response required. 
O'BEILLV.J.P. Region 2. Atlanta. Office of the Director. 
79/11/09. 2pp. 


't21001&6 Forwards IE Info Notice 79-20. “Overloading of Btructural 
Eiensnts Due to Pipe Support Loads. “ No response riquirad. 

□ 'REILLY. J.P. Region 2. Atlanta. Office of the Dlractor. 
79/11/16. , Ip. 


12110331 Forwards IE Info Notice 79-B9. “Loss of Nonsafaty-Related 
Reactor Coolant Bys Instrumentation During Oparatlon. “ No 
specific action or response required. 

O'REILLY..^. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


'1206'0607 Forwards IE Circular 79-24. "Proper Installation fa Callbr of 
Core Spray Pipe Break Detection Equipnent on OURs. “ No 
response required. 

Q'REILLY.d. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


12110140 Forwards IE Circular 79-23. "Motor Startars fa Contactors 
Failed to Operate." No response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/26. tp. 


13130008 Ack receipt of IE Insp Repts 30-491/79-19.30-492/79-19 fa 
30-493/79-19 on 791083-26. No proprietary info. 

OAIL.L. C. Duke Powar Co. 79/11/29. Ip. 


7912130093 Forwards IE Insp Repts 50-491/79-19.30-492/79-19 fa 
SO-493/79-19 on 791033-26. No nenconp liance noted. 

HURPliYiC.E. Region 2. Atlanta. Reactor Construction fa 
Engineering Support Branch. 79/11/19. Zpp. 


7912130100 IE Insp Rapts 50-491/79-19. 30-492/79-19 fa 30-493/79-19 on 
791023-26. No noncoiitpliance noted. Major areai lnBpacted:aA 
program iapleaintation fa rebar fa contatnnant plate 
place/sent. 

SRYANT.J.C, Region 2. Atlanta. Reactor Construction fa 

Engineering Support Branch. RAUSCH. J.K. Region 2. Atlanta. 
Office of the Director. 79/11/16. 4pp. 


12190397 Forwards IE Bulletin 79-27. “Lobs of Non-Class IE 
Instruaentatlon fa Control Powar 6ys Dus During Operation." 
No written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip. 


' 791116 Itr Informing NRC of steps taken to 
if in IE Insp Repts 50-491/79-18. 

IB. 

ha. Reactor Construction fa Englnaarlng 


tr re vlolatlone noted In IE Insp 
SO-493/79-ie. Corrective 
Ised re electrode stubs, 
ructad, 

16. Ip. 


— 79122I01S3 Forwards IE Insp Repts 50-491/79-10. 30-492/79-18 fa 
30-493/79-18 on 791009-12 fa notice of violation. 

HUmiY.C.E. Region 2. Atlanta. Reactor Construction fa 

Engineering Support Branch. 79/10/31. 2pp. 


•7912210161 Notice of violation from insp on 79l009-!2. 

• Region 3. Chicago. Office of the Director. 79/10/31. Ip. 


•7918210i;» IE Insp Rapti 50-491/79-18. SO-492/79-18 fa 30-493/79-18 on 
791009-L2.Noncanpllance noted: fal luro to document welding 
survmlliance fa welding electrode stubs found in unnarkod 
trash can. 

VAN DOORN.P. K. Region 2. Atlanta. Offica of tho Director. 

HEROT. A. R. Region 2. Atlanta. Reactor Construction fa 

Englnaarlng Support Branch. 79/10/31. 4pp. 


7912310294 Forwards IE Info Notice 79-30. "Reporting of Defects fa 
NoncempllanceSf 10CFR21. “ No action required. 

O-'REIULy.J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. 5pp. 


7912200010 Forwards IE Bulletin 79-28. "Possible Malfunction of Nanco 
Modal EAIBO Limit Suitchas at Elevated Temps. " Action 
raqulrad. 

0'REIU.V. J. P. Region 2. Atlanta. Office of the Dlractor. 
79/12/07. 2pp. 


79122a(X191 Forwarde IE Info Notice 79-31. "Use of Incorrect Amplified 
Rmsponae Spectra. " No written responae required. 

0'REIU.V. J. P. Region 2> Atlanta. Office of the Director. 
79/12/13. 2pp. 


7912280124 Forwards IE Circular 79-25. "Bhoek Arrestor Strut Asseably 
Interferancm. *' No written response rcqulrid. 

O-'REIU.Y. J. P. Region 2. Atlanta. Office of the Director. 
79/12/20. 4pp. 


DOCKET S)-496 HONTAOUE NUCLEAR PORER STATION. UNIT 1 


A. Appllcmtien/construction stage documents fa correspondanco 


7911280193 DIscussbs mods to NRC position re statue fa applicability of 
TMI-2 accident review fa NURE0-0S7B to facilities under 
const. Forwards addl Info to be eonslderad in dsvelopmant of 
final plant design fa procedures. 

VASSALLO. D. D. Division of Project Henageoent. 79/10/10. 4pp. 


7912110264 Diseussas NRC plans to use generic analyses to develop early 
voTlfflEotlon prograei to resolve ATWS issue for PHRe fa BWe. 

Buccoes o# program depends on industry responee.. Supports 
formation of ownors groups to provide necessary info. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


DCKKET 90-477 HOffrAOUE NUCLEAR PDUER STATION. UNIT 2 


A. Apglicotien/censtructlon stage docuoants & correspondence 


7911280193 OlsEUBsee mods to NRC position re status fa applicability of 
THt-B accident review fa NUREO-0378 to facilities undsr 
. cenet.Forwards addl info to be considered in devslopoent of 
final giant design fa procodurss. 

VA88ALLII.D.B. Divieion of Project Hanageaent. 79/10/10. 4pp. 


7912110864 OiecussaB NRC plans to use generic analyses to develop early 
verification progrem to resolve ATMS issue for PHRe fa BWt. 
auceoss of program depends on industry response. Bupporta 
formation of owners groups to provide nacessery Info. 

OEHrCN.H.R. Office of Nuclear Raactor Regulation. 79/10/17. 3pp. 


DOCKET 8TN-90-49a SOUTH TEXAS PROJECT. UNIT I 


A. Appllcatton/censtruction.etage doeumints fa correspondence 


7912060960 Cenflrmi 790831 telcon re 7906S8 Itr concerning 790622 
stop wort order on placaoant of safety-related conerate.Util 
will resume placement of concrete in reactor contalnaent 
bldg siterlor shall walls. 

TURt^.E-A. Houston Lighting fa Power Co. 79/08/31. 3pp.. 


7912110011 Forwards NRC poiltlon on statue fa applicability to pending 
n. appllcatlans of roiults of.THI followup actions. Outlines 
addl skort-torm actions to be taken, 

VAffiALLO.S. B. Division of Project Management. 79/09/27. 41pp. 
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79iail03M Dlseusiat NRC plant to uia ganarlc analyaaa to davalep aarly 
varldieatlon propraa to raaolva ATUS laiua for PWRt li BURi. 

Buccaat of prograa dspanda on Induftrg raaponaa, Bupporta 
forsation of ownort groupa to provida nacasiarg info. 

OEKrON>K.R. Offiea of Nuclaar Raactor Ragulation. 79/10/17. app. 


7912280664 Raipondi to FOIA raquait for docuainta ganaratad ai remit 
of invaitlgatlon of South TX project by FBI.Requaat 
forwarded to FBI for raaponso. 

CARRiJ.C. Division of Rules and Records. 79/12/17. Ip. 


7918070361 Forwards Aaand 6 to application for Ot. 

TlANERiE.A. Houston Lighting fc Power Co. 79/18/09. 3pp. 


“7918070370 Aaand 6 to application for OLi datcrlbing butlnais fc 
organization of appl Icants. BEC Foras 8-16 t< 10-K. financial 
info It Annual Financial Rapt 197B and. 

TURfCRiE. A. Houston Lighting It Power Co. 79/18/09. 879pp. 


H. Antitrust correspondence 


7918060000 Discovery rapt for Oct 1979. Corrected & signed City Public 
Svc Board depositions taken by DOJ b hmc. Produced addl 
docusints requested by DOJ during JB Poston deposition. 

Certificate of Svc end. 

MILBONtH.fl. Matthews. Nowlin. Hacfarlane b Barrett. 79/11/09. 4pp. 


“7918070379 Annual Financial Rapt 1970. 

• Houston Industries. Inc. 70/18/31. 39pp. 

79131B0469 Forwards request for addl info re initial tasting to 
cee^tata raview of FBAR. 

PARR.O. D. Light Hater Reactors Branch 3. 79/18/07. i7pp. 


7918870369 Inforas TX Historical Coaaistion that neither historical nor 
prehlatsrleal reaains were found at proposed barge off- 
loading facility site in Brazoria County. TX. Raeulte of 
archaeological eurvay perforaed by Daaec b Moors. 

NC0UIRE.H.F. Houston Lighting b Powsr Co. 79/18/17. Spp. 


F. Bocurity. sodicol. tasrgeney b firs protection plant 


7918040471 Forwards info re upgradid sasrgsney plans to plants under 
conet b OL review. Apf'icanti required to wake certain 
eaergeney arrangeaHir. w/state b local organizations b 
subait BMSrgsncy p' sr Rag Oulda 1. 101. 

VA88ALL0. D. B. D' af Project Hanagenant. 79/11/81. 6pp. 


7918310069 Netifleatien a. lae change for B00109 aaating w/ufeil In 
BethasdOiMD to discuss rtvisw of sscurity plan. 

LICITRAiE. A. Light Hatsr Reactors Branch 3. 79/18/10. 3pp. 


6. Adjudicatory ' correspondence 


79i80Ma47 Discovery rapt for Oct 1979. Produced addl doeuasnts to DOJ 
following RL Hancock, HL Petsrson b E Ruaasl 791009 b 10 
dapositlons. Did not initiate discovery requests. Certificate 
of Bvc end. 

BALaUOH.R.C. Austin. TX. 79/11/03. 4pp. 


7918190327 Forwards affidavits of RE Roundtree h LR Oawlik, general 
aaneger b aeeaelete general manager of Public Utile Board, 
Brownsville. TX. 

JABLONiR.A. Spiegel b McDiarmld, 79/11/07. ip. 


— 7913190269 Affidavit by general Manager of Public Utils Board of Citii 
of Brownsville. Ack that 790902 responses to Houston Lighting 
b Power first set of interrogatories b 790626 supplemental 
responses to laae discovery have been reviewed. 

ROUNDTREE, R. E. Teias, State of. 79/09/14, 2pp. 


-fTimiTuwTB nrriuavit by associate general manager 

Board, BrownevIlle.TX. Ack that 790S02 reeponsee to Houston 
Lighting b Power first set of interrogatories b 790626 
supplemental responsat to same discovery have been received 
DAHLIK.L.R. Tezas. State of. 79/09/14. 3pp. 






Corrected b supplemental answtre by Public Utile Board 
City of BrownevIlle.TX in response to Houston Lighting b 
Power first set of interrogatories b first request for 
production of documents. Contains info re sale of power 
* Tezes, State of. 79/11/07. 6pp. 


of 


7918090448 Flret eat of intarrogatorlee b requaits for production of 
docuaenta directed to intarvanor Citizens for Equitable 
Utils. Requeste idsntlfication of documsnts b info supporting 
•Uegsd ■'field conot error." Certificate of Svc end. 

BCkWMZ, M. D. • NEHMAN, J. R. Houston Lighting b Power Co. 8CHUARZ.H. D. 
Baker b Batts. 79/11/09. SOpp. 


7918090611 Intsrrogoteriss b rsqusste for production of documents 
directed to Citizens for Equitable Utile. Quaetions re 
olledged falolficatlon of const records by util sapleytss. 
Csrtifleati of Bvc and. 

HCOURREN. H. J. Hearing Branch 1. 79/11/09. 14pp. 


— Interrogatories b requsets for production of docuMents 
to Citiiont Cenctrnod About Nucloot* Powor. Ineludos 
questions r# allsgsd folsiflcotlon of const records by util 
■apleyees. 

HCBUIREN. H. U. Hiarlng Branch 1. 79/11/09. iOpp. 


7918130467 Firat sst of intorrogotories b roqusst for insp b production 
of docuoonts. Roquoots info rs basis for Section 8.6 of FBARi 
peek wind guete uoed .for design b concrsto bonding 
roquiraaonts.Cortlficate of Bvc end. 

BUCHWN.P. Cltizene for Equitable Utilities. BUCHORN.P. Citizens 
Coneornad About Nuclear Power. Inc. 79/ii/03. 10pp. 


7918170394 Forwordo addl request for production of doeueents re Ban 
Ant^io Ezprass News 7911U artlde reporting that roaults 
of FBI inquiry wore turned over to NRC. 

81NK1N.L.A. Cltizene Concerned About Nuclear Power. Inc. 79/lt/lS. 


• — 7918170399 Hoqueat for production of docuaenta. DeMnde all FBI 
dDCUoente ro investigation of facility. Certificate of Svc 
and. 

BINKIN.L. A. Citizens Concerned About Nuclear Power. Inc. 

79/11/18. app. 


79iai9006( Forwards util 791180 Itr to NRC b and. 
SCHHARZ.N. 0. Baber b Botts. 79/11/88. 3pp. 


Roquoato copy of doeuaents troneaibtod to Citltsne Coneemod 
About Nuclear Powar par L Binkin 791118 FOIA Raquaot 79-493, 
ra FBI Invaotlgatien. 

NCOURREN. H. J. Hoaring Branch 1. 7^/18/11, ip. 


7912190241 Confirnt 79U06 conversation rs intentions not to call 
Cooperative, as witness at hearing. Dspositlon 
of J Baith will not be taken. Reserves right to deoose J 
Saith at future date. 

BALOHIN.J.M. Bater b Botts. 79/11/07. 9pp, 


**’''**•* ’‘“'■*''9 Oct 1979, South TX Electric Cooperative 

b ffedlna Electric Cooperative neither Initiated nor received 
any discovery requests. Certificate of Svc end. 

JOHN.D.F. Akin. Oump. Hauer b Feld. 79/Il/OB. 4pp. 


VWWTA T«ViVlU|l rqr eea.^wwwts k. « I V 6 F i S • B A U tl « rSVAIIIi OV AOt 

oi*4«r denying Aatipni fer •UMieng deciiien. Urgee colUberal 
estoppel of Central b South West Carp re ieiuss previously 
decided in district court trial. Csrtiflcita of Bvc end. 
BARNETT. E. U. . BOUKNIOHT. J. A. Houston Lighting b Power Co, 
BARNETT.E.W. Dakar b Botts, 79/11/09. 22pp. 


79120906B3 Third sst of interrogatories b request for production of 
doeuaents directed to TX Utile Osnaretlng Co. at al. Addresses 
purchase b sale of off-peak interruptible energy b transfer 
b eschanga of electric energy. Certificate of Svc end. 
flT«*.,D. Central Power b Light Co. STAHL, D, leham, Lincoln b 
Beale. 79/11/09. Bpp. 


7912060009 Ack receipt of 791107 Itr advising of Houston Lighting b 
Power assertion of work product privilege re Oerber scripts. 

NRC will file aotlon to compel discovery. 

LEBBViR.P. Antitrust Division. 79/11/09. Ip. 


7912100300 First sat of interrogatories h requist for production of 
doeuaents, dirocted to City Public Bvc Board of Ban Antonio. 
Addresaas coal-fired economy energy purchase b eala b 
electric energy transfer b aichanga, U/Certiflcata of Bvc. 

STAH..D. Central Power b Light Co. 79/11/09. 7pp. 


1979. Took deposition of HL Peterson. 
K Ruswtl.RL Hencdck.CT Herring b R Heyler b TL Hatcher b M 
Tanner in conjunction w/NRC.Partlclpated in Houston Lighting 
b Power b TX Utils joint depositions. U/Certificata of Svc. 

CYPHERT. B. B. , PARAHBTEB, F. H. . D0P80V1C, D. A. Just ice.Deet. of. 
79/11/09. 7pp. 


7918X90140 Notifies that J Oambrell of Cejun Electric Power Ceopeiletiva 
has been designated potential witness in DOJ proeesdings. 

notification of Oaabrtlli dapoaition Taochtdulino. 

LUOUE.N. Justice. Dept. of. 79/11/09. ip. 
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DOCKETED ITEMS 


79121003J2 Notice oF apiieerancQ In proc eed 1 ng . Cer t if ic a ts of Svc end. 
LUCIUE. N Justice, Dept. of. 79/11/13. 4pp 


7912110270 Advises of postponement of H Moodion deposition until later 
date<duB to l-laustan Lighting & Pouer failure to male 
Hoodso'i uorting papers available for Insp. 

DLUflE. M. D. Antitrust Division. 79/il/19. Ip. 


7912130094 Notice of appearance of AP Hodgdon on behalf of MRC. 
Certificate of Svc end. 

HODOOaN.A.P, Antitrust Divi Sion. 79/11/20. 4pp. 


79i20di0Q40 Application for subpoenas for deposition of J Oambreil ti 
keeper of records of Cajun Electric Pouer Cooperative. 

Testimong uilt include transmission planning & fuel supplg. 

Drafts of subpoenas ti Certificate of Svc encl. 

fRANKUtN.Vl. J. Houston Lighting Pouer Co. PRANKL IN. M. J. Daker & 
Dotts. 79/11/21. 20pp. 


7912130097 Request for expansion of A8LB 790323 protective order to 
Include documents produced by Central S> South Nest Corp b 
Central ti South Uest Svcs.Inc.to Include confidential 
documents to amend order to bind TX Util companies. 

STAHL. D. Central L Southuest Corp. STAHL. D. Central & Southuost 
Services. Inc. STAHL. D. Central Pouer b Light Co. 79/11/21. 7pp. 


7912130433 Notifies of AE Autry 791211 deposition in Corpus ChristiiTX. 
ns Qorchelt 791112 deposition in Abl 1 ene, TX. RH Hardy 791313 
deposition in Abilene.TX & SB Philips 79(217 deposition in 
Dal las. TX. Cer t if icate of Svc encl. 

HCDIARMID. R. C. Brounsvi 1 ie. TX. HCDIARHID. R. C. Spiegel & HcDiarnid. 
79/!i/26. 7pp. 


7912t30S3& Third set of interrogatories t< requests for production of 
documents directed to Houston Lighting b Pouier & TX Utils 
Denerating Co. Includes questions nn pouer flow betueen 
uti Is. Support ing documentation ti Certificate of Svc end. 

LES8Y.R.P.. CHANANIA. F. D. > QLUME. K. B. Antitrust DtvlsLon. 79/lt/S6. 
23pp. 


79121 30320 Notice of appearance of S Helling on behalf of Central S. 
South Nest Corp. Central Pouer L Light Co.PSC of OK. 

Southuestern Electric Pouer Co & Uest TX Utils Co. 

HELLIN0.5. Ishani. Lincoln & Beale. 79/11/26. 6pp. 


7912120043 Third supplemental response to second set of interrogatories 
ti requests for production of documents from applicant. 

Certificate of Svc encl. 

CVPHERT. S. a. . PARMEMTER.F H. Jus t i ce. De p t. o f . 79/11/37. 9pp. 


7912130337 Notice of TL Austin 791217 deposition in Dallas. TX. 

CARNEV.J. A. Central L Southuest Corp. CARNEY. J. A. Central Power tc 
Light Co. CARNEY, J. A. Public Service Co. of Oklahoma. 79/11/27. 

IP 


—7913130361 Notice of BB Hulsey 79121B deposition in Dallas.TX. 

CARNEYiJ.A. Central !• Southuest Corp. CARNEY. J. A. Central PniuBr 
U Light Co CARNEY. J. A. Public Service Co. of Oklahotra. 

79/11/27. Ip. 


— 7913130366 Notice of PO Brittain 791310 deposition in DallasiTX. 

CARNEV.J. A. Central ti Southuest Corp. CARNEV.J. A. Central Pouer 
& Light Co. CARNEYiJ.A. Public Service Co. of Oblahoma. 

79/11/27, ip. 


— 7912130D7B Notice of MB Spence 791219 deposition in Dallas. TX. 
Certificate of Svc encl. 

CARNEV.J, A. Central t> Southwest Carp. CARNEYiJ.A. Central Pouer 
b Light Co. CARNEV.J A. Public Service Co. of Oklahoma. 

79/11/27, 4pp. 


7912140154 Notifies that documents discussed in 791107 Itr will be 
available at law firmo for NRC insp. Cert i f icate of Svc encl. 
FLVNN.P.O. Louenste in. Newman. Reis. Ax olrad & Toll. 79/11/27. 6pp. 


7912170063 Request for issuance of cubpoonas ti for raoif of ASLB 790784 
order. Order should be modified to relfuct outotanding 
discovery matters b briefing sen edu 1 e. Cer t if i cote of Svc b 
list of deponents end. 

CVPHERT, B. 9. , PARMENTEfl. F. H. Just te B . Dep t, of . 79/11/29. ISpp. 


7912270040 Forwards City of Ban Antonio. TX responses to Central Power fc 
Light interrogatories b request for production of docLiraeiibs. 
HlLBONiW.R., WILSON, H-R. Mettheusi Ifoulin. Macforlane & Barrett. 
79/11/29. ip. 


7912270032 Response to Central Power b Light first sat of 
Interrogatories b request for production of documents. 
Includes data sheets re coal— flrod economy energy sale. 
Certificate of Svc encl. 

POSTON. J.D. Sen Antonio. TX. 79/11/29. 41pp. 


791S120S49 Motion to compel DOJ b NRO responses to Houston Lighting b 
Power first set of Interrogatories b requests for production 
of documents. DOJ 791010 responses b NRC 7B1201 answers were 
incomplete. M/Certificate of Svc. 

FLVNN.P.O. Houston Lighting b Power Co. 79/11/30. 32pp. 


791217013S Notifies that DOJ does not Intend to call JL Johns as 
witness. 

LUQUE.N. Justice. Dept. of. 79/12/03. ip. 


7912100202 Bubposnas ED Barnes to appear In Houston. TX on B00209. 

Hia.ER^H.E. Atomic Safety and Licensing Board Panel. 79/12/03. Ip. 


—7912180209 Subpoenas F Taylor to appear in Houston.TX on B00206, 
HILLERiH.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip- 


--7912ia(ffi31 Subpoenas 0 Knoules to appear in Houston.TX on 800200. 
HILLER.H. E. Atomic Safety and Licensing Board Panel. 79/12/03. 
ip. 


— 79121B0240 Subpoenas OW Oprea to appear in Houston.TX on 800130. 
HILLERiH.E, Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip- 


—79121802^ Subpoenas AH Smith to appear in BeaunontiTX on B00122. 
HILLERiH.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip- 


—7912180268 Subpoenas A Sprawls bo appear in Beaumont. TX on B00184, 
HILLERiH.E. Atomic Safety and Licensing Board Panel, 79/12/03, 
Ip. 


— 79121B027S Subpoenas W Atkina to appear in Beaumonti TX on B00122. 
HILLERiH.E. Atomic Safety and Licensing Board Panel, 79/12/03. 
Ip- 


— 79121B02BI Subpoenas RK HcCulstion to appear in Houston.TX on BOOIS?. 
HILLERiH.E. Atomic Safety and Licensing Board Panel. 79/12/03. 

If- 


— 7'9t21602B9 Subpoenas T Standish to appear in HoustoniTX on 800117. 
HILLERiH.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


—7912180297 Subpoenas J Oreenwade to appear in HoustoniTX on S00il6. 
HILLERiH.E. Atomic Safety and Licensing Board Panel, 79/12/03. 
Ip. 


—7912180306 Subpoenas N Lee to appear in Beaumont. TX on 000129, 

HILLERiH.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


—7912180311 Subpoenas HW Milberg to appear in HoustoniTX on S00207. 
HILLERiH.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


— 7912130320 Subpoenas TR Locko to appear in Wichita FnllsiTX on 000103. 
HILLERiH. E. Atomic Safety and Licensing Board Panel. 79/12/03. 

Ip- 


— 7912180329 Subpoenas EA Turner bo appear in Houston.TX on 800131. 
HILLERiH.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


—7912180340 Subpoenas RJ Earhart to appear in Houston.TX on 800119. 
HILLERiH.E. Atonic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


—7912180349 Subpoenas JE Monahan to appear in WacoiTX on 000104. 

HILLERiH.E. Atomic Safety and Licensing Board Pantl. 79/12/03. 
tp. 


—7912180360 Subpoenas HL Manning to oppear in Dallas. TX on 000109. 
HILLERiH-E. Atonic Safety and Licensing Board Panel. 79/12/03. 
Jp. 


—7912180378 Subpoenas OC Da La Oasa to appear in Dallas, TX on 800109. 
HILLER,H.E. Atonic Safety and Licensing Board Panel. 79/12/03. 
Ip- 



DOCKETED !TEMS 


— -79tai803Bl Subpoenal 6 Beard to appear In DallasrTX on BOOtOB. 

MILLERi M. E. Atomic Safety and Licensing Board Panel, 79/1S/03. 
Ip- 


—7912100395 Subpoenas EL Idation to appear in Dallas. TX on 800110. 
HILLER. M.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip- 


--7912180404. Subpoenal JE Bondurant to appear in DeeuaoTit.TX on 800123. 
HILLER. N.E. Atomic Safety and Licensing Board Panel. 79/12/03. 

Ip. 


—7912160414 Subpoenas J5 Farrington to appear in Dallas. TX on 790111. 
HILLER. H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
>P- 


--79121B0423 Subpoenas R Carder to appear in Dallas. TX on B00109. 

HILLER. n.E. Atonic Safety and Licensing Boerd Panel. 79/12/03. 
Ip. 


79122B011B Discovery rept by City Public Sve Boerd of San Antanle.TX 
for Nov 1979. Received L responded to Central Power & Light 
First set of Interrogetories U request for production of 
documents. Certificate of Sve encl. 

HILSON.N.R, Teiae. State of. UILSON.M.R, Hafctheus. Kowlln. 
KacfaMant L Barrett. 79/12/03. 4pp. 


7912130313 Application for iisuance of subpoinas tu Gardell. Bravanec fc 
recordkeeper. College Statlon.TX. Ulll tietlfy on bolt 
electric power supply, transmission planning li other related 
Issues. Drafts of subpoenas l< Certificate of Sve encl. 

FRANKLIN. H. J. Houston Lighting ti Pouer Co. FRANKLTN. W. J. Baker h 
Botts. • Lowensteln. Neuman. Rols. Aielrad L Toll. 79/12/04. 27pp. 


7912110499 Response by Public Utils Board of City of Brownsville. TX In 
support of DOJ motion for mod of ASLB 790724 order 
requesting addl discovery period. Extension ulll allow 
thorough praparatlon for hearing. Certificate of Sve end. 

POIRIER.H, R, Texas. State of. 79/12/09. Spp. 


7912190110 Requests util provide documents subpoenaed (■ produced at 
AE Naylor 791011 deposition, 

BLUHE.M.B. Antitrust Division. 79/12/03. Ip, 


7912190130 Monthly status rept for Nov 1979. Parties arrived at terns ot 
protective order. Four scheduled depositions delayed. Draft of 
order end. 

POIRIER.H. R. Spiegel & McDlarmld. 79/12/05. 8pp. 


7912270084 Status rept for Nov 1979. South TX Electric Cooperative. Inc 
ti Medina Electric Cooperative. Inc neither initiated nor 
received dlseovory requests, 

JOMN.D.F. Oouth Texas Electric Cooperative. Inc. UOHN.O.F. 
Metropollten Edison Co. JDHN.D.F. Akin. Ountp. Hauer Ic Feld. 
79/12/09. 4pp. 


7912280ii39 Discovery rept for Nov 1979.No discovery requests initiated 
or received. Certificate of Sve encl, 

BALOUOHiR.C. Austin. TX. 79/12/06. 9pp. 


7912260297 Response in support of DOJ motion For mod ef A8LS 790724 
order by extending discovery L hearing schedule. Delay needed 
to atslinilata evidence t to narroui issues. Certl ficate of 
Sve end. 

HELLINOiS. Central h Southuest Corp. UELLINO.S. liham. Lincoln «i 
Deale. 79/12/07. lOpp, 


7912260360 Hemoranduffl in support of DOJ motion requesting mod of ASLB 
790724 order. Proposed addl time for completion of discavery. 
continuation of depositions & final prehearing conference 
needed to perform studies. Cortificate of 8vc end. 

RITTSiF. H. . DURCHETTE. W, H- Texas-Louielana Electric Cooperativei Inc. 
RITT3.F. H. Northeutt Ely- 79/12/07. 6pp. 


7912270101 Notifies of postponsment of JT Uendars deposition. 
8TAHL.0.M. Isham. Lincoln L Deale. 79/12/07. Ip. 


7918270123 Discovery rept for Nov 1979. Fifteen depositions taken. Third 
supplemental response to util second set of Interrogatories 
filed. DOJ filed 791130 request for mod of 790724 ASLB order.' 

CYPHERT. B. B. Justice. Dept. of. 79/12/07. 3pp. 


7918370104 Discovery status rept for Nov 1979 for Central (r SouthwoBt - 
Corp. Thirteen depositions taken. 

CARNEV.J.A. Ilham. Lincoln L Beale. 79/12/10. Dpp. 


7912260397 Responie to DQJ 791130 motion for mod of ASLB 790724 order 
by extending hearing schedule h for ancillary relief. If 
modi ft edi sing le discovery termination date should be 
adapted. Certif I cate of Sve encl. 

DLUH-R.L. Houston Lighting ir Power Co. DLUM.R.L. Baker ti Batts. 
79/12/11, 9pp. 


7912S60670 Notifies of correct sve list for Central 6 South Nest Corp. 
STAHL. D.H. Ilham. Lincoln t> Beale. 79/12/11. Ip. 


7912310914 Advises that applicant possesses addl documents responsive 
to 79070? subpoena addressed to A Gerber. Documents uill be 
ready for DOJ Insp at mutually convenient time. 

FLYNNiP.O. Louenste 1 n. Neuman. Reis. Aielrad L Tall. 79/12/11. Ip. 


— 7912310519 Advises that applicant possessos addl documenti respansiva 
to 790709 subpoena addressed to A Oerbor. Documents uill be 
ready for NRC Insp at mutually convenient time. Certificate 
of Sve enc 1 . 

FLYNN. P.O. Louensteln. Neuman. Reis, Aielrad h Toll. 79/13/11. 5pp. 


7912280627 Supports util 79100S request for directed certification of 
ASLB 791009 order re motions based upon decision of US 
Olstnlct Court. Order should be reviewed due to holding that 
res yudlcJta inapplicable to antitrust proceedings. 

KNDTTSjJ.B. Texas Utilities Generating Co. KNOTTS, J.D.. AHEARN. C, D. 
Debevolse (< Liberman. 79/13/12. 37pp. 


79122B0629 Notice of appearance In proceeding. Certificate of Bve encl. 
AHEARN. C.D. Texas Utilities Generating Co. AHEARN.C.D. Dallas 
Power L Light Co. AHEARN.C.D. Texas Electric Service Co. 79/13/12. 
4pp. 


79I2S600B1 Brief in opposition to applicant 791109 request that ASLAB 
certify ASLB 791005 order denying applicant motion for 
summary disposi 1 1 on. No irreparable harm. Injury to public 
Interest or unusual delay present to justify certification. 
CHAMANIA.F.D, . HODODQN. A, Ant 1 trust Dlvl s 1 on. 79/12/14. 31pp. 


— 791326008B Special prehearing conference order directing parties to 
commence discovery 6 trial preparation immediately L to 
complete discovery by 79010B. Certificate of Sve encl. 

HlLLERiH.E. Atomic Safety and Licensing Board Panel, 78/07/13. 
lipp. 


7912270137 Order extending time to B00229 for cempletln of discovery, 
to 800328 for completion of export discovery, to 600426 for 
filing witness 1 1 s ts. Sc hodulos prehearing conference for 
800909 *1 evidentiary hearing for S00514. 

HlLLERiH.E, Atomic Safety and Licensing Board Panel. 79/12/14. 

6pp. 


7912260630 Application for Issuance of subpoenas calling for depailtlan 
of JR HilfordiS Phelps. P Meyers. HJ Harsh.RA Yarbrough. 

SR Harriion.R Segrest.D Wright. FJ Heyer.A Higginbotham h 
»S1 Ammons, H/twelve drafts of subpoenas h Certificate of Sve. 
FRANKLINiH, Houston Lighting h Power Co. FRANKLIN. H. Baker b 
Sotte. * Lowens tein> Newman. Reis. Axelrad h Toll. 79/12/14. 90pp. 


791231'0137 Motion for extension until 800201 to file supplemental 
reeponse to Houston Lighting & Power first set of 
Interrogatories. Involvement In depositions requires 
allocation of addl t ime. W/Certi ficate of Sve. 

CYPHERT.a. D. . PARHENTER. F. H. . LUQUE.N. Justice, Dept. of. 79/12/14, 

Bpp. 


7912310109 Opposition to util 791109 request for directed certification 
h review of AELD order. If certification directed, col lateral 
estoppel effect should not be given to fact Issiies 
delineated by util in another case. 

POlRIERiH.R. Brounsvll le. TX. POIRIER.M.R. Spiegel & McDlarmld. 
79/12/14. IRpp. 


7912260044 Answer concurring u/DOJ 791130 motion for mod of A9LB 790724 
order by extending current hearing b discovery schedule, 

Facility uill be ready for fuel-loading between Aug h Nov 
1981. Certl ficate of Sve encl. 

LESSY.B.P.. CHANANIA. F. D. Antitrust Division. 79/12/17. 5pp. 


7912260361 Dppoeicion to util 771130 request to compel further 
discovery. Util has not requested further diicovrry from NRC. 
fWC willing to work w/utit to arrive at mutually agroueble 
dlseovory schedule. Certi ficate of Sve end. 

UEBBYiR-P.. CHAMANIA.F.D. Antitrust Division. 79/12/17. 6pp. 


7912280649 Forwards documents from files nf A Gerber per request. M/o 
end. Certificate o f Sve encl. 

FLYNN, P.0, Louensteln. Newman, Reis, Axelrad b Toll. 79/12/17. 5pf). 
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7912310001 Supp lomentary re«ponse to first set of Interrngatorias. 
Dlscussss arsss where util t Public Util Board of 
Brounaville.TX compete. Affidavit of JW Hi lioni supporting 
documentation t, Certificate of Svc end. 

UIUBQN. J. M. Brqunsvl 1 le> TX. 79/12/19. 62pp. 


7912310161 Opposition to applicant 791218 motion for protective order. 
Order filed Inadvertentlij i- conflicts u/previouslg agreed t? 
terms- Intervener willing to consider modifying agreement, 
PDIHlEH.H.n. Brownsville, TX. POlRIERiH.H. Spiegel fc HcDiarmli. 
79/12/19. 4pp. 


U. Congreeeional/Eiecotive Correspondence 


7912120053 Responds to 790924 Ur re L Sinkln request for establ ishaient 

of leeal PDR in San Antonio, TX. Arrangements madt to forward 

copies of NRC Insp ropts to San Antonio Public . 

OOSBICK.L.V. Office of the Esecotlve Director for Operations. 




7912130066 Forwards UA Slnkln 790601 reques 

San AntoniOi TX. Requests coiements. 
G0NZALE7>H.D. House of Rep. 79/09/24. 


t that 

Ip. 


NRC establiih PDR in 


Q. Inspection reports, IE Bulletins !■ correspondence 


7912060355 Responds to IE Bulletin 79-23. Emergency diesel genereters 
differ from type liable to reported failure, 

OPREA.O.H. Houston Lighting l< Power Co. 79/10/22. tp. 


79122B0322 Forwards IE Insp Ropts 50-498/79-17 i 50-499/79-17 on 
791024-26. No noncompliance noted. . ^ , 

SElDLErU.C. fioglon 4, Dallas, Reactor Construction !• EnginoarlnP 
Support Branch. 79/11/14. 2pp. 


—7912200329 IE Insp Repts S0-49B/79-17 1. 50-499/79-17 on 791024-26. No 
noncompllance noted. Major areas Inspected: licensee responses 
to previously identified insp findings h review of reported 
lOCFRSO. S5(e) items. ^ 

HUBACEK,H.O., PHILLIPS. H. S, , CRQSSMAN, H, A. Region 4, Dallae. 
Office of the Director. 79/11/13. 4pp. 


79121002SB Forwards IE Info Notice 79-20, 
Elements Due to Pipe Support Loads." No 
SEYFRITrK.V. Region 4, Dallas, Office 
ip. 


"Overloading of Structural 
response required, 
of the Director. 79/11/16. 


7912110530 Forwards IE Info Notice 79-29, "Loss of Noneafety-Relatod 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

SEYFRIT-K.V. Region 4, Dallas. Office of the Director. 79/11/16. 
Ip. 


-7912120071 Requeets establishment of PDR in Ban Antonlo.TX. 
BlMilNiL.A. Citlcens Concerned About Nuclear Power, Inc. 
7o/nn/fli. In. 


DOCKET 9TM-S0-499 SOUTH TEXAS PROJECT, UNIT 2 
A. ApfUcation/conetruction stage documents fc^corr e i p on dene e 


7912060560 Confirms 790831 telton re 79062BltrconcorninB 790622 
stop WOT* order on placeaient of safety-related concrete. UtlX 
will resume plocsmsnt of concrete In reactor containment 
bldg extorlor shell walls. 

TURNERtE.A. Houston Lighting 6 Power Co. 79/08/31. app. 

7912110011 Forwards NRC position on etatue ft applicability to pending 
OL epflleations of results of TMI followup actions. Qutl ines 
addi ihort-tarm actions to be taken. 

VASSM-LQi !>• B. Divl«lon of Projoct 79/09/27. 4ipp. 


7912U0264 Discusses NRC plans to usa 

v«fl#lcatian prdflratn to rosolvt ATWB ii«u# for PWfto li Bw«i. 
8ucc«t« of program doptndi on indoffcry ptiponio. Bupporti 
foTMtlon of ownartt groupt to provldt nocoiiary 


D 




7918070361 Forwards Amend 6 to epplicotlon for OL. 
TURNERrE. A. Houston Lighting t Power Co. 79/12/05. 


3pp. 


7912110279 Forwards IE Circular 79-23, “Motor Starters b Contaetopo 
Failed to aporate. " No response required. ..a,..,-. 

SEYFRITiK.V. Region 4, Dallas, Office of the Director. 79/11/26. 
ip- 


— 7912070370 Amend 6 to application for 0^-’ 

orgonixation of app I Icanti. SEC Forms 8-16 Ic 10-K, financial 
info k Annual Financial Rapt 1976 oncl. 








7912110476 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups tc state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

BEYFRlTiK-U. Region 4, Dallas, Office of the Director. 79/11/26. 
ip- 


7912190043 Forwards IE Circular 79-24. "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
written response required. 

SEYFRIT.K.V. Region 4, Dallas, Office of the Director. 79/11/26. 
ip- 


7912190177 Forwards IE Bulletin 79-27, "Loss of Non-Claes IE 
Instrumentation b Control Power Sys Bus During Operation. “ 

No written response required. 

SEYFRIT.K.V. Region 4, Dallas, Office of the Dlrnctor. 79/11/30. 
tp- 


7912310261 Forwards IE Info Notice 79-30. "Reporting of Defects b 
NoncompliancBs, lOCFliai. " No action required. 

SEYFRIT.K.V. Region 4. Dallas, Office of the Director. 79/12 
4pp. 


7912200212 Forwards IE DuUetin 79-28. "Possible Malfunction of Named 
Model EAJSO Limit Switches at Elevated Temps." Action 
rdQU Irsd. 

SEYFRIT.K.V. Region 4, Dallas, Office of the Director. 79/12/07. 
Ip. 


— 7912070375 Annual Financial Rapt 1978. 

a Houston Industries, Inc. 70/12/31. 39pp. 


79121B046S Forwards rsquest tor addI info rt Initial testing to 
complete review of F8AR. 

pann.n.n. Lloht Hater Reactors Branch 3. 79/12/07. l/Pf- 


7912270369 Informs TX Historical Commission that neither 
erahistarlcal remains were found at proposed barga off- 
loading facility site In Braioria County, TX. Rasults of 
archaeological survey performed by Dames b Moore. 
KGOUIREiU.F. Houston Lighting b Power Co. 79/13/17. 


historical 

3pp. 


nor 


F. eacuritg, medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const * IB- review, Applicants required to make certain 
emsrgtncy arrangements w/state b local organliatlons b 
submit emergency plans per Reg Guide 1. 101. . 

VAKbUJ.0, 0, S. Division of Project Management. 79/11/21. 6pp. 


7912310089 Notification of time change for 000109 meeting u/utll in 
Betheida.nO to discuss review of security plan. 

LIC1TRA>£.A. Light Hater Reactors Branch 3. 79/12/10. Opp. 


0. Adjudicatory correspondance 


f Incorract Amplified 
d. 

1 Director. 79/12/13. 


'120S0442 First set of interrogatories b requssti for production of 
documents directed to intervener Cltliens for Equitable 
Utils. Requests identification of documents b info supporting 
alleged "field const error." Certificate of Bve end. „ n 

8CHlMZ>H.D.i NEWMAN.J.R. Houiton Lighting b Power Co. BCHHARZrM.D. 

Baker b Botts. 79/11/05. 30pp. 


parted 


79120TO611 Interrogatories b requests for production of documents 
directed to Cltixcns for Equltebl# Utils. Oueetions re 
alledged falelf ieation of const records by util employsis. 
Certificate of Svc end. 

fHiOlfflREN.H. J. Hearing Branch 1. 79/11/05. 14pp. 



DOCKETED ITEMS 


— 791209OA1S Intarrofatoriai ti ra^uast* far fro<uctian of doeuaanfec 
dlraetaf to Cltizani Conearnad About Nucloar Pouar. Ineludaa 
tuaotlont ra allaiad faliiflcatlon of eonat racords by util 
aaployoat. 

nCOURRENi H. J. Kaaring Branch 1. 79/ll/OS. lOpg. 


79iai30W7 Flrat lat of intarroBotoria* Ik raquaat for inap k production 
of docuMnta. RoquaatB Info ro baala for Bactlon S. A of F8AR> 
pool Hind guata uaod for daaign It conerato bondlnf 
roqulrosonta. Cortlf ieata of 8ve and. 

BUCHCmN'.P. Cltizana for Equitabla Utllltlaa. BUCHORN.P. Gitliano 
Concarnad About Nuelaar Pouar. Inc. 79/ll/OS. 10pp. 


79120S0093 Patltlon for dlractad cartlfleation It ravioH of AGL8 791003 
ordar danglnB notlona for suntaarti doclolon. Urfoa collataral 
oatoppal of Control k South Watt Corp ra laauaa pravloualg 
daeldad in dlatrlet court trial. Cortlflcato of 8vc and. 

BMNETT.E. W. Hauaton Ltfhtlng k Pouar Co. BOUKNIBHT. U. A. 
Louanotaln.HaMkan.Rala.Aiolrad k Toll. 79/11/09. 22pp. 


7912170334 Foruardt addl raquaat for production of docunanta ra San 
Antanlo Eipraaa Naua 791111 artldo raportlng that raaulta 
of FBI Inquiry uaro turnad ovar to NHC. 

BlMlIHiL.A. Cltizana Concarnad About Nuelaar Pouar. Inc. 79/11/12. 
Ip- 


—*7913170333 Raquaat for production of docutaanta. Daaanda all FBI 
docunanta ra Invaatlgatlon of facility. Cartiflcata of 8vc 
and. 

811M1N.L.A. Cltizana Concarnad About Nuelaar Pouar. Inc. 
79/11/12. 2pp. 


79121900A1 Foruarda util 791130 Itr to NRC k and. 
BCHUARZ.H.D. Batar k Botta. 79/11/26. 3pp. 


7912180087 Raquaita copy of docuaanta tranaalttad to Citliana Concarnad 
About Nuelaar Pouar par L Blnkln 791112 FOIA Raquaat 79-493. 
ra FBI Invaatltatlen. 

NCOURREN. H. J. Hearing Branch 1. 79/12/11. Ip. 


7912280664 Raaponda to FOIA raquaat for docuoanta ganaratad aa raault 
of invaatlgatlon of South TX project by FBI. Raquaat 
foruardad to FBI for raaponaa. 

CARR. J. C. Dlvlalon of Rulaa and Raeorda. 79/12/17. Ip. 


H. Antltruat correapondanca 


7912060088 Diacovary rapt far Oct 1979. Corrected k algned City Public 
Sve Board dapoaitlona taken by DOJ k NRC. Produced addl 
dacunante raquaatad by DOJ during JB Poaton dapoaltlon. 

Cartificata of Sve and. 

WtL60N.H.R. Matthaua. Noulln. Hacfarlana k Barratt. 79/11/03. 4pp. 


7912060247 Diacovary rapt for Oct 1979. Producod addl docuaanta to DOJ 
follaulng RL Hancock.HL Pataraon k E Ruoaial 791009 k 10 
dapoaitlona. Did not initiate diacovary raqueata. Cartificata 
of Sve and. 

BALOUOH.R.C. Auatin. TX. 79/11/03. 4pp. 


7912190227 Foruarda affldavlta of RE Roundtree k LR Oaullk.ganarat 
•anagar k aaaeclata general aianagar ef Public Utils Board. 
Brounavllla. TX. 

JABUB4.R.A. Bplagal k McDlarald. 79/11/07. Ip. 


— 7912190363 Affidavit by ganaral aMnager of Public Utils Board of Cltfl 
of Brounavllla. Act that 790302 raaponaea to Houston Lighting 
k Pouar first aat of Intarrogatoriaa k 790636 aupplaaantal 
raaponaaa to aoaa diacovary have bean ravlauad. 

ROUNDTREE. R. E. Taiaa. State of. 79/09/14. 2pp. 


—7912190298 Affidavit by assoclato ganaral oanagar of Public Utils 
Board.Brounavillo.TX. Act that 7903<n raaponaaa to Hauaton 
Lighting k Pouar first set of intarrogatoriaa k 790626 
aupplaaantal raaponaaa to aaaa diacovary have boon racalvsd. 
0AUL1K.L. R. Taiaa. Btata of. 79/09/14. 8pp. 


—7918190319 Corractid k aupplaaantal anauora by Public Utils Beard oP 
City of Brounavlllo.TX In raaponaa to Houston Lighting k 
Pouar flrat aat of Intarrogatoriaa k flrat raquaat for 
production of docuaanta. Contains info ra sale of pouar. 
a Taaas.' State of. 79/11/07. 6pp. 


7912190341 Confiras 791106 convoraation ra intentions not to coll 
J Saith. Cajun Cooparatlvaias ultnaaa at hearing. Dapoaltlon 
of J Baith ulll not be tshon. RoaervoB right to dapoae J 
8alth at futura data. 

BALDU1N.J.H. Bakor k Betts. 79/11/07. Spp. 


7911300277 Diacovary rapt for Sept k Oct 1979. Participated in FS 
Buchanan. JO Nicholas k 0 Taylor dapoaitlona. Did not initiate 
diacovary raqueata. Certificate of Sve and. 

BURCHETTE. U. H. Teias-Louiaiana Electric Cooperative. Inc. 79/11/OB. 

4pp. 


7912140302 Adviaea that during Oct 1979.Sauth TX Electric Cooparativa 
k Medina Electric Caoperative neither initiated nor recalvad 
any diacovary raqueata. Cartificata of Sve and. 

JOiei.D.P. Akin. Ousp. Hauar k Feld. 79/11/OB. 4pp. 


7912030683 Third aat of intarrogatoriaa k raquaat for production of 
docuaanta dlractad to TX Utils fianaratlng Co.ot al.Addraaaaa 
purchois k sale of off-peak intarruptlbla energy k transfer 
k aichange of electric energy. Certificate of 8vc and. 

8TAHL.D. Central Pouar k Light Co. 79/11/09. Spp. 


7912060009 Act receipt of 791107 Itr advising of Houston Lighting k 
Pouar aaaertlon of uork product privilege re Oerhar scripts. 

MIC ulll file aotlon to conpal diacovary. 

LE88Y.R.P. Antitrust Division. 79/11/09. Ip. 


7912100300 First set ef interrogatories k request for production of 
docuatntii directed to City Public Bve Board of San Antonio. 
Addraseas coal-fired aconoay energy purchase k sals k 
alactric anargy transfer k aichange. W/Cartlflcate of Sve. 

STAHL.D. Central Pouar k Light Co. 79/11/09. 7pp. 


7918100307 Ditcovary rapt for Oct 1979. Took daposltions of HL Peteraon. 
EC Ruoaal.RL Hancock. CT Herring k R Heylar. k TL Hatcher k M 
Tanner in conjunction w/NHC. Participated in Houston Lighting 
k Pouar k TX Utils joint depositions. H/Cartiflcako oP Bve. 
CVPHEHT.8.B. Justlca.Dept. of. 79/11/09. 7pp. 


7913190140 Notifies that J Oaabrell of Cajun Electric Pouer Cooperative 
has baan deelgnatad potential witness In DOJ proceedings. 

Requests notiflcatian of Oaabrells dapoaltlon rescheduling. 

LUaUE.M. Justlca.Dept.of. 79/11/09. Ip. 


7912100332 Notice of appearance in proceeding. Cartificata of Bve end. 
LUOUE.N. Justlca.Dept.of. 79/11/13. 4pp. 


7913110270 Advises of postponenent of H Hoodson deposition until later 
data. due to Houston Lighting k Power failure to aake 
Hoodson working papers available for tnap. 

8LUHE.M.D. Antitrust Division. 79/11/19. ip. 


7918130094 Notice of appsaranca of AP Hodgdon on behalf of NRC. 
Cartificata of Sve and. 

HOMDON.A.P. Antltruat Olvlsion. 79/11/20. 4pp. 


7913060040 Application for subpoenas for dapoaltlon of J Oaabrell k 
kaapar of records of Cajun Electric Power Cooperative. 

Tastinony will Include transalssion planning k fuel supply. 

Drafts of subpoenas k Certificate of Sve end. 

FRANHLIN.W.J. Houston Lighting k Powor Co. FRANKLIN. R J. Baker k 
Botte. 79/11/21. 20pp. 


7912130037 Haquest for aipansion of A6LB 7903S3 protactiva order to 
include docuaanti produced by Central k South West Corp k 
Control k South Uest Bvcs.Inc.to Include confidantial 
dacuaents to anand order to bind TX Util coapaniec. 

STAHL.D. Central k Boukhweat Corp. STAHL.D. Heat Taiaa Utilities 
Co. STAHL.D. Iihaa. Lincoln k Baals. 79/11/21. 7pp. 


79121304B3 Notlfias of AE Autry 791211 daposikion in Corpus Christ!. TX. 
NS Borchalt 791112 deposition in Ahilana.TX.RH Hardy 791213 
deposition In Ahilsne.TX k SB Philips 79J3I7 dapositlon In 
Dallas. TX. Cartificata of Sve end. 

NCDIARHID.R. C. Brownsville. TX. 79/11/36. 7pp. 


7918130236 Third sat of Intarrogatoriaa k requests for production of 
docuasnta directed to Houston Lighting k Pouar k TX Utils 
Oenaraiing Co. Includes questions on power flow between 
utils. Supporting doeusentation k Cartificata of Sve and. 

LEBSYiR.P. Antltruat Division. HOMDON.A.P. Coosisslon. 79/11/26. 

aapp. 


7918130328 Notice of appsaranca of 8 Hailing on behalf of Central k 
South Hast Corp. Central Power k Light Co.PBC af OK. 

Soutbwastarn Electric Power Co k Hast TX Utile Co. 

UELLINO.B. Iihaa. Lincoln k Beale. 79/11/26. 6pp. 


7918120043 Third luppleaental response to .eocond set of intarregatories 
k raquasts for production of doeuaants froa applicant 
Cartificata of Sve and. 

CYPHERT.B.B. Juitlca. Dept. of. 79/11/27. 9pp. 
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7912130337 Notice of TL Austin 791317 deposition In Dallas, TX. 

CARNEY, J. A. Central i< Southuest Carp. CARNEY, J. A. West Texas 
Utilities Co. CARNEY, A. Istam, Lincoln i Beale. 79/11/37. Ip. 


•79121SOao& Sufipaenat N Lee to appear in Beaumont, TX on S001S5. 

HILLERiM. E. Atomic Safetg and Licensing Board Panel. 79/13/03. 

Ip- 


--7912130361 Notice of BD Hulseg 79121B deposition in OallasiTX. 

CARNEY, J. A. Central S< Southuiest Corp. CARNEY, J. A. Uest Teias 
Utilities Co. CARNEV.J.A Isham. Lincoln U Dcalo. 79/11/27. Ip. 


— 7913130366 Notice of PG Brittain 791218 deposition in Dallas. TX. 
CARNEY. J. A. Central t Southuisst Corp. CARNEY, J. A. West Texas 
Utilities Co. CARNEY. J. A. Isham. Lincoln t, Beale. 79/11/27. Ip. 


— 79121B0311 Subpoenas HN Mllberg to appear in Houston. TX on 800207. 
KILLEn.H. E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
Ip- 


— 7912180320 Subpoenas TR Locke to appear In Uichlta Falls, TX on 800103. 
NlLL^iM. E. Atomic Safetg and Licensing Board Panel. 79/12/03. 

Ip. 


—7912130370 Notice of MD Spence 791219 deposition in Dallas. TX. 
Certificate of Svc encl. 

CARNEY, J. A. Central b Southuiest Corp. CARNEY, J. A. Uest Texas 
Utilities Co. CARNEV.O.A. Isham, Lincoln b Deale. 79/11/27. 
App. 


7912140184 Notifies that documents discussed in 791107 Itr uill be 
available at lau firms for NEC insp. Certificate of Bvc encl. 
FLYNNiP.O. Louens te in, Neuman, Reis I Axe Ir ad & Toll. 79/11/27. 6pp. 


7912170066 Request for Issuance of subpoenas ti for mod of ABLB 790734 
order. Order should be modified to reflect outstanding 
dlscoverg matters & briefing scbedu le. Cert if icate of Svc b 
list of deponents encl. 

CYPHERT.8. Q. Justice. Dept, of . 79/11/29. 19pp. 


— 7912180329 Subpoenas EA Turner to appear in Houston, TX on 000131. 
HlLLEftiH. E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
tp- 


— 7912180340 Subpoenas RJ Earhart to appear in Houston, TX on B00119. 
MlLLERiH. E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
Ip- 


"7912180349 Subpoenas JE Honahan to appear In Uaco.TX on 600104. 

MILLERrH. E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
Ip- 


-7912180360 Subpoenas HL Hanning to appear in Dallas.TX on S00t06. 
HILLERiR. E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
tp- 


7913270048 Foriuards Cltg of San Antonio.TX responses to Central Petdar b 
Light interrogatories & request for production of documents. 

HILEON. U. R., UILSON, M. R. Hattheus, Noulln. Hacfarlane b Barrett. 
79/11/29. Ip. 


— 7912180372 Subpoenas OC Do La Oasa to appear in Dallas.TX on S00109. 
KILLBI.H. E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
Ip- 


7912270052 Response to Central Pouor b Light first set of 
interrogatories b request for production of documents. 
Includes data sheets re coal-fired sconomg ervergg sale. 
Certificate of Svc end. 

POSTON.J.B. San Antonio. TX. 79/11/29. 41pp. 


7912120249 Motion to compel DOJ b NRC responses to Houston Lighting b 
Pouier first set of interrogatories b requests for production 
of documen t s. DO J 781010 responses b NRC 781201 ansuers uere 
incomplete. M/Certificate of Svc. 

FLYNN, P.O. Houston Lighting b Pouer Co. 79/11/30. 32pp. 


7912170138 Notifies that DQJ does not intend to call JL Johns as 
uil tness. 

LUQUE.N. Justice. Dept. of. 79/12/03. Ip. 


7912IB0202 Subpoenas ED Barnes to appear in Houston, TX on SOOSOS. 

MILLER. H E. Atomic Safetg and Licensing Board Panel. 79/12/03. Ip. 


—7912160209 Subpoenas F Taglor to appear in Houston, TX on 600206. 
MILLER. H.E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
•P- 


— 7912tS023i Subpoenas 0 Knoulce to appear In Houston, TX on BQ020B, 
MILLER.tl. E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
Ip- 


— 7912180361 Subpoenas 8 Beard to appear in Dallas.TX on BOOIOB. 

HILLER, M.E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
Ip- 


—7912180399 Subpoenas EL Uatsan to appear in Dallas.TX on BOOltO. 
HILLER.H. E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
tp- 


—7912180404 Subpoenas JE Bondurant to appear In Beaumont, TX on eOOlSB. 
MII.LER>H.E. Atomic Safetg and Licensing Board Panel, 79/12/03. 

Ip- 


— 7912180414 Subpoenas J8 Farrington to appear In Dallas.TX on 790111. 
HILLERjK. E. Atomic Safetg and Licensing Board Panel, 79/18/03. 
Ip. 


—7912180423 Subpoenas R Corder to appear in Dallas.TX on B00109. 

HILLER.M. E. Atomic Safttg and Licensing Board Panel. 79/12/03. 
Ip. 


7912280118 Discovery rept bg City Public Svc Board of San Antonia, TX 
for Nov 1979. Recalved b responded to Central Pouer b Light 
firit sot of interrogatories b request for production of 
docuMnts. Certlf icat B of Svc encl. 

HILSaNiU.R. Texas, State of. MILSON.U.R. Hattheus, Nowlin. 
Hacfarlans b Barrett. 79/12/03. 4pp. 


—7912100340 Subpoenas OM Oprea to appear in Houston, TX on 800130. 
MILLER, M.E. Atomic Safetg and Licensing Board Panel. 77/12/03. 
Ip- 


— 7912160253 Subpoenas AM Smith to appear in Beaumont, TX on 600122. 
HILLER.M. E. Atomic Safety and Licensing Board Panel. 77/12/03. 
Ip- 


— 7912160262 Subpoenas A Sprauls to appear in Beaumont, TX on 800124. 
MILLER, H.E Atomic Safetg and Licensing Board Panel. 79/12/03. 
Ip. 


—7912160272 Subpoenas N Atkina to appear in Deaumont, TX on 800188. 
MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip 


— r7912i802Sl Subpoenas RM McCulstion to appear in Houston, TX on 800139. 
HILLER.M. E. Atonic Safety and Licensing Board Panel. 79/12/03. 

Ip- 


— 79121S0269 Subpoenas T Standlsh to appear in Houston, TX on 800117. 
MILLER, M.E. Atonic Safety and Licensing Board Panel. 79/12/03. 


Subpoenas J Oreenuade to appear in HoustoniTX on 800116. 
E. Atomic Safety and Licensing Board Panel. 79/12/03. 


7912130313 Application for issuance of subpoenas to Bardell, Bravenac b 
Tecordkesper, Col lege Sta 1 1 on, TX. Ui 1 1 testify on bulk 
electric power suppl g, transmiss ion planning b other related 
Issuei. Drafts of subpoenas b Certificate of Bvc end. 

FRANKLIN. W. J. Houston Lighting b Pouer Co. FRANKLIN. H. J. Baker b 
Betts. a Loutnstein, Neuman, Re is, Axelrad b Toll. 79/12/04. 27pp. 


7912110499 Response bg Public Utils Board of City Brounsvill a, TX In 
support of DOJ motion for mod of A8LB 790724 order 
requesting addl discovery period. Extension uill allou 
thoreugh preparation for hearing. Certificate of Svc encl. 
POIRIER.M.R. Texas, State of. 79/12/05. 6pp. 


7912190110 Requests util provide documents subpotneid b produced of 
AE Naylor 791011 deposition. 

BLU1E.N.B. Antitrust Division. 79/12/05. ip. 


79121901^ Monthly status rept for Nov 1979. Parties arrived at terms of 
protactlve order. Four scheduled depositions delayed. Draft of 
order encl. 

F01RIERtM.R. Spiegel b HcDiarmld. 79/12/09. Bpp. 


7912270064 Status rept for Nov 1979. South TX Electric Cooperative. Inc 
b Medina Electric Cooperative. Inc neither initiated nor 
received discovery riquests, 

JOHNjD.F. South Texas Electric Cooperative, Inc. 79/12/09, 4pp. 
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791SaB063? Difcavtrv rcpt for Nov 1979. No dlicovirg roiiuastf inlfelatod 
or racalvod. Cirt 1 f ica of 6vc aTicl. 

BALOUOH.R.C. Auatln. TX. 79/13/06. 5pp. 


7913S60S97 Ratpendo In aupport of DOJ notion for nod of ASLB 7907S4 
ordtr by iitandlng dlacovarv ti hairing ichidult. Daliy naadad 
to ataialllta avidanca h to narrou la tuaa. Cart 1 f icata of 
&VC and. 

HELLtNOiB. Cantral <• Southuatt Carp. 79/18/07. 10pp. 


791SS60360 Hanorindum In aupport of DOJ notion raquatting nod of A8LB 
7907S4 ordar. Propoaad addl tlna for conplatlon of diieevaryi 
continuation of dapoaitienc' (< final prahaarlng confarance 
naadad to parform studlaa, Cartlficata of Svc and. 

RlTTSiF. H. Taiaa-Louldana Elactrlc Cooparativa. Inc. BURCHETTEi H H. 
Northeutt Ely. 79/12/07. 6pp. 


7912270101 Notiflaa of poatponament of JT Wendara dapositlon. 
6TAHL.D.H. lahan. Lincoln Si fiaala. 79/12/07. Ip. 


7918270123 Dlacovary rapt for Nov 1979. Flfiaan dapoalilona takan. Third 
aupplamantal raaponaa to util aacond aat of intarrogatorlaa 
fllad.DOJ fllad 791130 raqueat for nod of 790724 ASLB order 
CYPHERT. 8. B. Justiea. Dapt. of. 79/12/07. 3pp. 


7918270104 Dlacovary atatua rapt for Nov 1979 for Cantral !< eouthyaat 
Corp. Th Irtaan dapoalttona taken. 

CARNEY. J. A. Ichan. Lincoln S. Baala. 79/12/10. Spp. 


7912260397 Raaponaa to DOJ 791130 aiotion for nod of ASLB 790724 order 
by eatendlng hearing echedula ti for ancillary relief. If 
Modified, aingle dlacovary tarninatlon data should be 
adopted. Cartlf Icata of Svc and. 

BLUH.R.L. Hduaton Lighting Sc Pouar Co. 79/12/11. 9pp. 


7912270103 Hod of 790323 protactiva order. expanding citagorlea of 
docuaanta cenaldartd confidential 6 expanding protected area 
to include docunenta producad by Cantral t. South Heat Carp 
l< Cantral 1. South Heat Bvca. Inc. 

NILLER.H. E. Atonic Safety and Licanalng Board Panel, 79/18/11. 
Spp. 


7912280670 Notiflaa of correct eve liat for Cantral Si South Watt Corp. 
STAHL. D. M. lahani. Lincoln Si Baala, 79/12/11. ip, 


7912310914 Advlaea that applicant poaaaeaas addl documanta rasponelva 
to 790709 aubpaina addreaaad to A Oarbar. Doc umanta u»ltl be 
ready for DOJ Inap at mutually eonvaniant time. 

FLYNN.P.O, Louanatain. Newman. Rala. Axelrad St Toll. 79/18/11. Ip. 


—7912310919 Advlaea that applicant potsaasat addl documanta raeponeive 
to 790709 tubpoena addreaatd to A Oerber. Document! will be 
ready for NRC inap at mutually convenient time. Ccrttflceta 
of Bve end. 

FLYNN.P.O. Lowtnatain.NfuJman.Reit. Axelrad li Toll. 79/18/11. Spp. 


7912280687 Support! util 79100 Raquiat for directed certification of 
A6LS 791009 order ra motion! baaed upon declalon of US 
Dlitrlet Court. Ordar ahould be reviewed due to reault that 
ria judicata Inapplicable to antltruat procaedinga. 

HNOTTSiJ.B, Taxaa UtlHtiaa Oaniratlng Co, 79/12/12, 37pp. 


79182B0629 Notice of appearance In proceeding. Certificate of Svc encl. 
AHEARNiC.D. Taxae Utllitiaa Oanaratlng Co. AHEARN. C. D. Toias POMor 
Si Light Co. AHEARNtC.'D. Debpvoiit Si Liberman. 79/18/18. 4pp. 


791S2600B1 Brilf in oppoiltlon to applicant 791109 raquaat that ASLAB 
certify ASLB 79100S. order denying applicant motion for 
aummary dlapoaition. No irreparable harm. injury to public 
intaraat or unutuil delay praaant to juitlfy certification. 
CHANANIA.F, D. Antltruat Divitlon. 79/12/14. 31pp. 


-79122600B8 Special prahaarlng confarance ordar directing partioe to 
eomminca dlacovary Si trial preparation Immediately Sc to 
complete diteovory by 79010B. Cartl f 1 cata of Svc and. 

MILLER. K.E. Atonic Safety and Licanalng Board Pantl. 78/07/13. 

11pp. 


7912280630 Application for laauanca of aubpoanaa calling for depeeltion 
of JR Milford. S Phalpa.P Mayara.HJ Marah.RA Yarbrough. 

OR Harrlton.R Sagreat.D Hright.FJ Mayer. A Hlgginbothem Si 
JM Ammena. H/twalvi drafta of aubpoanaa Si Certificate of Svc. 
FRANKLIN.U. Houaton Lighting 6 Power Co. PRANKLIN.U. Baker 6 
Botti. e LowenatainiNeunan.RaltiAielrad Si Toll. 79/12/14. 90pp. 


7912310137 Nation for exteneion until 800201 to file aupplenantal 
reaponae to Houaton Lighting Si Power firat aet of 
interpogatorlaa. Involvement In dapoartlona require! 
allocation of addl time. U/Cartlf icata of Svc. 

CYPHERTiS.B. Juitlca. Dapt. of. 79/12/14. Spp. 


79123101B9 Opposition to util 791109 request for directed certification 
Si revitu of ASLB order. 3f certification d Irac ted. cnlla t era 1 
estoppel effect should not be given to Pact Issues 
delineated ty util in another case. 

POlRIERiM.R. Drownavi I le. TX. 79/13/14. IBpp. 


7912860044 Answer concurring w/DOJ 791130 motion for mod of ASLB 790724 
order by extending current hearing 6 discovery schedule. 

Facility will be ready for fuel-loading between Aug Sc Nov 
19B1 . Certlfl cate of Bve encl. 

tEBsy.R.P. Antltruat Division. 79/12/17. 5pp. 


7918360361 Opposition to util 791130 request to compel further 
diacovery. Ut i 1 has not requested further discovery from NRC. 

NRC willing to work w/util to arrive at mutually agreeable 
dlscoveTy sch edule. Cer tkf lea te of Svc encl. 

LEBSY.R.P. Antitruit Division. 79/13/17. 6pp. 

7912M0649 Forwards documents from files of A Oerber per request. W/o 
encl. Certificate of Svc encl. 

FUYMN.P.e. Louenstoin. Newman. Reis. Axelrad Sc Toll. 79/12/17. 5pp. 


7912S70137 Order extending time to 800229 for completion of discovery, 
to 80032S for completion of expert discovery. to 80042B for 
filing witness lists. Schedules prehearing conference for 
800505 (i evidentiary hearing for B00S14. 

niLLOq. ti. E. Atomic Safety and Licensing Board Panel. 79/12/14. 

6pp. 


7912310001 Supplementary response to first set of interrogatories. 
Dlacueees areas where util 6 Public Util Board of 
Drnwncvillei TX compete . Affidavit of JU Hi 1 sen. suppor ti ng 
docvAentatlon 6 Certificate of Svc encl. 

UILSON. J. H. Brownsville. TX. 79/12/19. 62pp, 


7912310161 Opposition to applicant 79121B motion for protective order. 
Order filed Inadvertently 6 conflicts u/previoualy agreed to 
terns. Intervener willing to considep modifying agreement. 
PaiRIER>M.R. Brownsville. TX. 79/12/19. 4pp. 


Q. Inapeeklon reports. IE Bulletins 6 correspondence 


7918060555 Responds to IE Bulletin 79-53. Emergency diesel generators 
differ from type liable to reported failure. 
tPREAiO.U. Houston Lighting (i Power Co. 79/10/22. Ip. 


7912200322 Forwards IE Inap Repta 50-49B/79-17 h 50-499/79-17 on 
791084-26. No noncompliance noted. 

8EIDLE.W.C. Region 4. Dallas. Reactor Construction 6 Engineering 

Support Branch. 79/11/14. 2pp. 


— 7918280339 IE Insp Repts 50-49B/79-17 t 50-499/79-17 on 791024-26. No 
noncompUance noted. Major areas Inspected ; 1 Icensee responaes 
to prevlouily identified inap findings 6 review of reported 
lOCPRSO. 55(e) items. 

HlfflACEK. H. Q. . PHILLIPS. H. S. . CROSSHAN. H. A. Region 4. Dallas. 
Office of the Director. 79/11/13. 4pp. 


79t2100S58 Forwards IE Info Notice 79-28. "Overloading of Structural 
Eleaients Due to Pipe Support Loads." No response required. 
KVFHIT.K.V. Region 4. Dallas. Office of the Director, 79/11/16. 

ip. 


7912110530 Forwards IE Info Notice 79-29. "Loss of Nonsa f e ty-Rela t ed 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

SEYFRITiK.V. Region 4. Dallas. Office of the Director. 79/11/16. 

If. 


7912110879 Forwards IE Circular 79-23. ‘'Motor Starters 6 Contactors 
Foiled to Operate." No response required. 

KyFRIT«K.V. Region 4. Dallas. Office of the Director. 79/11/86. 

tp. 


7918110476 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
gonorol ofes copies of escalated anforcemont correspondence 
sent by NRC to licensees. 

8EYFRIT.K.V. Region 4. Dallas. Offici of the Director. 79/11/26. 
If. 


7913190043 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Break Datection Equipment on BURa. " No 
written response required. 

KYFRIT.K.V. Region 4. Dallas. Office of the Director. 79/11/86. 

*P. 
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7912190177 ForuarJ* IE BulletiT. 79-27. “Loss of Noix-CU»« IE 
iTiotrutiontatlon & Control Pow*r B«* Bu* Durinp Oporation. 

No lurltton response ranulred. iq/ii/an 

SEYFRIT.K.V. Region 4. Dalla*. Office of the Director. 79/11/40. 

IP- 

7912310261 FoT-arde IE Info Notice 79-30. -Reportlnp of Defect! & 

NoncoepIiancBs.lOCFRai,- No action retulred. - 7 ,/io/fM. 

SeVFHIT.K-V. Region 4. Dallat. Office of the Director. 79/12/06. 

4pp. 

7912200212 Foryards IE Bulletin 79-2B. “Pq.sible Malfunction of Naaeo 
Model EAIBO Lieilt Switches at Elevated Ti*p*. " Action 

8eVFRlT?K.V. Region 4. DalXai. Office of the Director. 79/12/1X7. 

Ip- 

79122805B5 Forwards IE Info Notice 79-31. "Use of Ircarract Aaplifled 
Response Spectra, '■ No written reeponsa required, -ra^io/ia 

SEYFRIT.K.V. Region 4. Dallas, Office of the Director. 79/12/13- 

ip. 

B. Reportable occurrence*. LERs t related eorpespondince 


DOCKET SO-aOt DAV1B-HE8BE NUCLEAR POWER STATION. UNIT 3 
A. Application/canttruction stage docuwenteh cor respondence 


79112BOI93 Discusses niods to NRC position re statu* h applicability of 
TOI-a accident review b NUnE(J-037B to facilities under 
const.Forwards addl info to be eonsldersd In developaent of 
final plant design J. procedure*. ,o/,n/in 


7912110264 Olscossi* NRC plan* to VBWRr*‘“'’ 

verification program to resolve ATMS Issue for PWR* 6 BWH*. 

Suceass of proflram depends on Industry rssponse. Supports 
foraiatlan of ouners group* to provide 7 inn 


0. Adjudicatory correspondence 


7912110043 Forwards comment* on NUfiEO-031 1. Draft OEIB reflect* 
eanocious U dellbsrate NRC policy to joopardiia public 
baalth t< safety 6 thwart objective* of NEPA. ,o/in/oa 

<!■ Environmental Coalition on Nuclear Power. 79/10/24. 

22pp. 


7912060670 PNa-IV-79-013: on 791102. Brown fc Root QC Inspectors reported 
intimidation by const uortars at South TX pro jaet. Region 4 

HLIBACEK!^M*0*?^CRbs6KAN.W. A. Region 4. Dallas. Office of the 
Director, 79/11/06. ip. 


U, Congresslonal/Esocutlve Correspondence 

7912120053 Responds to 790924 Ur re L Blnkin request tor establ iihaent 
of local PDR in San Ant onlo. TX. Arrangaaants made to forward 
copies of MRC Insp ropt* to San Antonio Public Library. 

B0S8ICK.L. V. Office of the Eiscutlve Director for Dparatlano. 
79/10/15. Ip. 


—7912120066 Forwards LA SlnUn 790001 request that NRC establish PDR In 
Ban Antonio. TX. Requests conmenta. 

GONZALEZ. H. B. House of Rep- 79/09/24. Ip- 


7912120071 Requests establishment of PDR in San Antonio. TX. 

SlNKINiL.A. Cltlaens Coneernad About Nuclear Power. Inc. 
79/OB/Ol. ip. 


DOCKET 50-300 DAVIB-HE8BE NUCLEAR POWER STATI ON. UNIT 3 
A, Application/construction stage documents h corresponden ce 


H. Antitrust correspondence 


79(2050090 Consolidated answer In opposition to Cleveland Electric 
Illuainatlns Co. Toledo Edison 6 Ohio Edison petitions for 
fUJa-360 revlow. Petitioner* failed to seek Commission review 
on Issue of monopoly e « Istenee. Certl f icate of Bvc end. 
LESBYiR.P. Antitrust Division. 79/11/21. 32pp. 


79t2iem44 Informs of address 
HJa.HFELT. D. C. Hjelmfelt.D 


change as of 791201. 
C. 79/11/26. 3pp. 


7912110356 Orders eitenslon until B00113 for Commission to review 

CIU^.S.J. Office of the Secretary of the Commission. 79/12/07. 
Ip. 


DOCKET BTN-SO-502 HAVEN NUCLEAR PLANT, UNIT 1 
A. Appllcatlon/constructlon stage document* 6 corrispondenee 


*911200133 Discusses mod* to NRC position re statu* fc applicability of 
THI-a accident review t. NURE0-057a to facilitla* under 
const. Forward* addl Info to bo consldored in davelqpmant of 
final plant design L procedurts. . ,o..A/in Ann 

VASSALLO. D. B. Division of Project Management. 79/10/10. 4pp. 


7911280153 Discusses mods to MRC position re statu* 6 applicability of 
TMI-2 accident review 1. NUREe-057B to faeilltlei under 
const. Forwards addl info to be considered in divelopmenl of 
final plant design & procedures. -oy,n/.n a.,.. 

VASBALLO. D. B. Division of Project Managoatflt. 79/10/10. spp. 


7912110264 Dlicussi* NRC plan* to use early 

varlfieatton program to resolve ATUB issue for PHRi *i DHRs. 

Succese of program depends on industry pesponse. Support* 
foreuitlen of owner* group* to provide necessary 

DEMTON.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912110264 Discusses NRC plans to use gonsric analyss* to develop early 
verification program to resolve ATMS Issue for PHR* 6 BMfts- 
Succtss -of program d»p«Ttd& on induitry T^sponst. Support* 
foraation of owners groups to provide necessary 
DENTONiH.R. Office of Nuclear Reactor Regulation. 


79/10/17. 3pp. 


I. Financial information 


7912040419 Forward* monthly repb of *«pi 
connection w/proposed facility. 
GUR8TE1N. B. Hlsconsin Electric Power 


'nditures t> commitments 
Co. 79/11/29. Spp, 


in 


B. Adjudicatory correspandence 


7912110043 Forward* comment* on NUREO-OSl 1. Draft OEI8 refleeta 
conscious 6 delibBTate NRC policy to jeopardli* public 
health tc safety 6 thwart objective* of MEPA, 

KEPFORD.C, Environmante 1 Coalition on Nuclear Power. 79/10/24. 

aapp. 


H. Antitrust correspondence 


7912030093 Consolidated answer in opposition to Cleveland Electric 
niualnatira Co. Toledo Edison 6 Ohio Edison petitions for 
AUAa-560 review. Petitioners failed to seek Commission review 
an l*9u# D# »oncipoly •! istanc#, C*rtif Icftt# of Svc tncir 
LE88Y.R.P. Antitrust Division- 79/11/21. 32pp. 


79121B0344 Inform* of address change as of 791201. 

HJELM'ELT. D. C. Hje Imf el tr D. C. 79/11/26. 3pp. 

7912110356 Order* extension until B0D115 for Commission to review 

CHILK.S. U. Office of the Secretary of the Commission. 79/12/07. 
Ip. 


DOCKET STN-aO-503 HAVEN NUCLEAR PLANT. UNIT 2 
I. Financial information 


912040419 Forward* monthly rapt of sxpandlture* h commitment* In 
eonnaction w/propoted facility. — ,,,,oo n... 

BURBTEIN.S. Ultconsin Electric Power Co. 79/11/29. 9pp. 


DOCKET BTN-S0-S04 KDBHKONOMO NUCLEAR PLANT. UNIT 1 
I. Financial information 


7912040419 Forward* monthly rept of expenditure* 6 comailtment* In 
cannaction w/proposed facility. -to/.,, no n.. 

GURBTEIN. 8. Hlsconsin Electric Power Co. 79/11/29. 9pp. 



DOCKETED ITEMS 


285 


DOCKET 8TN-SO-909 H06HK0N0NS NUCLEAR PLANT. UNIT 2 


t. PinanciAl Infornatisn 


791804041? Forwardi nonthly rtpt ot iip«ndifeur«t ti eonnltaint* .In 
cannaetlon w/propofid Paclllty. 

BURBTEtN. 6. Hlscontin Elpctric Powiv Co. 79/11/2?. 9pp. 


DOCKET 8TN-90-904 K08HK0N0N0 NUCLEAR PLANT. UNIT 3 
I. Financial Inforaatlon 


7918040419 Foruardi nonthlv rapt of aiptndltupaa ti coMltaintc In 
cannaetlon w/propoaad facility. 

BUHSTElNiB. Uliconiln Elactric Pouar Co, 79/11/291 9pp. 


DOCKET BTN-90-907 K08HKONONO NUCLEAR PLANT. UNIT 4 


I. Financial Infornatlon 


7918040419 Forward! aanthly rapt of axpandituraa ti eonmltaantt in 
eennaetlon w/proposad facility. 

BUR8TE1N.8. Ulaconfln Elactric Pawar Co. 79/11/29. 9pp. 


DOCKET 8TN-80-908 NPPBB NUCLEAR PROJECT. UNIT 3 


A, Applieatian/eanftruction atapa doeumanta ti corraapondanca 


7918110264 Dlacuaata NRC plana to uaa ganaric analyaaa to davtlap aarl? 
varifleatlon progran to raaolva ATUB iaaua for PURa 1. DURa. 

Buceaca of prograai dapanda on Induatry roaponaa. Support! 
foriaatlon of ownara groupa to provlda nacaaaary info. 

DENTON.H.R. Office of Nuclear Reactor Ragulatlon. 79/10/17. 3pp. 


7912100082 Diacuaaaa iaauanea of Amend 17 to Llcenae DPR-64. which 
authorlied operation at lOOX power. Na< allowable fee already 
paid by util. No addl fee required. 

MILLER. M. 0. Llcenae Fee Management Branch. 79/11/13. Ip. 


—7912100066 Provide! ACRB prof manpower expenditure eatlmetea for CP 6 
OL revlewe. 

FRALEY. R.F. ACRE *■ Advlaory Committee on Reactor Safeguarde. 
76/11/01. ip. 


—7918100079 Roquatti info re ACRB prof man-hra expanded on ravlaw 
each reactor. Data for aaf tty. invlron l< antltruet hearing 
concerni ahould bt included, Aaaoclatad travel ahould not be 
thown. 

MILLERiU.O. Licanae Fta Hanagimant Branch. 78/10/02. Ip. 


7912180686 Notlflaa of plana to eubmit UNP-1/4 FBAR for aceaptanca 
ravlaw by 800930 l< VINP-3/9 FBAR by 810630. 

RENBEROER. D. L. Haahlngton Public Power Supply Syatam. 79/12/12. 
Ip- 


7912280966 Forward! XN-NF-103. "Hater Content of Solid Matl by 
Elactrolyala. " re taetlng molatura of low-hydrogan 
alactrodaa. 

RENBEROER. D. L. Haahlngton Public Power Supply Syatem. 79/12/80, 
2pp. 


—7912280971 "Hater Content of Solid Matl by Elactrolyala.*' Ravlaion 6 
to Procedure P69881 for taetlng molatura of low-hydrogan 
alaetrodai. 

• Exxon Nuclear Co.. Inc. (auba. of Exxon Carp. >. XN-NF-tOS, 
79/01/10. tSpp. 


F. Saeurlty. madieal. amargtncy 6 fire protaction plana 


7912040471 Forward! info ra upgraded amargancy plane to plant! under 
cenat 6 DL revlaw. Applicanti rayulrad to maka certain 
amargancy arrangaminta u/atata 6 local organization! 6 
aubnlt emergency plant par Bag Ouldt 1.101. 

VASeALLOi D. B. Dlvlalon of Project Managemant. 79/11/81. 6pp. 

0, Impaction raporti. IE Bulletin! 6 corraapondanca 


7918120902 Forward! IE Imp Rapt 90-906/79-09 on 79100a-ll,No 
nencomplianca noted. Btatamant by 80 Boa and. 

ENOELKEN. R. H. Region 9. Ben Franeleco. Office of the Dlraeter. 
79/10/23. 4pp. 


—7912180903 IE Imp Rept 30-808/79-07 on 791003-11. No noncompl lance 
noted, Major araaa inspected: allegation that radiograph, 
purported to be of repaired weld.waa taken of different weld 
than original. 

KtRSCH.O.F.. SHACKLETON. 0. C. Region S. San Franclaco. Office of 
the Director. DODDS.R. T. Region 3. San Franclaco. Reactor 
Conatruction 6 Englnairing Support Branch, 79/10/22. 6pp. 


7913100289 Forwards 1£ Info Notice 79-28. "Overloading of Structural 
Eleainta Due to Pipe Support Loads. " No reaponte required. 
ENQELKEN.R.K. Region 3. San Franclaco. Office of the Director. 
79/11/16. Ip. 


7918110322 Forwards IE Info Notice 79-29. "Lota of Nonsaf ety-Ralatad 
Reactor Coolant Sys Initrumantatlon During Operation." No 
specific action or reaponie required. 

ENOELKEN. R.M. Region S> Ban Franclaco. Office of the Diractor. 
79/11/16. tp. 


7912070031 Forwards IE Circular 79-24. "Proper Inatellatlon 6 Calibr of 
Cora Spray Pipe Break Detection Equipment on BURa. " No 
reaponie required. 

EN1SLKEN.R.H. Region 5. San Francisco. Office of the Director. 
79/11/26. Ip. 


7912110274 Forwards IE Circular 79-12. "Motor Starters (c Contractors 
Failed to Operate. ” No reaponsa required. 

ENOELKEN. R.H, Region 3. San Francisco. Office of the Director. 
79/11/26. Ip. 


7912110900 Notifies that NRC intends to routinely forward to 
appropriata itata public util regulatory groups t> state aity 
general ofes capias of escalated infarcemini correspondence 
sent by NRC to llccniies. 

ENOEUlENi fl, H. Region 5. Ban Franclaco. Office of the Diractor. 
79/11/26. ip. 


7912110462 Act raceipt of 791031 Itr Informing NRC of atapa taken to 
correct violations noted in IE Insp Ripts 90-50B/79-07 6 
90-509/79-06. 

FENCER. O.S, Region 3. San Franciaeo. Reactor Conatruction (• 

Enginaaring Support Branch. 79/11/29. tp. 


•7912110471 Responds to NRC 790828 itr re vlelatlone noted In IE Inap 
Rapts 90-308/79-07 b 30-309/79-06. Corrective sc tlona: preheat 
ays modifiad to pravant gas praaaura daeraasta b prsheat 
halng chicked by wfldera to aasurt compliance w/Tich Specs. 
RENBEROER. D. L. Haahlngton Public Power Supply Systam. 79/10/31. 
3pp. 


— 791211D4B1 Forwards IE Inap Repts 30-908/79-07 b 909/79-06 on 790827-30 
b natlci of Violation. 

SPENCER, e. 8. Region 9. San Franclaco. Reactor Construction b 
Engineering Support Branch. 79/0B/2a, 2pp. 


— 79181104B8 Notlca of violation from imp on 790B27-30. 

« Region 9. Ban Prancisco. Office of the Director. 79/09/26. 

app. 


•7912110493 IE Inap Rapta 80-90B/79-07 b 30-309/79-06 on 790827-30. 
Noncompliance noted: failure to maintain specified preheat 
on Joint being welded b failure to Identify reinforcing 
steal ss required by procedural. 

KIRBCHrO.F.i HAI8T.D.P. Region 9. San Franclaco. Offlci of the 
Diractor. DDDDB. R. T. Region 9. San Francisco. Reactor 
Canetructlon b Enginaaring Support Branch. 79/09/26. 10pp. 


7912190161 Forwards IE Bultatln 79-27. "Lose of Non-Clasa IE 
InstrusMintatlon b Control Powir 6ys Bus During Operation." 

No written response rtqulrad. 

ENOELKEN. R. H. Region 9. San Franclaco. Offici of the Diractor. 
79/11/30. Ip. 


7912310279 Forwards IE Info Notlca 79-30. "Reporting of Defecti b 
Noncompllancea. 10CFR21. " No action rtqulrad. 

ENOELKEN. R.H. Region 9. San Franclaco. Office of tha Director. 
79/12/06. 4pp. 


7912200293 Porwsrdi IE Bulletin 79-28. "Poaaibla Malfunction of Namco 
Nodal EAIBD Limit Switches at Elavatad Tampa. " Action ‘ 

required. 

ENOELKEN. R.H. Region 9. San Francisco. Offlca of the Director. 
79/18/07. Ip. 


7912280626 Forwards IE Info Notice 79-31. "Uaa of Incorrect Amplified 
Raipoma Spectra. " No written raaponit required. 

ENOELKEN. R, H. Region 9. San Francisco. Office of tha Diractor. 
79/12/13, Ip. 
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S. Report 


able occurrenceSi LERs 


? la ted correspondence 


informed MRC that Inspector* 


Boomosoa PNO-V-O03:on ” oi Tonsafety- 

nranr;;pfcortra:?;r-e.::i::"a"? ^^0.* m fie^ t* 

"“Igi^n'l^'rarFrancrsco. Office of the Dlrec 


KIRSCH.D F- 
79/10/05. Ip 


re omi 


ssion of vertical reinforcing 


7912120470 Forwards deficiencg rept 

^^S:io^H.a^‘»S::injron^Po=bufpower Evpplg Sgstem, 79/12/03. IP- 

--7912120473 D.fUlencg rept re ommission of^v.rtlcal^relnforc ste 
“hau^e'tnttall^d In drilled hole. . 

79.53B0511 Ack receipt of 791203 interim deficiency rept re omis.Un of 
7912260511 «cit receipv Adviitft r«*urtiption of 

::;rin'a”;;dan»"w/^BC 791107 immediate Action Ur 
EKOELKEH-R.H. Regions. San Franc isco. urrice 
79/12/14. Ip. 


DOCKET STN-50-S09 WPPS3 NUCLEAR PR 0J E:CT.__UN!T J 

r"Applui^ion/Ionstrvctlon_*ta9._documents_b_cDrr.tponde>Ke 

7912110264 Discusses NRC MH3® i"tui%or“piiR!VBlJRr*^“'' 

formation of owners groups to 79/10/17. 3pp. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 

7912100022 Disc issuance of Amend 17 to L*' J"* 

authoriied operation at lOOX power. Mai allowable fee already 
paid by util. No addl fee required. ie 

MILLER.H.D. License Fee Management Branch. 79/11/13. IP- 

—7912100066 Provides ACRS prof manpower eipendlture estimates for CP fc 

FRALEyIr'^f! ACRS - Advisory Committee on Reactor Bafeguardt. 
70/11/01. Ip- 

-7912100079 Requests info re ACRB prof '"f""'';* 

each reactor. Data for safety, environ !< antitrust 

concerns should be included. Associated travel should not be 

MILLER.M.O. License Fee Management Branch. 7B/10/02. tp. 

7912100626 Notifies of plans to submit HNP-1/4 FSAR for acceptance 
review by 000330 i HNP-3/S FSAR by 010630. ,q/t9/,o 

RENBEflOER.D. L. Washington Public Power Supply System, 79/12/12. 

ip. 


7912110300 Notifies g® 1 ol^ ^arouj s &"tati Uu 

;:!;;;Sl‘oJU*ca;!es of escalated enforcement correspondence 

San Francisco, Office of the Director, 

79/11/26. Ip. 

7912110462 Act receipt of 

correct violations noted In IE Intp Kepts 

3pp. 

-79121.0401 Forwards IE Insp R-pt* 50-50B/79-07 «. 309/79-06 on 790827-30 
8, a.n Francisco. Reactor Construction i 
Engineering Support Branch. 79/09/2B. 2pp. 

2pp. 

SwKh“ FTHM8T'D,?"‘’”‘‘Ri;ton 9, S.n Francisco, OffU. of the 

Dlr«tcir. DODDS. R.T. Region 8’^*" ^’'•’'59/09/26 lOpp, 

Construction 6 Engineering Support Branch. 79/09/ PP 

7912190161 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Inil^imentatiSn 6 Control Power Sy. Bus During Operation, 

^5oS[i^:S.a‘^“T.gir3:*8.n Francuco, Office of the Director. 
79/11/30. Ip. 

7912310279 Forwards IE Info Notice 79-30, "Reporting of Defects fc 

sii!srs”'^'^s:;?in"3r“s:r^e:n;t:^i:-Sff.c. of th. Dir-uor. 

79/12/06. 4pp. 

7912200292 Forwards IE Bulletin 79-20, ^RUlble M“lJgnctiQn of Nemco 
Ho<et BA130 Limit Switches et Elevated Temps. Action 

Em 3^:R.H. Region 9. San Francisco. Office of th. Director. 
79/12/07. Ip. 

79122B0626 Forward. IE Info Notice 79-31. "Us. of Incorrect Amplified 
^K.R:’a‘’'“'RfJ^r^"s::n^":D“:crSi;:ce th. Director. 
79/12/13. Ip. 


F. Security, medical, emergency U fire protection pleD» 


B. Reportable occurrences, LERs fc rel.ted 


7912040471 Forwards info re upgraded emergency plans to plants under 
const 4 OL review. Applicants required to make certain 
«nirg»ncij arrangeftient* 8« local orjjanliationf « 

submit emergency plans per Reg Guide 1.101, -d,,«/ 3 i a»k 

VASSALLOi D. a. Division of Project Management. 79/11/2*. oPP- 

0, Inspection reports, IE Bulletins 4 correspondence 


79121002B5 Forwerds IE Info Notice 79-20, "Overloading of Htructoral 
Elements Dus to Pips Support Loads." No re*P*"»» 

ENOELREN, R. H. Region 9, San Francisco, Office of the Director. 
79/ii/16. ip. 

7912110522 Forwards IE Info Nottcs 79-29. "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. No 
specific action or response required. 

ENOELREN, R. H. Region S, San Francisco, Office of th# Director. 
79/11/16. Ip. 

U IE Circular 79-24, "Proper Inetallation 4 Cmllbr of 
Break Detection Equipment on BURs. " No 

'--‘on S, San Franeleco, Office of the Director. 


0OO1I1O9O2 PfB-W-003: on 791009, lieenie. informed NRO that inspector, 
elgneture had been forged on welding record of 
related pipe. Contractor txamintd all record, in field to 
determine if other falsif icatloni occurred. 

KIR8CH.D.F. Region B, San Francisco, Office of th# Director. 
79/10/09. ip. 


DOCKET 90-813 HPPBS NUCLEAR PROJECT, UNIT 4 

A. Applleation/conetruction stage doeumente 4 eorretpondence 

7912U(»64 Dietusiee NRC plane to uet generic 

verification program to resolvt ATWS iesue for PHfie 4 BMRe. 

Buccoea of program dtpende on induetry rttponee. Bopporte 

formation of ouneri groups to providt necastary ‘"P®- 

KNTlSdiH. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 

7912060476 Foruardi responses to NRC 791029 Itr requesting Info ra 
sansittvtty of primary coolant sys behavior to fetdwaVor 
translonta 4 statue of various sys. Includes recommendations 

RWEROER, 0, L. ^ Washington Public Powtr Supply Bystem. 79/12/03. 

200pp. 


ular 79-12, "Motor Starters 4 Contractor# 
sponsc requlrid. 

. San Francisco, Office of the Director. 
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F. Bfcurityi inedlc«li tnirsancy h fiT> protection plane 


7712040471 Foruard* info r« upgraded emergency plant to plant* under 
conit (c OL reviiu. App 1 leant* required to make certain 
emergency arrangement* u/state & local organliatlans tt 
iubtnlt emergency plan* per Reg fluid* 1. 101. 

VAS8ALLQi D. Q. Dlvlflon of Project tianagement, 77/11/21. App. 


0. Adjudicatory corretpondene* 


7912110043 Foruards comment* on NUREO-091 1. Draft OEIB reflect* 
coniclou* V deliberate NRC policy to jeopardize public 
health 4i lafety (< thuart objective* of NEPA. 

KEPFORD.C. Environmental Coalition on Nuclear Pouer. 79/10/34. 

a2pp. 


<1. Impaction report*i IE Bulletin* & corretpondene* 


79121002S9 Foruirdt IE Info Notice 79-2S> "Overloading of Structural 
Element* Du* to Pip* Support Load*. " No reeponec required. 

ENOELKEN. R. H. Region 9. San Francieeo. Office of the Director. 
79/11/16. Ip. 


7912110922 Forward! IE Info Notice 79-29i "Ld** of Nontafety'fielated 
Reactor Coolant Sy* Initrumentatlon During Operation." No 
epeclfle action or reeponte required. 

ENOELKEN.R. H. Region 9. San Franclico. Office of the Director. 
79/11/16. ip. 


7912070031 Forward* IE Circular 79-24. ''Proper' In*tallation 4c Calibr of 
Cor* Spray Pipa Break Detection Equipment on BUR*. " No 
reipon** rtqulrtd. 

ENOELKEN. R. H. Region 9. San Francieeo. Office of the Olrectar. 
79/11/26. Ip. 


7912110274 Forward* lE Circular 79-23. ''Motor Starteri 1. Contactor* 
Failed to Operate," No reiponee required. 

ENOELKEN. R. H. Region 9. Ban Francieeo. Dffie* of the Director. 
79/11/26, Ip. 


7912110900 Netifie* that NRC intindi to routinely forward to 
appropriate etete public util regulatory group* b etate atty 
general ofet copla* of aecalatad enforcement eorreepondcnce 
tent by NRC to llcen****. 

ENOELKEN. R.H. Region 9. San Francieeo. Office of the Director. 
79/11/26. Ip. 


7912190161 Forward* IE Bulletin 79-27. ''Loi* of Non-Claee IE 
Inetrumentatlon ti Control Power Sy* But During Operation.'' 

No written r*tpon«e required. 

ENOELKEN. R. H. Region 9, San Francieeo, Office of the Director. 
79/11/30. Ip. 


7912310279 Forward* IE Info Notice 79-30. "Reporting of Defect* It 
NoneompHane**. 10CFR21. " No action required. 

ENOELKEN, R. H. Rtglon 9. Ban Francieeo. Office of the Dlreetor. 
79/12/06. 4pp. 


7912200292 Forwerd* IE Bulletin 79-20, “Poetibla Malfunction of Naetco 
Modal EAIBO Limit Bwltche* at Elevated Temp*. " Action 
required. 

ENOELKEN.R, H. Region 9. Sen Franelteo, Office of the Dlraeter. 
79/12/07. Ip. 


7912260626 Forward* IE Info Notice 79-31. "U** of Incorrect Amplified 
Retponta Spectra. " No written raeponit required. 

ENOELKEN. R. H, Region 9, San Francieeo. Office of the Director. 
79/12/13, Ip. 


DOCKET 90-914 PEBBLE BPRINOS NUCLEAR PLANT. UNIT 1 


A. Applicatlon/conetruetlon etaga document* It eorreepandenc* 


7911260193 Dlecufite mod* to NRC petition re etatuc li applleabllttg of 
TMI-2 eecident review 6 NURE0-0S78 to facilltle* under 
conit. Forwerd* addl info to be eonelderad in development of 
final plant deilgn It proceduret, 

VA8BALLO. D, B. Dlvitlon of Project Management, 79/10/10. 4pp. 


7912110264 Dl*euti*f NRC plan* to uia generic analyeci to develop aarly 
verification program to reielva ATMS li*u* for PURi t BUR*. 

Buccesi of program depand* on industry rttpons*. Supp art* 
formation of dwnars groups to providi nactsiary info. 

OENTONrH.R. Offie* of Nucliar Reactor Ragulatlon. 79/10/17. 3pp. 


7913070004 Request* distribution of end memorandum to board 
notification sve list*. 

VM)OA<S.A. Assistant Director for Light Uater Reactors. 79/11/OB. 

3pp. 


D. NRC Draft/Finat Environmental Statement*, suppls 6 correspondence 


791S060S68 Forward* NURE0-75/02S, draft Suppl 1 to FES re re-evaluation 
of Blternative const sites. Notice of Issuance 6 availability 
also sncl. 

DALLAHO.R, L. Environmental Projects Branch 1. 79/11/31. 3pp. 


--7912060975 Notice of issuance U availability of draft Suppl 1 to FES. 
BM.LARD. fl. L. Environmental Projects Branch 1. 79/ll/Sl. 5pp. 


7913170056 Forward* DES U FR notice of availability of FES. U/o 
statement. 

BALLARO<f). L. Environmental Projects Branch 1. 79/11/31. 4pp. 


7913050464 Offer* no comment* on draft EIS. 

CaTICR>M.U. Agriculture. Dept. of. 79/11/30. Ip. 


7913130338 Act receipt of draft Suppl 1 to final EIS. Regret* that 
review 6 comments on EIS cannot be made in timely manner 
pursuant to Natl Environ Policy Act of 1969. 

UALLiL.S. Advisory Council on Hlitorlc Preservation. 79/12/06. 
2pp. 


7913270554 Submits no comments following review of draft suppl to PES. 
NUTT.e.M. Agriculture, Dept, of. 79/12/31. Ip, 


F. Security, medical, emergency & fire protection plan* 


7912070469 Notification of 791304 meeting u/utils in Dethesda.HD re 
NEC info requirements for emergency preparudnesi. Room change 
Indicated. 

NaON.C.H. Light Hater Reactors Branch 4. 79/11/16. 11pp. 


0. Adjudicatory correspondence 


7912060130 Hemoranduin £< order scheduling 791319 conference at Portland, 
OR. Schedules. State of OR proceeding status t open item 
■tatu* re alternative sites 6 generic issues will be 
discussed, No limited appearances will be permitted. 

SOMERS, E.S. Atomic Safety and Licensing Board Panel. 79/11/16. 

Spp. 


DOCKET 50-519 PEBBLE SPRINOS NUCLEAR PLANT, UNIT 3 


A. Appl Icat ion/cons true 1 1 on stage document* Si correspondence 


79112S01S3 Discusses mods to NRC position re status 6 applicability of 
Tfll-2 accident revieui I. NUREa-097S to facilities under 
const. Forward s addl info to be consldtrad In dtvalopmint of 
final plant design U procedures. 

VA8SALL0, D. B. Division of Project Management. 79/10/10. 4pp. 


7912110264 Discusses NRC plans to use generic enalysei to develop early 
verification program to resolve ATU8 ietu* for PURs tc BMRs. 

SuecesB of program depends on Industry res ponto. Supports 
fbrnation of owners groups to provide necessary info. 

DS470HiH.R. Office of Nuclear Reactor Regulition. 79/10/17. 3pp. 


7912070004 Requests distribution of end mimorandum to board 
notification sve lists. 

VAROA. 8. A. Assistant Director for Light Hater Reactors. 79/11/OB. 

app. 


D. NRC Draft/Final Environmental Statements, euppli t. correspondence 


791206096B Foruards NUREO-79/029, draft Suppl 1 to FES re re-evaluatlen 
of alternative const sites. Notice of Issuance t< availability 
also and. 

BM.LARD. f). L. Environmental Projects Branch 1, 79/11/21. Spp. 


—7912060979 Notice of Issuancs b availability of draft Buppl i to FES, 
BALLARD. R. L. Environmental Projects Branch 1. 79/11/21. 2pp. 


7912170096 Forwards DE8 & FR notice of availability of PE8, H/o 
statimant. 

BALLARD, R. L. Environmental Projacts Branch 1. 79/11/21. 4pp. 


7913090464 Offers no comment* on draft EIS. 

COTr^,H.L. Agriculture. Dept. of. 79/11/30. Ip. 
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771312032G Acl recMpt oP drdPfe Suppl 1 to Pinal £IS.Regr«ts tliat 
rsvicu % cooaents on CIS cannot bs aads In tfotlg aannar 
pursuant to Hatl Environ Policy Act of 19A9. 

MAlXi L. S. Advisory Council on Historic Pressrvatlon. 79/tS/Cl&. 

2pp. 


771227'(>3S4 Subeits no canacnts folloulng rcvisu oP draPt suppl bo FED. 
NUTT>O.U. AgricultuTOiDept. of. 79/12/Sl. Ip. 


F. Sscurityi BEdical> eaergcncy Ci fire protection plans 


79120704&9 Hotification of 791204 aaeting w/utils in Bethesda.HO re 
NRC info reguirenents for eosrgency preparedness. Roon change 
indicated. 

HOON.C.U. Light Mater Reactors Branch 4. 79/I1/1&. ilpp. 

B. Adjudicatory correspondence 


7912(Uai30 MeBorandua & order scheduling 791219 conference at Portland! 
□R.SchedulBS.State of OR proceeding status li open itca 
status re alternative sites (i generic iesues Mill he 
discussed. No lialted appearances will be peraltted. 

BONERSIE.B. Atoalc SePety and Licensing Boerd Panel. 79/11/lA. 
app- 


DOCKET S1N-50-51A JAMESPORT MUCLEAR STATlOtf. UNIT 1 


A. Application/construction stage docoaents l< correspondence 


790B070310 Forwards NUREO/Cfl-O&AO. 'Enhanceaent oP Onsite Easrgency 
Diesel fienerator Reliability.'' Requests coaaents.H/o end. 
VA&SALLOi D. B. Assistant Director Par Light Hater Reactors. 
79704/16. 3pp. 


79t2ll02A4 Olscussas NflC plans to use generic analyses to develop early 
verification prograa to resolve ATMS issue for PWRs b BHRs. 

Success dP prograa depends on industry response. Bupports 
foraatlon of owners groups to provide necessary InPo. 

DENTDN>KR. Office of Nuclear Reactor Regulation. 79/10/17. Spp. 


7912070004 Requests distribution oP end aeaorandua to Board 
notification svc lists. 

VAROAiS.A. Assistant Director for Light Mater Reactors. 79/11/06. 
3pp. 


F. Security, aedical. eaergincy b fire protection plans 


7912440471 Forwards info re upgraded eaergency plans to plants under 
const b OL review. Applicants required to naka certain 
emergency arrangeaents w/state b local organliatlons b 
subalt eaergency plans per Reg Qulde 1.101. 

VASSALLO. D. B. Division of Projact Hanagaaent. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7912100344 Fifth status rep t. per. ASLAB 790607 indefinite eitension for 
NRC to respond to Suffolk County aotlon to file supplaoentel 
brief. Esploring possibility of stipulation re Suffolk 
County pending aotion. Certificate of Bvc end. 

BfJROEHlCK.B.M. Hearing Branch 4. 79/11/09. 4pp. 


—7912100340 •Rules of Practice for Doaestle Licensing Praceedingi — 
Hodifies Adjudicatory Procedures. • lOCFRBi of fectiva 791109. 
Suspends tOCFR2. 764 until further notice. SuppleBentary info 
end. 

CHILK.8. J. Office of the Secretary of the Coaaisslon. 79/117(^ 

lOpp. 


7912170227 Notice hy NY State Beard on Electric Oeneretion Siting b 
Environ. Replies to utils' application for rehearing of ASLB 
ordar disaisslng application for certificate of environ 
coapatibility will be accepted if filed hy 791203. 

HADISON-S. R. New York. State of. 79/11/20. ip. 


7912120431 Sixth status rept.per ASLAB 790607 grant for Indafinitc 
eatsnsion to respond to Suffolk County aotlon to file 
suppleaentai brlaf.Keaeny CoMisslan racoaaendailans being 
reviewed b evaluated. Certificate of Bvc end. 

BDRDEMICK. B. H. Hearing Branch 4. 79/12/10. 4pp. 


—7912120446 Forwards Revision 1 to •Emergency Planing Review Buidelini 
1 - Emergency Planning Acceptance Criteria for Licensed 
Nuclear Power Plants. • to he used to review OL b near-term 
OL plants. Bupporttng documentatien end. 

HlLLERiJ. R. Aselstant Director for Reactor Bafagoardi. 79/09/07. 

aspf. 


-7912120439 Proposed rule changes for “Emergency Planning." lOCfHSO t 
App E. Provides interim upgrade of NRC regulatlene. requiring 
applicant emergency plans to be approved by ffiC. Supporting 
docuaantation and. 

* Coaalssion. 79/13/10. 35pp. 


a. InspBction reports. IE Bulletins b correspondence 


7912030036 Forwards IE Circular 79-22. •Stroke Times for Power OpeT«»»4 
Relief Valves." No rasponse required. 

ORIER.B. H. Region 1. Philadelphia. OfflcB of the Director. 
79/11/16. Ip. 


7912090296 Forwards IE Info Notice 79-27. “Btesa Oanaratar Tube 
Ruptvres at Two PUR Plants. * No response required. 

CRIERpB.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


79121{»I34 Forwards IE Info Notice 79-2B. ’Ovarloading of Bkructwr*! 
Elements Due to Pipe Support Loads.* No rasponse required. 

ORIER. B.K Region i. Philadatphia. Office of the Director. 
79/11/16. ip. 


7912110413 Forwardo IE Info Notice 79-29. ’Loee of Noneafety-Related 
Reactor Coolant Sys Instrumentation During Optrstion. * No 
specific action or responee required. 

CRIER.. B.K Region 1. Philadelphia. Office of the Director. 
79/11/19. ip. 


791»>sa243 Forwards IE Bulletin 79-26. “Boron Loss From Bt« Control 
Blades.* No response required. 

CRIER. B.K Region 1. Philadelphia. Offlea of tho Diractor. 
79/11/20. ip. 


7912060574 Forwards IE Circular 79-24. "Propar Installation b Callbr of 
Cora Spray Pipe Breat Detection Equipment on DHRs. * No 
response requ ired. 

CflIBl.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


79121100S1 Forwards IE Circular 79-33. “Hotor Starters b Contaetcrs 
Failed to Dperate. * Ho response required. 

CRIER. B.H. Region k. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912190031 Forwards IE Bulletin 79-27. “Loss of Nen-Clasc IE 
Inatrumantatlan b Control Powar Sys Bus During Operation.* 

No written response required. 

ORIER. B.K Region 1> Philadelphia. Office of the Dirictef. 
79/11/30. Ip. 


7912310220 Forwards IE Info Notice 79-30. "Reporting of Dafacte b 
Noncoopllancei. 10CFR21. " Mo action required. 

«R1£R. D.H. Region 1. Philadelphia. Office of the Director. 
79/13/06. 4pp. 


7912194790 Forwards IE Bulletin 79-39. “Poisibla Halfunction of Nomo 
M odel EAIBO Limit Switches at Elevated Teapa. * Written 
Tesponst required. 

MIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/07. Ip. 


7912260200 Forwards IE Info Notice 79-31. ‘Ueo of Incorrect Amplified 
Raspcnsa Spectra.* No written response required. 

ORIER. 8.H. Region li Philadelphia. Office of the Diractar. 
79/12/13. Ip. 


SIKKET 8TN-90-517 JANEBPORT NUCLEAR STATION. UNIT 2 


K Application/construction stags doeuaents b eorraspendanca 


79^070310 Forwards HUREe/CR-0660. 'Enhaneemant of Onsite Eaerfencg 
Diesel Oenerator Reliability.* Raquasts coeawnts.W/o sncl. 
VA^ALLD.D.B, Assistant Diractor for Light Mater Raactors. 
79/04/16. 3pp. 


7912110264 Discusses NRC plans to usi ginarlc analyses to davolmp aarlg 
variflcatlen program to resolve ATMS tssus for PHRs b BURs. 

Buccaas of program depends on industry raipmnsa. Supports 
formation of ownare groups to provide nacasBary info. 

OENTON.K.R. Office of Nuclear Reactor Ragulatlerf. 79/10/17. Sy# 


^12070004 Requests distrlbutlen of end maaMrandum to heard 
notification svc lists. 

VAR4A.S.A. Assistant Director for Light Hater Raactors. 79/11/9^ 
3pj. 
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F. Bvcuritii' Bidlcal. •aarganctf t< fir* protaction plans 


7913040471 Forvards info ra upgradad oaargsncg plans ta plants undar 
const k OL rovlaai. Applicants ra^uirod to aata eartain 
soorgancy arrsngsaonts w/stata t< local oTganizatlons fc 
subalt aaarganey plans par Rag Ouida 1. iOl. 

VA88AIX.0> D. B. Division of Projoct Hanagaaant. 79/Ll/ai. App. 


0. Adjudicatory corraspondanca 


7913100344 Fifth status rapt, par ASLAB 790A07 indaftnita artanslon for 
NRC to raspond to Suffolk County aotion to fila supptaaantal 
brlaf. Eiploring possibility of stipulation ra Suffolt 
County pandtng aotion. Cartlflcata of Svc and. 

BOROENlCKi B. H. Haaring Branch 4. 79/11709. 4pp.. 


7913170327 Notlca by NY Stata Board on Elactrie Oanaratlon Siting E 
Environ. Rapliaa to utils' application for rahaarlng of ASLB 
ardor disaisslng application for cortificata of onviron 
CMpatihllity will fea accsptari if filad by 791303. 

HABlStW.B. R. No« Yorb. Btata of. 79/11/30. ip. 


7912130431 Sixth status rapt. par ABtAB 790A07 grant for indaflntta 
aitonaion to raspond to Suffolt County notion to file 
supploaantal brlaf. Koaany CoaailsBion racoaaantfatlont baing 
roviowad & avaluatad. Cartlflcata of Svc and. 

BORDEHICK. B. M. Haaring Branch 4. 79/13/10. 4pp. 


B. Inspsction raports. IE Bullotlns li corraspondanca 


7913090036 Fori»ards IE Circular 79-23. 'Strata Tinas for Powar Ogsratad 
Rallaf Valvas. ' No raaponsa rayulrad. 

BRIER.B.H. Rogion 1. Pblladalphia. Offico of tho Diraetor. 

79/11/16. Ip. 


79130903S6 Faraards IE Into Notlca 79-27. 'Staaa Oonarator Tube 
Rupturos at Tuo PUR Plants. * No responsa rayulrad. 

BRIER.B.H. Rogion 1. Pblladalphia. Dfflcd of tha Olractor. 
79/11/16. Ip. 


7913100134 Forurds IE Info Notlca 79-38. -Ovarloading af Structural 
Elaaants Dua to Pipe Support Leads. '* No rosponsa rsyulrad. 
BRIER.B.H. Rogion 1. Pblladalphia. Dffica of tha Dlroctor. 
79/11/16. Ip. 


7918110413 Forwardfl IE Info Notlca 79-39. "Loib of Nonsafoty-Ralatad 
Rsactor Coolant Bys Instruaontatian During Oparation. " No 
spoeific action or rssponoa raqulrad. 

BRIER.B.H. Ragion 1. Pblladalphia. Offico of tho Diraetor. 
79/11/19. Ip. 


7913090343 Forwards IE Bulletin 79-36. "Boron Less Proa BHR Control 
Bladas. " No response raqulrad. 

BRIER.B.H. Raglan 1. Phlladalphlo. Offlca of tha Director. 
79/11/30. Ip. 


7913060974 Forwards IE Circular 79-34. "Prapor Inatallatlon & Callbr of 
Cora Bpray Pipe Break Datoctlon Equlpaant on BURi. " No 
reaponas raqulrad. 

BRIER.B.H. Ragion 1. Philadelphia. Offlca of tha Dlractsr. 

79/11/86. Ip. 


7913110091 Forwards IE Circular 79-33. "Hotor Starters li Contactors 
Fallsd to Opsrato. " No raspenso raqulrad. 

BRIER.B.H. Ragion 1. Philadelphia. Office of tha Director. 
79/11/36. Ip. 


7913190031 Forwarda IE Bulletin 79-37. "Loss of Non-Ciass IE 
■ Instruaantation h Control Powar Sys Dus During Operation. ■ 

No written responsa raqulrad. 

Region !• Phlladslphia. Offlca of tha Director. 

79/11/30. ip. 


7912310330 Forwards IE Info Notlca 79-30. “Raperting of Dafacta B 
Noneonpllancas. 10CFR31. ■ No action required. 

BRlER.B.a Ragion 1< Philadelphia. Office of tha Diraetor. 
79/13/06. 4pp; 


79131907B0 Forwards IE Bulletin 79-38. ■Possiblo Halfunetlon of Nawce 
Hodel EAIBO Llait Switches at Elevated Tawps. " Urlttan 
raaponsa required. 

BRIER.B.H. Region 1. Philodalphlo. Offlca of tha Director. 
79/12/07. Ip. 

7918380300 Forwords IE Info Notlca 79-31. "Use of Ineorract Aaplifiod 
Raaponaa Spectra. " No written response required. 

BRlER.B.a Region 1. Pbiladalphfa. Offlco'of tha Director. 
79/18/13. Ip. 


DOCKET 8TN-30-aiB HART8V1LLE NUCLEAR PLANT. UNIT 1 


A. App 1 icstion/constructlon stage docuaints b corraipondance 


7913110264 Discusses NRC plans to use generic analysea to davelop early 
verification prograa to resolve ATUS issue for PHRs 6 BURs. 

Success of prograa dapands on Industry response. Supports 
foraatlon of owners groups to provide nsciiiary info. 

DENTON. H.R. Offico of Nucloar Reactor Regulation. 79/10/17. 3pp. 


7911140193 Aaend 3 to CPPR-t50. CPPR-lSl. CPPR-ISS (. CPPR-193 deleting 
raqulreaants for addl studies to astiaate (. evaluate drift 
daposition Isipact associotad w/cooling tower operation. 

VASSALLO. D. B. Division of Project Hanagensnt, 79/10/33. 4pp. 


7913140832 Forward! topographic naps. clearing b saadlng spacs b 
findings b eitigative actions ri trantnlsslon line const. 
Drawings availabla in Cantral Fllas only. 

HILLS.L.H. Tannsssaa Valley Authority. 79/11/30. Slpp. 


7913130023 Notification of SOOliO netting w/util to discuss reporting 
laval of util QA b aanager b OA review of decuBacits. 

BPRAUL.J.B. Quality Assurance Branch. 79/12/09. ip. 


7912280607 Forwards "Const Effects Konitoring Prograa. " 

EL— A81«Y. M. T. Tannassee Valley Authority. 79/13/19. ip. 


— 79122B0613 "Const Effects Honitoring Prograa.* 

• Tannesssa Valley Authority. 79/12/19. 3pp. 


F. Security. Bedical. eaergency b fira protaetlon plans 


7913040471 Forwards Info re upgraded aaergancy plans to plants undar 
const b OL raviaw. App 1 icants required to »aka certain 
aaargancy arrangaaants w/state b local organiiatlons b 
subalt taergancy plans per Rag Ouida 1.101. 

VASSALLO. D. B. Division of Project Nanagasint. 79/11/21. 6pp. 


O. Adjudicatory corraspondanca 


7913110043 Forwards coonents on MUHEB-OSll. Draft 0E18 reflects 
coniclovs b dalibarata NRC policy to jtopardlxa public 
health b safety b thwart objactivas of HEPA. 

KEPFDRDiC. Envlronaintal Coalition on Nuclear Power. 79/10/34. 

23pp. 


Q. Inapactlon reports. IE Bullatlna b corraapondanca 


79130SO%23 Forwards IE Insp Rapts S0-91B/79-23. S0-9i9/79-23. 
90-320/79-23 b 90-921/79-23 on 790929-3B. No noncoapl ianca 
noted. 

nVRFHYiC.E. Ragion 3. Atlanta. Reactor Construction b Enginaering 
Support Branch. 79/10/29. 3pp. 


— 7912090338 IE Insp Rapts 50-916/79-23.90-919/79-23,90-920/79-33 b 
90-931/79-23 on 790929-28. No noncoaplianca noted. Najor 
areas inipactad: stea I structures b supports b welding atatl 
control. 

BLAKEiW. J. Ragion 2. Atlanta. Dffics of tha Director. 
HEROT>A.R. Region 2> Atlanta. Reactor Construction b 

Engtnaaring Support Branch. 79/10/24. 4pp. 


7912060163 Forwards IE Info Notice 79-126. 'Atteoptsd Daoaga to New 
Fual Assaabllas. * No specific action or response raqiiirad. 
O'REILLY.V.P. Region 2. Atlanta, Dffica of tha Director. 
79/11/09. 3pp. 


7912070499 Forwarda IE Info Notice 79-37/ *8taaa Bonarator Tuba 
Ruptures at Two PUR Plants. * 

O'REILLY/ J. P. Region 2/ Atlanta/ Office of tha Diraetor. 
79/11/16. 14pp. 


7912100192 Forwards lE Info Notice 79-SB. ’Overloading of Structural 
Elaaants Dus to Pips Support Loads.* No responsa required. 
O'REILLY/ J.P. Region 3/ Atlanta. Offlca of tha Diraetor. 
79/11/16. Ip. 


7918110979 Forwards. IE Info Notice 79-29. ’Loss of Nonssfaty-Ralated 
Reactor Coolant Sys Instruaantation During Oparation. ■ No 
spectfle action or raaponsa required, 

O'REILLV/V.P. Region 2, Atlanta. Office of the Director. 
79/11/16. 8pp. 
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DOCKETED ITEMS 


7912060i20 Foruards IE Cjrctila" 79-24. 

^ Core Spra.; Pipe Dreal Detection Equipment on 

79/11/24 Ip. 


Installation & Callbr o# 
BHRc. " No 

the Director. 


7912110157 Foruards IE Circular 79-23, Motor 
Failed to Operate. ■' No response required. 
0-PEILLV.J p. Peglon 2. Atlanta. Office ' 
79/11/26 ip. 


Starters & Contactor* 
if the Director. 


791219047a Forward* IE Bulletin 79-27. 
Initfumintation ti Control Pousr Sy» 
no written response required. 
Q'BEILl-V, J. p. Region 2. Atlanta. 
79/11/30 ip 


"Loss of Non-Class IE 
Bus During Operation. " 

Office of the Director. 


7912310316 Forwards IE In 
Noncoispltances. I0CFR21. 
Q'HEILLV. J. P. Region 
79/12/06. 6pp. 


fo Notice 79-30. "Reporting 
” No action required. 

2. Atlanta. afPlee of the 


of Defects 
Director. 


& 


7912200060 Forwards IE Bulletin 79-28. "Possible 
Model EA180 Limit Switches at Elevated Temp*. 

O'REILLY. J. P. Region 2. Atlanta. Office of 
79/12/07. 3pp. 


Malfunction of Naaco 
Action 

the ptractoT. 


79122B0426 Forwards 
Response Spectra. 
O'REILLY. J. P. 
79/12/13, 3pp. 


1 IE Info Notice 79-31. "Use of Incorrect AmpUfiod 
" No written response required. 

Region 2. Atlanta. Office of the Director. 


security, medical, emergency 8. f if 


■IlSSS'StiiSS?.- 

project Management. 79/11/21. 6pp, 


e. Adjudicatory corrospondonce 

7912110043 Forward, comment, on I- OfjJ » 

consclau. I. deliberate NRC policy 

po.,.. 79/io/=4, 

32pp- 

Q. Inspection reports. IE 


7912050323 Forwards IE Insp Repts 50-518/79-23.50-919/79-23. 

30-521/79-23 on 790929-20. No noncotnp 1 iance 

lluaPHY.C.E. Region 2, Atlanta, Reactor Construction fc Englne.rlnB 

Support Branch. 79/10/2S. 2pp- 

-7912030338 tE Insp Repts 50-518/79-23,50-519/79-23.30-920/79-23 t 
50-521/79-23 on 790929-28. No noncompl ianca 

arsas inspected ; steel structures & supports t, welding mail 

Region 2, Atlanta, Office of th. Director. 

HEftDT.A.2. Region 2. Atlanta, Reactor Construction «. 

Engineering Support liranch. 79/10/24. 4pp. 


7912290150 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference." No written response rsquired, 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/20. 4pp. 


79120&01A3 Forwards 
Fuel AssBisblle*. ” 
O'REILLY. J. P. 
79/11/09. 3pp. 


IE Info Notico 79-12Ai "Attempted Damage to New 
No specific action or response required. 

Region 2, Atlanta. Office of the Director. 


S. Repertabl# occurrences, LERs 1. related corre spon de nce 


7912210039 PNO-1 1-79-014 . on 791025. Immediate action Itr issutd to TVA 
confirming that actions assuring design of reactor vessel 
p«destaU not compromisad during aitensive u#ld rapairt will 
be completed prior to placing concrete around structure. 

CANTRELL. F. S. , HERDT.A.fl. Region 2. Atlanta. Office of the 
Director. 79/10/25. Ip. 


7912070499 Forwards IE Info Notics 79-27, “Btaam Otnerafcor Tuba 
RuptuTas ak Two PUR Planti. “ 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/lA. 14pp. 


7912100198 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'REILLY, J.P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912130581 Forwards final deflcisncy rept re design dtflciency of T- 
head section of Anchor/Darling gats valves. 

MILLS. U.M. Tennesse# Valley Authority. 79/11/15. Ip. 


—7912130601 Final deficiency rept re design deficiency of T-beai eection 
of Anchor/Darllng gate valves. Company has implementsd 
reiulls of evaluation of T-head section for sve condition, 
into internal design std. 

a Tennessee Valley Authority. 79/11/15. 2pp. 


DOCKET STN-5Q-519 HART5VILLE NUCLEAR PLANT, UNIT 2 
A. Appllcation/conslruction stage documents Si correspondence 


7912110264 Discusses NRC plans to use generic analysts to develop early 
verification program to rtsolvt ATH3 issui for PURs t BHRs. 

Success of progran depends on Industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912140232 Forwards topographic maps, claaring b seeding specs h 
findings b mitlgativs actions ra transmission lint const. 
Drawings available in Central Filtt only. 

MILLS. L.M. Tennessee Valley Authority. 79/11/30. 21pp. 


7912130023 Notification of 800110 meeting w/utll to discuss rcperbiny 
level of util QA 8, manager 8, OA review of docunente. 

SPRAUL.0.0. Quality Assurance Branch. 79/18/05. Ip. 


7912280607 Forwards "Const Effects Monitoring Program." 
BL-ASHRYi M. T. Tennesst# Valley Authority, 79/12/19. Ip. 


7912110979 Forward* IE Info Notice 79-29, "Los* of Nonsafety-Related 
Reactor Coolant By* Instrumentation During Operation. No 
ipaelflc action or response required. 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912060630 Forwards IE Circular 79-24. "Proper Inetallatlon b Callbr of 
Core Spray Pips Break Detection Equipment on BURi. " No 
response required. 

O'REILLY. J. P. Region 2. Atlanta, 

79/11/26. Ip. 


Office of the Director. 


7912110197 Forward* IE Circular 79-23, "Motor Starter* b Contactors 
Failed to Operati. " No response required. 

O'REIU-V.J.P, Region 2, Atlanta. Offica of the Director. 
79/11/26. Ip. 


7912190478 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrunontatlon b Control Power Byi Dus During Operation." 
No written response required. 

□ 'REILLY. J. P. Region 2, Atlanta, Office of the Diractor. 
79/11/30. ip. 


7912310316 Forwards IE Info Notice 79-30, "Reporting of Dafaets b 
Nonconpllances, 10CFR21. " No action required. 

□ 'REILLY, J. P. Region 2, Atlanta. Office of the Diractor. 
79/12/06. 6pp. 


7912200060 Forwards IE Bulletin 79-2B. "Possible Malfunction of Namco 
Nodal EAiaO Limit Switches at Elevated Temps." Action 
roqulrad. 

O'REILLY, si. P. Region 2. Atlanta, Office of the Director. 
79/12/07. 3pp. 


— 79122S0613 "Const Efftcts Monitoring Program." 

< Tennesset Vallty Authority. 79/12/19. 2pp, 


79m80426 Forwards lE Info Notics 79-31, "Use of Incorract Ampllfl*^ 
Rasponsc Spectra. " No written response required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Diractor. 
79/12/13. 3pp. 



DOCKETED ITEMS 


79tSS80190 Foruards IE Circular 79-29> "Shock Arraitor Strut Asieablg 
InttrFarinci. " No urittan rcipenie rciiulrai). 

D 'RElLLYi J. P. Ragion 3> Atlantai OfPlcs of the Olracter. 

79/tS/aQ. 4pp. 


9. Rapertabla occurnncci. LERi & ralatad eerraipondanca 


79121309B1 Foruardi final dcficiencij ript re dsilgn daficicney of T— 
haad taction of Anehor/Darl Ing gate valvas. 
niLLSi L, K. Tennattta Vallag Authority, 79/11/19. Ip. 


—7912130601 Final daficlancy rapt ra deilgn daflciancy of T-htod section 
of Anchor/Darling gata valvaa. Coaipang hat imp lanantail 
ratultt of avatuatlon of T-haad taction for tve condition! 
into intirnal datign ttd. 

■ Tanneitat Vallty Authority. 79/11/19, 3pp. 


DOCKET 6TN-90-920 KARTSVILLE NUCLEAR PLANT. UNIT 3 


A, Applieatlon/conitruction ttaga documanti (. eorrttpondence 


7912110264 Dltcuttat NRC plant to uta gantric analytaa to davalop aarlu 
varlfleation program to rtiolva ATH8 Isiua for PHRt t. DURt. 

Succait of program dapandi on Induttry ratponta. Supporti 
foraiation of ownart groupt to provide neeattary info. 

DENTON. H.fi. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912140232 Foruardt topographic mapi. cliaring & ttading tpecs tc 
findlngt It mitlgative actlont rt tranimliilon Una const. 
Drawingt available in Central Filet only. 

MILLS. L.H. Ttnnettet Valley Authority. 79/11/30. 2tpp. 


7912130023 Notification of 800110 meeting uf/util to ditcutt reporting 
level of util OA t. manager ti OA revieui of documentt, 

SPRAULiU.O, Quality Aiiuranca Dranch. 79/12/09. Lp. 


79122B0607 Forwardi "Contt Effactt Monitoring Program. " 
EL-A8HflV. M, T. Tennettee Valley Authority. 79/12/19. Ip. 


— 79122B0613 "Conit Effecti Monitoring Program,*' 

• Tennattea Valley Authority. 79/12/19. 2pp, 


F. Security, medical, emirgancy l< fire protection plant 


7912040471 Foruiardi Info ri upgraded tmergtney plant to plant* under 
contt l< OL rivleu. Appl icanti rt.qulrtd to maki cartaln 
emirgancy arrangamanti u>/itati t. local organiiatlonc 1. 
tubmlt emergency plant pir Rtg Guide 1, 101. 

VABSALLO. D. B, Divltion of Project Henegiment, 79/11/81. 6pp. 


0. Adjudicatory corretpondence 


7912110043 Foruardt eommtntt on NUREO-091 1. Draft OEIB refXacte 
eonteloui b daltbarate NRC policy to jaopardixa public 
health 1. lafaty ti thuart objactlvei of NEPA. 

KEPFORDiC. Environmental Coalition on Nuclear Pouer. 79/10/24. 

28pp. 


Q. Intpectlon report*. IE Bulletlni li corraipondence 


7912090323 Foruerdt IE In«p Rept* 90-918/79-83.90-919/79-83. 
90-920/79-23 1. 90-921/79-23 on 790929-28, No noneomp 1 lane* 
notad. 

MURPHY. C.E. Region 8. Atlanta. Reactor Conitructlon b Englnaerlng 
Support Branch. 79/10/89. 8pp. 


—7912090333 IE In»p Repta 90-918/79-83.90-919/79-23.90-920/79-836 
90-921/79-83 on 790929-88. No noneomp 1 lance noted. Major 
artae Inipictad: steal itructuri* 6 lupporti 6 utldlng matt 
control, 

BLAKE. J, J. Raglon 8. Atlanta. Offlea of tha Dlractor. 
HEROTiA.R. Raglon 2. Atlanta. Reactor Construction 6 
Engineering Support Branch. 79/10/24. 4pp. 


7918060163 Foruards IE Info Notice 79-18A. "Attempted Damage to New 
Fuel Aaeamblles. " No specific action or reaponte required. 
O'REILLY. J, P. Raglon 8. Atlanta. Offlea of the Director. 
79/11/09. 3pp. 


7912070499 Foruardt I£ Info Notice 79-27. "Steam Generator , Tube 
Rupture* at Two PM Plants, " 

O'REILLY. J, P. Rtgion 8. Atlanta. Office of the Director. 
79/11/16. 14pp. 


7918100192 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

O'REILLY. J. P, Region 2, Atlanta. Office of the Director, 
79/11/16. Ip 


7918110979 Forwards IE Info Notice 79-29. "Loss of Nonta f ety-Rola ted 
Reactor Coolant 8gs Instrumentation During Operation." No 
specific action or response required. 

□ 'REILLY* if. P. Roglon 2. Atlanta. Office of the Director. 
79/11/16. 3pp. 


7913060620 Forwards IE Circular 79-24. "Propor Installation 6 Calihr of 
Core Spray Pipe Break Detection Equipment on QURs, " No 
raipanse required. 

O'BEILLVf J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7913110197 Forwards IE Circular 79-23. "Motor Starters 6 Contactors 
Failed to Operate." No response required. 

Q'REILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


7912190478 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation 6 Control Power 8yi But During Operation. '* 
No written response required. 

Q'RElLLYi J. P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip, 


7918310316 Porwardt IE Info Notice 79-30. "Reporting of Defects 6 
Noneomp 1 lance •> lOCFRSi. " No action riqulntf, 

□ 'REILLY. J. P, Region 2. Atlanta. Office of the Director. 
79/18/86. 6pp. 


7918200060 Forwards IE Bulletin 79-26. "Potilble Malfunction of Namco 
Model EAISO Limit Switches at Elevated Timpi. " Action 
raquired. 

□ 'REILLY. J. P. Raglon 2. Atlanta. Office of tha Director. 

79/12/07. 3pp, 


7912850426 Forwards IE Info Notict 79-31. "Use of Incorrect Amplified 
flttpanse Spectra." No written response required. 

O'REILLY. J, P. Region 8. Atlanta. Office of tha Director. 

79/12/13. 3pp. 


7912280190 Foruardt IE Circular 79-39. "Shock Arrestor Strut Astembly 
Intsrferanci. " No urittan response requlriil. 

O'llElLLY. J, P. Region 3. Atlanta. Offlci of the Director. 

79/18/80 . 4pp. 


B. Reportable oceurrencai. LERt ti related correspondence 


7918810039 PNO-II— 79-014; on 771029, Immed iate action lit issued to TVA 
confirming that actions assuring design of reactor vestal 
padestals not e ompr omlsad during istenilvs wild repairs ui 1 1 
be completed prior to placing concrete around structure, 

CANTRELL.F. S. . HERDT.A.R. Region 2, Atlanta, affica of the 
Director. 79/10/29. Ip. 


7912130981 Forwards final deficiency rept re design deficiency of T- 
haed section of Anchor/Darling gate valvts. 

HILLS.L.M. Tennessee Valley Authority. 79/11/19, lp. 


—7912130601 Final deficiency rept re design dtflclencv of T-haad section 
of Anchor/Darl ing gats valvas. Company has Implimentid 
results of evaluation of T-haad section for sve condition. 

Into Internal design std. 

* Tannetsie Valley Authority. 79/11/15. 8pp. 


DOCKET 8TN-80-981 HARTSVIULE NUCLEAR PLANT, UNIT 4 


A. Appllcatlon/conitructlon stags documints 6 carreipondanca 


791S110S64 Discusses NRC plans to usi generic analysas to devslop early 
variffcatlen program to risolvi ATMS issue for PURs 6 BURs. 

Success of program depends on Industry rssponsi. Supports 
formation of owners groupt to provide necessary info. 

DENTON. H. R. Offict of Nuclear Reactor Riguletlon. 79/10/17, 3pp. 


7918140232 Forwards topographic map*. cliaring 6 itedlng specs 6 
finding* 6 mttigetive actions re transmission line const. 
Orawingd avallabla in Cintral Files only. 

HlLLSiL.M. Tennessii Valliy Authority. 79/11/30. Sipp. 


79IS130083 Notification of BOOllO matting u/util to discuss reporting 
leva! of util QA 6 manager b QA raviiw of documints. 

SPRAULj il. 0. Quality Asiuranca Branch. 79/18/05. tp. 
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docketed items 


79122B0607 Forward* "Const 
EL-ASHflY. M. T. Tfnntiit* 


Effect* Monitoring Progran. " 
Valley Authority. 79/12/19. 


JP- 


7912280190 Foruartli IE Circular 79-23. "Bhocli 
Intarfaronta. " No written rasponae 
0'REIU.Y* J- P- Region 2. Atlanta. Offlca 




Arraetor Strut Atsaobly 
of thi Director. 


F. Security, aedical. eeergency 1. fire protecti on plan * 



0. Adjudicatory correspond enee 


7912110043 Forward* eoanents on NUREO-0911. Draft OEIS reflect* 
eon*elou* I. deliberate NflC policy to jeopardiie public 
health t safety t. thwart objective, of NEPA. 79/10/24 

KEPFOBD.C. Environnental Coalition on Nuclear Power. 79/10/24. 
22pp- 


Inspeetion report*. IE Bulletins I. correspondence 


7912050323 Forwards IE Inap Repts SO-S10/79-23. 90-312/79-23. 

50-320/79-23 «c 30-521/79-23 on 790925-28. No noncoBpl 1 ance 

nURPHY.C-E. Regions. Atlanta. Reac tor Construe tlon fc EnglnaarlnB 

Support Branch. 79/10/23. 2pp. 


8. Reportable occurrences. UERs fc 

7912130381 Forwards final deficiency rept re deelgn deficiency of T- 
head aaetion of Anchor/Dar 1 ing 9«ta valve*. 

HILLS.L.H T*nn*»B*o Valley Authority. 79/11/13. Ip. 

7912130&01 Final deficiency rept re de»ign deficiency of T-h#ed sectlt 

of Anehor/Darllng gate valve*. Company ha* Implemented 
raeulte of evaluation of T-head •action for «ve condition. 

Into Internal design std. _ _ 


DOCKET 8TN-30-S22 SKAOIT NUCLEAR POWER PROJECT. UNIT I 
A. AppHcation/eonitructlon »taBe document* li corriepondance 


7911280133 Diecoeie* mod* to NRC petition re etatu* ti applicability of 
THI-2 accident review «> NUREO-O57a to facilltlee under 
const. Forwards addl Info to be considered in development of 


final plant design & procedures. 

VASSALLai D. 9. Division of Project Nenegement. 


79/10/10. 


4pp. 


—7912050338 IE Insp Repts 80-519/79-23.50-519/79-23.30-320/79-23 l< 
SO-531/79-23 on 790925-20. No nonconpliance noted. Major 
areas Inspected : steel structure* t. supports b welding metl 

BL^°j'j. Region 2. Atlanla. Office of the Director. 79/10/24. 
4PP' 


79120601*3 Forward* IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblle*. ■ No specific action or response required. 
O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 3?p. 


7912110264 Discosees NRC plan* to ut* generic analyeae to develop early 
verification program to resolve ATH9 Issue for PWR* tc BHHs. 

Buceeea of program dapendi on industry reep one*. Support* 
foraietlen of owners group* to provide naceseary *Dfo. 

DENTW.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


T9123100B0 Summary of 791026 meeting w/Dechtel. U809 b util in Bethesdei 
HD re new US08 data which could revlso evaluation of geology 
fc leisewlegy re high angle faults not previously considered 

for potontial high energy generator*. 

PELTlERd.A. Light Weter Reactors Branch 1. 79/12/08, 4pp. 


7912070499 Forwards IE Info Notice 79-27. “Steio Generator Tube 
Ruptures at Two PUR Plants. ° 

O'REILLY, d. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 14pp. 

7912100192 Forward* IE Info Notice 79-20. "Overloading of Btructural 
Eleeents Due to Pipe Support Loads. " No response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912270218 Forward* Mobil Oil Corp shot point map for Hhldbey Island 
vlclnlty.Map svailabli in Central Fllai only. 

HECCAiJ.E. Puget Bound Power fc Light Co. 79/12/19. Bpp. 

C. Utility Environmental Report (ER)> amends (i correspondence 

7912200090 Forwards updated distribution list for environ rept suppls h 
aeitndi for facility, 

DimCM4>H. Environmental Projects Branch 2. 79/12/07. 9pp. 


7912110375 Forwards IE Info Notice 79-29. "Loss of Nonsaf sty-Related 
Reactor Coolant Syr Instrumentation During Operation." No 
specific action or response required. 

O'REILLV. J.P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912060620 Forwards IE Circular 79-24. “Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BURs. " No 
response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


D. NRC Dpaft/Flnal Environmental Statement*, eupple b corraepondence 


7912310113 Advlee* of error in E18 re Impact on damography. agriculture 
ti industry from increase in moisture. Dumping 24 million 
gallons of water per dey will bring cloudiness b hours or 
days of haavy drlxtle. 

BRMY.E. Affiliation Unknown. 79/11/13. Ip. 


F. Seeurltyt midlcal. emtrgancy b fire protection plans 


7912110137 Forward* IE Circular 79-23. "Motor Starter* b Contactor* 
Failed to Operate. " No response required. 

O'REILLY. J.P. Region 2. Atlanta. Offtca of the Director. 
79/11/26. Ip. 


7912070469 Notification of 791204 meeting w/utlls in Bethesda.HD re 
NRC Info requirements for emergency preparedness. Room change 
indicated. 

HOON.C.H. Light Mater Reactors Branch 4. 79/11/16. 11pp. 


7912190478 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instruaentation b Control Powsr 8ys Bus During Operation. " 
No written response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/30. lo. 


* b 


NafieO 


upp. 


7912280426 Forwirds IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required, 

O'REILLV. J.P. Region 2. Atlanta, Office of the Director. 

79/12/13. 3pp. 


0. Adjudicatory correspondence 


7912030007 Answers in opposition to Intervenor 8kagltanians Concerned 
About Nuclear Power 791017 motion for Imp 1 emeniat ion 
of Esoeutiva Order 12114. FES b final suppl to PE8 addreesad 
environ issues. Certificate of Sve end. 

THDKSEN>F. T. i LITTLE.D.6., BAUBER.M.A. Pug*t Sound Power b Light Co. 
79/11/01. app. 


7912060101 Request to postpone geologic b seismic evidentiary hearings 
until after applicant responds to US08 outstanding concerns. 

RE Oackeen affidavit b Certificate of 8ve and, 

BUttKiR.!.. Hearing Branch 1. 79/11/02. 6pp. 


7912060119 Requests extension until 791109 for Intavsnor Bkagitoniane 
Concerned About Nuclear Power to file proposed findings re 
applicant financial qualifications. 

WNOLERiH.M. Lead, Robert M. 79/11/03. Ip. 



DOCKETED ITEMS 


—7912060189 Appllti for tubpotno io toko dopooltlon of Uootorn 
Ooophyilcal rt ptology ti lalimologv of Uotttrn UA tt 
Pugot Sound rog Ion. Propoiad dopoiai i« in pottoiolon of 
important data. Ctrtl f Icati of Svc incl. 

OENOLER.M.U. Load. RobortN. 79/'ll/09. 3pp. 


7912200102 "Rulfli of Praetlca for Donootic Lleonoing Proea*dln(o> " 
10CFfl2 affictlvo rulo. Suopondo ruli of praetlca on iiauanca 
of llcanaaa aftar adjudicatory procaadlngi. Forwarding Itr li 
Cartlflcata of Svc and, 

CHILKiB. J. Offlca of tha Sacratarij of tha Commlttlon. 79/11/09 

10pp. 


791807039S Raapenaa in oppoaition to Skagttoniona Concarnad About 
Nuclaar Pouar 791116 nation to dlract car t if ication> atuy 
proCaadlnga ti ravlau A6LB actloni. Datrlmant to public 
Intaraat at batlt for Intarlocutorij ravlaw not aatahtiabad 
TKOHSSN. F. T. . LITTLE. D.S. Pug at Sound Power l< Light Co. 
TH0H8EN.F.T. Parllni. Cola, Stona. Qltan li Mllllani. 79/11/08 
I9pp. 


—7912070472 Pratanti appllcanti' poiitlon ra utH avidanca on gaoloou 
li teltmoiogv achadulad par Black. Laad |c Thontan agraimant on 
ordar of pratantation for 790717 lattion. Appl icanti ' 
pratantation nuat ba poatponad. Car t i f tcata of Bve and. 

THOMBEN.F, T, Porkina, Coia. Stona, Olion ti Hllllami. 79/06/29 
6pp. 


7918110267 Ack raealpt of 791018 Itr.Subpoana formt complatad ti 
raturnad for algnatura. Skagitonlani Concarnad About Nuclaar 
Powar 791029 Itr damonatratad ralavanca of toatlnony tought 
from thraa a>parta on gaology l< talitnology, 

LEED.R.H, Laad. Robart H. 79/11/08, Ip. 


7912100344 Fifth ttatua rapt, par A6LAB 790607 Indafinlta aatanalon for 
NRC to raapond to Suffolk County motion to flla lupplanantal 
briaf. Eiplorlng pattlbllltg of ittpulatlon ra Suffolk 
County pending notion. Certificate of Svc and. 

BORDENICK, B. H. Hearing Branch 4, 79/11/09. 4pp. 


— 7912100348 "Rulai of Practice for Domaatlc Llcaniing Procaadlnga - 
Hodlflaa Adjudicatory Procaduraa, " 10CFR2, affactlva 791109. 
Sutpandt 10CFR8. 764 until further notice. Supplamantarv Info 
and. 

CHILK,8, J. Offlca of the Secretary of tha Commltalon. 79/11/09, 
lOpp. 


7912140029 Pleading ra applieanta' financial quallflcatiena. Total coat 
of project aicaadt appllcanti' flgurei. Certificate of Svc 
and. 

LEEDiR.H. Lead, Robert H. 79/11/09. 12pp. 


7912170198 Raiponta in oppoaition to Skagitonlani Concarnad About 
Nuclaar Pouar 791017 b 24 motlona to direct cartif {cation t, 
itay proceeding. Btda not mat. ABLAB diacratlonary involvamant 
not warranted. Certificate of Svc and. 

BLACK.R.L. Hearing Branch 1. 79/11/13. ISpp. 


7912170216 Raiponta to CA Energy Commliiion 791024 notion for 
raeonildaratlon of A8LB 791003 ordar ruling on tcopa of 
contantioni. Urgai Indutlon of anargancy planning Itiuai tc 
aiduiion of offaita nattari. 

LENIBiS.H. Hearing Branch 2. 79/11/13. 7pp. 


—7912170236 "Hodlfiad Adjudicatory Procedural, “ 10CFR2. 764 luipention ti 
itatanint of policy on conduct of adjudicatory procaadlnga. 
Conatltutaa final’ action on patltlonc racaivad in 
procaadlngi, 8J Chllk 791109 luppl b Cartlflcati of Svc and. 

* Office of tha Secretary of tha Comnlaiion. 79/11/09. 18pp. 


7912090168 Order extending to 791121 time to raipond to Intarvanor 
Tribal aupplanantal patltlon for ravlaw. 

CHILK, 9. J. Office of tha Secretary of tha Commltalon. 79/11/20. 
‘P- 


7912060072 Memorandum b order ALAB-972 denying Skapltonlana Concarnad 
About Nuclaar Power notion ra^uiitlng Interlocutory ravlaw 
by directed certification. Intarvanor conplatnti ra aiduaton 
of radon itiua b aaiinology ltd do not warrant Intarcaiclen. 

BISHOP. C.O. Atonic Safety and Llcanalng Appeal Panel. 79/11/80. 
7pp. 


^’**060190 Order denying Oraonpaaca Foundation of Vancouver, Brltl«h 
Colunbla, 790913 patltlon to intarvana. No good cauia ihown. 
Contention of Improving record epaeulat iva. Proper intaraat . 

S****’'**’’*'*- Jotumantatlon and. 

DEALE, V.B. Atonic Befaty and Llcanalng Board Panel. 79/li/SO. . 

2tpp. 


7912100473 Rasponta in oppoaition to Indian Tribal 791109 aupplamantal 
patltlon for ALAB-982 & AUAB-559 ravlaw. Patltlonar failed to 
TJiaa good cauaa ra alleged ASLB nlaappllcation of lata 
tntarvantlon factor. Certificate of Svc end, 

LITTLE. D.B. Pugat Bound Powar b Light Co. LITTLE, D.S, Parkins. 
Cola. Stone, 01 san b U1 1 liana. 79/11/20. 12pp. 


79120S0376 Response in oppaaltion to Indian Tribes 700613 petition to 
Intarvene. Stde for Conmlaaion review ra procadura 1, pol leu b 
factual taiuas not mat. Certificate of Svc and. 

BLACK.R.L. Hearing Branch 1. 79/11/21. itpp, 

79120S0099 Order granting eitanaion until 791217 for CoiMtisfion to 
datarmina uhathar to revlau ALAB-SS9. 

CKlLK.a.J. Office of tha Bacretarg of tha Comalaalon. 79/11/26. 


7912060004 Submits typographical correction to NRC 791121 raaponsa In 
oppoaition to Indian Tribes aupplanantal petition for 
revlau. Corrected page re last paragraph, Lina 3 and. 

BLACK.R.L. Hearing Branch 1, 79/11/26. 2pp. 


7912090421 Raguast for axtenaion to 791221 to file proposad findings of 
Pact b conduaiona of law. Opposing attya have no objaction. 

BLACK.R.L. Hearing Branch 1. 79/11/20. 3pp. 


7912100132 Advises that Coalition for Safa Power petition to ravlau 
ASLB didtion is dBamad deniid.dui to Comnlaslon piigativa 
•xarclsa of discretion to take review. Stataa Commissioners 
Bltlnsky b Bradford dissenting views. 

CH1LK.8.J. Offlca of the Secretary of the Commissien. 79/11/29. 
Ip- 


7912110407 Order denying Inlervenor Skagitonlani Against Nuclear Power 
790927 raguaat for ASLB raeonildaratlon of 790913 ordera. 

D Stansby 790913 affidavit insufficient ra concentration of 
cycles issua. 

DEALE, V.B. Atomic Befaty and Llcansing Board Panel 79/11/30. 9pp. 


7912170020 Reply In opposition to intarvanor Foralaws on Board/Ci titans 
for Safa Power findings of Pact re altarnativi sites b 
postulated accidents. Car tiflcate of Svc end. 

THOMSEN, F, T. . LITTLE. D.B. Puget Sound Power b Light Co. 

THOMSEN, F.T. Parkins, Cole. Stone, Olsen bUllllams. 79/11/30. 

app. 


“7912170041 Reply to NRC 791005 proposed findings of fact. Urges Board to 
reject Racommendation 3 contained in Finding 44. Pages 27-2G. 

Condition re environ avaluation prior 'to eommencement of 
const activities is not authoriiad by NEPA b NRC rulea. 

THOHBENf F. T. , LITTLE, D.S. Pugat Sound Power b Light Co. 

THOMBEN.F.T. Perkins, Cole. Stone, Olsan b U1 1 1 iaas. 79/11/30. 

2PP- 


■7912170048 Reply to Skagitonians Concarnad About Nuclear Power 791112 
propetid findings of fact. FES b FES final suppi addresaed 
environ impacts b whole papulation Issues indiscriminately 
Certificate of Svc and. 

THOMSEN, F. T. . LITTLE. D.S. Pugat Sound Power b Light Co. 

THOMBEN.F.T. Perkins, Cola. Stona, Olsen b Hi 1 1 lams. 79/11/30. 

100pp. 


7918260039 Reply to Skagitonians Concarnad About Nuclear Power 791109 
proposad findings on financial yualif ications, Intarvanor 
adopted short-term view rather than long-term considerations 
r« Inflation ratio b market ratios. Certificate of Svc and. 
THOMBEN.F.T. Pugat Sound Power b Light Co. THOHSEN.F. T. Parkina, 
Cale, Stone, Olson b W1 11 iams. 79/12/05. 4pp. 


7919310494 Forwards draft subpoena for Uistarn Caophyilcal Co 
deposition. par 791109 Itr. Bignatura raguastad, 

OENDLER.M. H. Lead, Robert M. 79/12/05. 2pp. 


7913140117 Rasponds to 791203 request for extension until 791203 for 
filing certain replies b riquast for axtenaion until 791207 
tlffli to reply to intervenor Skagitonians Against Nuclaar 
Power findings ra financial qualifications. 

Q^t-EiV. B. Atomic Safety and Licensing Board Panal. 79/12/06. Ip. 


791S310S03 Advises that TF Carr has been riplacid by KM Ryan as counsel 
in proeaadlng. t 1 til b addrass remain unchangid. 

RyMi.K.M. Uashlngton, State of. 79/12/06. Ip. 


7919270090 Forwards NRC subpoena form addrassad to officers of Hestern 
Oaephyilcal Co, in ratponsa to 791203 request. 

DEALE, V.B. Atomic Safety and Licensing Board Panel. 79/12/10. 3pp. 


294 


docketed items 


791227010i Denies Intervene 
791017 renvest that ^SLB 
r^nc it independent agencij 
Intervener hat no standin 
BEiftLE.V Q Atomic Safety 


T Skagltonlans Concerned About Nuclear Poceor 
Implement Eiecutive Order 12114- 
.not utthin Eiecutive Dept. 

^and^Llcenting Board Panel. 79/12/10. 3pp. 


7912270054 Foruards AO Motulsly rept, "Possible Impact 
Nuclear Pouer Plant on Skagit Indian Population. in 
response to intervention attempt by Indian iribes. 
BLACK. R.L. Hearing Branch 1. 79/12/14. Ip. 


of Planned 


79l227005fa Foruards "Possible Impact Q 

Skagit Indian Population. " 
rtOTULSKif. A. 0. Washington. Oniv. of 


f Planned Nuclear Ptniior Plant on 
79/10/30. Ip- 


•7912270059 "Possible Impact of Planned Nuclear Pouer Plant on Skagit 
MOTULSKY. A. 0. Washington. Unlv. of. 79/10/30. 5pp. 


0. Adjudicatory correspondence 


7912030007 Ansuora in opposition to Intervenor Skigltonlans Concerned 
About Nuclear Pouer 791017 motion for Implementation 
of Eiecutive Order 12114. FEB 8. final suppl to FES addressed 
environ Issues. Certificate of Sve end. ......... 

THOMSEN. F. T. . LITTLE.D.B.. DAUBER. M. A. Puget Bound Power li Light Co. 
79/11/01. Bpp. 


7912O&0I01 Bequest to postpone geologic b seismic evidentiary hearings 
until after applicant responds to USOS outstanding conctrni- 
RE Jackson affidavit b Certificate of Bve end. 

BLACK. R.L. Hearing Branch 1. 79/11/02, 6pp- 


7912060115 Heiuests eitenaion until 791109 for intevenor Bkagltoniana 
Concerned About Nuclear Power to file proposed findings re 
applicant financial gual i fi cat ions. 

OENDLER.M.H, Leed. Robert M. 79/11/05. Ip- 


7912260369 Order granting eitension u 
elect uhether to revieu ALAB-559. 
CHILK.S.d. Office of the Secretary 


ntil 600118 for Commission to 
of the Commission. 79/12/17. 


IP- 


— 7912060125 Applies for subpoena to take deposition of Western 
Oeophyslcal ro geology b seismology of Western WA b 
Puget Sound region. Proposed deposee is In possession of 
Important data. Certificate of Sve end. 

OENDLER. H. W. Leed. Robert M. 79/11/05. 3pp. 


7912310207 Act receipt of 791207 
ASLB 791120 decision 
DEALE. V.0. Atomic Safety and 


Itr requesting permission to appeal 
Licensing Board Panel. 79/12/17. Ip. 


H. Oeneral correspondence 


7712200102 "Rules of Practice for Domestic Licensing Proceedings. " 
10CFR2 effective rul e, Suspends rule of practice on Issuance 
of licenses after adjudicatory proceedings. Forwarding Itr b 
Certificate of Sve end. 

CHILKtS.J. Office of the Secretary of the Commission. 79/11/03. 

10pp. 


7912170350 Forwards NUHEO-0555. NUREG-0625, NUREG-0S7a. SECV-79-300 & 
SECy-79-362, in response to 791114 b 20 requests for 
dacumsnts. Eiplains NRC policy re distribution of documents. 
Eiecutive Order 11969 may be requested under FDIA. 

DLACR.R L Hearing Branch 1. 79/12/10. 2pp. 


7912270512 Notifies of personnel change for manager of nuclear 
licensing b safety. M Stiraac replaced by JE Mecca. 

MECCA. J.E Puget Sound Pouer b Light Co. 79/12/20. Ip. 


rraCKET 9rN-50-S23 SKAGIT NUCLEAR POWER PROJECT. UNIT 2 
A- Application/constTuction stage documents b correspondence 


7911260153 Discusses mods Co NRC position re status b appi tcabllity of 
TMI-2 accident review b NURE0-O57B to facilities under 
const. Forwards addl info to be considered in development of 
final plant design b procedures. 

VASBALLO. D. 0. Division of Project Management. 79/10/10. 4pp. 


79I207035S Response in apposition to Skagltonlons Concerned About 
Nuclear Power 791116 motion to direct certification. stay 
proeeadlngs b review ASLB actions. Detriment to public 
Interest as basis for interlocutory review not established. 
TKOHSEN. F. T. . LITTLE.D.B, Pugst Bound Power b Light Co. 

THOMSEN. F.T. Perkins. Cole. Stone. Olsen b Williams. 79/11/00. 
15pp. 


— 7912070472 Presents applicants' position ra util evidence on geology 
b ssismology scheduled per Black. Leed b Thomsen agreement on 
order of presentation for 790717 sets ion. App 1 icants ' 
presentation must be postponed. Certlftcet# of 9vc end. 

THOHreN.F. T. Perkins. Coie. Stone. Olsen b Williams. 79/06/29. 
6pp. 


7912110267 Ack receipt of 791018 Itr. Subpoena forms completed b 
raturned for signature. Bkagltoniens Concerned About Nuclear 
Power 791025 Itr demonstrated relevance of tostimony sought 
from three experts on geology b seismology. 

LEED.R.n. Lood. Robert M. 79/11/09. Ip. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATUB issue for PURs b BWRs. 

Success of program depends on Industry response. Supports 
formation of ouners groups to provide necessary Info. 

DENTON. H R. Office of Nuclear Reactor Regulation, 79/10/17. 3pp. 


7912100344 Fifth status rept. per A8LAB 790607 indefinite uteniion for 
NRC to raspond to Suffolk County motion to file supplemental 
brlaf. Exploring possibility of stipulation re Suffolk 
County pending motion. Certificate of Bve end. 

BDRDENICK. B. H. Hearing Branch 4. 79/11/09. 4pp. 


7912310000 Summary of 791026 meeting u/Dech tel. USOS b util in Bethesda. 
MD re new USDS data which could revise evaluation of geology 
b seisnology re high angle faults not previously considered 
for potential high energy generators. 

PELTIER. 1. A. Light Water Reactors Branch 1. 79/12/05. 4pp. 


•7912100348 "Rules of Practice for Domestic Licensing Proceedings - 
Kodifies Adjudicatory Procedures." 10CFR2. effective 791109. 
Suspends 10CFR2. 764 until further notice. Supplementary info 
ffncl. 

CHILK*8. J. Offlco of tho Stertt^rv of th# Qonnittion. 79/11/09. 
lOpp. 


7912270215 Forwards Mobil Oil Corp shot point map for Whldbey Island 
vicinity. Map available in Central Files only, 

MECCA. J.E. Puget Sound Power b Light Co. 79/12/19. 2pp. 


C. Utility Environmental Report (ER)> amends b correspondence 


7912200096 Forwards updated 
amends for facility. 


distribution list 
' Branch 


for environ rept suppls b 
2. 79/12/07. Spp. 


7912140025 Pleading re applicante' financial qualifications. Total cast 
af project enceods applicants' f Igurts. Ctrtlf icate of Sve 
and. 

LEED.R.H. Leedi Robert M. 79/11/09. ISpp. 


79121701S2 Response In opposition to Skagitohians Concerned About 
Nuclear Power 791017 b 24 motions to dlrict certification b 
stay proceeding. Stds not met. ASLAB discretionary involvement 
not warranted. Certifl cate of Sve and. 

BLACK.R.L. Hearing Branch 1. 79/11/13. ISpp. 


uppls b correspondence 


iraphy. agriculture 
lion 
ufs or 


7912170216 Response to CA Energy Commission 791024 motion for 
reconsideration of ASLB 791005 order ruling on scope of 
contentions. Urges inclusion of emergency planning issues b 
exclusion of offsite matters. 

LEHI8.9.H. Hearing Branch 2, 79/11/13; 7pp. 


— 7912170236 "Modified Adjudicatory Procedures." 10CFR2. 764 suspension 
statement of policy on conduct of adjudicatory proceedings. 
Constitutes final action on potltlons rsctivtd In 
proceedings. 9J Ghllk 791105 suppl b Ctrtlflests of Sve end. 

• Office of tho Secretary of tho Commission. 79/11/09. ISpp. 


D rs 



DOCKETED ITEMS 


7912090168 Ordtr txttndlng to 791121 tint# to roipond to Intoovonor 
Trlbif *uppli/n«ntal pitltion for rivlou, 

CH1LK.8. J. Offlto of the Spcrotarij of tho Comnisaion. 79/11/ao. 

Ip. 


7912060072 Hi/noranduffl 8t order ALAB— 972 donijing Stagitonlana Concornod 
About Nucliar Pohrer fflotion requtotlng Intorloeutorv rovlow 
bg dlnctid etr 1 1 f ICA tion. Intervenor complalntt r* oielutfaii 
of radon liiue (c atlitnologg ltd do not ivarrant intarcaeilan. 
BiaHOPiC.J. Atonic Safttg and Lictnilng Appeal Panel, 79/ll/SO. 
7pp. 


7912060190 Ordtr danglng Oreenpeace Foundation of VancDuvar< Bri tisb 
Celunbiai 790913 petition to Intirvent. No good cauee ehsHn. 
Contention of improving record tp eculat 1 ve. Prop tr intareet 
not eitab liihed. Petit 1 onar documentation end. 

DEALEi V. B. Atomic eafctg and Llceniing Board Panel. 79/11/20. 

21pp. 


7912100473 Reeponta in oppoiltion to Indian Tribes 791109 supplenental 
petition for Al.AB-992 U ALAQ~939 ravi eui. Pet 1 tioncr failed to 
raise good ceutt re alleged ASLB nisappl icet ion of late 
Intervantlon fector. Certl f icatr of Svc end. 

tITTl.E.D.8. Puget Bound Pouer tc Light Co. LITTLE.D.6. Perklna. 
Cole. Stone. Oleen 1 Mllliamt. 79/11/20. 12pp. 


7912090376 Response in opposition to Indian Tribes 7B0&t3 pstttion to 
intirvtns. Btds for Commission revltu re procedural, policy li 
factual issues not mit. Certificate of Svc end. 

BLACK.R.L, Hearing Branch 1. 79/11/21. 14pp. 


7912090099 Ordar granting esttnalon until 791217 for Comaiaiion to 
datarmln# uhethar to review ALAB-B99, 

CHILK.S.d. Office of the Secretarg of the Coiomiesion. 79/11/26. 
Ip- 


7912060004 Submits typographical eorrsctlon to NRC 791121 response in 
opposition to Indian Tribes supplemental petition for 
revltu. Corrected page re last paragraph.Llne 3 end. 

BLACK.R.L. Hearing Branch 1. 79/11/26. 2pp. 


7912090421 Request for estenslon to 791221 to file propotcd findings oP 
fact (i conclusions of taui. Opposing attys have no objection. 

BLACK.R.L. Hearing Branch 1. 79/11/20. 3pp. 


7912100132 Advises that Coalition for Baft Rouar petition to review 
A8LB decision is deemed denledidua to Commlsilon nagatlvo 
eierclse of discretion to taka review. States Corntnist lonera 
OlUnskg t Bradford dissenting views. 

CHILK.B.J. Office of ths Secretary oP the Commletien. 79/11/29. 
tp- 


7912110407 Order denying intervener Skagltoniins Against Nuclear Power 
790927 request for ABLQ reconsideration of 790913 orders. 

D Sttnsbg 790913 affidavit insufficient re concentration of 
cycles issue. 

DEALE. V.D. Atomic Safety and Licensing Board Rami. 79/11/30. 9pp. 


7912170020 Reply in opposition to Intsrvenor Forelaus on Board/Citizens 
for Safe Pouer findings of fact re alternative sites l> 
postulated accidents, Certl fUate of 8vc end. 

THOMSEN. F. T. . LITTLE. D.S. Puget Bound Power fc Light Co. 

THOMSEN. F.T. Perkins. Cole. Stone. Olsen «> MitlteMS. 79/11/30. 

2pp. 


—7918170041 Reply to NSC 791009 proposed findings of fact. Urges Board to 
reject Recommendation 3 contained in Finding dd.Pagee 87-^8. 

Condition re environ evaluation prior to commenRenant of 
conet activities is not authorltsd by NEPA 6 NRC rules. 

THOMSEN. F. T. . LITTLE. D.S. Puget Bound Power & Light Co. 

THOMSEN. F.T, Perkins. Cols. Stone. Olsen fc UlUians. 79/11/30. 

8pp. 


— 791S17004B Reply to Skagltonieni Concerned About Nudear Power 791118 
proposed findings of fact. FES «< FES final suppt addressed 
environ Impeets (< whole population Issues indiscriminately 
Certlficets of Svc end. 

THOMSEN. F. T. . LITTLE* B.8. Pugst Sound Power 6 Light Co. 

THOMBEN.F.T. Porklns. Cole, Stone. Olsen h Hllilarss. 79/11/30. 
lOOpp. 


7918860039 Reply to Skegltonians Concerned About Nudeer Powtr 791109 
proposid findings on financial qual if icatians. Intorvenor 
adopted short-term view rather than long-term considerations 
re Inflation ratss . 6 mar kat ratios. Certificate of Svc end. 
THOMBEN.F.T. Puget Bound Pouer (. Light Co. ■ THOMSEN.F.T. Perkin*. 
Cola. Btons, Oleen tcHllliams. 79/18/09. 4pp. 


7912310494 Forwards draft subpoana for Uastern Oeophyslcel Co 
dapof ition. par 791109 Itr. Signature Vaquatted. 
eENDLER.H.U. Litd. Robert M. 79/18/09. 2pp. 


7918140117 Responds to 791203 request for estenslon until 791203 for 
filing certain replies t, request for eKtenslon until 791207 
time to reply to intervenor Skagitonians Against Nudear 
Power findings re Financial qualifications. 

DEALE. V.D. Atomic Safety and Licensing Hoard Panel. 79/12/06. if 


7912310BO3 Advises thet TF Carr has been replaced by KM Ryan as couns 
In proceed Ing. T1 tie 6 address remain unchanged. 

RVAN.K. M. Hoshlngton. State of. 79/12/06. Ip. 


7912270090 Forwards NRC subpoena form addressed to officers of Nester 
Oeophyiical Co. in response to 791205 request. 

DEALEtV. B. Atomic Safety and Licensing Board Panel. 79/12/10. 2p 

7912270106 Denies intervenor BkagltonUns Concerned About Nuclear Pou 
791017 request that A8LD implement Executive Order J2H4. 

NRC is independent agency. not within Executive Dept. 

Intervenor has no standing under order. 

DEALE. V.B. Atomic Safety and Licensing Board Panel. 79/12/10. 3p 


79122700S4 Forwards AO Motulsky repl. "Possible Impact of Planned 
Nuclear Power Plant on Bkaglt Indian Population.'’ In 
response to intervention attempt by Indian Tribes. 

BLACK.R.L. Hearing Branch 1. 79/12/14. Ip. 


■7912270096 Forwards "Possible Impact of Planned Nuclaar Poupr Plant 
Skagit Indian Population." 

MOTULSKY. A- 0. Washington. Unlv. of- 79/10/30. Ip. 


•7918270089 "Possible Impact of Planned Nuclear Power Plant on Skagl 
Indian Population. " 

MOTyLBKY.A. 0. Washington. Unlv. of. 79/10/30. Spp, 


7948260369 Ordar granting extension until 800118 for Commission to 
elect whether to review ALAB-999. 

CHILK.B.J. Office of the Beeritary of the Commission. 79/12/17, 
ip. 


7918310207 Ack receipt of 791207 Itr requesting permission to appeal 
ASLB 791180 decision. 

DEALE. V.B. Atomic Safety and Licansing Board Panel. 79/12/17, Ip. 


H. Oaneral corraipondence 


79121703SB Forwards NUREO-0999. NUREO-0625. NURE0'O87B. 8ECY-79-30O h 
BECY“79-362i In response to 791114 ti 80 requests for 
documents. Explains NRC policy re distribution of documents. 
Esscutlvs Order 119SB may be requested under FOIA. 

BLAGKiR.L. Hearing Branch 1. 79/12/10. Spp. 


7912270918 Notifies of personnel change for manager of nuclear 
licensing t> safety. H Stlniac replaced by JE Mecca. 

MECCA. J.E. Puget Bound Power L Light Co. 79/12/20. Ip, 


DOCKET 90-928 BARTON. UNIT 2 


A. App lleatlon/construc tlon stage documents L correspondence 


7912110264 Discusses NRC plans to use generic analyees to develop earl 
verification program to resolve ATU8 iitue for PWRe It BHRs. 

Suceese of program depends on industry risponte. Supports 
formation of ouinars groups to provide necessarg info. 

DENTONiH.R. Qffica of Mucluar Reactor Regulation. 79/10/17. Spp. 


DOCKET BTN-30-9aa PALO VERDE NUCLEAR STATION. UNIT 1 


A. Application/eonstruction itage documents It corraipondence 


7912170038 Forwards HA Baldwin of Friends of the Earth 791024 request: 
for preparation of addl environ statements re Class 9 
accidents at feci 1 Itles. Petit Ion being handled as request 
for action under 1DCFR2. 806. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/11/27. Spp.’ 

7912170064 Forwards HA Daldwln of Friends of the Earth 791024 request' 
for preparation of addl environ statements re Class 9 
accidenti at fac 1 1 i ties. Petl tion being handled as request 
for action under I0CFR2. 206. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/11/27. 2pp.: 

791S13004B Responds to 790411 Itr re concern.! u/emergency situations li 
disposal of waste me tl. Bummar i zes requirements Ic procedures 
affecting design tc operational aipects of nuclear power 
plant.!, 

VAROA.S.A. Assistant Director for Light Water Reae tors. 79/11/20 
app- ! 


DOCKETED ITEMS 


7912.130132 Rasponds to 790403 Itr ra eoncarns w7canst of plant. 
Buauaariias rtaulrtaanti^ b procaduras affactlng datlgn 1> 
oparattonal aspacta of nvclaar powar plants, 

VAROA.S. A. Asaiafeant Dlractsr far Light (Lstar Raactors. 79/11/20. 
3pp. 


7912130133 Responds to 790329 Itr ra concerns w/nuclear pouer. 
SuMarlies riituireaants b proeidurea affecting design It 
operational aspects of nuclear power plants. 

VARBAiS.A. Assistant Director for Light Kater Raactors. 79/11/20. 
2pp. 


79I21901&5 Forwards Aaand 2 to CPPR-Ml. CPPR-142 tc CPPR-t43 b notice 
of issuance b aval labil i tg. 

B Ei L B. n. E. Envlronaantat Projects Branch 2. 79/11/29. 2pp. 


-7912190173 Aasnd 2 to CPPR-141> CPPR-142 b CPPR-143. ref lac ting iraivar to 
licensee coMltaant aade during environ review b providing 
for weed control along pipelina route. 

VASSALLOi D. B. Division of Project fUnageJiant. 79/11/30. 3pp, 


— 7912190186 Notice of Issuance b availability of Aatnd S. to CPPR-I4i. 
CPPfi-t42 b CPPR-143. 

6EU.SaD.E. Envlronaantal Projects Branch 2. 79/11/30. 2pp. 


D. NflC Draft/Final Environaental Stateaentsi suppls b corratpondanca 


7912130561 Diseussas rajactlon of preferred right-of-way for allgnaent 
of transnission line froa plant site to Kgrena<AZ> b 
provides alternative routing through Rainbow Valley. One 
overslie drawing> available In Oentral Files only. 

VAN BRlfffT.E.E, Arliona Public Service Co. 79/12/03. 3pp. 


F. Security! nedicalt cnergencii b fire protection plans 


7912040471 Forwards info re upgraded eaergency plans to plants under 
const b CX. review. Applicants required to nate certain 
eoergancy arrangeoents w/state b local erganiiatlens b 
subalt eaergencg plans per Reg fiuldi 1. lOl. 

VABSAU.O! D. B. Division of Project ilanageaent. 79/11/21. 6pp. 


a. Adjudlcetory correspondence 


79iS1300SB Forwards petition by HA Baldwin^ requesting that NRC prepare 
fuppleaental environ stataacnts re Class 9 accidents at 
faci 1 i ties, Appropriate action will be taten. 

DENT(m.H.R. Office of Nuclear Reactor Regulation. 79/11/27. 3pp. 


— 7912130070 Request for action under 10CFR3. 206i for preparation of 
suppleaental £18 concerning lapact of Class 9 accidents at 
facilities. 

MULLER>D.R. Division of Bite Safety b Envirenathtal Analysts. 
79/11/23. Ip. 


791220015B Ac k receipt of 791024 petition b forwards FR notica for 
request for action per 10CFR3. 206. 

DENTON.H.R. OFfice of Nuclear Reactor Regulation. 79/11/27. 3pp. 


—7912200166 Notice of Issuance & availability of Friends of the Earth 
791024 petition requeetlng that NRC prepare suppleaantal 
EI8 re lapact of Class 9 accident at facilities, 

FMLLERaD.R. Division of Bite Safety b Environaental Analysts. 
79/11/23. Ip. 


7912260500 Requests substantive response to 791024 request for NRC to 
supplaaent EIB to consider consequences of Class 9 nuclear 
accidents. Failure to respond by 800104 will indlcati NRC 
does not plan to raquire suppl. 

BALDWIN. U A. Friends of the Earth. 79/12/21. Ip. 


I. Financial inforaatlon 


7912190627 Notifies of cowpletlun of review of util regletration 
stateaent per SEC request. No Inaccuraclss or oalssions 
found. 

LIC1TRA.E.A. Light Hater Reactore Branch 3. 79/12/03. ip. 


0. Inspection reports. IE Bulletins b correspondence 


7912060033 Forwards IE Imp Repts 30-828/79-06 b S0-S29/79-06 on 
790917-31. No noncoapllance noted. 

8FENCER.0.8. '' . Region . 3. Sari Franc lecoa Reactor Conetructlon b 
Engineering Buppprt Branch. 79/11/02.' ' 2pp. 


— 7912060047 IE Insp Repts S0-S2B/77-06 b SO-S29/79-06 on 790917-21. Ho 
noncowpliance noted. Major areas inspected; ASHE certifled- 
eonst activities, safety-related piping Installation b 
welding b containaent steel structures b supports. 

DODDS. R.T. Region S. Ban Francisco. Reactor Construction b 

Engineering Support Branch. ECKKAROT. J. H. > IfUTSON. T. U. Region 
St Ban Francisco. Office of the Director. 79/11/01. 8pp. 


7912100271 Forwards IE Info Notice 79-29. "Dverloading of Structural 
Eleatnts Due to Pipe Support Loads. " No response required. 
^CELKENiR.H. Region 3. San Francisco. Office of the Director. 
79/11/16. Ip. 


7913110S0B Forwards IE Info Notica 79-29. ‘Loss of Nonsaf ety-flelated 
Rsactor Coolant Gys Instruaantation During Operation . " No 
specific action or response required. 

ENOELKEN.R.H. Region S. Ban Francisco. Office of the Director. 
79/11/16. Ip. 


7912O7D016 Forwards IE Circular 79-24. ‘Proper Installation b Callbr of 
Cere Spray Pipe Break Detection Equipaent on BHRs. " No 
reeponse required, 

EM^JIEN. n. H. Region S. Ban Francisco. OfPica of the Director. 
79/11/26. Ip. 


7912110266 Forwards IE Circular 79-23. ‘Motor Startirs b Contaetore 
Failed to Oporate. " No response required. 

BiGaJiEN.R.H. Region 3. San Francisco. Office of the Director. 
79/11/26. Ip. 


7912110492 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
genaral ofcs copies of escalated enforceaent correspondence 
sent by NRC to licensees. 

ENflELKEN. R. K Region S. Ban Francisco. Office of the Director. 
79/11/26. Ip. 


7912190110 Forwards IE Bulletin 79-27. ‘Loss of Non-Class IE 
Instruaentation b Control Power Bys Bus During Operation. ‘ 

No written response required. 

ENOELKEN.R.H. Region 3. Ban Francisco. Office of the Director. 
79/11/30. Ip. 


79liai(SW Forwards IE Info Notice 79-30. ‘Reporting of Defects b 
Nencoapliancssj 10CFR21. ‘ No action required. 

ENOSJiEN.R.H. Region S. Ban Francisco. Office of the Director. 
79/12/06. 4pp. 


7912180439 Forwards reply to IE Bulletin 79-23. ‘Packaging Failure of 
Eaargency Diesel Oenerator Field Exciter Transforner. ‘ 

SP^CERjO. 8. Region 5. Ban Francisco. Reactor Construction b 

Engineering Support Branch. 79/12/07. ip. 


—7912180443 Responds to IE Bulletin 79-23. ‘Potential Failure of 
Eaergency Diesel Oenerator Field Exciter Transforner. * 

Startup schedule includes 24-h full load tsst for Unit 1 
prior to fuel load. 

VMi BRUKT.E.E. Arlxona Public Service Co. 79/10/03. Ip. 


791230^29 Forwnrds IE Bulletin 79-2B> ‘Possible Malfunction of Naaeo 
Hodel EAIBO Llnit Switches at Elevated Tcaps. ‘ Action 
requlrad. 

ENSELKENiR.H. Region S> Ban Francisco. Office of the Director. 
79/12/07. Ip. 


7912280393 Forwards IE Info Notice 79-31. ‘Use of Incorrect Aapllfled 
Response Spectra. ‘ No written response required. 

ENOELKEN.R.H. Region 3. Ban Francisco. Office of the Director. 
79/12/13. . Ip. 


DOCKET 8TN-50-S29 PALO VERDE NUCLEAR STATION. UNIT 2 


A. Application/consiruction stage docuaents b correspondence 


7913110264 Discusses MIC plans to use generic analyses to develop early 
verification prograa to resolve ATUB issue for PURs b BURs. 

Success of prograa dspends on Industry responss. Supports 
feraatien of owners groups to provide necessary Info. 

DENTONiH-R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912170038 Forwards HA Baldwin of Friends of the Earth 791024 request 
for preperatlon of eddl environ stateaents re Class 9 
accidents at facilities. Petition being handled as request 
Per action under 10CFR2. 206. 

101TaNjH.R. Office of Nuclear Reactor Regulation. 79/11/37. 2pp. 
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7912170064 Foruardt MA Balduln of Frlendi of thi Earth 791024 raq.uast 
for praparation of addl anviron atataminta ra Claaa 9 
accidants at fad Ittlai. Peti tlon baing handled ai requaat 
for action undar 10CFR2. 206. 

DENTQNiH.R. Office of Nuclear Raactor Regulation, 79/tt/27. 2pp. 

7912130048 Raiponda bo 790411 Itr ra concarna u/araargencg aituationa (i 
dlipoaal of uaita inati, SutMiaTitea requlramanta b procadurec 
affaeting daalgn b oparatlonal aapacta of nuclear power 
planta. 

VAROAi 8. A. Aaalatant Director for Light Hater Raactara. 79/11/28. 

2pp. 


7912130132 Raaponda to 790403 Itr re concerns w/conat of plant. 
Sumnarizaa raquiraaientai b procadures affecting daalgn b 
operational aspacta ef nuclaar power plants. 

VAROA'B. A. Assletant Director for Light Hater Raactore. 79/11/2B. 
3pp, 


7912130139 Responds to 790329 Itr re concerns u/nuclear powar. 
Butiunerizag raquirenants b procedures effecting design b 
oparetlonal aapacta of nuclear power plants. 

VARSAiS. A. Aaiiatant Diraetor for Light Hater Reactors, 79/11/28. 

2pp. 


7912190169 Forwards Amand 2 to CPPR-141.CPPR-142 b CPPn-143 b notice 
of issuance b availab i 11 tg. 

SELLBi D. 2. Envlronmantal Projects Branch 2. 79/11/29. 2pp. 


— 791219017S Amend 2 to CPPR-141. CPPR-t42 b CPPR-143. raflactlng waiver to 
lltanaaa eommitmant mads during environ raviau b providing 
for weed control along pipeline route. 

VA66ALLO.D.B. Division of Project ftanagament. 79/11/30. 3pp. 


I. Financial Information 


7918190627 Notifies of completion of review of util registration 
atataaiant per 8EC request. No Inaccuracies or omissions 
found. 

LICITRA.E- A. Light Hater Reactors Branch 3. 79/18/03. Ip. 


8. Inspection reports. IE Bulletins b correspondence 


7918060033 Forwards IE Insp Repts 50-528/79-06 fc 50-529/79-06 on 
790917-21. No noncompl lance noted. 

SPENCERiO.S. Region S> 9an Francisco. Reactor Construction b 

Engineering Support Branch. 79/ll/OS. 3pp. 


— 7912060047 IE Insp Repts 50-528/79-06 b 50-529/79-06 on 790917-21- No 
noncotnpllence noted. Major areas inspected: ASME certlfied- 
canst ac t Ivi ti esj saf e ty-related piping installation b 
wtldlng b containment steel structures b supports. 

DODDBi R. T. Region 5. San Francisco. Reactor Construction b 

Engineering Support Branch.. ECKHAHDT. J. H. . HUTSON. T.H. Region 
9. Ban Franclscoi Office of the Director. 79/11/01. Spp. 


7912100271 Forwards IE Info Notice 79-28. -Overloailing of Structural 
Elaaents Due to Pipe Support Loads." No rasponse required, 
ENOELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/11/16. Ip. 


7918110508 Forwards IE Info Notice 79-29. "Loss of Nonsafetg-Related 
Reactor Coolant Sgs Instrumentation During Operation.** No 
specific action or response required. 

ENOELKEN. R. H. Region 5. Ban Francisco. Office of the Director. 
79/11/1*. ip. 


--7912190186 Notice of issuance b availahllltg of Amend S. to CPPR-141> 
CPPR-148 b CPPR-143. 

BELLBi D. E. Environmental Projects Branch 2.. 79/11/30. 8gp. 


D. NRC Draft/Final Environmental Btatementsi tuppli b correspondence 


7912130561 Discusses rejection of preferred rlght-of-wag for alignment 
of transmission line from plant sits to Kyrene.AZ. b 
provides alternative routing through Rainbow Valleq.One 
oversiie dr awing, avallabl e in Central Files only. 

VAN BRUNTtE.E. Arl tana Publ ic BarvicaCo. 79/12/03. 3pp. 


F. Security! medical, emergency b fire protection plans 


7912040471 Forwards Info re upgraded emargencg plans to plants under 
const b DL review. Appl Icants required to make certain 
emergency arrangements w/etate b local orgenliatione b 
submit emergency plane per Reg Ouida 1.101. 

VABBALLQ. D. B. Division of Project Management. 79/11/21. 6pp. 


<9. Adjudicatory correspondence 


7912130058 Forwards petition by UA Baldwin. requesting that NRG prepare 
supplemental environ statements ri Class 9 accidents at 
facilities. Appropriate action will be taken. 

OENTON.H, R. Office of Nuclear Reactor Regulation. 79/11/27. Spp. 


7912070016 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Care Spray Pipe Break Detection Equipment on BHRs. ** Ho 
response required. 

ENOELKEN. R. H. Region 3. San Francisco. Office of the Director. 
79/11/26. Ip. 


7918110266 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate. " No response required. 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/11/26. Ip. 


79181)0492 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

^OELKEN. R. H. Region 3. San Francisco. Office of the Director. 
79/11/26. Ip. 


7918190118 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dus During Operation. " 

No written response required. 

ENOELKEN. R. H. Region 8. San Francisco, Office of the Director. 
79/11/30. Ip. 


7918310263 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompltances. 10CFR21. " No action required. 

ENOELKEN. R. H. Region S. San Francisco. Office of the Director. 
79/12/06. 4pp. 


’-7912130070 Request for action under 10CFR2. 206. for praparatian af 
supplemental ElB concerning impact of Class 9 accidents at 
facilities. 

MULLER. D. R. Division of Site Safety b Envlronaental Analysis. 
79/11/23. ip. 


7918180439 Forwards reply to IE Bulletin 79-23, "Packaging Failure of 
Emergency Diesel Generator Field Eiclter Transformer." 

SPENCERiO.S. Rkgion 3, Ban Francisco. Reactor Construction b 

Engineering Support Branch. 79/12/07. Ip. 


7912800138 Ack receipt of 791024 petition b forwards FR notice for 
request for action per tOCFR8. 206. 

DENTaN.H.R. Office of Nuclear Raactor Regulation. 79/11/27. Spp. 


-7912IB044S Responds to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel Oenerator Field Exciter Transformer." 

Startup schedule includes 24-h full load test for Unit 1 
prior to fuel load. 

VAN BRUNT.E.E. Arizona Public Service Co. 79/10/05. Ip. 


— 7912200168 Notice of issuance b availability of Friends of tbs Earth 
791024 petition raqueiting that NRC prepare supplemental 
ElB re Impact of Class 9 accident at faellitlei. 

MULLER. 0. R. Division of Bite Safety b Envlronaentel Anelysls. 
79/11/23. ip. 


7912200229 Forwards IE Bulletin 79-28. “Possible Malfunction of Hamco 
Model EAieO Limit Switches at Elevated Temps. ■' Action 
required. 

ENOELKEN. 8. H, Region 5. Ban Francisco, □Price of the Director. 
79/12/07. ip. 


79122B0S0B Requests eubitentlva responsi to 791024 request for NRC to 
tupplemtnt EI8 to consider consequences ef Class 9 nuclear 
accidents. Failure to respond by B001D4 will Indicate NRC 
does net plan to require suppl. 

BALDUINiH. A. Friends of the Earth. 79/18/21. Ip. 


7912280895 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. •' No written response required. 

ENOELKEN. R. H. Region 5. San Francisco, Dfrict of the Dlrector- 
79/12/13. Ip. 
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A Appl iea t i un/t onstriK t ion ^tsge flotuments t. corTespondenee 


7912110264 Oiscusse!; NfiC pl^tt6 to use pensric onaldses to dovvlop early 
verification pragrora to reiolve ATUS issue for PNRs h DNRs. 

Success of program depends on industry response. 5upp arts 
formation of ouners qi-oups to provide necessary Info. 

DENTGM. H fl. Office of Nuclear Reactor Regoiation. 79/10/S7- 3pp. 


7912170036 Foruiards WA Oalduin of Priends of the Earth 791024 request 
for preparation of add! environ statements re Class 9 
accidents at facilities Petition being handled as request 
for action under E0CFR2. 206 

DENTON. H R. Office of Nuclear Reactor Regulation. 79/11/37. 3pp. 


7912170064 Forwards NA Balduiii of Friends of the Earth 791024 request 
for preparation of add! environ statements re Class 9 
accidents at facilities Petition being handled as request 
for action under 10CFR2. 206 

DENTON. H-R. Office of Nuclear Reactor Regulation. 79/11/37. 3pp. 


791213004B Responds to 790411 Itr re concerns lo/emergency situations 4t 
disposal of waste ma 1 1 . Suirmari les requirements It procedures 
affecting design It operational aspocts of nuclear power 
plants. 

UAR0A. S. A. Assistant Director for Light Water Fleactors. 79/1I/2Q. 

2pp. 


7912130132 Responds to 79040S itr re concerns w/const of plant. 
Summarites requirements, t procedures affecting design fc 
operational aspects of nuclear power plants. 

VARGA. S. A. Assistant Director for Light Water Reactors. 79/11/28. 

3|ip. 


7912130135 Responds to 790329 itr re enneerns si/nuclear potisr. 
Summarlies requirements h procedures affecting design !< 
operational aspects of nuclear power plants. 

VARGA. S A. Assistant Director for Light Hater Reactors 79/11/28. 

2pp 


7912190165 Foruards Amend 2 to C PPR- i 4 i , CPPR-142 t> CPPH-143 fc notice 
of issuance !> availability. 

SELLS. D.E. Environmental Projects Branch 2 79/11/29. 3pp. 


'-7912190173 Amend 2 to CPPR- 1 4 1 , CRPR -1 42 it CPPR-143, re f lec t ing waiver to 
licensee commitment made duling environ review £< providing 
for weed control along pipeline mute. 

VASSALLO. D B Division of Project Management. 79/11/30. 3pp. 

— 79121901H6 Notice of issuance 4 availability of Amend 2. to CPPR-141. 
DHPH-142 & CPPn-J4J. 

SELLS. D E. Environmental Projects Branch 2. 79/11/30. 2pp. 


D. NRt Drafl/Final Environmental St.itBments. suppls & correspondence 


7912130561 Discusses rejection of preferred rlglit-of-uay for alignment 
of transmission line from plant situ to Kyrene.AJ. & 
provides alternative routing through Flainbow Valley. One 
□versiie d rawing . ava i lab le in Central Files only. 

VAN BRUNT, E E- Ariiona Public -Service Co. 79/12/03. 3pp. 


F. Security, medical, emergency !< fiie protection plans 


7912040471 Forwards info le upgraded emergency plana to plants under 
const t< OL revi Bw. App 1 I con t s required to make certai-n 
emergency arrangements w/slate h local organiiations i 
submit emergency plans per Reg Guide 1.101. 

VASBALLfJr D. B. Division of Project Hanagomenl. 79/11/21. 6pp. 


0. Ad jud sea t or ij correspondence 


7912130058 Forwards petition by UA Ba 1 dui n. requos 1 1 ng that NRC prapara 
supplemontal environ statements rp Class 9 accidents at 
facilities Appropriate action will be taken. 

DENTBMiH.R. Office of Nuclear Reactor Regulation. 79/11/27. 3pp. 


— 7912130070 Request for action under I0CFR2 206. for preparaticin of 
supplemental EIS concerning impact of Class 9 accidents at 
Fac 1 1 i ties. 

MULLER. D.fl. Division of Site Safety 4. Environmental Analaais. 
79/11/23- Ip 


7912300158 Ack receipt nf 791024 petition & forwards FR notice for 
request for action per 10CFn2 206. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/11/27. 3pp. 


— 7912200168 Notice of issuance 6 availability of Friends of the Earth 
791024 petition requesting that NRC prepare supplemental 
EIS re impact of Class 9 accident at facliitios. 

NULLER.O.R. Division of Site Safety D Environmental Analysis. 
79/11/23. ip 


7912280908 Requests substantive response to 791024 request for NRC to 
supplement EIS to consider consequences of Class 9 nuclear 
accidents. Fa i lure bo respond by 800104 will indicate NRC 
does not plan to require suppl. 

BALDHtN>M.A. Friends of the Earth. 79/12/21. Ip. 


I. Financial information 


7912190627 Notifies of completion of review of util registration 
sfeatement per SEC request. No inaccuracies or omissions 
found. 

LICITRAiE.A Light Water Reactors Branch 3. 79/12/03. ip. 


Q. Inspection reporta. IE Bulletins 6 correspondence 


7912100271 Foriaards IE Info Notice 79-20. “Overloading of Structural 
Elements Due to Pipe Support Loads. “ No response required. 
ENOELKEN. R. H. Region 5, San Francisco. Office of the Director. 
79/11/16. Ip. 


791211051^ Forwards IE Info Notice 79-29. “Less of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

ENOELKENi R. H. Region 5. San Francisco. Office of the Director. 
79/11/16. Ip. 


7912070016 Forwards IE Circular 79-24, "Proper Installation 6 Calibr of 
Coro Spray Pipe Break Detection Equipment on BHRs. " No 
response required. 

ENKLKENiR.H. Region 5. San Francisco, Office of the Director. 
79/11/26. ip. 


7912110266 Feroiards IE Circular 79-23. "Motor Starters fc Contactors 
Failed to Operate." No response required. 

ENfiELJtENi R. H. Region 5. San Francisco. Dfflco of the Directar, 
79/11/26. Ip. 


7912110492 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups ti state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

EN0ELKEN> R. H. Region 5. San Francisco. Dffico of the Director. 
79/11/26. Ip. 


7912190118 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instmaontati on 6 Control Power Sys Bus During Operation, " 

No tdritten response required. 

ENGELHEN. R. H. Region S. Ban Francisco, Office of the Director. 
79/11/30. tp. 


7912310266 Forwards IE Info Notice 79-30, "Reporting of Defects I. 
Noncofflplionces. 10CFR21. " No action required. 

ENGELKEN. fi. H. Region 5, San Francisco. Office of the Director. 
79/12/06, 4pp. 


7912180439 Forwards reply to IE Bulletin 79-23. "Packaging Failure of 
Emergency Diesel Generator Field Eicller Transformer," 

SPENCERiO. S. Region 5, San Francisco. Reactor Construction & 

Engineering Support Branch. 79/12/07. ip. 


— 7912160449 Responds to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel Oenorntor Field Exciter Transformer. '• 

Startup schodule includes 24-h full load test for Unit 1 
prior to fuel load. 

VAN BRUNT.E.E. Ariiona Public Service Co, 79/10/09. Ip, 


7912200229 Forwards IE Bulletin 79-28. "Possible Malfuncti on of Hamco 
Hedel EAI60 Limit Switches at Elevated Temps." Action 
required. 

ENOELKEN.R. H, Region 5. San Francisco. Office of the Director 
79/12/07. Ip. 


7912280995 Foruards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Director 
79/12/13. Ip. 
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DOCKET 90-537 CLINCH RIVER BREEDER REACTOR 


A. Appllcatlon/conctructlon stage documents h corpespondence 


7911290153 Discusses nods to NRC position re status b applicability of 
TMI-2 accident revieui tc NURE0-097B to facilities under 
const. Foruards addl Info to be considered in developnont of 
final plant design (■ procedures. 

VA98ALL0> D. B. Division of Project lisnagement. 79/IO/tO. 4pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for PURs b BWis. 

Success of program depends on industry response. Supports 
formation of ounert groups to provide necessary info. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912200578 Foruards UARD-D-0050. Revl sion 3> "Facility Core Assaebly 
Hot Channel Factors Preliminary Analysis." 

COPELANDt R. L. Energyi Dept, of. Clinch River Breeder Reactor Plant. 
79/12/14. Ip, 


—7912200564 "Facility Core Assembly Hot Channel Factors Prcllainary 
Analysis! " Revision 3. 

FRIEDLAND, A. J. . MARKLEY.R.A, Mestlnghouse Electric Corp. 
WARD-D-OOSO R3. 79/12/14. 162pp. 


DOCKET 50-530 MEMPHIS BTATE UNtV. RESEARCH REACTOR 


P. Security! medical! emergency b fire protection plans 


7912120206 Forwards draft Reg Oulde 5. XX! "Std Format b Content for 
Licensee Phyilcel Security Plan for Protection of SNH of 
Moderate or Lou Strategic Significance." U/o end. 

REID!R.U. Operating Reactors Branch 4 <Pre 7910301. 79/08/22. 

2pp. 


J. Insuranea b indemnity information 


7912210297 Foruards eiecuted Amend 3 to Indemnity Agreement E— 59 
defining "in course of transportation. " 

JOKEGiD.U. Memphis State Univ. 79/12/14. 2pp. 


9. Reportable occurrences! LERs b related correspondence 


7912130615 Forwards followup rapt to Ra-79-3. 
OONESi D. U, Memphis State Univ. 79/11/26. Ip. 


—7912130620 Followup rept to RO-79-3: on 791 1 16< during prestartup! shiald 
water level float switch assembly failed to initiate 
protective trip signal. Caused by gradual buildup of 
corrosion products in Internal mechanism of microswiteb. 

* Memphis State Univ. 79/11/26. 6pp. 


DOCKET 9TN-50-545 RE8AR-39 


A. Appllcatlon/constructlon stage documents b correspondence 


7912280049 Discusses extension review matters for preliminary design 
approvals! in response to 7SI215 Itr submitting Amend 14 to 
RE8AR-3S. 

VASSALLOi D. D. Division of Project Management. 79/12/13. Spp. 


B. Utility Preliminary Safety Analysis Reporti amends 


7912200396 Forwards Amend IS to REaAR-'3S!ln response to NRC 791213 
request for addl info. 

ANDERSON! T. M. Uestinghouse Electric Corp. 79/12/16. 3pp. 


"7912200400 Amend 15 to RESAn-3a. 

» Uestinghouse Electric Corp. 79/12/31. 23pp. 


DOCKET 8TN-50-546 MARDLE HILL NUCLEAR BTATIONi UNIT 1 


A. Appllcatlon/canstructlon stage documents b correspondence 


7912110264 Dlscuiiis NRC plans to use generic analyses to develop early 
verification program to resolve ATH9 issue for PURs '& BURs. 

Success of program depends on industry response. Supports . - 
formetlon of owners groups tg provide necessary info. 

DENTONiH.R. Office of Nuclear Realtor Regulation. 79/10/17. 3pp.. 


7912100022 Discusses issuance of Amend 17 to License DHR-64i wh ich 
authorited operation at lOOX power. Ha< allouable Foe already 
paid by util. No addl fee required. 

HILLERiU.O. License Fee Management Branch. 79/11/13. Ip. 


7912100066 Provides ACRS prof manpower cjpenditore estimates For CP b 
DL reviews. 

FRW.EY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 
78/11/01. Ip. 


•7912100079 Requests info re ACRS prof man-hrs eipended on review of 
each reactor. Data for safety, environ b antitrust hearing 
concerns should be included. Associated travel should not be 
shown. 

HIU-ER/U. 0 License Fee Management Branch. 70/10/03. Ip. 


7912170021 Informs of denial of 790629 b 0727 requests for suspension 
or revocation of CPs. 

CASEiE.Q. Office of Nuclear Reactor Regulation. 79/11/27. 4pp. 


— 7912170026 Denies 790629 b 0727 requests for suspension or revocation 
of CPs due to absence of special circumstances. Items raised 
ware considered in QL review. 

CABEi E. B- Office of Nuclear Reactor Regulation. 79/11/27. 14pp. 


— 7912170031 Submits addl items to be considered in review of 790629 
request For suspension or revocation of CPs. Requests 
hearing. 

E'/EDiJ.A. Sassafras Audubon Socistij. 79/09/04. 3pp. 

791212D399 Forwards proposed pre-operatlonal radiological environ 
monitoring program. Requests concurrence. 

SHIELDSiS.U. Public Service Co. of Indiana. Inc. 79/11/30. 6pp. 


F. Security, medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b OL review. App 1 icants required to mate certain 
emergency arrangements u/state b local organizations b 
submit emergency plans per Reg Ouide 1. 101. 

VASSALLO. D. 8. Division of Project Management. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-OSl 1. Draft GEI5 reflects 
conscious b deliberate NRC policy to jeopardite public 
health b safety b thwart objectives of NEPA. 

KEFFORD.C. Environmental Coalition on Nuclear Power. 79/10/24. 

22pp. 


7912210360 Foruards appeal re NRC review of Director's decision undur 
10CFR2. 206. 

EVEDi J. A. Sassafras Audubon Society. 79/12/14. Ip. 


—7912210364 Appeals for review of Director's decision under I0CFR2.206. 
Director abused discretionary power in denying requests to 
reopen safety hearings at meaningful point in licensing 
process. 

EVEDii/.A. Sassafras Audubon Society. 79/12/10. 12pp. 


7913200517 Orders eitanslon until Q00104 for NRC to review 791127 
director's decision denying Sassafras Audubon Society 
request for action under 10CFR2. 206 

CHILK.S. J. Office of the Secretary of the Commission 79/12/17. 

*P- 


Q. Inspection reports. IE Bulletins b correspondence 


7913130131 Forwards IE Insp Repts 50-346/79-19 b 50-547/79-19 on 
790925-20 b 1007-12. No none omp 1 iance noted. 

FIDRELLIiO, Region 3. Chicago. Reactor Construction b Engineering 

Support Branch. 79/10/23. 2pp. 


—7912130136 IE Insp Repts 50-546/79-19 b 50-547/79-19 on 790925-20 b 
1009-13. No noncompliance noted. Major areas Inspected: revi ew 
Bf quality records, nalnt for installed Category I mabi b 
uorh re off-loading reactor pressure vessel. 

HAVES. D. M. Region 3. Chicago. Reactor Construction b 

Engineering Support Branch. KAUKINS. F. C. . UILLIAMS. C. C. Region 
3. Chicago. Office of the Director. 79/10/16. Spp. 


7913110261 Forwards IE Insp Repts 50-546/79-19 b 50-547/79-19 on 
790925-28 b 1009-12. No noncomp 1 iance noted. 

FIORELLIiO. Region 3. Chicago. Reactor Construction b Engineering 

Support Branch. 77/10/25. 2pp. 
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— 79iail02a& IE Insp Repti 50-S46/79-J9 30-347/79-19 on 790925-28 b 

1009-12. No nonconp 1 lane e notad Major areas Inspected: 
observation of concrete coring uork !< malnt for installed 
Categorg 1 irabl b revieu of <iualltg records. 

HAWKINS. F. C. . HARRISON, vl. xl. Region 3. Chicago. Office of the 
Director. HAYES. D. U. Region 3. Chicago. Reactor Construction & 

Engineering Support Drench. 79/10/lS. 3pp. 


7912030037 Responds to NRC 791002 Itr re violations noted in IE Imp 
Repts 30-346/79-10 b 50-547/79-10. Correc tive actions; 

Instructed personnel to verify rate of load tulce dally for 
min of to intervals. 

SHlELDSiS. U. Public Service Co. of Indiana. Inc. 79/11/01. 9pp. 


7912090140 Foruards IE Circular 79-22. "Btroke Times for Pouer Operated 
Relief Valves." No response required. 

HEPPLER.J. G. Region 3. Chicago. Office of the Director. 79/11/li. 
ip. 


7912100243 Foruards IE Info Notice 79-20. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

HEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/ll/ld». 
ip- 


7912110300 Foruards IE Info Notice 79-29. "Loss of Name feiy-Relatad 
Reactor Coolant Sys Instrumentation During Operation. No 
specific action or response required. 

KEPPLER.J. 0. Region 3. Chicago, Office of the Director. 79/I1/1&. 
ip. 


7912260148 Foruards IE Insp Repts 50-546/79-21 t. SO-947/79-21 on 
791022-23. No nonconp liance noted. 

FIORELLI.G. Region 3. Chicago. Reactor Construction (, Engineering 

Bupport Branch. 79/11/16. 2pp. 


— 79122601S3 IE Insp Repts 50-546/79-21 b 50-347/79-21 on 791023-26. No 
noncompllance noted. Major areas inspec ted: survo 1 1 lance of 
auslilary b 1 d g. containments, storage areas tc various 
locations to verify compliance u/790a0'7 stop uork order. 
v/ONEB.C. E. ■ HtLLIAHS.C. C. Region 3. Chicago, Office of the 
Director. 79/11/14. 3pp. 


7912050407 Foruards IE Bulletin 79-26. "Boron Loss From BHR Control 
Blades." No response required. 

KEPPLERiJ. 0. Region 3. Chicago. Office of the Director. 79/11/20. 
ip. 


79120S0410 Ack receipt of 791102 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-546/79-09 b 
30-347/79-09. 

FIQHELLIiO. Region 3. Chicago. Reactor Constructien b Engineering 

Support Branch. 79/11/20. Ip. 


— 79I20SD424 Responds to NRC 791002 Itr re violations noted in IE Inep 
Repts 50-546/79-09 b 30-547/79-09. Corrective actlons:all 
nuclear safety-related const stopped. Organ! zation b 
procedures being re-evaluated. 

SHIELDB.S.M. Public Service Co. of Indiana. Inc. 79/11/02. ^p. 


7912100442 Foruardi IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
urlttin response required. 

KEPPLER.J. 0. Region 3. Chicago. Office of tho Director. 79/11/26. 
Ip- 


791214022B Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No uiritten response required. 

KEPPLER.J. 0. Region 3, Chicago. Office of the Director. 79/11/26. 
Ip- 


7912050290 Ack receipt of 791101 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-546/79-11 b 
30-547/79-11. 

FIORELLI.O. Region 3, Chicago. Reactor Construction b Engineering 

Support Branch. 79/11/27. Ip. 


— 7912050301 Responds to NRC Itr re violations noted in IE Insp 
Rept S0-S46/77-11 b 30-347/79-11. Correc tive actions: 
independent mgt evaluation of PS1 Nuclear Proyeet. Stringer 
bead technique under re-svaluatlon, 

SHIELDSiS.R Public Service Co. of Indiana, Inc. 79/11/01, 4pp. 


7912070402 Ack receipt of 791101 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-546/79-07 b 
50-547/79-07. 

FlDRELLIiO. Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/11/27. Ip. 


— 7912070411 Responds to NRC 791002 Itr re violations noted in IE Imp 
Repts 30-846/79-07 b 30-347/79-07. Corrsc t iv# actions; 
personnel instructed to acquire records b retest areas 
tested before records uere on site b accepted. 

SHIELDS, S. N. Public Service Co. of Indiana, Ine, 79/11/01. 2pp, 


7912110440 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/11/20. 

bp. 


7918190244 Forwards IE Bulletin 79-27, "Lois of Non-Clast IE 
Instrumentation b Control Pouer Syt Dus During Operation. " 

No written response required. 

KEPPLERfJ. 0. Region 3. Chicago. Office of the Director. 79/11/30. 
Ip. 


7918140090 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncoapliancesi 10CFR21. " No action or response required. 

KEPPL^. J. 0. Region 3, Chicago, Office of the Director. 79/12/06. 
Ip. 


7918300141 Forwards IE Bulletin 79-2B, "Possible Malfunction of Hamca 
Model EAIBO Limit Buitches at Elevated Temps." Action 
required. 

KEPPLER.J. O. Region 3, Chicago. Office of the Director. 79/18/10. 
IP- 


B. Reportable occurrences, LERt b related correspondence 


7918810047 PNa-IlI-79-12; on 791010.NRC will hold preis confarence to 
sufluiartia activities re project. 

KEPPLER.J. 8. , FIORELLI.O. Region 3, Chicago, Office of the 
Director. 79/10/10. ip. 


7918800442 PND-III-79-047: on 791 127. regional direction b selected 
•embers of Conet Branch requested by Chairman of 
BubcoMSlttec on Environ, Energy b Natural Reiourees to 
testify b respond to questions on facilities. 

FEORELLI.e., KEPPLER, J. 0. Region 3. Chicago, Office of the 
Director. 79/11/26. Ip. 


T. Hearing tranicripte on non-antitrust matters 


7918100362 Statement of CC Ullllams before House Committee on Oovt 
Operations, Subcammlttee on Energy b Natural Resources re 
quality of const at site. 

HE1XIAH3.C. C. Region 3, Chicago, Office of the Director. 
79/18/06. 12pp. 


U. Congress Iona 1/Ez ecu tive Correspondence 


7913130171 Comments on House testimony re difficulty in evacuation of 
large population ctrs in event of nuclear accident. Fac illty 
should be considered for shutdown, due to proklmlby to 
Louisville. KV. 

FORD.U.H. Senate. 79/11/06. Ip. 


DOCKET 8TN-50-S47 MARBLE HILL NUCLEAR STATION. UNIT 2 


A. Apgllcatlon/construction stage documents b correspondence 


7913110364 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATU8 Issue for PWRs b BURt. 

Success of program depends on Industry response. Support! 
foraatlon of owners groups to provide neceetary info. 

DENTIHd,H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


79iat0<K)82 Dlecueies teiuince of Amend 17 to License DPR-64, which 
•uthorited operation at lOOX powar.Hai allouabla fee already 
paid by uttl.No addl fee required. 

HELLER.H.O. Ltcenie Fee Management Branch. 79/11/13. ip. 


--7918100066 Provides ACRB prof manpower eipendltura eetimatei for CP b 
CK. rovlouis. 

FRAl^YiR.F. ACRB - Advisory Committee on Reactor Safeguards, 
7S/11/01. Ip. 


—7918100079 Requests info re ACRB prof nan-^-hrs eipsnded on review of 
aach reactor. Data for safety, environ b antttruit hearing 
concerns should ha Inc ludad. Assoclatad travil should not be 
shown. 

HILLER,H.a. License Fee Management Branch. 79/10/08. Ip. 
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7918170031 Informi at denial of 790689 & 0727 requeitt far ctispanslon 
or rivocation of CPi. 

CASErC. 0. Office of Nuclear Reactor Regulation. 79/11/27. 4pp. 


"7918170026 Denlet 790629 Si 0727 requeets for suipeniion or revocation 
of CPt due to abfonce of opeclal c Ircumt tancei. Itinie raised 
were considered in OL revleu. 

CASEiE. 0. Office of Nuclear Reactor Regulation. 79/11/27. 14pp. 


—7912170031 Submits addl items to be considered in review of 790639 
request for suspension or revocation of CPs. Requests 
hearing. 

EYED. J. A. Sassafras Audubon Society. 79/09/04. 3pp. 


791212039B Foruerds proposed pre-operational radiological environ 
nonltoring program. Requeits eoncurronce. 

SHIELDS.B.U. Public Btrvlce Co. of Indiana. Inc. 79/11/30. 6pp. 


F. Becuritg. medical, emergeneg 1. fire protection plans 


7912040471 Forwards info re upgraded emergeneg plans to plants undsr 
conet I. OL review. Applicants required to make certain 
emergency arrangements w/state 6 local organliations b 
submit emsrgtney plans per Reg Oulde 1, 101. 

I/A88ALL0. D. B. Division of Project Hanegsment. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7912110043 Forwards comments on NUREO^-OSll. Draft OEIS reflecta 
eoneclous fc deliberate NRC policy to jeopardize public 
health ic safety li thwart objectives of NEPA. 

KEPFDRDi C. Environmental Coalition on Nuclear Power. 79/10/24. 

22pp. 


7912210360 Ferwerds appeal re NRC review of Director's decision under 
10CPR2. 206, 

EYED. J. A. Sassafras Audubon Society. 79/12/14. Ip. 


—7913210364 Appeals for review of Director's decision under 10CFR2.806. 
Director abused dlscrationarg power in denying requests to 
reopen lafatg hearings at meaningful point In licensing 
process. 

EYED. J. A. Sassafras Audubon Society. 79/12/10. 12pp. 


7912200817 Orders aztinsion until B00104 for NRC to review 791127 
director's decision dinging Sessafrai Audubon Society 
raquett for action under 10CFR2. 306. 

CHILK.B.J. Office of the Secretary of the Commission. 79/13/17. 
ip. 


Q. Inepactlon riports. IE Bulletins b correspondence 


7912130131 Forwards IE Imp Repts 50-946/79-19 b 90-947/79-19 on 
790928-26 h 1009-12. No noncompliance noted. 

FIOHELLI.O. Region 3> Chicago. Reactor Construction b Engineering 
Support Branch. 79/10/23.. 2pp. 


-7912130136 IE Insp Repts 80-346/79-1? b 80-847/79-19 on 790928-26 b 
1009-13.Na noncompliance noted. Major areas lnsptettd:reviow 
of quality rteerds. malnt for Installed Category I matt b 
work re off-loading reactor pressure vessel. 

HAYEBrO.H. Region 3. Chicago. Raactor Construction k 
Englnetrlng Support Branch. HAHKINS. F. C. . UILLIAKSrC.C. Region 
3. Chicago. Office of 'the Director. 79/10/ia. 8pp. 


7912110261 Forwards IE Imp Rtpts 90-846/79-19 b 80-347/79-19 on 
790939-26 b 1009-12. No noncompliance noted. 

FIORELLlfO. Region 3. Chicago. Raactor Conotructlan b Engineering 
Support Branch. 79/10/29. Spp. 


—7912110286 IE Imp Rapti 90-846/79-19 b 80-847/79-19 on 790989-28 b 
1009-12, No nencooipllanct nettd. Major araai Inapactod: 
ebearvation oP cenertta coring work b maint for Installed 
Category t matl b roview of quality racords. 

HAWKINS. F. C. . HARRISON, J. J. Ragien 3. Chicago, Office of tbe 
Director. HAYES. D.H. Rtgion 3. Chicago. Raactor Construction b 
Enainaerlng Support Branch. 79/10/18. Spp. 

7912060097 Responds to NRC 791008 Itr re violations noted in TE Inep 
Repte 80-S46/79-1B b 90-947/79-18. Corrective actions: 
instructed personnel to verify rate of load twice doily for 
aln of 10 intervals. 

BHIELDB.S.H. Public Bsrvico Co. of Indiana, Inc. 79/11/01. Spp. 


7918090148 Forwards IE Circular 79-88... "Stroke Timas for Fowsr .Operated 
Relief Valves." No responst required. 

KEPPLBH.J, 0. Region 3, Chicago. Offi'ea of the Director. 79/11/16. 

Ip. 


7912100243 Forwards IE Info Notice 79-23, "Overloading of Structural 
Elensnts Due to Pipe Support Loads. " Ho response required. 
KEPPLER.J.O. Region 3. Chicago, Office of the Director. 79/11/16. 
IP- 


7918110568 Forwards IE Info Notice 79-29, "Loss of Nonlafsty-Related 
Reactor Coolant 8ys Instrumentation During Operation." No 
specific action or response required. 

KEPPLER. J. <3. Region 3, Chicago. Office of the Director. 79/11/16. 

ip- 


791S26014B Forwards IE Insp Repts 50-546/79-21 b 50-947/79-21 on 
791028-23. No noncomp 1 iance noted. 

FlORELLIiO. Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/11/16. 8pp. 


—7912260153 IE Imp Repts 50-546/79-21 b 50-547/79-21 on 791023-86. No 
noncompliance noted. Major areas Inspected: surveillance of 
auxiliary b Idg, containments, storage areas b various 
locations to verify compliance w/790Ba7 stop work order. 
^>ONEB.C.E.. WILLIAMS, C.C. Region 3, Chicago. Office of the 
Oirsetor. 79/11/14. 3pp. 


7912050407 Forwards IE Bulletin 79-26, "Boron Loss From BUR Control 
Blades. " No response required, 

KEPPLER. J. 0. Region 3. Chicago. Office of tho Director. 79/11/20. 
Ip. 


7912050418 Act receipt of 791102 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-846/79-09 b 
80-847/79-09. 

FIMELLI.O. Region 3. Chicago. Raactor Construction b Engineering 

Support Branch. 79/11/20. Ip. 


— 7918080424 Responds to NRC 791002 Itr re violations noted in IE Imp 
Repts 80-546/79-09 fa 50-947/79-09. Corrtc tlve actlonsrall 
nuclear safety-related const stopped. Organization b 
procedures being re-avaluatad. 

SH1ELD8.S.U. Public Service Co. of Indiana. Inc. 79/11/02. 2pp. 


7912100442 Forwards IE Circular 79-24, "Proper Installation b Callbr of 
Cvre Spray Plpt Break Detection Equipment on BNRs, " No 
written response required. 

HEPPLER.J.O. Region 3, Chicago. Office of the Director. 79/11/26. 

IP- 


7912140226 Forwards IE Circular 79-23. “Motor Starters b Contactors 
Failed bo Operate, " No written response required. 

KEPPLER.J.C. Region 3, Chicago, Office of the Director. 79/11/86. 

ip. 


7912080290 Aek receipt of 791101 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-946/79-11 b 
80-947/79-11. 

FIORELLI.O. Region 3. Chicago, Reactor Construction b Engineering 

Support Branch. 79/11/27. Ip. 


--7912050301 Responds to NRC Itr re vialatloni notid In IE Insp 
Hept 80-546/79-11 b 50-947/79-11. Correctivs actions: 
indspendent mgt evaluation of FBI Nuclear Project. Stringer 
bead technique under re-evaluetion. 

SHIELDSfS.U. Public Service Co. of Indiana, Inc. 79/11/01. 4pp. 


7912070402 Ack receipt of 791101 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-846/79-07 b 
80-847/79-07. 

FIORELLI.O. Region 3. Chicago, Reactor Construction b Engineering 
Support Branch. 79/11/27. Ip. 


•7912070411 Retponds to NRC 791002 Itr re vlolatlom noted in IE Insp 
Repts 50-846/79-07 b 50-947/79-07. Correc tlvs actions: 
ptrsonnel Instructad to acquire racorde b retest areas 
tasted before racords were on site b accepted. 

BHlELDS.a.W, Public Bervlcc Co. of Indiana. Inc. 79/11/01. 2pp. 


7912110440 Notifies that NRC Inttnds to routinely forward to 
approprlatt state public util regulatory groups b state atty 
general efes copies of escalated enforcement eorrespondenca 
sent by NRC to llcensaes. 

KEPPLER, 0. Region S, Chicago, Office of the Director. 79/11/28. 

Ip. 


7912190244 Forwards TE Bullstln 79-27. "Lots of Non-Class IE 
Tiistrumentation b Control Power Sye Sue During Operation. " 

No written response required. 

KEFPLEft. J.O. Regions, Chicago. Office of the Director. 79/11/30, 

Ip. 
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79k2H009Q Foruards IE Info Notice 79-30, "Reporting of Defects t 
NoncompliancBs. 10CFR21. " No action or response required. 

KEPPLER. d. 0. Region 3. Chicago. Office of the Director. 79^12/06. 
ip. 


79122001A1 Foruiards !E Dulletin 79-28. "PossiSle Malfunction of Namco 
Model EAIQO Limit Switches at Elevated Temps. Action 
rsQUired, 

KEPPLEH.J. 0. Region 3. Chicago. Office of the Director. 79/18/1®. 
ip- 

S. Reportable occurrences, LERs t< related correspondence 


7912210047 PND- 1 1 1-79-12; on 791010. NRC will hold press conference to 
sutnmariie activities re project. 

KEPPLEB.J 0. I FIDRELLliO. Region 3. Chicago, Office of the 
Director. 79/10/10. Ip. 


7912200442 PHD-1 1 1-79-047; on 79 1 127, r eg ional direction & selected 
members of Const Branch requested bg Chairman of 
■Suhcomtoi ttee on Environ, Energy 4* Matural Resources to 
testify & respond to questions on facilities. 

FIORELLI. 0. , KEPPLEfl.J.O. Rogion 3. Chicago, Office of the 
Director. 79/11/86. Ip 


T. Hearing transcripts on non-anti trust matters 


7918100362 Statement of CC Hilllams before House Committee on Oovl 
Opera t ions. Sobcommi ttee on Energy fc Natural Resources re 
quality of const at site. 

HILLIAMS. C- C. Region 3. Chicago, nffiee of the Director. 
79/12/06. 12pp. 


U. Congrossional/Executive Correspondence 


7912130171 Comments on House testimony ro difficulty in evacuation oP 
largo population ctrs in event of nuclear accident. Pac i II t^ 
should be considered for shutdoun.due to proiitnity to 
Looisvl lie. K.V. 

FORD.W. H. Senate. 79/11/06. ip. 


DOCKET 50-549 RREENE COUNTY NUCLEAR POWER PLANT 


A. Application/construction stage documents U correspondence 


79H2D&1S3 Discusses mods to NRC position re status fc applicability of 
TMI-2 accident review 6 NURE0-057Q to facilities under 
const. Forwards addl info to be considered in development nf 
Final plant design 6 procedures. 

UASSALLO.D. U. Division of Project Management- 79/10/10. 4pp. 


7913110864 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATU5 issue for PWRs lx BHRs. 

Success of program depends on industry response. Supports 
forntation of oiuners groups to provide necessary info. 

DENTON. H.B. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912070004 Requests distribution of end menorandum to board 
notification lists 

VAROA, 9. A. Assistant Director for Light Water Reactors. 79/il/OB. 

3pp. 


7912070291 Submits partial response to FQIA request for documents re 
Nuclear Development Assoc iat ion, Un 1 ted Nuclear Corp.QuIf 
United Nuclear Carp t, ATCOR. Inc. concerning facility site. 

Forwards requested inf □. Provid es addl info re site. 

CARRrO.C. Division of Rules and Records. 79/11/16. 3pp. 


0. Adjudicatory correspondence 

7912050447 Forwards response of Broe-ne .County et/al to util 791016 rept 
re status of application. 

DUT2EL.A.K. D er I e. Ou t le 1 , Knss l< Case. 79/10/24. Ip. 

— 7912050451 Response to util 791016 rept ro status of application. Util 
application must be dismissed per A9LB 791016 order. 

BUT2EL.A-K. Oreene Countyi NY. BUTZELiA. K. Baker h BottS. 
79/10/24. 4pp. 


J. Insurance & indemnity information 


7918270605 Confirms that PASNY has loan commitment for «iO aitllon froa 
Manufacturers Hanover Trust for retrospective insurance 
payment, if necessary, in event of nuclear disaster. Commitment 
expires 900630. 

MCCARTHY, R. H, Affiliation Unknown. 79/18/19. Ip. 


P. Operating license stage documents It correspondence 


7912070263 Partially responds to FOIA request for document ro Pawling, 
lyY site. Forward s requested info. Submits addl info; sodium 
deuterium reactor never built at site, no matl ever used at 
site 6 no radioactive matl disposed of in lake. 

CARRiJ. C. Division of Roles and Records. 79/11/16. 3pp. 


DOCKET 3TN-50-553 PHIPPS DEND NUCLEAR PLANT, UNIT 1 
A. Appllcation/construclion stage documents I, correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATHS Issue for PHRe It DHHs. 

Success of program depends on industry response. Supports 
Formation of owners groups to provide necessary info. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912130083 Notification of 000110 meeting w/util to discuss reporting 
level of util QA 6 manager & OA review of documents. 

SPRAUL, J. 0. Quality Assurance Branch. 79/12/05. Ip. 


7912270484 Forwards US Fish £< Wildlife Sve 791101 Itr stating that no 
federally listed proposed endangered or threatened species 
are known to Inhabit area to be impacted by const of 
transmission lino connectors. 

MILLS, L.H. Tennessee Val ley Authority. 79/12/17. 2pp. 


F. Security, medical, emergency 6 fire protection plans 


7912040471 Forwards Info ro upgraded emergency plans to plants under 
const & DL review. Applicants required to make certain 
emergency arrangements w/state It local organl za tlens li 
submit emergency plans per Reg Guide 1.101. 

VAS9ALL0, D. 8. Division of Project Management. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7912110043 Forwards comments on NUHEO-05U. Draft OEIS reflects 
conscious b dellberato NRC policy to jeopardize public 
health b safety b thwart objectives of NEPA. 

KEPFORDiC. Environmental Coalition on Nuclear Power. 79/10/84. 
22PP, 


Q. Inspection reports, IE Bulletins b correspondence 


7912060992 Forwards IE Insp Ropts 50-953/79-13 b 50-554/79-14 on 
791009-12. No noncompliance noted. 

HURPHYaC.E. Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch. 79/10/31. 2pp. 

—7912060594 IE Insp Repts 50-553/79-13 b 30-554/79-14 on 791009-12 No 
noncompliance noted. Major areas inspec ted : action on previous 
insp findings, general insp of const status, review of QA 
manual b licensee identified items, 

NR1CHT,R.H. Region 2, Atlanta. Office of the Director. 

CANTRELL, F. S. Region 2, Atlanta, Reactor Construction b 

Engineering Support Dranch. 79/10/31. 3pp. 


7912060163 Forwards IE Info Notice 79-12A, "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 
O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. app. 


7912070497 Forwards IE Info Notice 79-27. "Steam Generator Tube 
Ruptures at Two PUR Plants, " 

D'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. 14pp. 


7912100192 Forwards IE Info Notice 79-80, "Overloading of Structural 
Elements Sue to Pipe Support Loads. " No response required. 
O'REILLY, J. P. Rogion 2, Atlanta, Dfficeof the Director. 

79/11/16. Ip. 


7912110578 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Rslated 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 

79/11/16. 2pp. 

7918060620 Forwards IE Circular 79-24, "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BURs. " No 
response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26, Ip, 
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7912110197 Forwardfi IE Circular 79-23> ‘'Motor Starters & ContaetorB 
Failed to OpiratB. " No rasponse required. 

a 'REILLY. J. P. Region S. Atlanta. Office of the Director. 
79/11/26. Ip. 


7912190478 Forwards IE Bulletin 79-57. "Loss of Non-Class IE 
Instrumentation & Control Power Sgs Dus During Operation." 
No written response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/30. ip. 


7912310316 Forwards IE Info Notice 79-30. "Reporting of Defects ti 
Noncompliances. lOCFRSl . " No action required. 

O'REILLY.O. P. Region 2. Atlanta. Office of the Director. 
79/12/06. 6pp. 


7912200060 Forwards IE Bulletin 79-50. "Passible Malfunction of Namco 
Model EA180 Limit Bwltehas at Elevated Temps." Action 
required. 

O'REILLY. J.P. Region 5. Atlanta. Office of the Director. 

79/12/07. 3pp. 


7912260426 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

79/12/13. 3pp. 


79122S0180 Forwards IE Circular 79-25. "Shock Arrestor Strut Assonblg 
Intarference. " No written response required. 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director. 

79/12/20. 4pp. 


S. Reportable occurrences. LERs t. related correspondence 


7912130429 Forwards interim deflcloncy rept re brittle rebar, produced 
by FL Stoel Corp. 

M1LL8.L.M. Tennessee Valleg Authority. 79/11/19. ip. 


—7912130431 Interim deficiency rept re discovery of estrcmely brittle 
rebar produetd by FL Steel Corp. Caused by high mangonote 
contan t, Dtfac t tve rebar heats will be returned by 791116. 

Qthor heats found acceptable. 

» Tennessee Valley Authority. 79/11/19. 2pp, 


7912130881 Forwards final deficiency rept re design deficiency of T— 
head section of Anchor /Dari Ing gate valves, 

MILLS. L.M. Tennessee Valley Authority. 79/11/15. tp. 


— 7912130601 Final deficiency rept re design deficiency of T~baad section 
of Anchor/Darllng gate valves. Company has implemented 
results of evaluation of T-head section for sve condition, 
into internal design std, 

• Tennessee Valley Authority. 79/11/19. 2pp. 


DOCKET STN-90-954 PHIPPS BEND NUCLEAR PLANT. UNIT 2 


A, Appl icat lon/construct Ion stage documents & correspondence 


7912110264 Discusses NRC plans to use generic analyses to dovolop oar: 
verification program to resolve ATMS issue for PURa b DMRs. 

Success of program depends on Industry response. Supports 
formation of owners groups to provide necessary infa. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912130023 Notification of 800110 meeting w/util to discuss repopting 
lavsl of util OA L manager b QA review of documents. 

BPRAUL.J.O, Quality Assurance Branch. 79/12/05. Ip. 


7912370424 Forwards US Fish b Ulldllfa Sve 791101 Itr stating that no 
fsdarally listed proposed endangered or threatened spacios 
are known to Inhabit area to be Impected by const of 
transnlealon Una connectors. 

HILLS.L.H. Tennessee Valley Authority. 79/12/17. 2pp. 


F. escurlty. medical, tmergency (< fire protection plans 


7912040471 Forwards info re upgraded emargency plans to plants under 
conet b OL review. Appl icants required to make certain 
emergency arrangements w/state b local organixations b 
submit emergency plans par Reg Oulda 1.101. 

VA89ALL0. D. B. Division of Project Management. 79/11/21. 6pp. 


6. Adjudicatory correspondence 


7912110043 Forwards comments on NUREG-0311. Draf t OEiS reflects 
conscious & deliberate NRC policy to jeopardiie public 
health b safety b thwart objectives of NEPA. 

KEPFORD.C. Environmental Coalition on Nuelaar Power. 79/10/24. 
3Spf. 


0. Inspection reports. IE Dulletins b correspondence 


7912060992 Forwards IE Insp Repts 50-953/79-19 b 50-5S4/79-14 on 
791009-12. No none ompl iance noted. 

rajRPHYiC. E Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch. 79/10/31. 2pp 


•7912060594 IE Insp Repts 90-553/79-15 b 50-594 / 79-14 on 791009-12, No 
noncompiiancD noted. Major areas inspected: act 1 on on previous 
insp f indings. g eneral Insp of const status, revl ew of QA 
manual b licensee Identified Items. 

WRIGHT. R.U. Region 2> Atlanta. Office of the Director. 

CANTRELL. F. S. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch 79/10/31. 5pp. 


7912069163 Forwardo IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 
O'RETLLV. J. P. Region 2. Atlanta. Office of the Diroctor. 
79/11/09. 3pp. 


7912070499 Forwards IE Info Notice 79-27, "Steam Qenerator Tube 
Ruptures at Two PNR Plants." 

O'RElLLYi J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. )4pp. 


7912100192 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'RElLLYi J. P. Region St Atlanta, Office of the Director. 
79/11/16. Ip, 


7912110975 Forwards IE Info Notice 79-29, "Loss of Honsafety-Rela ted 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY. U. P. Region 2. Atlanta, Office of the Director. 
79/11/16. 2pp. 


7912060620 Forwards IE Circular 79-24, "Proper Installation & Calibr of 
Cora Spray Pipe Break Detection Equipment on BlfRs. " Nn 
response required. 

O'REILLY. J. P. Region 3, Atlanta, Uffice of the Director. 

79/11/26. Ip. 


7912190476 Forwards IE Bulletin 79-57, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dus During Operation." 
No written response required. 

Q'REILLV. J. P. Region 3. Atlanta. Dffice of the Director. 
79/11/30. Ip. 


7912310316 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompliances, lOCFRSl. " No action required. 

Q'REILi.Y> J. P. Region 2. Atlanta, Dffice of the Director. 
79/12/06. 6pp. 


7912200060 Forwards IE Bulletin 79'SB. "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps. " Action 
required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/12/07. 3pp. 


7913280426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLY. J. P. Region 3. Atlanta, Office of the Director. 
79/12/13. 3pp. 


7912380190 Forwards IE Circular 79-35, "Shock Arrestor Strut Assembly 
Interference." No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/20. 4pp. 


S. Reportable occurrences, LERs b related correspondence 


7912130429 Forwards interim daflclsncy rept re brittle rebar, produced 
by FL Steel Corp. 

NILLO.L.H. Tennessee Valley Authority, 79/11/19. Ip. 


■7912130431 Interim deficiency rept re discovery of eitremely brittle 
raber produced by FL Steel Corp. Caused by high manganese 
content. Defective rebar heats will be returned by 791116. 

Other heats found acceptable. 

• Tennessee Valley Authority. 79/11/15. 2pp. 
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7?12130S81 Faruarda final deficiency rept re design deficiency af T— 
Aeai) section of AneharfOarl Ing gate valves. 

MILLS. L.M Tennessee Valley Authority. 79/11/15. Ip. 


— 7912130fi01 Final deficiency rept ro design deficiency of T-head section 
of Anchor/Darl Ing gate valves. Company has implemented 
resutts of evaluation of T-head section for sve eondltlan. 
into internal design std. 

e Tennessee Valley Authority. 79/11/15. 2pp. 


DOCKET 8TN-50-55A BLACK FOX STATION. UNIT 1 


A. Appllcatlon/construction stage documents L correspondence 


7911200153 Discusses mods to NRC position re status t> app 1 icafcf 1 tty ef 
TMl-2 accident revleu L NUREO-057B to facilities under 
const. Foruards addl info to be considered in development of 
final plant design & procedures. 

VASSALLO. D. 0. Division of Project Nanageoent. 79/10/10. 4pp. 


791S1102&4 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATU3 issue for PURs (i BURs. 

Success of program depends on industry response. Supports 
formation of ouners groups to provide necessary info. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


791218D3S9 Forwards analyses re excavation seal, Analyses involve 
assessment of strength of mass fill of lean concrate vt 
natural rock structure L effect on dynamic response of 
safety -related structures. 

EUINO. T. N. Public Service Co. of □klahoma. 79/12/12. Spp. 


-7912190567 Informs NRC of delay in preparation of analyses re 
excavation sea 1. Excavation authoriied under Amend 3 of UU. 
To bring entire structure up to design base elevatioii> 
mass fill of lean concrete will be required. 

EUIKQ.T.N. Public Service Co. of Oklahoma. 79/10/19. Gpp. 


F. Security, medical, emergency & fire protection plant 


7912070469 Notification of 791204 meeting u/utils in Bcfchcsda.MD ra 
NRC info requirements for emergency preparedness, Room change 
indicated. 

MQON.C.M. Light Hater Reactors Branch 4. 79/11/16. lipp. 


0. Adjudicatory correspondence 


7912200102 "Rules of Practice for Domestic Licensing Proeeadlnge. " 
10CFR2 effective rule. Suspend s rule of practice on iseyanca 
of licenses after adjudicatory proceedings. Forwarding Itr (i 
Certificate of Sve end. 

CHILKiS. J. Office of the Secretary of the Commission. 79/11/09. 

10pp. 


7912100344 Fifth status reptiper ABLA6 790607 indefinite extension for 
NRC to respond to Suffolk County motion to file supplemental 
brief. ExploT Ing possibility of stipulation re Suffolk 
County pending mo t ion. Cer tif i cate of Sve end. 

DORDENICK. B. H. Hearing Branch 4. 79/11/09, 4pp. 


— 7912100348 "Rules of Practice for Domiftle Licensing Proceeding* - 
Kodifies Adjudicatory Procedures." 10CFR2. effective 791109. 
Suspends 10CFR2.764 until further notice. Supplementary Info 
end. 

CHlLKiS.xJ. Office of the Secretary of the Commission. 79/11/09. 

10pp. 


7912170216 Response to CA Energy Commission 791024 mefclon for 
raconsidoratiDn of ASLB 791005 order ruling on scope of 
content Ions. Urges Inclusion of emergency planning issues 6 
exclusion of offsite matters. 

LEHI8.S.H. Hearing Branch 2. 79/11/13. 7pp. 


—7912170236 "Kodifled Adjudicatory Procedures. " 10CFft2,764 suspansion l( 
statement of policy on conduct of adjudicatory proceedings. 
Constitutes final action on petitions raceivtd in 
proceedings. SJ Chllk 791109 suppl b Certificate of Bve end. 
e Office of the Secretary ef the Conmlsilon, 79/11/09. ISpp. 


7912030004 Motion for clarification of Commleilon 791105 final 
statement modifying adjudicatory procedures. Quaetions 
whether final statement supersedie or eupplemints CoeusieBlon 
791005 Interim statement. Certificate of Sve end. 

OALLO, J. I OIBBSiH. E. Public Service Co. of Oklahoma, OALLOiJ, 
Isham, Lincoln h Beale. 79/11/16. 9pp. 


791S10OO69 Requests that CP not be granted li United work order bs 
canceled. 

BUERCKLIN. J. E. Aff i liation Unknown. 79/11/20. Ip.' 


7912170101 Requests revocation of CPe due to Inherent lack of safaty Ir 
soaring const costs. Recommends other power sources be used, 

PIERCE>J. Affiliation Unknown. 79/11/25. 2pp. 


7912140006 Seeks denial of applicant 791116 request for order 
clarifying NRC 791105 statement ra modified adjudicatory 
procaduras. No valid basis for motion. NRC statement 
sufficiently clear. Cert if I catc of Sve end. 

DAVISiL.D. Hearing Branch 4. 79/12/04. 6pp. 


7912180032 Decision ALAO-573 affirming A6L0 determination re power 
froin proposed faci li ty. Decis ion was supported by weight of 
evidence b ruling that App I precludes litigation of health 
effect* ef radioactive emissions, 

SALZHANiR. S. I JOHNSON, U. R. Atomic Safaty and Licensing Board Panel, 
79/12/07. 94pp. 


0. InapBCtion roports, IE Bulletins tc corrospondance 


7912030011 Ack receipt of 791101 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-556/79-04 b 
30-5S7/79-04. 

SEIOLEiH.C. Region 4, Dallas, Reactor Construction tc Engineering 

Support Branch. 79/11/14. Ip. 


— 7912030015 Responds to NRC 791016 Itr re violations noted In IE Insp 
Repts 30-556/79-04 tc 50-557/79-04. Corrective actions: 
preventative malnt record forms revised tc approved 791030. 
PEREZ.J.B. Public Service Co. of Oklahoma. 79/11/01. Ip. 


•7912030020 Notlca of deviation from insp on 791002-OS. 

• Region 4. Dallas, Reactor Construction tc Engineering Support 
Branch. 79/10/15. Ip. 


DOCKET 8TN-50-557 BLACK FOX STATION, UNIT 2 


A. f^plication/constructlon stage documents tc correspondence 


7911290153 Discusses mods to NRC position re etatui tc applicability of 
accident review tc NUREO-OS7a to facilitiei under 
cone b. Forwards addl Info to bs considered in development of 
final plant design tc procedures. 

VASSALLO.B.D. Division of Project Managemsnt. 79/10/10. 4pp. 


7912110264 Discusses NRC plans to uts generic analytes to develop early 
verification program to resolve ATUS itsue for PNRs tc BWRt, 

Bucceit of program depends on industry responia. Supports 
formation of owners groups to provide necessary infs, 

DENTaN,H.R. Office of Nuclear Reactor Regulation. 79/10/17. app. 


79L21SOS99 Forwards analyses re excavation seal. Analytec Involve 
assessment of strength of mass fill of lean concrete ve 
natural rock structure tc effect on dynamic response ef 
•afety-related structure*. 

EHIKB.T.N. Public Service Co. of Oklahoma. 79/12/12. 3pp. 


-7912180567 Informs NRC of delay in preparation of analgtai re 
excavation teal. Excavation authoriied under Amend 3 of LUA. 
To bring entire structure up to design bate elevation, 
mase fill of lean eonerate will be required. 

QllNO.T.N. Public Service Co. of Oklahoma. 79/10/19. Bpp. 


F. Secwrlty, medical, emergency tc fire protietlon plant 


7918070469 Notification of 791204 mooting w/utlls in Bothetda,HO ra 
me info requlremints for emergency preparedness. Room change 
Indicated. 

HOIN.C.U. Light Hater Reactors Branch 4. 79/11/16. lipp. 


0. Adjudicatory correspondence 


7912200102 "Rules of Practice for Domestic Licensing Proceedinge, " 
10CF88 effective rule. Suspends ruli of practlci on issuance 
of licenses after adjudicatery proceedinge. Forwarding Itr 6 
Certificate of Sve end. 

CH1LK,6.J. Office of the Secretary of the Commleaian. 79/11/03. 
lOpp- 


7912100344 Fifth etatus rapt, per A8LAB 790607 indefinite extension for 
HRC to respond to Suffolk County motion to file supplemental 
brief. Exploring possibility of stipulation ra Suffolli 
County panding motion. Cirtificate of 8vc and. 
aWDENICK.B. H. Haaring Branch 4. 79/11/09. 4pp. 



--791210034B ''Rulii of Proctic* for Oon»»tle Llesnllng Procft^ing* — 
narilfici Adjudicatory Procedural.'' 10CFR2. affectlva 791109. 
Suipends 10CFR2. 764 until further notici. Suppleaiantary Info 
and. 

CHILK. B. J. Office of the Secretary of tha Comdfiaton. 79/ll/OS 
10pp. 


791217031& Ratponie to CA Enargy Cammiiflon 791024 motion for 
reeaniidaratlon of A8LB 79100S order ruling on icope of 
continttoni. Urgai Ineluiion of inarganey planning iisuea L 
aiclution of offilta nattars. 

LEWIBiB.H. Hearing Branch 2. 79/11/13. 7pp. 


— 791S170S36 “Modified Adjudicatory Procedure*." 10CFR2.7&4 auapenilon te 
statement of policy on conduct of adjudicatory proeiading*. 
Cenctltutaa final action on pctitioni racaivad in- 
procaadinga. BJ Chllk 791109 tuppl fa Certificate of 8vc end. 

* Office of the Secretary of tha Conmliilon. 79/11/09. IBpp. 

7913030004 Motion for clarification of Commlcalon 791109 final 
atateaent modifying adjudicatory procedure!. Queitioni 
Hhathar final statement tupertedas or supplamantt Commltsion 
791009 interim statement. Certificate of Bve end. 

OALLO.J.. OIBBBiM.E. Public Service Co. of Oklahoma. OAUUJiJ. 

Iihaei. Lincoln (i Beale. 79/11/16. 9pp. 


791S180069 Requests that CP net be granted ti limitld work order ba 
cancalsd. 

BUERCKLIN. J. E. Affiliation Unknown. 79/11/30. Ip, 


7913170101 Raquests revocation of CPs due to inherent lack of eafaty ti 
• oaring const costs. Racomninds other power sources be used. 

PlBRCEtO. Affiliation Unknown. 79/11/39. 2pp. 


7912140006 Beaks dsnlal of applicant 791116 rcquemt for order 
clarifying NRC 791109 statement re modified adjudicatory 
procaduret. No valid basis for motion. NRC statenant 
•vfficlently clear. Certificate of Svc end. 

DAUIB.L, D. Hearing Branch 4. 79/12/04. bpp. 


79121H0032 Decision ALAB-S73 affirming ABLB ditirmlnation re power 
from proposed fee illty. Decision was supported by weight of 
evidence li ruling thet App I precludes litigation of health 
affects of radioactive amlislone. 

BALlKANi R. 8. . vIOHNSON. H. R. Atomic Safety and Licensing Board Panel 
79/12/07. 94pp. 


O. Inspection reports. IE Bulletins fa eorreipandinea 


7912030011 Ack receipt of 791101 Itr informing NRC of steps taken te 
correct violations noted in IE Imp Repts 90-996/79-04 fa 
90—997/79—04. 

BElDLEiU.C. Region ,4i Dallas. Reactor Construction fa Engfnearing 
Support Branch. 79/11/14, Ip. 


"7912030019 Reipondi to NRC 791016 Itp re violations noted in IE Insp 
Repts 90-996/79-04 fa 90-997/79-04. Corrsetlve actions; 
praventatlva malnt record forme revised fa approved 791030. 
PEREZ.J.B. Public Service Co. of Oklahoma. 79/11/01. ip. 


"7912030020 Notice of deviation from insp on 791002-09, 

* Raglan 4. Dallas. Riaetor Construction t< Engineering Support 
Branch, 79/10/19, Ip. 


DOCKET BTN-90-966 YELLOW CREEK NUCLEAR PLANT. UNIT I 


A, Appllcatlsn/eonstruction stage documents fa e orreipondanea 


7913110264 Discusses NRC plans to usa generic analyses ta davelop aarly 
verification program to resolve ATW8 Icsua for PWRs fa BWRs, 

Success of program depends on industry response. Supports 
foraatlon of owners groups te provids necessary info. 

DEffTDN.H.R. Office of Nucleer Reactor Regulation. 79/10/17.' Spp. 


7913130023 Notification of BOOllO meattng w/util to discuss reporting 
level of util OA fa manager fa QA review of documents. 

SPRAULiJ.B. Ouetity Assurance Branch. 79/12/09. Ip. 


F. Bacurity. medical, emergency fa fire protection plens 


7913040471 Forwards info ra upgraded emargancy plans to plan.tP under 
const fa OL review. Applicants' raqulrad. to maka certain 
emergency arrangements w/stata fa local organiiationa fa 
submit tmargancy: plans par Reg Ouide 1.101. 

UABBALLOi D. B. Division of Project Manegement. 79/11/21. 6pp. 


S. Inspection reports. IE Dulletins fa correspondencs 


7913090637 Forwards IE Insp Repts 50-366/79-15 & 90-967/79-15 on 
790926-28. No none omp I { anc e noted. 

SUTHERLAND. J. T. Regions. Atlanta. Fuel Fac 1 1 1 ty fa Materials 
Safety Branch. 79/10/24, 2pp. 


— 7912050666 IE Insp Repts 50-566/79-15 fa 50-567/79-15 on 790926-2B.NQ 
noncompllancs noted. Major areas inspected: adminlstretiva 
procedures, plant site insp fa review of met sorologlca 1 
measurements program. 

CUNNINOHAM. A. L. Region 2. Atlanta. Office of the Director. 
miFHAM.U.H. Region 3. Atlanta. Fuel Facility & Materials Safety 
Branch. ■ 79/10/23. 3pp. 


7912060077 Forwards IE Insp Repts 50-566/79-16 fa 30-567/79-16 on 
791016— 18. No noncompj lance noted. 

HURPHY.C-E. Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch. 79/10/31. 2pp. 


— 7912060089 IE Insp Repts 50-566/79-16 fa 50-567/79-16 on 79IOl6-18.No 
nonconpllance noted. Major areas inspected: concrite placement 
(Unit Ik.OA audite.uorli packages fa IE circutari. 

CAHRTELL. F. 3. Region 2. Atlanta. Reactor Construction fa 
Engineering Support Branch. OOUSE< H. J. Region 2. Atlanta. 
Office of the Director. 79/10/29, Spp. 


7912060163 Forwards IE Info Notice 79~12A. "Attempted Damage to New 
Fuel Assemblies." No specific action or response required, 

□ 'REILLV.U. F. Region 2. Atlanta. Offlca of the Director. 
79/11/09. 3pp. 


7912070499 Forwards IE Info Notice 79-27. "Steam Oenerator Tube 
Ruptures at Two PHR Plants. " 

O 'REILLY. J. P. Region 2. Atlanta. Office of the Director, 
79/11/16. 14pp. 


7912100192 Forwards IE Info Notice 79-23. "Overloading of Bkruetural 
Elements Due to Pipe Support Loads." No response required, 

O 'REILLY. U. P, Region 2. Atlanta. Office of the Dlrsctor, 
79/11/16. Ip. 


7912110570 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Relatsd 
Reactor Coolant 8yi Instrumentation During Operation." No 
specific action or response required. 

0 'REILLY. J, P. Region 2. Atlanta, Office of the Director. 
79/11/16. Spp. 


7912060620 Forwards IE Circular 79-24. "Proper Installation fa Callbr of 
Got* Spray Pipe Break Detection Equlpmint on BWRs," No 
rmspensi requlrid. 

□ 'REILLY. J. P. Region 2. Atlanta. Office of the Director, 

79/11/26. Ip. 


7912110157 Forwards IE Circular 79-23. "Motor Starters fa Contactors 
Failed to Operate. “ No reiponss required. 

□ ''REILLY.U. P, Region 2. Atlanta, Office of the Dlrsctor. 
79/11/26. ip. 


791219047G Forwards IE Bulletin 79-27. "Loss of Non-Cless IE 
Instrumentation fa Control Power Sys Bus During Operation." 
Mo written response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Dlractor, 
79/11/30. Ip. 


7913310316 Forwards IE Info Notici 79-30. “Reporting of Difacti fa 
Moneampllanc is. 10CFR21 . " No action riquirtd. 

O'REILLY. J. P. Region 2. Atlanta. Offlca of the Director. 
79/13/06. 6pp. 


7912200060 Forwards IB Bulletin 79-20. "Possible Malfunction of Names 
Node! EA180 Limit Switches at Elevated Timps. " Action 
rsquirad. 

O'REILLY. U. P. Region 2. Atlanta. Office of the Director. 
79/12/07. Spp. 


7912280426 Forwards IE Info Notics 79-31, "Us*. of Incorrect AmpUflid 
Rssponsi Spectra." No written response requlrid, 

O'REILLY. J. P. Region 2. Atlanta. Office of ths Director, 
79/12/13. Spp. 


7912280150 Forwards IE Circular 79-25, “Shock Arrestor Strut Assembly 
Intorfarenee. “ No written rtsponia required. 

□ 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/13/20. 4pp. 
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3. Reportable occurrences. l.ERa !< related correspondence 


7912050541 Second interin deficiency rept re crack In partlallii 
embedded rebar. Const procedures at sites rev is ed. Plans te 
submit neit rept by 60020S 

HILLStL-ti Tennessee Valley Authority. 79/11/23. 2pp. 

791219037S Forwards second interim deficiency rept re rebar bending not 
in accordance u/specs. 

MILLS. L.M. Tennessee Valley Authority. 79/11/23. Ip. 

— 7912190610 Second interim deficiency rept re rebar bending not in 
accordance u/specs. Div of Const procedures for bending 
partially embedded rebar did not Implement Const Spec S-2 
requirements. Const procedures revised. 

» Tennessee Valley Authority. 79/11/23. !p 


7912030199 First interim deficiency rept re tioncon f oroance In metal 
condu i Is. Damaged threads . burrs flaked galvanlied coating 
detected. Defective parts will be returned to Triangle PHC b 
all conduits inspected. 

MILLS. L.M. Tennessee Valley Authority. 79/11/26. 2pp. 

7912190692 Forwards first interim deficiency rept re defective 
electrical conduit. 

HILLS. L. M. Tennessee Valley Authority. 79/11/26. Ip. 

— 791219069B First interim deficiency rept re defective electrical 
conduit. Defects identified as damaged threads, burrs, out of 
round & flaking of galvaniied coating. All conduits being 
inspected t defective conduit returned to Triangle PMC. 

• Tennessee Valley Authority. 79/11/26. Ip. 


DOCKET STH-SO-567 YELLOW CHEEK NUCLEAR PLANT. UNIT 3 


A. App I i catlon/construc t i on stage documents (• correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PWfis 6 DHRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary Info. 

DENTON. H.n. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 

7912130023 Notification of BOOIIO meeting w/util to discuss reporting 
level of util QA U manager 6 OA review of documents. 

SPBAUL.J.O. duality Assurance Drench. 79/12/05. Ip. 


F. Security, medical, emergency 1 fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const & OL revi eui. Applicants roqulred to make certain 
emergency arrang emen t s w/stato U local organ! i at Ions t. 
submit emergency plans per Reg Guide 1. 101. 

VASSALLO.D.B Division of Project Management. 79/11/21. 6pp. 


d. Inspection reports. IE Qulletins t. correspondence 


7912050657 Forwards IE Insp Repts 50-566/79-15 t< 50-367/79-15 on 
79d926-2B, No noncomp I i anc e noted, 

SUTHERLAND. J. t. Region 2. Atlanta. Fuel Facility t Materials 

Safety Branch- 79/10/24. 2pp. 

— 7912050666 IE Insp Repts 50-566/79-15 J. D0-567/79-LS on 790926-28. No 
noncompliance noted. Major areas tnspec ted: admini s tratlve 
procedures, plant site insp t. review of meteoro iogico I 
measurements program. 

CUNNINGHAM. A, L. Region. 2. Atlanta. Office of the Director. 
HUFHAH.J.H. Region 2. Atlanta. Fuel Facility S. Hateriala aafety 

Drancli. 79/10/23. 3pp. 

7912060077 Fortrards IE Insp Rep ts. S0-S66/79-16 U 50-567/79-16 on 
79i0t6-lS. No noncotnpliancc noted, 

MURPHY. C.E. Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch. 79/10/31. 2pp, 

— 7912060089 IE Insp Repts 50-566/79-16 ic 50-367/79-16 on 79I01i-iB.No 
noncompltance noted. Major areas Inspected : concrete placement 
(Unit D.GA audits. work packages Si IE circulars. 

CANRTELL.F. S. Region 2. Atlanta. Reac tor Cons tructlon St 

Engineering Support Drench. CDUGE. M. il. Region 2. Atlanta. 

Office of fche Director. 79/10/29. 3pp- 


7912060163 Forwards IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblies." No specific action or response required, 
O'REILLY. J. P. Region 2. Atlanta. Office of the Director, 
79/11/09. 3pp. 


7912070499 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Tuo PUR Plants. " 

O'REILLY. J- P. Region 2, Atlanta. Office of the Director. 

79/11/16. 14pp. 

7712100192 Forwards IE Info Notice 79-28, "Overloading of Structural 
Eleaents Duo to Pipe Support Loads. " No response required. 

O'RErLLV. J. P. Region 2. Atlanta. Office of the Director. 

79/11/16. Ip. 

79121 10S75 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Related 
Reactor Coolant Sys Ins trumen ta t 1 nn During Operation." No 
specific action or response required. 

D'REILLY.J.P. Regions. Atlanta, Office of the Director. 

79/11/16. 2pp. 

7912060620 Forwards IE Circular 79-24, "Preper Installation S. Calibr of 
Core Spray Pipe Break Detection Equipment on DWRs. " No 
response required. 

D'REILLY.J.P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 

79121101S7 Forwards IE Circular 79-23. "Motor Starters & Contactors 
Failed to Operate. " No response required. 

D'REILLY.J.P. Region 2, Atlanta. Office of the Director. 

79/11/26. ip. 


7912190478 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instruaentatlon 6 Control Power Sys Bus During Operation." 
No written rosponsc required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip. 


7912310316 Forwards IE Info Notice 79-30. "Reporting of Defects & 
Nonconplianees. tOCFREl. " No action required. 

D'REILLY.J.P. Region 2, Atlanta, Office of the Director. 

79/12/06. 6pp. 

7912200060 Forwards IE Bulletin 79-2B, "Possible Malfunction of Namco 
Model EA180 Limit Switches at Elevated Temps. " Action 
required. 

D'REILLY.J.P. Region 2. Atlanta. Office of the Director. 

79/12/07. 3pp 

79122B0426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

D'REILLY.J.P. Region 2. Atlanta, Offlea of the Director. 

79/12/13. 3pp. 

7912280150 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference. " No written response required. 

D'REILLY.J.P. Region 2, Atlanta, Office of the Director. 
79/12/20. 4pp. 


S. Reportable occurrences. LERs 6 related correspondence 


7912050541 Second interim deficiency rapt re crack in partially 
embedded rebar. Const procedures at sites revised. Plans to 
submit nest rept by 80020B. 

HILLS.L.M. Tennessee Valley Authority. 79/11/23. 2pp. 

7912190578 Forwards second interim deficiency rept re rebar bending not 
in accordance u/specs. 

nlLLS.L.H. Tennessee Volley Authority. 79/11/23. Ip. 

—7912190610 Second interim deficiency rept re rebar bending not in 
accordance w/specs.Dlv of Const procedures for bending 
partially embedded rebar did not implement Const Spec 0-2 
requirements. Const procedures revised. 

« Tennessee Valley Authority. 79/11/23, Ip. 


7912030199 First interim deficiency rept re nonconformance in metal 
conduits. Damaged threads, burrs & flaked galvaniied coating 
detected. Defective parts will bi roturnsd to Triangle PUC 1, 
all conduits inspected. 

MILLB.L.td. Tennessee Valley Authority. 79/11/26. 2pp. 


7912190692 Forwards first interim deficiency rept re defective 
electrical c ondui t. 

HILLB.L.M. Tennessee Valley Authority. 79/11/26. Ip. 


■7912190698 First interim deficiency rept re defective electrical 
conduit. Defects identified as damaged threads, burrs, out of 
round & flaking of galvaniied coating. All conduits being 
inspected & defective conduit returned to Triangle PHC, 

* Tennessee Valley Authority. 79/11/26. Ip. 
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DOCKET STN-90-56Q NEP NUCLEAR, UNIT 1 


A. App i Icdtion/conatruc tion stapc olacument'S b correspaniltncR 


7?112aoi93 Discusses mads to NFIC position pe status b appl icabilltn oP 
TfU— a accident rsvieui b NUnEO-0978 to facilities under 
cans t. Foruards addl Info to be considered in development at 
final plant design b procedures. 

VASSALLO. D. 0. Division of Project Management. 79/10/10. 4pp 


7912110264 Discusses NRC plans to use generic analgses to develop early 
verification program to resolve ATUS Issue for PWRs b DWRs. 

Success of program depends on industry response. Supports 
formation of ouners groups to provide necessary info, 

DENTONiH. R- Office of Nuclear Reactor Regulation. 79/10/17. Opp. 


H. Oeneral correspondence 


7912200603 Responds to end request for data on positive paints an 
nuclear energy. Foruards eicorpts of DES (NURE0'-05S9>, 

Prabablt lifetime generating costs b health effects favored 
nuclear plant over coal. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/12/03. ip. 


’-7912200605 Requests data on positive points of nuclear energy. far 
use in class debate, 

PEEaUES.y.S. Affiliation Unknoun. 79/12/03. ip. 


7913190019 Responds to 791101 Itr raquosting nuclear energy info. 
Foruierdt DES re facility const, 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/12/04. Ip. 


DOCKET 8TN-90-969 NEP NUCLEAR. UNIT 2 


A. Appllcatlon/constructlon stage documents b correspondence 


7911290193 Discusses mods to NRC position re status b applicability of 
TMI— 2 accidsnt revlaui b NUREC-037S to facilities under 
cons t. Foruards addl info to be considered In development of 
final plant design b procedures. 

VASSALLOi D: Q. Division of Project Management. 79/10/10. 4pp. 


7912110264 Discusses NRC plans to use generic analytes to develop early 
verification program to resolve ATUS issue for PHRs b DNRs. 

Success of program depends on Industry response, Supports 
formation of ouners groups to provide necessary info, 

DENTDN/H.R. Offlcs of Nudsar Reactor Regulation. 79/10/17. 3pp. 


H. Oenoral correspondence 


7912200603 Responds to end request for data on positive points on 
nuclear energy. Foruards stesrpts of DES <NURE0-0929). 

Probable lifitlme generating costs b health effects favored 
nuclear plant over coal. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/12/03. Ip. 


— 79122D0609 Requests data on positive points of nuclear energy, for 
use In class debate. 

PEESLES.Y.S. Affiliation Unknoun. 79/12/03. Ip. 


7912190019 Responds to 791101 Itr requesting nuclear energy info. 
Forwards DES re facility const. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/12/04. Ip. 


DOCKET STN-50-S74 DAONAC NUCLEAR PONER PROJECT 


A, Appllcatlon/constructlon stage documents b correspondence 


7912030071 Foruards comments ro procadural b jurisdictional issues 
raisod by Uistinghouse opp Ilea tion. Hea 1th b safety impact 
of exportsd nuclear mails In foreign nations outside NRC 
jurlstflctlon, 

DANKHEYER. T. R. Oenersl Electric Co. 79/11/13. 14pp. 


7912030079 Submits comments on procedural b jurisdictional Issues 
Involved in Hestlnghouse appl icatlon. NRC has no 
ertraterrltorial jurtsd ictlon. Health. safety b environ 
aspects are reiponslbliity of recipient country. 

DEPDIXiV.P, Atomic Industrial Forum. 79/11/16. 9pp. 


7912030066 Comments on safety b environ factors re proposed 
Uiftinghouse application. Opposes loan to Filipino govt to 
financi nuclear plant. NRC obliged to study safely health b 
environ Impacts of facility. 

COLLENS.D.H, Affiliation Unknoun. 79/11/19. 6pp. 


7912050219 Forwards notes b errata sheet to vieui on procedural b 
jurisdictional issues re Uestinghouse application to oeport 
nuclear reactor to Philippines. 

PERLAS.J.N. Affiliation Unknoun. 79/11/21. Bpp. 


7912210141 Forwards IAEA safety eipert repts b cover Itr. 

HAUBERjR. D. Office of International Programs. 79/12/09. 2pp. 


— 7912210160 "Technical Assistance In QA b NonOeslructive Testino." Field 
Hept 1.7907IO-0B10. “ 

ALDERT.U, O. International Atonic Energy Agencu (Austria!. 

79/06/31. Bpp. 

—7912210173 “Technical Assistance In QA b NonOestruclive Teitinn. “ Field 
Sept 2.790810-1110. ® 

ALBERT.U.O. International Atomic Energy Agencu (Austria). 

79/11/30. 30pp, 


0. Adjudicatory correspondence 


79120S0392 Forwards, on behalf of Embassy of Philippines. Natl Power 
Cprp views re export as interested state agencu of Oovt of 
Philippines. 

RMUALDEZ. E. Z. Philippines. 79/11/15. Ip. 


■79120SQ396 Statement of views by Matl Power Corp. agency of Oovt of 
Philippines, in response to Commission 791019 order. Atomic 
Energy b Nuclear Nonproliferation Acts were not promulgated 
to dictate policies on foreign nations. 

* Philippines. 79/11/15. Spp. 


7912030023 Response to Commission 791019 order requesting views on 
nuclear reactor export to Phi lippines. Requests hearing on 
Issues presented In 790419 petition to intervene. Supporting 
documentation and. 

f^HER.T-R- Center for Development Policy. BOQIM.T.R. Doojn, H B 
79/11/19. 67pp. 


7912050097 Comments in response to Commission 791019 order requesting 
views on Coaimission jurisdiction to consider nuclear reactor 
effects in foreign country. Proceed ing affects foreign policy 
which NRC cannot formulate. 

SCAROLA. J. A. Ebasco Borvices. Ine- (subs, of Enserch Core.). 
79/11/19. ITpp- 


79120S032B Affidavit of C Planas on 791119 re Uestinghouse appl icatlon 
to eiport nuclear reactor to Phil ippines. Application should 
be denied due to health b safety risks b high cost of maint. 
PLANA3.C. Affiliation Unknown. 79/11/19. 4pp. 


7912050336 Forwards petition stating views of 16 individuals b 14 
public I'ntcrest groups ro Uestinghouse application to axport 
nuclear reactor to Philippines in response to NRC 791019 
request for camments. 

ASHER.T.R. Asher.T-H.. PC. 79/11/19. Ip. 


— 79120S0343 Urges NRC to undertake examination of health, safety b 
environ impacts of proposed Philippines reactor. 

HATTlSDNtL. Center for Development Policy. 79/11/13. Spp. 


79IS11037S Forwards Concerned Citliens Reactor Export Review Doard 
responses re NRC hearing on nuclear reactor export to 
Philippines. 

KA^SiP.O. California. Univ. of. Berkeley. 79/11/19. Ip, 


— 7912110383 Brief in lieu of pleading. re nuclear reactor export to 
Philippines. Questions ability of less dsveloped nations to 
deal u/nuclear technology Issues. Supporting documentation 
end. 

ZARSKYfL. Concerned Citliens Reactor Export Review Board. 
79/11/19. 132pp. 


7912DS0306 Forwards revised request for hearing on seven Issues 
outlined in 790419 request to Intervene. 

ASHER, T.H. Asher, T.R.. PC. 79/11/21. Ip. 


—7912050211 Response to NRC 791019 request for views on Philippine 
export proceedings. Hearing on seven items outlined in 790419 
petition to intervene requested. 

ASHER.T.R. Center for Development Policy. 79/11/21. &9pp. 


7912030077 Response in apposition to Ctr for Development Policy. 
Philippine Kavement for Environ Protection et al 791119 
request that Commission waive rules on export proceedings. 

Kelleher rept available te public. Certificate of Sve end. 

BECKER. J.N. Office of the Executive Legal Director. 79/11/29. Spp. 
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7‘?12100474 Reapons* in opposition to Ctr #OT D«velopra»nt Policy^ 
Phillppln* Movomont Pui- Environ Protsc t ion, Movement Por Free 
Ptiillpplnes tc NJ Periaa 7«?lll9 p 1 ead Ing. We i ver of eipori 
roles will create uncertainty among importing cauntries. 

BETTAUERiR J. S tate- Dep t . 0 f 79/11/29. 4pp. 

7912110349 Forwartls Friends of the Flipino People 791114 Itr 
transmitting 1.900 slffnatures reyoeating denial of nuclear 
reacter eiport license to Phi 1 i ppines. Enl ire document 
available in PDft in Uashingon. DC. 

e Docketing J. Services Branch. 79/12/06. ip. 

7912110330 Forwards petitions containing 1,900 signatures reyuasting 

denial of nucloar reactor aiport license to Philippines. 

Public hearing urged. s 

SCHIBMER, D. B. Friends of the Filipino People. 79/11/14. 3pp. 


7912110437 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups I. state atty 
general ofcs copies of escalated enforcement corrosponilane# 

HEPPLEB.J^O. *** 'Reglo^si Chicago, Office of the Director. 79/11/28. 
Ip- 

7912190240 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
iMtrumsntation «. Control Power Sys Dus Duping Operation." 

Klpp[^*3V”^‘‘S:girx”hlcago. Office of the Director. 79/11/30. 

tp. 

79I214009S Forwards IE Info Notice 79-30, "Reporting of Defects U 

Naneompliances, 10CFn21. " No action ,o/.c,/nx 

REPPLERiJ. 0. Region 3, Chicago, Officfr-.of the Director. 79/IB/Oi, 

Ip- 


DOCKET STN-50-Sa0 ERIE NUCLEAR PLANT. UNIT 1 

A. Applicatlon/construction stage documents «, correspondente 

79113Q0153 Discusses mods to NFC position re status & applicability of 
TNI— 2 accident review 6 NUREO-0576 to facilities under , 

const. Forwards addl info to be considered In development of 

final plant design U procedures. 

VASBALLO, 0. D- Division of Project Manageraant. 79/lO/iO. 4pp. 

7912110264 Discusses NRC plans to use generic analyses to devmlop early 
verification program to resolve ATH3 Issue for PWfts 6 BHRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary _ _ 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. Jpp. 

7912070004 Requests distribution of end memorandum to board 
notification svc lists. 

VAH0A,8.A. Assistant Director for Light Mater Reactors. 79/ll/OB. 
3pp- 

C. Utility Environmental Report lERi, amends b correspondsnee 

7912270081 Forwards updated distribution list for environ repts & 
DUNCAnIm. Environmental Projects Branch 2. 79/12/06. 4pf. 

P Operating license stage documents b corroipondenee 

7912120340 Forwards lO-yr forecast rept to be used In updeting plente 
Final Environ Btatemenb. W/o end. 

HILLeft,B.H. Ohio Edison Co. 79/12/09. Ip. 

0. Inspection reports, IE Bulletins & correspondence 

7912050147 Forwards IE Circular 79-22, "Stroke Times for Power Operateil 
Belief Valves." No rasponie required. 

KEPPLEn,U.8. Region 3, Chicago, Office of the Diraetor. 79/11/1*. 
Ip- 

7912100241 Forwards IE Info Notice 79-28, "Ovar load Ing of BtructUTal 
Elements Due to Pipe Support Loads." No response raqulred. 

KEPPLERiJ. 0. Region 3. Chicago, Office of the Director. 79/11/Ia. 

ip. 

7912110586 Forwards IE Info Notice 79-29, "Lost of Nonsafety-Releted 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

KEPPLERiJ.O. Replan 3, Chicago, Office of the Director. 79/11/t*. 
Ip- 

7912090405 Forwards IE Bulletin 79-26, "Boron Loss From BUR Control 
Blades." No response required. 

KEPPLER,J.O. Region 3, Chicago,. Office of the Dlroetor- 79/11/20. 
Ip, 

7912100441 Forwerds IE Circular 79-24, "Proper Installation tc Callbr of 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
written response required, 

KEPPLERiJ-O. Region 3, Chicago, Office of the Director. 79/11/8*. 
Ip, 

7912140223 Forwards IE Circular 79-23, "Motor Starters «e Contacters 
Failed to Operate. " No written response required. 

KEPPLER.J.O. Rtglon 3, Chicago, Office of the Director. 79/U/BA. 
Ip. 


7912800136 Forwards IE Bulletin 79-20. "Possible Malfunction of Naaco 
Hod*l EA10O Liffll-t Suiitchfi at Eltvattd Ttinpi. ” Action 

HEPPL^fj.O. Region 3. Chicago. Office of the Director. 79/12/lD. 
Ip- 


MCKET 8TM-5O-501 ERIE NUCLEAR PLANT, UNIT 2 


A. Applicatlon/eonstruetlon stage documents b correspondence 

7911280103 Discusses mods to NRC position re status b applicability of 
TMI-2 accident review b NURE0-057a to facilities under 
eonst.Forwerdi addl Info to be considered in development of 
final plant design b procedures. 

VABSALLD, D- B. Division of Project Management. 79/10/10. 4pp. 

7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to rasolv# ATMS Issue for PHRs b BHRi. 

Success of program depends on industry response. Supports 
formation of owners groups to provlds neeeitory _ _ 

DE«TON.aR. Office of Nuclear Reactor Regulation. 79/10/17. Jpp. 

7912070004 Requests distribution of sntl memorandum to board 

*ABtistant Director for Light Water Reactors. 79/ll/OB. 

3pp. 

C. Utility Environmental Report <EH>, amends b eorrespondene# 

7912270081 Forwards updated distribution list for environ repti b 
Environmental Projects Branch 2. 79/12/06. 4pp. 

P. Operating licansa stage documents b correspondence 

7912120340 Forwards lO-yr forecast rept to be used in updating plants 
Final Environ Statement. M/o sncl. 
niLLERiB.M. Ohio Edison Co. 79/12/05. Ip. 

0. Inspection riports. IE Bulletins b eoprtspondsnce 

7912050147 Forwards IE Circular 79-22, "BtrpVt Times for Power Operatsd 
Relief Valves." No response required. ....... ^ 

HS'PLERjJ.O. Region 3. Chicago, Office of the Director. 79/11/16. 
Ip. 

7912100241 Forwards IB Info Notice 79-28, "Overloeding ef Strueturel 
Elements Due to Pip# Support Loads," No response required. 

KEPPLER,J.O. Region 3, Chicago, Office of the Director. 79/11/1*. 
Ip- 

7912110586 Forwards IE Info Noties 79-29, "Loss of Nonsafaty-Relatsd 
Reactor Coolant Sys Instrumentation During Operation. No 
specific action or response required, ^o/h/ia 

raPPLERiJ. 0. Region 3, Chicago, Office of the Director. 79/11/1*. 

»P- 

79152050405 Forwards IE Bulletin 79-26, "Boron Loss From BHR Control 
Blades." No response required, 

KEPPLER.J. 0. Regions. Chicago. Office of tha Director. 79/11/20. 
If. 

7918100441 Forwards IE Circular 79-24, "Proper Inetallation b CillbT «d 
' Cere Spray Pipe Break Detection Equipment on BWRs. " No 

written reipones required. _ njiiio*. 

XEPPLER.J.O. Region 3, Chicago, afflee of the Director. 79/11/2*. 
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7912140383 ForMrdi IB Circular 79-S3. "Motor Startari b Contactoro 
Fjilitfd to Opopatt. ** Nd wrlttan rttpo>iito ri<iulr#d. 

KEFPLERiJ. 0. Rtgion 3. Chicagor Office of tht Dlraetor. 79/11/3&. 


791S110437 Notifiti that NRC intendf to routinalg forward to 
sppreprlata itata public util raflulatorg groupi b itata attg ■ 
ganaral ofc» ceplat of aiealatad anf orcatnant corraapondanca 
aant by NRC to Ileanaaai. 

KCPPLERi J. 0. Raglon 3. Chicago. Offle# of tho Diraetor. 79/11/38. 

tp. 


791S190240 Forwardt IE Bollatin 79-27. "Loia of Non-Claii IE 
InatruAontatlon b Central Pouer Sgt But During Oparatien, " 

No written raiponaa raquirad. 

KEPPLERtJ. 0. Region 3. Chicago. Office of tho Director. 79/11/30 
Ip- 


7913140095 Forward! IE Info Notice 79-30, "Reporting of Dafaeti b 
Neneoapl iancat. 10CFR21, " No action or ratponaa raitulrad. 

KEPPLERi J. 0. Region 3, Chicago. Office of tho Dlrictor. 79/12/0&. 


0. Adjudicaterg carraspondance 


7912120040 Raauaat! for raverial of NV State Board on Electric 
Oaneratlon Siting b Environ 791012 dli/nieial of application 
orilf reversal denied, for rehear Ing. Ouiner»h Ip of prepeied 
■ tatlon did not conititute lufflclant groundi for dlamlfsal. 
SCHUTTiR. Neu York State Electric b Das Corp. BCHUTT.R Huber, 
PUTTER, J.L. Long Island Lighting Co, 


7912170149 Support! util 791029 raqueat for Indafiniti 
NV State Siting Board 791012 dlimliial of Case 80008. 
Bacoisraend! waiting for outcome of util notion. due to 
federal b state procaading!. Certi f Icate of Sve end. 
LEWI8,S.H. Hearing Branch 2. 79/11/19. tpp, 


dilag 

joint 


due 


to 


7912170227 Notice by NY State Board on Electric Oeneration Siting b 
Envlran.Replies to utile' application for rehearing of ASLB 
nrder dlinlselng application for certificate of environ 
cosipBtlbilltg will be accepted if filed by 791203. 

NADISDN.S.R. Neu York. State of. 79/11/20. Ip. 


791220013* Forward! IE Bulletin 79-28, "Potelble Malfunction of Naaco 
Model EAIBO Limit Bwltchee at Elavatad Tamp!. " Action 
Ta^ulrad. 

KEPPLER. J. 0. Region 3. Chicago, Office of the Director. 79/12/10. 


791214001B Statanent In opposition to applicant! 791112 notion for 
rohaarlng re ASLB order dlemlailng application. Appl Icante 
failed to oatablleh praeent Intention to build plant 
Certificate of Sve end. 

ABRAMS, R.i BIALIK.E- I. New York, State of. 79/11/21. 12pp. 


DOCKET BTN-90-984 OIBBSAR, OIDBB b HILL 

A. Applicatlen/conctruetlon etaga docunantt b cerraapondanea 


79122*0292 Reply In opposition to applicants 791112 notion for 
rehearing re NV State Siting Board dismissal of proceeding. 
Applicant! failed to state new arguments. No beneficial 
purposa will be served by rehearing. Certificate of Sve end. 
INDlWEiC.M. . FLYNN, M. Neu York, State of. 79/12/03, 21pp. 


7912120474 Forwards verification documents for in-houaa computar 
pregraas 8C0NV. SPECTRA. OUAKE b TIME, In support of reiponse 
to NRC ausition 13t. *3, 

PRIETOiR. Oibbi b Hill, Inc. (subs, of Dravo Carp. ). 79/11/30 

S3pp. 


D DCKET BTN-OQ-997 NEW HAVEN, UNIT 3 

A. Appllcallon/constructlon stage documents b corraipondance 


K. Utility Final Safety Analysis Report IFBARl b amands 

7912120319 Forwards Amend 19 to OIBBSAR. 

PRJETO,R. Oibbs b Hill, Inc. (sobs, of Dravo Corp. 1. 79/11/30. 

3pp. 


— 7919120316 Amind 19 to OIBBSAR, revising pages In Vols 1.2, 3.5 b &.Thpea 
overaika drawings and. 

* Oibbs b Hill. Inc. (subs, of Dravo Corp. J. 79/11/30. 200pp. 


791211^*4 Discusses NRC plans to use generic analyses to develop earlu 
variflcation program to resolve ATHB issue for PWRs b BHSe. 

Bucciss of program depends on industry response. Supports 
fornatlsn of owners groups to provlds necessary Info. 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp, 


Uttlitv Environmental Report (ERl, amends b correspondence 


791820069* Forwards updated distribution list for environ rapt supple b 
ainin«4. 

DUNCMd.H. Envlrormentel Projects Branch 2. 79/12/07. 9pp. 


DOCKET aTN-gO-992 PALO VERDE NUCLEAR STATION, UNIT 4 
0, Adjudicatory correspondence 


7912280908 Requests substantive rasponie to 791024 request for NRC to 
supplement EI8 to eontldir consequaneas of Class 9 nuclear 
accldanti. Failure to respond by 800104 will indicate NRC 
does net plan to require suppl. 

BALDUIN.H, A. Friends of the Earth. 79/12/21. Ip. 


DOCKET 6TN-S0-993 PALO VERDE NUCLEAR STATION, UNIT 9 
9 . Adjudicatory eorraspondanet 


0. Adjudicatory corrstpondenci 


/Tiwa/ujmv supports util 791029 request for Indefinite 
NY State Siting Board 791012 dlemlssal of Case BOOOS. 
Racemtiendi waiting for outcome of util motion, due to joint 
fadaral b state proceed Ings, Certificate of Bve end. 
LENIStS.H. Hearing Branch 2. 79/11/19, *pp 




7912170827 Notice by NV Stats Board on Electric Oeneration Siting b 
Environ. Replies to utils' application for rehearing of ASLB 
order diimissing application for certificate of environ 
caapatlbility will be accepted If filed by 791203. 

HADlBDN.a.R. Neu York, State of. 79/11/20. Ip. 


791S2B09OS Requests substantive rssponie to 791024 request for NRC to 
■upflament EIS to consider eonsaquences of Gloss 9 nuclear 
accidents. Failure to respond by 300104 will Indicate NRC 
does not plan to require suppl. 

BALDWIN, H, A. Friands of the Earth. 79/12/21. Ip. 


7913140018 Statement In oppasltlon to applicants 791112 motion for 
robaaring re ABLE order dismissing application. Applicants 
failed to establish present intention to build plant. 
Certificate of Bve end. 

ABRAMS. R., BIALIK, E.t. New York, State of, 79/11/21. 12pp. 


DOCKET 8TN-50-S9* NEU HAVEN, UNIT I 


A, Applleatlen/conitructlon etage documonts b corratpondinea 



7912110364 Dleeuesee NRC plane to uee generic analyeei to develop aarlu 
Viriflcatlon program to reeolve ATU8 Istue for PHRe b BNRi. 

Buceeee of program depends on induetry reepohsa. Bupperti 
fdraatlon of owners groups to provide necessapy info. 

DENTON, H.R. Office of Nuclear Reactor Regulation, 79/10/17, 3pp. 


to appiicanci /viiiw motion for 
rohaarlng re NY State Siting Board dlimiesal of proceeding. 
Appllconti foiled to state neu arguminte. No beneficial 
puppeea will be served by rehearing, Certificate of Bve oncl. 
INDWEaC.N., FLYNN, M. Neu York. State of. 79/12/03. Slpp. 


«>SKET 90-0990 NORTHWESTERN UNIV. 

F. aocurity. medical, emergency b fire protection plans 


C, Util iky Environmental Report (ER), amende b correspondence 

7912200*56 Forwards updated dletributlon Hat for environ rept oiipple tc 
amende. 

DUNCAN, M. Environmental Projects Branch 2. 79/12/07. 9pp. 


7918120206 Forwards draft Reg Ouide 9, XX, "9td Format b Content for 
Llcaneot Physical Security Plan for Protection of BNM of 
strategic Significance, - W'/o end, 

HEIDiR.U. Dperetlng Reactors Branch 4 (Pre 791030], 79/08/22.. 
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DOCKET SO-599 CARROLL F ACI LITY I 

G. Adjodtestorij corresp oil i) ence 
7912130093 Supp 1 Brntnlary brief fo 


Contention 9 re solar energy. Detail* 
tabllsh credibility 


loua Public Interest Research Group 


(< ga 
Svc end. 
SCHUAB. J. C 


79/11/14. 3PP- 


contention re feasibility studies of solar energy. 

^cliJi^^no-Pabllc interest Research croup. 79/11/14. 3pp. 

7912130049 Opposition to adnission of 
Muclear Pa.er Contention 

GODDARD, R. J- . COLDBERO. S C. Hearing Branch 2. 79/ll/Bl. PP 

7912130294 Notice of 79U23 filing of notion 

petitlon.foenorandue. in support of second 
flung. second aaendad petition, brief in 

standing t. petition for reconsideration of *5s3 ^ aliD 

KCDNER.J.L. Citizens Against Nuclear Power. 79/11/23. pp. 

7912140192 Response to ASLD 791010 neoorandun b order 
erehearing conference. Requests dismissal or mod of 
intirvenors' contentions due to noncompl iance u/regolationB. 

CfrtiMcate of Svc oncl. » • n *70/it/9^ 

e Commonieealth Edison Co. * Isham. Lincoln t Beale. 79/11/83- 

34pp. 


7912120557 Request for reconsideration of ASLB 

enlargement of hearing scope 8. for acceptance J 

filed contentions. ASLD should consider modified adjudicatory 
procedures S> facts in case. 

SEKULEfi.S. N. Illinois. State of. 79/11/26. 16pp. 


791S2&022& Opposes Citizens Against Nuclear Poiaerilnc 791123 request to 

file second amended petition to intervene. Inexperience is no 

cause Far filing late contentions nor is yithdrawal of tun 

0IELAU5KI.A. P Consolidated Edison Co. of New York. DIELAMSKI, A. P. 
Ishaia. Lincoln b Deale. 79/12/10. 7pp. 


--7912280237 Opposes intervener Jo Daviess County request to reconsldar 
rejected contentions. Contentions lb. Ill b Via)(l)(2) ti 
amended Contention IIKg) re fuel «< radwaste oneite storage 
should be d 1 smi seed. Cert i f Icate of Svc end. 
aiELAWSKI. A. P. Consolidated Edison Co. of New York. 

BIELAWSKI.A. P. Isham. Lincoln & Deale. 79/12/10. Bpp. 


791M1040& Opposes Citizens Againet Nuclear Pouep.IncrJ Runyon li 
E Gogol 791123 request for reconsideration of ABLD 791107 
denial of request to defer further consideration of early 
rsvieifii. CeT't i f i c a tc of Svc end. 

GQDDAnD* R. hi. Hearing Oranch 2. 79/12/12. 4pp. 


7912360110 Seeks denial of Citizens Against Nuclear Power. J Runyon It 
£ Gogol 791123 request to file second amended petition to 
intervene. New contentions do not expand Issues before ASLB. 
Certificate of Svc end. 

aODS/dlD. R. J. Hoarlng Branch 2. 79/12/12. ilpp. 


7912210093 Response to intervener Jo Daviess County Ad Hoc Committee on 
Nuclear Energy Info 791123 motion to reconsider contentions 
rejected on ASLD 791010 order. Opposes Contention IV t 
supports Contention IIKg) deferrals. W/Certl fi cate of Svc. 

BDOOARD. R. .1. Hearing Branch 2. 79/12/13. 6pp. 


H. General correspondence 


791^10539 Certificate of Bve for NRC statement of position or 
contentions t. motion to consolidate. 

CODDARB.n. J. Hearing Branch 2. 79/11/21. 2pp. 


DOCKET 50-600 CARROLL FACILITY 11 


7912I301I7 Motion to fil 
KODNER.J.L. Citizens 
J.L. 79/11/26 ip. 


e second amended petition to intervene. 
Against Nuclear Power. KODNER.J.L. Kodner. 


-7912130120 Memorandum in support of motion to file second amended 
petition to intervene- Petitioner standing was confirmed by 

ASLB following 790919 prehearing conference. 

KODNER, J.L. Citizens Against Nuclear Power. KODNER.J.L. Kodner. 
J.L. 79/11/26. 5pp. 


-7912130121 Second amended petition to intervene. Applicants failed to 
establish that Plum River fault t, proximity to Stansky 
Airport b Savanna Army Depot will not affect site geologic 
{.safety suitability. 

KODNER.J.L. Citizens Against Nuclear Pouer. 79/11/26. If. 


7912140295 Petition for TBcnnsideration of intervenors 791107 oral 
motion to defer further consideration of applicants' reyueat 
re early site review until President's Commission results 
are known. Radiation-re lated issues should be insured. 

KODNER.J.L. Citizens Against Nuclear Power. KQDNER.J.L. Kodner. 
J.L. 79/11/26 2pp 


7912310340 Forwards Certificate of Svc for State of lU 791121 notion 
for reconsideration 

SEKULER.B.N. HHnois. State of. 79/11/26. 3pp. 


7912130066 Requests for reconsideration of ASLB 791010 order re 
uests acceptance of Contentions I 
),IV (6>.V (a) (1> b (21. Submits 
(J) l> VI 

iranittee on Nuclear Energy 


O. Adjudicatory correspondence 


7912130098 Supplementary brief for Contention 9 ro solar energy. Dotai Is 
oeoerephical fc meteorological basis to establish credibility 


I*gain^ad(!ii95ibility for early site review, Certi f icate of 
Svc ezic 1 . 

eCHUAO.J.C. Iowa Public Interest Research Group, 


79/11/14. 3pp. 


7912140034 Supplementary brief In lieu of pleading re Contention 9. 
Submits detailed geographical t. meteorological basis for 
contention re feasibility studies of solar energy. 

Certificate of Svc end. 

SCHUAO.J.C. loua Public Interest Research Group. 79/11/14. Jpp. 

7912130049 Opposition to admission of intervenor Citizens Against 
Nuclear Power Contention 15. intervenor lA Boclallst Party 
Conteollons laKD.lb.lc b Id 1 1 ). intervenor State of IL 
Contentions B. 9 b 15b b intervenor lA PIRO Contention Ilia, 
OOODARD. n. J- . GOLDBERO.S. C. Hearing Branch 2. 79/11/21. 13pp. 


912130294 Notice of 791123 filing of motion to file second amended 
petition. memoranduifi in support of second amended petition 
filing, second amended petition, brief in support of £ Gogol 
standing U petition for reconsideration of motion to defer. 


7912140192 Response to ASLB 791010 memorandum tc order re special 
prehearing conference. Requests dismissal or nod of some of 
intevvenors' contentions due to nonconpllanca u/regulationi- 


intervenoi 
Certificate of Svc end. 

* Commonwealth Edison Co. 
34pp. 


» Isham. Lincoln It Deale. 79/11/83. 


pport of E Gogol standing h 
of rejected 
EPA requireaents. 
uer. KODNER.J.L. Kodner. 


712120557 Request for reconsideration of ASLD 791010 order for 
enlargement of hearing scope b for acceptance of previously 
contentions. ASLD should conaltfer modified adjudicaterg 
erocedures Se facts in case. 

fiFKllLER.a. N. Illinois. State of. 79/11/26. 16pp, 


791S270049 Notifies that "Bite Suitability - Bite Safety Rept" fi “Site 
Suitability - Environ Repf will be updated It forwarded to 
ASLD in response to 791204 telcon. 

DIELAUSKl. A. P. Isham. Lincoln it Beale. 79/12/05. Ip. 


7912130117 Motion to file second amended petition to intervene. 

HOONEn.J.L. Citizens Against Nuclear Pouer. KQDNERtJ. L. Kodner. 

J.L. 79/11/26. ip. 


— 7912130120 Meisnrandum in support of motion to file second 
petition to intervene. Petitioner standing was confirmed 
ASLB following 790919 prehearing conference, 

KODNER.J.L. Citizens Against Nuclear Power. KODNER. J. 
J.L. 79/11/26. 5pp. 


amended 

by 

., Kodner. 
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—7912130121 Sicond amended petition to In terveno. Appl leant* failed to 
Bitablieh that Plum Blver fault (< proilmltg to Stanaky 
Airport i Savanna Army Depot will not affect site aeoloalc 
l< safety suitability. 

KODNER.J.L. Cltiieni Against Nuclear Power. 79/li/afc. ip. 


7912I2005S Refunds portion of fee for License SNM-7 re Amend MPP-1, 
secu'-ity personnel training plan. 
niLLER.If. 0. License Tee Management Branch. 79/11/02. Ip. 


7918140295 Petition for reconsideration of Intervonors 791107 oral 
motion to defer further consideration of applicants' request 
re early site review until President's Commission results 
are known. Rad la t Ion-related issues should be Insured. 

KODNER.J.L. Citlisns Against Nuclear Power. KODNER.J.L. Kodnen 
J. L. 79/11/2&. 2pp. 


7918310340 Forwards Certificate of Bve for State of IL 791181 eetion 
for reconsideration, 

SEKULER.S.N. Illinois. State of. 79/11/26, 3pp. 


7912130046 Requests for reconsideration of ABLB 791010 order re 
rejected eontantlons. Requests acceptance of Contentions 1 
fbl.lll <2),IIJ (c) & <g).IV <6).V (a> (1) & (2). Submits 
amended Contentions III (j) (, vi. 

COX.J.N. Jo Daviess County Ad Hoc Committee on Nuclear Energy 
Information. 79/U/2B. 5pp. "" 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP, 


7912260352 Raquests ecemption from licensing 
to llcencees to incorporate decommissioning 
plans as conditions of licenses. 

ROUSE. L.C. Probabilistic Analysts Branch 

Spp 


fees. Amends will be issued 
li emergency 

(Pre 791030). 7B/07/13. 






correct violations noted in 791026 notice of violation 
Corrective action Itr withheld <ref 10CFR2. 790). 

V' ** Roglon 5, Ban Francisco. Safeguards Branch. 

/“/I I/Iv. 1 p . 


DDCt^T 70-0027 BABCOCK L WILCOX CO. 


7912130120 Brief in lieu of pleading in support of E Oogal standing ti 
rejected contentions. Urges reinstatement of rejected 

1'2. 4,5.7.B, 10. II & 13 per NEPA requirements. 

KODNER.J.L, Cltliens Against Nuclear Power. KODNER.J.L. Kodner. 

J. L, 79/11/26- 6pp. 


79120S0093 Discusses IE insp of facility to review adequacy of 
operations, licenses L amend application to modify emergency 
evacuation procedures. e « 

KETZLACH. H. Uranium Fuel Licensing Branch. 79/10/31. 4pp, 


7912270049 Notifies that "Bite Suitability - Bits Safaty n*pt“ fc 
BultahUity - Environ Rept" will be updated L forwarded to 
ABLB in response to 791204 telcon. 

BIELAWBKI. A. P. Isham. Lincoln <i Beale. 79/12/05. Ip. 


■Bite 


...... u. uan Kuvai Hucsoar ruei mv faclli 

Coanarclal Nuclear Fyel Plant fe Lynchburg Research Ctr. 
laplensntotlon of packaging, transport t< burial of low level 
raduasts per IE Bulletin 79-19 was adequate. 

KETZLACH.N. Uranium Fuel Licensing Branch. 79/10/31. 4pp. 


7912280226 Opposes Citiiens Against Nuclear Power. Itic 791123 request to 
file second amended petition to Intervene, Inexperience is no 
cause for filing late contentions nor is withdrawal of two 
proposed findings. 

BIEUAH8KI. A, P. Consolidated Edison Co. of New Yorll BIELAUBKI. A. P 
Isham. Lincoln 6 Beale. 79/12/10. 7pp. 


— 79122B0257 Opposes intervener Jo Daviess County request to reconsider 
rejected contentions. Contentions lb. Ill t> V<a)(i><21 b 
amended Contention llKg) re fuel b radwaste onsite storage 
should be d i smlssed. Cer 1 1 f Icate of Sve end, 

BlELAHSKl. A. P, Consolidated Edison Co, of New Yorl 
BIELAWBKI. A. P, Isham. Lincoln b Beale. 79/12/iO. Bpp. 


7912210406 Opposes Citiiens Against Nuclear Power, Inc. J Runyon b 
t Gogol 791123 request for reconsideration of ABLB 791107 
denial of request to defer further consideration of early 
sits review. Certificate of Bve end. 

00DDARD.fi. J. Hearing Branch 2. 79/12/12. 4pp. 


7912260110 Seeks denial of Citiiens Against Nuclear PoweriJ Runyan l> 
E Oogol 791123 request to file second amended petition to 
Intervene. New contentions do not expand Issuai before ABLB 
Cei'tlflcate of Sve end. 

OODDARD.R, J, Hearing Branch 2. 79/12/12, Upp. 


79122B0594 Discusses site visit of facilities for routine insp b 
review actions taken in response to IE Bulletin 79-19, 
uL f Waste far Transport b Burial. " 

KETZLACH.N. Uranium Fuel Licensing Branch. 79/10/31. 4pp. 


7912110536 Forwards IE Insp 
nonconpliance noted. 
KENNA.U.Q. Region 2. 


Rept 70-0027/79-12 an 791016-19. No 
Atlanta, Safeguards Branch. 79/11/01. 


3pp. 


— 7912110544 IE 
noted. Ha jor 
mod. internal 
activities r 
CORYELL. 0. P. 
KETZLACH. N. 
eiLLESPlE.F. I 
5pp. 


Insp Rept 70-0027/79-12 on 791016-19.No noncompliance 
areas Inspec ted : organl lall on, fac 1 1 1 ty change b 
review, operations procedure control & 
e packaging b shipment of low level waste 

Region 2, Atlanta. Office of the Director 
Division of Fuel Cycle b Material Safety. 

P. Region 2. Atlanta, Safeguards Dranch, 79/10/31. 


7912110288 Refunds portion 
incorporating safeguards 
HILLER.W. O. License 


of foe for Amend MPP-1 
contingency plan. 

Fee Hanagamont Branch. 


to License BNM-42 
79/11/02. ip. 


7912120252 Refunds portion of fee for License 8NM-42 re Amond HPP-1. 
Incorporating guard qualification t training plan. 

MILLERiH.U. License Fee Management Branch. 79/11/02, Ip. 


7912210093 Response to intervener Jo Daviess County Ad Hoc Conusittee on 
Nuclear Energy Info 791123 motion to reconsider contentions 
rejected on ABLB 791010 order, Opposes Contention IV b 
supports Contention llllg) d eferral s. W/C#rtl f icate of Sve. 

OODDARD.R. J, Hearing Branch 2. 79/12/13, 6pp. 


791220060B Forwards IE Jnsp Rept 70-0027/79-14 on 791001-05 No 
noncoapliance noted. 

SUpiERLAHO, J. T. Region 2, Atlanta, Fuel Facility b Materials 
Safety Branch. 79/11/06. Ip. 


H. General correspondence 


7912310339 Certificate of Sve for NRC statement of position on 
contentions b motion to consolidate. 

ODDDARDiR.J. Hearing Branch 2. 79/11/21. 2pp. 


IE insp Rept 70-0027/79-U on 791001-05, No noncompliance 
noted. Major areas ins pec t ed : ex ternal b internal exposure, 
respiratory protection, internal audits, shipping containers 
independent surveys b procedures. 

Facility & Materials Safety 
R« 11 lon 2. Atlanta, Office of the Director. 

77/11/06. 5pp. 


DOMESTIC LICENSIIMQ OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-000B BATTELLE COLUMBUS LABORATORIES 


7912130172 Denies 790000 request for approval of tri-stale prlitary & 
alternate routes. Approve* 790B3O request for tri-state/ 
alternate routs. Proposal b Initial arrangement* u/loea) law 
enforcement agencies withheld iref 10CFR2. 790). 

MCCORKLE.O. W. Physical Security LlconslnB Branch. 79/10/23. 


Responds to 790209 request For exemption to License 
Condition 3.1 re measuring retainer samples. No exemption 
or license revision raqulrod if outlined procedure followed 
Ltr of 790209 deemed proprietary (ref 10CFR2,790>. 
PARTLOi.J.O. Material Control Licensing Branch. 79/11/19. 


Ip. 


f-vls.d pages to fundamental 
^ control p Ian. Safeguards Amend MPP-1 to License 
^-42 revised by adding Contention 5,5' re physical 

791002 ltr proprietary (ref lOCFRa, 790). 
PARTLndiJ.O. Material Control Licensing Branch. 79/11/19. ip. 


7912120030 Refunds portion of fee for License 8NM-7 re Amend KPP-1. 
Incorporating safeguards contingency plan. 

HILLER.W, 0. License Fes Management Branch. 79/H/Ol. Ip. 


requesting time extension to complete 
requirements of 10CFR70, 5i ( e) (4 ) C I ) for Sept-Oct mail 
taiance period. Safeguards Amend HPP-i revised to aranl 
request. “ 

FARTLaU.J.Q, Material Control Licensing Branch. 79/12/05, ip. 
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DOCKET 70-0030 TEXAS INSTRUMENTS. INC. 


7918200296 Foruarda IE Inap 
noDconip 1 lance nofesd. 
MAH7IH.H. 0. Repion 1. 

app- 


ftept 70-0033/79-11 on 790911-13. Mo 
Philadelphia. EaPeguarda Branch. 79/10/26. 


"7912200308 IE Inap Rept 70-0033/79-11 on 790911-13. Ho none ompllanec 
noted, Major areaa Inspee ted : raeaauremBn t & atatlstical 
confcrola J. ID t aaaoelated LEID.Dataila withhold 
(re-f lOCFRa. 790). 

JDYHER.J.H, Ragton I. Philadelphia. Bafejuarda Branch. 

HOLOOYi D. J. Region 1. PhlladelpMa. OPflee of the Director. 
79/10/25. Ip. 


7912040093 Roqueats reglatratlon aa oaer of Model ORNL-BNU-NBa UN Fuel 
Container. 

SHERHANi F. L. Tecas Inatrunenta. Ire. 79/11/15. Ip. 


7912130197 Confirms 791114 approval to use atatlstical procedure 
described in Section 3.3.8 of JL Jaech -Otat la t lea 1 Methods 
In Nuclear Matl pontrol." in waste drum aeasuremont sya. 

PAR7LCW. J. 0. Material Control Lleeniina Branch. 79/11/80. Ip. 


DOCKET 70-0036 COMBUSTION ENOINEERINO, INC. 


791K20O426 Ack receipt of 790906 Itr informing NRC of steps taken to 
correct wlolatlona noted in IE Inap Ropta 70-0135/79-04 & 

70-0364/79-04. . _ 

fWRTlN.U.O. Region 1. Philadelphia. Safeguards Branch. 79/H/19, 

Ip. 

—7912800433 Forwards IE Inap Repta 70-0135/79-04 ti 70-0364/79-04 011 
790205-0302 !< notice of violation, Ene la withheld 
(re# 10CFR2. 90. ) 

KARTlNiU. 0. ' Region 1. Philadelphia. Safeguards Branch, 

79/OB/OB. 2pp. 


7912310351 RO; on 791 1 16. technic ian exposed to airborne insoluble Pu. 
Caused bij leak In flanged connection on glnvebos 175 due to 
failures of gasket surface b room temp vulcaniiid caulking 
coapound. 01 oveboies inspected b air monitors used. 

AUBTIHiti.A. Babcock h Ullcox Co. 79/12/14. 2pp. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES. INC. 


7912200477 PNS-1 1-79-102J: on 791010. mobi It lab analgied netal slag 
turned In to Johnson Cltg Press Chroniels reporter. Matl 
found to be depleted U measuring one bg two Inchtt.No 
radiological haiard. 

OILLEEPIE. F. P. Region 2. Atlanta, affiee of the Director. 
79/10/10. Ip. 


7912130445 Amend 4 to License SNM-33 authoriiing Ineineratar operation 
b semiannual insp bg Radiation Spec lal is t-Mindaor. Forwards 
updated Page 1. 

CROH.H.T. Uranium Fuel Licensing Branch. 79/10/26. 2pp. 


7912170044 Confirms clarifications re 791108 Itr on measurenont 
requlreieent for Inventorg samp lea, Condit ian 2.14 of Amend 
MPP-1 to 4.100008 8NM-124 revised. Info in licensee Ur 
propTietarg Iref 10CFR2. 790). 

PARTLOU/U. S. Material Control Licensing Branch. 79/11/80. 2pp. 


791217011B Diicusses environ b lafatg reviews of license amend 
application b supp 1. Inc i nera t or for combustible scrap is 
aec ep table. 

STEVENSON. R. L. Uranium Recovorg Licensing Branch. 79/10^ 

3pp. 


7912800305 Requests foe for 791107 application for amend of Hcenie 
9NM-t24 for exemption from annual evacuation drill 
raquiriflients for each shift. 

lElSSiJ.D. Llcanse Fee Management Branch. 79/11/83. Ip. 


7912110222 Forwards IE Imp Rept 70-O036/79-0B on 791083-26. No 
noncorapl tanc B not ed. De tails ulthheld Iref 10CFR2.7901. 

HIND. J. A Region 3. Chicago. Safeguards Branch. 79/11/21. 3pp. 


7912860171 Ack receipt of 791126 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0143/79-39. 

KENMA.U.B. Region 8. Atlanta. Safeguards Branch. 79/18/11. Ip. 


— 7912110275 IE Insp Rept 70-0036/79-03 on 791023-26. No noncoaplImnCB 
noted. Major areas insp acted : measureaent control program. 

Details withheld iref 10CFR3, 790), 

PATTERSON. J. P. p HDLODY. D. J. Region 3. Chicago. Office of the 
Director. HIND.J.A, Region 3. Chicago. Safeguards Branch. 

79/U/20. Ip. 


DOCKET 70-0135 BABCOCK b UILCOX CD. 


7912030120 Aek receipt of 790912 Ur informing NRC of eteps takan to 
correct violations noted in IE Insp Rept 70-0135/79-03 b 
79-0364/79-12. Details withheld (ref lOCFRa. 7901. 

MARTIN.H.O. Region 1. Philadelphia. Safeguards Branch. 79/10/11. 

Ip. 


— 7912050127 Forwards IE Insp Rept 70-0133/79-08 fc 70-0364/79-18 on 
770416-20 b notice of vlo lat ion. Not I ce of violation withheld 
Iref 10CFR2. 790). 

MARTINiU.O. Region 1. Philadelphia. Safeguards Branch. 

79/08/20. 2pp. 


—7912050141 IE Insp Rept 70-0135/79-08 b 70-0364/79-18 or 790416-80. 
Noncampl lance noted : failure to properlg search vehicle 
entering protected area. Details ulthixeld (ref 10CFR3.790k. 
8MITH.0. C.i JDVNER.J, H. Region 1. Philadelphia, Bafeguarda 

Branch. 79/08/08. 4pp. 


7918800092 Aek recelift af 791012 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rapts 70-0135/79-06 b 
70-0364/79-09. 

HARTIN.H.O, Region 1. Philadelphia. Safeguards Branch. 79/11/19. 

tP' 

— 7918200095 Forwards IE Inap Ropta 70-0135/79-06 b 70-0364/79-09 on 
790305-0487 b notice of viola tion. Hotic t of violation 
withheld (ref 10CFR3. 790). 

MARTIN. U.O. Region 1. Philadelphia. Safeguards Branch. 

79/10/01. Spp. 


—7912800100 IE Insp Repts 70-0133/79-06 b 70-0364/79-09 on 79030S-O427. 
HoncoDpliance no tad; fa 1 lure to maintain requlrad number of 
armed guards at Apollo faci 1 1 tg. Portions withheld 
(ref lOCFRS. 7901. 

JDYNERiJ.H. Region 8. Atlanta, Safeguards Branch. KUSHHER.H.L. 

Region 1. Philadelphia. Office of the Director. 79/09/84. 7pp. 


—7912860175 Responds to NRC 791102 Ur re vlolationi notsd In IE Insp 
Rept 70-0143/79-39. Corrsetivt actions withheld (ref 
locraa. 790). 

HANSSR.W. C- Nuclear Fuel Services, Inc, (subs, of Osttg Oil Co.). 
79/11/26. Ip. 


— 7918860178 Forwards IE Insp Rept 70-0143/79-39 on 790910-14 b notice el 
violation. Not Ic e of violation withheld (ref 10CFRS.790), 

KEMNA.M.B. Region S. Atlanta. Safeguards Branch. 79/11/08, 

8pp. 


— 7918860181 IE Insp Rept 70-0143/79-39 on 790910-14. Noncomplienee note!: 
failure to report stack. laundrg b sanitary sewer losses for 
Nag.Junt b Jul 1979.DetaiU withheld (ref I0CFR8.790}. 

BATES. J.U. Region 8. Atlanta, Office of the Director. 
eiU.ESPIEi F. P. Regions. Atlanta, Bafeguards Branch. 79/10/31. 

2pp. 


DOCI^ 70-0250 THE BOEINO CD. 


79ie2006BS IE Insp Findings b Licenses Acli dtd 791023 of License 
ad4-2S3. Insp findlngs;na Items of noncamp 1 lance or unsafe 
conditions found. 

* Region 5. Ban Francisco, Office of the Director, 79/10/23. Ip. 


Doctor 70-0364 PARKS T0UN6H1P SITE. BABCOCK b UILCOX CO. 


791S05O12O Ack receipt of 790912 Ur informing NRC of steps taken to 
correct violations notsd In IE Insp Rept 70-0135/79-OB b 
79-0364/79-18. Details withheld (ref 10CFR8. 790), 

HARTINiM.O. Region 1. Phi ladelphia, Safeguerdt Branch. 79/10/11. 
ip- 


—7918080187 Forwards IE Insp Rept 70-0135/79-08 b 70-0364/79-12 on 
790416-80 b notict of violation. Notice of violation withheld 
(ref 10CFH8. 790). 

itVITtN.U. 0. Region 1, Philadelphia, Safeguards Branch. 
79/OB/aO. 8pp. 


—7912080141 IE Insp Rapt 70-0135/79-08 b 70-0364/79-12 on 790416-20. 
Noncamptlance noted: failure to properly search vehicle 
entering protseted area, Details withheld (ref 10CFR3,79O). 

SMITH, 8. C., JDVNER.J. H. Region 1, Philadelphia, Safeguards 

Branch. 79/Oa/OB. 4pp. 
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79tBa00910 Foruardt IE Imp 
noncoaiplianet notsd. 
HARTIN.M. 0. Riglon 1, 
app. 


R«pt 70'03&4/79-23 on 790910-14. No 
Phltodolplilor Saftsuardi Branch. 79/11/02. 


7912260043 Foruards IE Insp Rept 70-0371/79-lQ on 791001-04. No 
noncaapllance noted . 

HART3NiM.O. Region li Philadelphia. Bafeguardi Branch. 79/11/07. 

2PP- 


— 791220D916 IE Imp Rept 70- 0364/79-23 on 790910-14. No noncsnplianca 
nohed.Hajor araat inepactadrmaaeuriinBnt control program 
invantorg roeonclliation b records b rapt*. Detallp ulthheld 
(ref lOCFfia. 790. ) 

«>OYHEfi.J. H. . RATTA. A. D. . Z1BUL8KV. H. Region 1. Philadelphia. 
BaPeguardi Branch. 79/10/23. Ip. 


7912120101 Act racalpt ol 791009 Itr informing NRC of stepts taken to 
correct vlotatione noted in IE Imp Rept 70-0364/79-22. 

ORIER.B.H. Region 1, Philadelphia. Office of the Oirectar. 
79/U/09. Ip. 


"7912120106 Rttpondi to NRC 790918 Itr re violetions noted in IE Incp 
Rept 70-0364/79-22. Corrective actions; neutron meteri calihr 
In aeeordenee w/Procedure ac-CD-QO-OL9. 

AUSTIN. K, A. Babcock b Hlleoi Co.. Nuclear Material Div. 79/10/09. 
Opp. 


— 7912120110 Foruard* IE Inep Rept 70-0364/79-22 on 790021-23 b notice of 
violation. 

BHITH.O.H. Region 1. Philadelphia, Fuel Facllltg b Natarials 
□afetg Branch. 79/09/lS. 2pp. 


—7912120115 Notice of violation from insp on 790B21-23. 

• Region 1, Philadolphla. Office of the Director, 79/09/17. 
2pp. 


7912200092 Act receipt of 791012 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 70-0139/79-06 b 
70-0364/79-09. 

MARTIN. M.O. Region 1. Philadelphia. Safeguards Branch. 79/11/19. 
tp. 


“7918200100 IE Imp Repts 70-0139/79-06 b 70-0364/79-09 on 790308-0427. 
Noneaniplianca nottd; failure to maintain required number of 
armed guards at Apollo fac i 1 i tg. Parti ons withhtld 
tref 10CFfi2. 790). 

\K)YNER.J.H. Region 2, Atlanta, Safeguards Branch. KUSKNERaU.L. 

Raglon I. Philadelphia, Office of the Director. 79/09/24. 7pp. 


7912200426 Act receipt of 790906 itr informing NRC of steps taken te 
correct vlolatlom nottd in IE Insp Repts 70-0139/79-04 b 
70-0364/79-04. 

MARTIN. M. 0, Rsglon 1, Philadelphia. Safaguards Branch. 79/11/19. 
»P- 


--791B200433 Forwards IE Insp Repts 70-0139/79-04 b 70-0364/79-04 on 
790808-0302 b notice of vl olat ion. Enc it withheld 
(ref 10CFR2. 90. > 

KARTlHiU.O. Region 1. Philadelphia. Safeguards Branch. 
79/Oa/OS. 2pp. 


DOCKET 70-0371 UNITED NUCLEAR CORF. 


7912070269 Forwards IE Insp Rtpt 70-0371/79-14 on 790Bia-17.No 
noncooipliance noted. 

MARTIN, M.O. Region 1. Philadelphia, Safeguards Branch. 79/09/S6. 
Ip, 


—7912070273 IE Imp Rept 70-0371/79-14 on 790813-17. No noncempliance 
noted. Major areas Insptcted: phgsical inventorg 
reconciliation b records b repts. 

COHEN. I. Region 1. Philadelphia, Office of the Director. 
NOLTNERiE. • JOYNER. J.H, Region 1. Philadetphla> Bafeguards 
Branch. 79/09/20. Ip. 


7918200317 Forwards IE Insp Rept 70-0371/79-17 on 790910-14. No 
noncompllance notad. 

HARTIMiU.O. Region 1. Philadelphia, Safaguards Branch. 79/10/S9. 
Ip. 


— 7912200333 IE Imp Rept ,70-0371/79-17 on 790910-14. No noncompllance 
notad. Major areas Inspectid: facl 1 i tg organization. facllitg 
operation b storage b internal con trol. Detai Is withheld 
<ref 10CFR2. 790). 

JOYNER, J.K.. UOLTNER.E., 8MITH.S. Region 1. Philadelphia. 
Safeguards Branch. 79/10/23. Ip. 


7912120032 Notifils of completion of review of 790307 revised amergeneg 
plan. Forwardt request for addl Info. 

ftOM.W, T. Uranium Fuel Licensing Branch. 79/10/30, 4pp. 


— 7912960046 IE Insp Rept 70-0371/79-lB on 791001-14. No noncompllance 
noted. Major areas insp acted : mg t of matls control sgt b 
licensee action on previous Insp findings. 

HQLTfSRa E. Region 1. Philadelphia. Office of the Director. 
JOYfER.J.H, Region 1. Philadelphia. Safeguards Branch. 


79/11/05. Ip. 


7912200C76 Act receipt of 7910Q8 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-0371/79-09. 

Details withheld iref 10CFR2. 790). 

HARTIN.U.O. Region 1, Philadelphia, Safeguards Branch. 79/11/19. 

Ip. 


— 7912200081 Forwards IE Insp Rept 79-0371/79-09 on 790917-24 b notice 
of viola tion. Notice of violation ulthheld (ref 10CFR2.790). 
MMlTINiU. 0. Region 1. Philadelphia. Safeguards Branch. 
79/09/13. 2pp. 


——7912200088 IE Imp Rept 70-0371/79-09 on 790517-24. Noncomp I lance noted; 
unsocurad boies did not Include verification of serial 
nuatiers.9ii of items in scrap storage area have errors In 
statid U Inventorg va 1 ues. Octal Is ulthheld (ref 10CFR2.790>. 
JOVr^.J.H. Region I. Philadelphia. Safeguards Branch. 

COHEN. 1. Region 1. Philadelphia. Office of the Director. 

79/09/01- Ip. 


DOCKET 70-06S7 UNION CARBIDE CORP. 


7918070077 Ack receipt of 790906 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0687/79-02. 

8H1TH>0.H. Region 1> Philadelphia. Fuel Facllltg b Materials 

Safety Branch. 79/10/19. Ip. 


— 7912070086 Responds to NRC 790B0B Itr re violations noted in IE Insp 
Rept 70-0687/79-02. Corrective actions: radiation personnel 
monitors convenientlg placed b warning sign posted on QC lab 

door. 

MCKIVERN. J. J. Union Carbide Corp. 79/09/06. 4pp. 

-—7918070068 Forwards 790907 memo instructing personnal to use monitoring 
equipment, 

HCeOVERN. J. J. Union Carbide Corp. 79/09/13. Spp. 


— 7912070099 Forwards IE Insp Rept 70-0607/79-02 on 790914-16 b notice of 
Violation. 

BHI'm.S.H. Region 1. Philadelphia, Fuel Facllitg b Materials 
Safety Branch. 79/08/08. 2pp. 


-—7918070096 Notice of violation from insp on 790914-16. 

* Raglon 1.- Philadelphia. Office of the Director. 79/08/06. 

2pp. 


--7918070113 IE Insp Rept 70-0687/79-02 on 790914-16. Noncompllance noted; 
feilurc to maintain drum arrag in storage hot cells, to 
survey for alpha contamination b to maintain running 
invantorg log of U-235, 

ROTH.J.. CROCKER. H.N. Region 1, Philadelphia, Fuel Facllitg b 

Materials Safety Branch. 79/08/06. tlpp. 


7912090642 Ack receipt of 790924 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 79-0687/79-03. 
aMtTH«O.H. Region 1. Phi ladolphla, Fuel Facility b Materials 

eifitg Branch. 79/10/24. 2pp. 


— 7912000648 Responds to NRC 790B30 Itr re violations noted in IE Inep 
Rapt 70-0687/79-03. Corrective actions: reviewed b updated 
parsonnel esposure history forms b urinalyses performed on 
hot lab personnel. 

KCOOVERNa J. J. Union Carbide Corp. 79/09/24. Spp. 


—7912080695 Forwards IE Insp Rapt 70-0607/79-03 on 790711-13 b notice of 

vlalation. 

BMITHiO.K Region 1, Philadelphia. Fuel Facility b Materials 
Safety Branch, 79/OB/30. 2pp. 


—7912090656 Notice of violation from Insp on 790711-13. 

• Region 1. Philadelphia. Office of the Director. 79/00/27. 

3pp. 
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-7«?12050i6a IE ln,p Rept 70-06B7/79-03 on 79071 I - 13. None not.d: 

failure to post criticality sign, c omp 1 etc Form 4, provide 
alpha monitor t perform bioassaij. 

srOnn.J P Region 1. Philadelphia. Fuel Facility *< ”*^^^***®. 

Safety Dranch CLEMONS.P. E Region 1. Philadelphia. Office of 

the Director 77/09/37 9pp. 

7912260054 Atk receipt of 791025 Ur informing NRG of steps taten to 
correct violations noted in IE Insp Repts 90-054/79-03 6 

WARTINrM^O.^' Region 1. Phi ladclphia, Safeguards Branch. 79/U/19. 

Ip 


—7912260061 Responds to NRC 790919 Itr re violations noted in IE Insp 
Repts 50-054/79-03 U 70 - 0697 / 79 - 01 . C orrec t ive actions; 
increasing mgt contra! of training program i. schedule of 
audita pramulfiated . 

MCOOVERH. J. J. Union Carbide Corp. 79/10/25. Ip. 


7912310166 Responds to 790Q1S request for approval of spent fuel 
shipment routes. Primary rooting di aapprovod, A1 ternate 
routing approved w/mod recommended by CA Highway Patrol. 
HCCORHLEi e. H. Physical Bseurlly Licenolng Dranch. 79/11/21. 

3pp. 


7912190113 Forwards analyses of postulated accident scenarios at 
facllitv to support Chapter 7 of OE SER. for which LASL was 

ROSEiD.O. Lbs Alamos Scientific Laboratory. 79/12/13. 70pp. 


DOCKET 70-0830 UNITED NUCLEAR CQRP. 


7913120531 Act receipt of 790710 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-0920/79-08. 

HARTlN.M.e. Region 1. Philadelphia. Safeguards Dranch. 79/10/U. 

*P- 


—7912260068 Forwards IE Insp Repts 50-054/79-03 fc 70-0687/79-01 on 
790424-27 !. notice of vlo latinn. Not i co of violation 
withheld (rof 10CFn2.790). j n k 

MARTIN. H.O Region 1. Philadelphia. Safeguards Dranch. 

79/09/19. 2pp. 


791S130S40 Responds to NRC 790622 Itr re violations noted In IE Insp 

Rapt 70-0820/79-08. Corrective actions withheld 
tref 10CFfl2. 790). ^ ^ 

BOUERSiC. E. United Nuclear Corp,. UNC Recovery Systams Dlv. 
79/07/10. Ip. 


-7912360074 IE Insp Repts 50-054/79-03 4 70-0607/79-01 on 790434-37. 
NoncompliancB noted ; fal lure to perform required training 
of perlotinol-Detalls of insp withheld (ref iOCFRR. 7901. 

HOLODYiD. J.. 2IBULSKY.H. Region 1. Ph 1 1 adelph ia. Off ice of the 
Director. ODYNEH.U.H. Region 1. Philadelphia. Safeguards 

Dranch. 79/0B/20. Ip. 


DOCKET 70-0693 NUCLEAR RESEARCH CDRP. 


79I31101B2 Discusses IE Insp Repts 30-06068/79-01. 30-0B867/79-O1* 
40-B621/7g-0I 4 70-0693/79-01 on 791003. No noncomp 1 tanc 0 
noted Major areas inspected ; rad ia t ion safety 4. compliance 
ui/NRC regulations. *. 

MCCLINTOCKi R. 0. Region 1. Ph 1 1 ado 1 p h la. Office of the Director. 

79/10/18. 2pp 


—7913130549 Forwards IE Insp Rept 70-0020/79-08 i notice of vinlatlon, 
Notice of violation withheld (ref 10CFR2. 790). 

HARTIN.H. Q. Region 1. Philadelphia. Safeguards Dranch. 

79/06/^. 3pp. 


■7912120S60 IE Insp Ropt 70-0020/79-00 on 790313-16, Noncomp llanee noted: 
failure to adjust control Ic subsidiary accounts to results 
of two physical inventories within 30 calendar days after 
start of each inven tory . De tai Is withheld (ref 10CFR2. 7901. 

ODDViA j HOLODYi D. J. Region h Philadelphia. Office of the 
Director. JOYNER. J.H. Region 1. Philadelphia. Safeguards 

Dranch. 79/06/20. tp. 


7913100049 Forwards IE Insp Rept 70-0920/79-14 on 790710-13. No 
nonconp llanee noted. _ 

MARTINiH. 0. Region 1. Philadelphia. Safeguards Branch. 79/10/23. 

3pp. 


OaCHET 70-0734 GENERAL ATOMIC CO. 


7912120050 Refunds portion of fee for Llconso BNM-696 to Amend HPP-l. 
incorporating security guard training t> qual 1 Picat Ion plan. 

MILLER. tJ.O. License Feu Maiiapamun t Branch. 79/11/Oi. ip. 


7912120045 Refunds portion of 
incorporating contingency p 
MILLER. H.O. License Fee 


feu for LicenoE DNM-696 ro Amend rt»P-i. 
.iin. 

Manageiuont Branch, 79/11/03. ip. 


7912190244 Forwards IE Insp Rept 70-0734/79-10 on 791015-19. No 
noncompllanco noted. Major areas 1 napec tod : proc odureo t 
records re program for controlling !« accounting for SNM. 

Insp rept withhold (ref 10CFR2. 790). 

NORDERHAUO. L R Region 5. San Francisco. Safeguards Branch. 

79/11/08. 2pp. 


7913260029 Forwards IE Insp Rept 70-0734/79-12 on 791II3-15.No 
noncomp ti once noted Major areas Inspec tod : act 1 vi ties ro 
physical protection against Industrial sabotage & thoft or 
nuclear matI.Rept withheld (ref 10CfR2,790). 

HORDERHAIIO. L. B. Region 5. San Francisco. Safeguards Branch. 

79/12/11. 2pp 


-7913100057 IE Insp Rept 70-0820/79-14 on 790710-13, No noncompllanci 
noted . Major areas inspected; security plan. security 
organliafcio-n. physical barriers, access controls, detection 
aids i response controls. Beta 1 1 s withhold (ref 10CFR2.790). 
LADUNiR. . ROSANO.R. Region 1. Philadelphia. Office of the 
Director. DEVLIN-J.W. Region 1. Philadelphia. Bafeguards 




•f o f t rt y I a 


79133600S9 Forwards IE Insp 
noncomp llanee noted. 
MART1N.H.Q. Region 1. 

Ip. 


Rept 70-0020/79-19 on 790910-14. No 
Philadelphia, Safeguards Dranch. 79/11/06. 


—7913260063 IE Insp Rept 70-0020/79-19 on 790910-14. No noncompliance 
noted. Major areas inspec ted: fac i 1 1 ty organliation t. 
operati on. Dotai Is withheld (ref 10CFR2.790). 

COhEN. I. . OQDYpA Region 1. Philadelphia. Office of the 
Director. JOYNER, J. H. Region 1. Philadelphia. Safeguards 

Draoch. 79/10/35. Ip. 


7913060085 Ack receipk of 791003 Ur informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-0020/79-18, 

BNITH.e.H. Region 1. Philadelphia, Fuel Facility h Materials 

Safety Branch. 79/11/09. Ip. 


DOCKET 70-0754 VALLECITOS NUCLEAR CENTER, GENERAL ELECTRIC CO. 


7912070256 Request for Interlocutory appeal from A3L0 791010 meNorandua 
& order re denial of RV Dellums request to participate in 
proceedings ft to bo represented by staff members not 
admitted to practice before federal or state bars. 

DELLUitg. H. V. House of Rep. 79/10/26. 3pp. 


7913100350 Refunds portion of foe for Amend NPP-2 to License SMN-960. 
Incorporating security guard training t. qualification plan. 
niLLERiU. D. License Foe Management Dranch. 79/11/02. ip. 


7912180086 Forwards IE Insp Rept 70-0754/79-09 on 790918-21. Nn 
none amp 1 lance noted. 

BOOK, H E. Region 3. Ban Francisco. Fuel Facility b Materials 

Safety Branch. 79/11/13. 3pp. 


— 7912180093 IE Insp Rept 70-0754/79-09 on 790918-21. No nenconpliancn 
noted. Major areas Inspec ted: organl rat 1 on, facility changes 
b mods, safety committee activities b operations review. 

CDOLEY.H, J. Region 3, Chicago, Fuel Facility b Materials Safety 

Dranch. BDOK.H.E. NRC Regional Offices. 79/11/09. 5pp. 


— 7912060091 Responds to NRC 790924 Itr re violations noted In IE Insp 
Rept 70-0020/79-10. Advises ref sign not required for Co-60 
room. Tielee-ueek ly surveys of beta-gamma radiation conducted. 
BOIEnB.C.E- United Nuclear Corp.. UNC Recovery Systems Dlv. 

79/10/03. 4pp. 

—7912060096 Forwards IE Insp Rept 70-0020/79-10 on 790905-07 b notice ef 

violation. . . , 

SMITHrO.H. Region 1. Philadelphia, Fuel Facility b Materials 

Safety Branch. 79/09/24. 2pp. 

—7912060105 Notice uf violation from insp on 790905-07. 

* Region 1. Phi lade Iph la. Office of the Director. 79/09/21. 
ip. 


7712060110 IE Insp Rept 70-0020/79-18 on 790905-07. Noneompl iance noted: 

failure to post room b failure to perform survey at stated 

CLEMONS.P. E. Region 1, Philadelphia, Office of the Dlrselor. 
STOHR.J.P. Region I. Philadelphia. Fuel Facility b Materials 
Safety Branch. 79/09/31. 6pp. 
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7712170067 nesponds to 790420 submittal of rsvitod papes to fundaaantal 
nuclear matl control p Ian. Roque sts rovlobi of end comments b 
foriiiardlng of revisions within 30 days. Info in 790420 Itr 
proprietary (ref 10CFR2, 7901. 

PAHTLOHiJ.O. Material Control Licensing Branch. 79/11/16. 2pp.. 


7912310291 Ack receipt of 791024 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 7O-0B20/79-I6. 

SMITH. O.H. Region i. Philadelphia. Fuel Facility t< Materials 

Safety Branch. 79/11/30. 2pp. 


— 7912310299 Responds to NRC 791009 Itr re violations noted In IE Insp 
Rapt 70-0020/79-16. Correctivo ac ti ons: future shipments nf 
8MM in containers ui/lnner container will have required 
records. 

BOUERSiC.E. United Nuclear Corp.. UNC Recovery Systens Dlv 
79/10/24. 4pp. 


— 7912310304 Forwards IE Insp Rept 70-0320/79-16 on 790B27-31 & notice 
of violation. 

SMITH.O.H. Region 1. Philadelphia. Fuel Fad 1 Ity b Materials 

Safety Branch. 79/10/09. 2pp. 


— 7912310311 Notice of violation from insp on 790B27— 31. 

• Region 1. Philadelphia. Office of the Director. 79/10/04 
2pp. 


— 7912310320 IE Insp Rept 70-0020/79-16 on 790827-31. Nancomp lianee noted; 
failure to have procedures which spedfically address proper 
closure of shipping con tainers. espeda 1 ly inner container. 

KINNEY. H.W. Region 1. Ph 1 ladolph la. Office of the Director. 
CROCKER. H.U. Region 1. Philadelphia. Fuel Facility ti Materials 

Bafety Branch. 79/10/04. I3pp. 


DOCKET 70-0024 BABCOCK b WILCOX CO. 


7912260352 Requests exemption from liconslng fees. Amends will be issued 
to licencees to incorporate decommissioning b emergency 
plans as conditions of licenses. 

ROUSE. L.C. Probabilistic Analysis Branch (Pre 791030). 7B/07/13. 

Spp. 


79120S0093 Discusses IE insp of facility to review adequacy of 
operations. I Icsnses b amend application to modify emergency 
evacua tlon procedures. 

KET2LACH.N. Uranium Fuel Licensing Branch. 79/10/31. 4pp. 


7912170043 Discusses insp of BbW Naval Nuclear Fuel Dlv facility. 
Commercial Nuclear Fuel Plant b Lynchburg Research Ctr. 
Impleaientation of pac kag Ing. transport b burial of low leval 
radwasto per IE Dullotin 79-19 was adequate. 

KETZLACH.N. Uranium Fuel Licensing Branch. 79/10/31. 4pp. 


79122B0594 Discusses site visit of facilities for routine insp b 
review actions taken in response to IE Bulletin 79-19. 
"Packaging of Low Level Waste for Transport b Burial." 
KETZLACH.N. Uranium Fuel Licensing Branch. 79/10/31. 4pp. 


7912100046 Ack receipt of 791112 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0024/79-06. 

SUTHERLAND. J. T. Region 2. Atlanta. Fool Facility b Materials 

Safety Branch. 79/11/19. ip. 


—7912100032 Responds to NRC 791019 Itr re violation noted in IE Insp 
Rept 70-0024/79-06. Correc tiVB actions; powered air 
respirators used in hot cell entries b supplied air sys 
being Ins tal 1 ed. 

ENSELDER, T. C. Babcock b Wilcox Co 79/11/12. Ip. 


—7912100056 Forwards IE Insp Rept 70-0024/79-06 on 790910-14 b notice 
of violation. 

SUTHERLAND. J. T. Region 2. Atlanta. Fuel Facility b Hatcfiale 
Safety Branch. 79/10/19. 2pp. 


—7912100060 Notice of violation from Insp on 7909i0-14. 

« Region 2. Atlanta. Office of the Director. 79/10/10. Ip. 


— 7912100070 IE Insp Rept 70-0324/79-06 on 790910-14. Noncomp lianee 
noted: improper control of Iseuance b return of respiratiPs. 
MILLSAP.W. J. Region 2. Atlanta. Office of the Dlrectar. 

0IB80N.A.F. Region S, Atlanta. Fuel Facility b Materials Safety 

Branch. 79/10/10. 7pp. 


DOCKET 7'0-B9O3 GULF UNITED NUCLEAR FUELS CORF 


7912O70S63 Partially responda tu FOIA request for document re Pauling. 
NY site. Forwards requested infn. Submits addl inforsodium 
dautcriua reactor never built at slte.no matl ever used at 
site b no radioactive matl disposed of in lake. 

CARR.J.C. Division of Pules and Records. 79/11/16. 3pp. 


-7912070276 Discusses GA Co 740311 application to delete Pauling. NY as 
autnoriied place of use for License 5NM-B71.Site represents 
Insignificant risk to pub 1 ic. Rec ommonds that license be 
terninated 

CROHiU.T. Division of Fuel Cycle b Material Safety. 7S/07/14. 

6pp. 


— 791207O2B9 Forwards Itrs sent to NY transmitting analytical results of 
7Q040B soil sampling at Gulf United Nuclear in Pauling. NV. 

Subaits tabulation of Pu-230 b Pu-239 results. No ohjoctlon 
to teminatlDn of Gulf United Nuclear license. W/o end. 

DAVISiU.G. Office of Inspection b Enforcement. Office of the 
Director. 75/07/07. 2p.p. 


— 7918070299 Discusses 740603 notification by Region 1 re suspicion of 
Pu contamination in concrete. Reg ion 1 will investigate. 

Region I has requested that Pawling.NV site not be deleted 
From License 5NM-37i. 

CROWxU.T. Division of Fuel Cycle b Material Safctij. 74/06/03. 

Ip. 


— 7913070305 Discusses review of data on Pu concentrations in soil 
samples taken at Pawling.NY s lie. Concentrations do not 
represent radiation exposure haiard. 

MAWiOiP.J. Commission 75/06/25. Ip. 


— 7912070335 Forwards results of analyses porformod by IE Health Sves Lab 
on soil samples taken at Gulf United Nuc tear. Paul ing . NY 
site.NY Health Dept 750303 Itr b EPA 750103 Itrs end, 

NQ-SON.P. R. Region 1. Philadelphia. Office of the Director. 
75/OS/06. 6pp. 


—7912070360 Forwards Insp Rept 70-0903/74-17 on 740905. No noncomp 1 iance 
noted. Major areas inspoc ted : f ol louiup on decontamination of 
facility. 

bEtSDN.P.R. Region 1. Philadelphia. Office of tho Director. 
74/09/26. 9pp 


—7912070376 Sninnary of 740729 meeting in Washington. DC re Po 
concentrations in soil. in cunncctian w/docommi s sioni ng. NRC 
recoounend ed that ALAP approach be used b each site be 
treated on case-by-case has is. W/decommIss ioning description. 
HAMADAi fi. Atomic Energy Commission. 74/00/22. 6pp. 


7912070291 Bubmits partial response to FOIA requost for documents re 
Nuclear Oevolopment Assoc iati on. Uni tod Nuclear Corp.Qulf 
United Nuclear Corp b ATCDR. Inc, concerning facility site. 

Forwards requested info. Provi des addl info re site. 

CARRiif.C. Division of Rules and Records. 79/11/16. 3pp. 


—7912070300 Requests deletion of Pawling b Eastview.NV as authorlied 
places of use b that all records re locations be destroyed. 

Also requests thot License SNM-071 not be terminated. 

L0V8EN,P. Gulf Oil Corp. 74/03/li. 3pp. 


—7912070303 "Results of Radiological Survey, 
a ATCOI. 74/03/11. 67pp. 


—7918070316 Faruarda addl results of analyses performed by ID Health 
Sves Lab on soil samples taken at site. 

tlELBON.P.R. Region 1. Philadelphia. Office of the Director. 
75/06/09. 2pp. 


— 7918070319 Forwards supporting documentation for conclusion that 2.0 
dlslntegrations/mlnute of Pu/g of soil is appropriate 
criteria for use in determining acceptable Pu concentration. 
STRHI8A.F.V. New York, State of. 75/06/20. 13pp. 


— 791207<M347 Requests guidance re levels of Pu acceptable to AEC for 
vnrestric ted areas. Forwards results of licensee 
■ ubcentractor b AEC analyses of four soil samples. 

BTOHR.J.P. Atomic Energy Commission. 74/07/10. 7pp. 


■7912070360 Discusses 74O0OB site visit by OA Co b United Nuclear Corp 
to examine site, review results of analyses of radioactive 
■atl in soil & to determine course of action for teraiinatlon 
of license portion concerning Pawling.NY. 

LOV8EN.P. General Atomic Co. (subs, of Oulf Oil Ce. ). 74/00/15. 

Spy. 
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DOCKET 70-0935 CiHMARDH FACILITY. KER R-HCQ EE 


7‘J120'IOOI3 Forward* IE Insp 
790937-29 !< 0926-27 U not 
DAVI8.A. B. Rtgion 3. 

Branch. 79/10/30. 2pp. 


fl.pt, 70-0935/79-04 6 70-1193/79-04 on 


—7912040019 Notlc* of ts^^DIroetor*^ 79/10/^^" Ip- 

a Region 3. Chicago, Office of the Director. 


-7912040016 IE In.p R.pt* 70-0925/79-04 6 ' 

0926-27, Nonconplianc® noted: failura to iwbfti 9 V 

termination repts to NRC. F-cilHu ti HaterUl* OaPetH 

OREOER.L.R. Region 3. Chicago, Fwel F-cll t« 6 n 

Branch. DUBRY.N.E. Region 3, Chicago, urrice 
79/10/30. 10pp. 


□□CKET 70-1100 COKBUSTIOM ENOINEERINO, INC. 

791219076B Act receipt of 791010 llr 

correct violations noted ^J‘’*ga?;““4r^aneh. 79/11/19. 

MARTIN. W.O. Region 1. Philadelphia, aareguar«» 

4 

-7912190779 Forward. IE Insp Rapt ""Sd'w)*' 

of violation. Notice of violation withheld «raf 10CFB2.WJ. 
HARTIN.H.O. Region 1. Philadelphia. Safeguards Branch. 

79/09/29. 2pp. 

—7912190701 IE Intp Rapt 70-1100/79-06 on 790724-26. Nonco.pllanc# noted: 
liiu of l^or cauSutions for receipts of U dloild. po«d.r 
I ihipments of finished fuel failed to Include proper error 
rate. Details withheld (ref IOCFfl2.790). 

iQYNER d H Region 1. Ph I lad elphia, Safeguards Branch. 

S?:D:d: Regliri. Philadelphia. Dffica of th. Blractor. 

79/09/13. Ip. 


7912360256 Notifies of partial refund of review fee for Anend 22 to 

License SNM-1067. ^o/io/nA la 

MILLER. W.O. License Fee Management Branch. 79/12/06. ip. 


DOCKET 70-1113 GENERAL ELECTRIC CO. 


791S190320 Discusses review of GE transfer of liquid hydrogen fluopldi 
containing 3.600 uCl U enriched to AX.Metl will b* used by 
Brush Heilman Co for teryUlum pebble production. 

Environ contamination not expected. ‘a.. 

SHUM.E. Y. Uranium Recovery Licensing Branch. 79/10/23. 2pp. 


7912180029 U Process Licensing Section input to safety evaluation Pi 
amend deleting rsquirement for separate training program for 
each worter category. 

STEVENSON. R. L- Office of Nuclear Reactor Regulation. 79/11/06.. 

2pp. 


7912100239 Amends License BNM-t097 to delete pequirement for Soparafee 
radiation safety training program for each working position 
in fuel mfg operation. Corrects date error In Anend B. 

CHOH.H. T. Uranium Fuel Licensing Branch, 79/11/06. Ip. 


DOCKET 70-1143 HEETINOHOUSE ELECTRIC CORP. 


7913090060 Act receipt of 790920 Itr infurmitig NRC of steps takon to 
correct violations noted in IE Insp Rept 70-1143/79-0. 

SMITH, O.H. Region 1, Philadelphia, Fuel Facility 6 Hatarials 

Safety Branch. 79/10/13. Ip- 


—7912090089 Responds to NRC 790906 Itr re violation noted In IE Intp 
Rept 70-1143/79-09. Corrective actions; until renewed licanso 
is issued, storage & Gatling gun arrangement will bo 
limited to 3 8 kg Pu. 

MOORE. d.S. Hestinghouse Electric Carp-, Nuclear Energy Byotaas. 
79/09/23. Ip. 


--79120S0099 Responds to 790712 Ur re violation noted in IE Insp Ropt 
70-1 143/79-05. Kay permissible value in storage rack & 
horiiontal square area for fissile matl ovarlapped 
eonp letely. Raguests info re corrective actions. 

SMITH. C.H. Region i, Philadelphia, Fuel Facility fc Hatoriala 
Safety Branch. 79/09/06. 2pp. 


VOIOOS0099 Responds to NRC 790621 Ur re vlolatlone noted In IE Ifll 
^ Rant 70-1143/79-09. Disagrees u/NHO 1. requests item af 
MncoSllanca ha dropped. FI gure. re mprop.rly cant.r.d 

ss,';.*"''-:.:”::":::'"'"""-’""' ■ - 

79/07/12. 9pp. 


—7912030102 Foruar 
of violation. 
BMITH.O. H. 
Safety Branch. 


(Is IE Insp Rapt 70-1143/79-09 on 790327-30 ■> nelll 

Region 1. I’h 1 laila Ipli la, Fuel Facility *, Materlalt 
79/06/21 app. 


—7912090104 Noticu of violation 
• Region 1. Philadelphia, 
Ip. 


from Insp 
Clffice of 


nn 790327-30. 
the Director. 


79/06/80. 


-7912090108 IE Insp Rapt 70-1143/79-09 on 790327-30. Monce-p H irci ti 
failure to maintain Pltsllo unit opacliiB. . 

KTNNEV.H H neglon 1. Philadelphia, Office of the Dirctter. 

H. Refllo" *■ f'hil-delphlm. Fuel Facility I. Halirib 


7912030374 Forwards IE Insp 
noncompllnnce noted. 
MARTIN, W. 0. Region 1. 

Wpp. 


Ropt 70-1143/79-14 on 790029-31. Ne 
I'hiladelphla, Hafeguards Branch. 79/l'0’/ 


-79120303B3 IE Insp Rapt 70-1143/79-14 on 790029-31 No noncompllini 
not#d. Major aroo* intpactod: anr iehoJ U Pu pliyalcal 
inventories. Details withheld (ref 10CFH2. 7901, ' 

SMITH, O.C.. fiUMHGna.R,. JOVNERrJ.H. fUgloii 1. Fh I la d t Iph J*i 

flaPaauards Branch. 79/10/10, Ip. 


79J2120340 Forwards IE Insp Ropt 70-1143/79-10 on 790917— 31 , Ho 
nonconpllancD noted. 

BHITH.O.H. Region 1. FhlUdolphU, Office of th# Dlreclop. 
79/10/24. 2pp. 


--7912120393 IE Insp Ropt 70-1 143/79-19 nn 790917-21. Nu nantomp 11 aiK 
noted. Major areae inspected : paclag Ing of radtoactlv# eiall 
for transport, operations, nut lear criticality safaly h 
10CFH21 compllanco. ... . , 

CROCKER.M.H, Roglon I. IMi I ladelph I «. Fuel Facility tr Kalirll 

Safety Branch, KINNEY. H W, Region I, I'hUadelpMai Offiti «l 








7912060674 PNO-I-79-014: on 791029, uiel dad Itmer vessel of one of loyt 
shipping containers received hy Bavaniiah River from 
HestlnghoosB was slightly pressurlied resulting in airborne 
contemlnatlon. Caused by ruptured can of Pu oxide. 

KINNEV.H.H., CROCKER, H. W. . 0111111,0.11. Region I. PhllmS#l»hM. 
Office of the Director. 79/10/27, 2pp 


7912200023 Requests registration au user of Model PU-7 sMpglng 
container. 

DIPIAZZA, R. P. Haetlnghouse liloclrlt Corp ;9/ll/l>2. tp. 

7918260066 Forwards IE Insp Rept 70-1143/79-16 on 7909IP-20,Na 

noncnmpllanee noted. . 

HARTIN.H.O. Rayiun I, I'h I lade Iph ia, liafeguerdt Dranth. 77/111 

8pp. 


—7912260071 IE Insp Ropt /O-l 143/79-16 nit 790910-20. Ho nore»i»gtla»( 
notad. Major araas Inspected; security plan, centre! alarm I 
communication sys, tasting fc ma Int. Dital I s wlthhslil 
tref 10CFR2. 790>. 

dONEtl.E.H., MADDEN.H. fleglon 1, Philadelphia. Office of tM 
Director. DEVL1H,J.H. Region 1, Philadelphia, Ueffgverds ; 

Branch, 79/10/29, Ip, 


7912270173 Forwards IE Insp Rept 70 1 143/79-17 on 790924-33 Me 
noncompllance noted. 

HARTIN.H.O. Rpgion I, Philadelphia, ilafaguards Branch. 7V/|]i 
2PP- 


"7912270180 IE Insp Rept 70-H43//9-17 on 791029, Ho nancompl I »nt > I 
Major arias Inspected: physical inventury raconctliatlon. 
RATTA.A.D., HDYNEfl. 0. H. Rtginn I, Philadelphia. Office af tV 
Director, 79/10/89. 3pp. 


DOCKET 70-1131 HEOTINOHOHSE ELECTRIC CORP. 


7912260352 Requflfts iximptlon from licensing feel. AoeniTe will hb tl 
to Ucinceet to incorporate decnnaiissiorilng h entrgancy 
plans as conditions of Ilcettias. 

RQUBE.L.C. Probabilistic Analysis Branch <Pre 7910301. 70/0771 

Spp. 
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791S130484 Asiind 3 to Llcenie SNM-1107 Authoriilng conit (■ ute oP 
uafto mtoi*4g« bldg>bij rovlsing Condition 10. 

CflOH. U. T. Uraniuta Fotl Licensing Branch. 79/10/23. Ip. 


—7912130927 SaPetg evaluation supporting 790903 amend application to 
License 8Nn-ll07 re const U use of uaste storage bldg. 

BTEVENSON. R. L. . CROU.U.T. Uranium Fuel Licensing Branch. 
79/10/23. 2pp, 


7912210224 Forwards IE Insp Rept 70-11SI/79-1S on 790911-14.KD 
noncompliance noted. Detai Is withheld (ref 10CFR3. 790). 

KENHA.U. B. Region 2. Atlanta. Bafeguards Branch. 79/11/29. 2pp. 


— 7912210239 IE Insp Rept 70-1191/79-19 on 790911-14. No noncompliance 
noted. Hajor areas inspected; inventory differsnee ii limit of 
errors, shipping L rscelving records h repts t. followup on 
Items of noneofflpl lance. Details withhald Iref 10CFR2. 790>. 

OILLESPIE. F. P. Region 2. Atlanta. Bafeguards Branch. 

TODD. 0. A,. JDNES.D.U. Region 2> Atlanta, affiee of the Director. 
79/11/29. ip. 


DOCKET 70-1193 OIHARRQN FACILITT. KERR-NCOEE CORP. 


7912040013 Forwards IE Insp Repts 70-0925/79-04 & 70-1193/79-04 on 
790827-39 li 0926-27 t; notice of violation. 

DAV19. A. 8. Region 3. Chlcego. Fuel Facility t. Haterials Safety 

Branch. 79/10/30. 2pp. 


—7912040018 Notice of violation from insp on 790B27-29 ti 0936-27. 
• Region 3. Chicago. Office of the Director. 79/10/30. Ip. 


— 7912040016 IE Insp Repts 70-0929/79-04 fc 70-1193/79-04 on 790B27-29 b 
0926-27, Noncompliance noted: failure to submit employee 
termination repts to NRC, 

OREOER.L.R. Region 3. Chicago. Fual Facility b Haterials Safety 

Branch, DUBRY. N. E. Region 3. Chicago. Office of the Director. 
79/10/30. 10pp. 


DOCKET 70-1201 UF 6 CONVERSION FACILITY. BABCOCK & UILCOX CO. 


79120S0493 Discusses IE insp of facility to review adequacy of 
operations. licenses b amend application to modify emergency 
evaeuetlon procedures, 

KETZLACH.N. Uranium Fuel Licensing Branch. 79/10/31. 4pp. 


7912170043 Discusses insp of BbU Naval Nuclear Fuel Dlv facility. 
Ceaaerelal Nuclear Fuel Plant b Lynchburg Research Ctr. 
Iffiplementation of packaging, transport, b. burial of low level 
radwasto per IE Bulletin 79-19 was adequate. 

KETZLACH.N. Uranium Fuel Licensing Drench. 79/1C/31. 4pp. 


7913280994 Discusses site visit of facilities for routine Insp b 
review actions taken in response to IE Bulletin 79-i9. 
"Packaging of Low Level Haste for Transport b Burial," 
KETZLACH. N. Uranium Fuel Licensing Branch. 79/10/31. 4pp. 


79t32fi0001 Advises that complete ravieien of procedure addressing 
shlpaient b receipt of radloective matli por IE Bulletin 
79-19 will be completed by 600201 instead of 791231. as 
indicated. 

ZEFF.D, H. Babcock b Ullcoi Co. 79/12/12. Ip. 


DOCKET 70-1297 MIXED OXIDE FABRICATION PLANT. EXXON NUCLEAR CQ. . INC. 


7913100393 Refunds portion of fee for Amend MPP-2 to Llcenae BNH-960< 
incorporating security guard training b qualification plan. 

HILLER. W.O. License Fee Management Branch. 79/11/02. Ip. 


7912180029 U Process Licensing Bsction Input to safety ovaluatlon re 
proposed laundry syi for U-centaminated clothing. 

STEVENSON. R. L. Office of Nuclear Reactor Regulation. 79/11/06. 
2pp. 


7912300239 Notifies of Amerid 20 to Llcante SNH-1227.autheriztng 
installation b use of laundry for U-contaminatad protecttva 
clothing. 

CRDU.N.T. Uranium Fuel Licensing Branch. 79/11/06. Ip. 


7912170073 Responds to 791008 submittal of revised pages to fundsnenial 
nuclear matl control plan. Revision 2.1 of Amend MPP-2 
approved. Info In 791009 Itr proprietary <ref 10CFR3. 7901. 

PARTLCH. J. 0. Material Control Licensing Branch. 79/11/19. Ip. 


7913170121 Notifies of partial refund of amount paid for review of 
Amend 20 to License SNM-1227. 

HlLLEfliW.O. Uranium Recovery Licensing franch. 79/lt/19. Ip. 


7913200437 PNS-V-79-O02: on 791 ISO, 1 i c ensee reported questioning by FBI 
Portland. OR ofc as to ujhethor Pu was SNti. Agency 
invest igat ing offers bo sell Pu nitrate. 

NORDERHAUO.L. R. Region 3. San Francisco. Office of the Director. 
79/11/26, Ip. 


791S190543 Requests payment of Category 1C fee re 791114 amend request 
for physical protection plan to process mired oxide finished 

fuel rede. 

WEISSj J. &. License Fee Managomant Branch. 79/12/03 Ip. 


DOCKET 70-1308 MORRIQ OPERATIONS, GENERAL ELECTRIC CO. 


7912110416 Summary of 791004 meeting w/OE in Silver Spring. HD re 
possible addl work at Morris operation. 

EKP80N.F.H. Advanced Fuel b Spent Fuel Licensing Branch, 79/10/17. 

3pp. 


7912120066 PN0-I11-79-D29. on 791023. ossontlal svcs motor generator set 
tripped. re sul ting in tripping of Unit 3 reactor. Caused by 
slamntng of oseentlal svcs electrical panel door. 

CREED. J. Region 3. Chicago. Office of the Director. 79/10/26. 

3pp. 


79133100S2 Responds to vendor 790819 b 1001 Itrs re revised security 
personnel training b qua 1 1 f icat ion plan b to 791002 Itr re 
revised safeguards contingency plan. Both revised plane 
acceptable. 

HCCORKLE, e. H. Physical Security Licensing Branch. 79/11/06. 

3pp. 


7918060033 Requests to bo notified of all hearings b actions re GE 
nuclear waste facility at Morris. IL. 

CREEKjL. Affiliation Unknown. 79/11/19. Ip. 


7918110142 Qtatement of position objecting to Btate of IL 790S21 
contentions. Fai led to satisfy specificity b basis 
roqulrements. Petition may be amended w/o prior approval 
within time limit specified in rules. 

ROTHSCHILD. M. U. Hoaring Branch 1. 79/11/20. 23pp. 


—7913110176 Statement of position objecting to B Rorem. et nl 790933 
contentions. Adheres to NRC 790614 response noting 
deficiencies in pot i t ion. Fai led to satisfy specificity b 
basis requirements. Cert 1 f leate of Bvc oncl. 

ROTHSCHILD. M. U. Hearing Branch t. 79/11/20. I7pp. 


7912120048 Objection to intervonor Stato of IL 790921 contentions. All 
contentions should be stricken for failure to meet code 
requirements b for lack of spec 1 flc i ty. Cart if icate of Sve 

encl. 

8ZNA.M0HSKI, R. H. ROONEY. M. A. General Electric Co. 8ZUAJK0H8KI. R. U 
Hayart Brawn & Platt. 79/11/20. 12pp. 


7918130156 Dbjaetian to interveners BL b R Rorem 79092S contentions. 
Contentions 3. 4,6. 7 b 9 irrelevant. Contontinns 2. S b 8 
otiacli validity of existing regula t ion. Ail contentions 
should be stricken. Car tl f 1 Cato of Bvc encl. 

8ZUAJK0KSK1. R. U. RDDNEY.M.A. General Electric Co. BZHA.WQUEKI. R. U 
Hayar. Broun b Platt. 79/11/20, 7pp. 


DOCKET 70-1362 HAHNEMANN MEDICAL COLLEGE b HOSP. PHILADELPHIA. PA 


791206DS4B Aek receipt of 791015 Itr informing NRC of steps taken to 
cvrrect violations noted in IE Insp Repts 30-02959/79-01 b 
70-1348/79-01. 

MCCLlbfTDCK.R. □. Region S, Philadelphia, Office of the Director. 
79/11/01. Ip. 


—7912060299 Responds to NRC 791001 Itr re violations noted in IE Insp 
Repts 30-02999/79-01 b 70-1362/79-01, Correc tlve actlons;naw 
equipment ordered to check lodination b safety procedures 
Initiated re radioactive package disposal b lab. 

LIKOFF.H. Hahnemann Medical College b Hasp, of Philadelphia. PH, 
Pennsylvania. 79/ 10/19. 2pp. 


— 7912060269 Foruards IE Insp Repts 30-02999/79-01 b 70-1362/79-01 on 
790920-21 b notice of violation. 

KCCLINTOCK, R. 0. Region 1. Philadelphia, Office of the Director. 
79/01/01- 2pp 
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79ia060a7V Notice of violation from 

no ted . fat lore to make adequate our 
labs 4« unrestritteo areas ^ failor 
procedures ro radioactive package 
• Region ). Philadelphia. Dffii: 
2pp- 


insp un 790920 & 121 . Noncoap 1 iance 
vegs of iodination in 
e to initiate safety 
d 1 sposa 1 

e of the Director. 79/10/01. 


791S3&037t Response to intervenors Carolina Environ Studg OroupiNRDC 
t, State of SC opposition to NRC 790907 request for 
protective order re spent fuel transport route Info- 
Certificate of Sve end. 

KETCHEN.E- fi. Hearing Branch 4. 79/12/10. 7pp. 


DOCKET 70-1729 FUEL HEC. t S70R ETA. . ALLIED GENERAL NUCLEAR 8 EBV1CE B 


79120&004I Heqoests correction of re 
Assistant Attg General. SC Dept of 
For Rpbersan. 

WILSON. R.P South Carolina. State 


cord to substitute RP Uilson* 
Health t Environ Control< 

of. 79/Il/lb. Ip. 


79i306Q03i Foruiards notice 
Certificate of Sve end 
DOSKEV. B- Volpo. ItDskey 


of TS Hoore withdrawal from proceedings, 
t Lyons 79/11/28. 3pp. 


DOCKET 70-2205 ST. LUKE'S HOSP MILWAUKEE.UI 


DOCKET 70-275/1 TRANSNUCLEAR. INC. 


79i207OOB5 Forujards IE Insp Ropts 70-2756/79-01.79-2761/79 01 b 
70-2776/79-01 on 790925. No none omp 1 lane e noted. 

KARTlNiU.O. Region 1. Philadelphia, Safeguards Branch. 79/10/17. 

3pp. 


—7912070091 IE Insp Repts 70-2796/79-01,70-2761/79-01 J. 70-2776/79-01 
on 790925. No noncompliance noted. Major areas Inspected; 
security measures re etport shipment of SNM. Details withheld 
Iref 10CFR2. 7901. , , 

&H1TH.R.H.> ROOERSiM-E. Region 1. Philadelphia, Office of the 
Director. DEVLIN, J. Region 1, Philadelphia, Safeguards Dranch. 

79/10/16. Ip 


7912050471 Responds to FOIA request for documents re HRC insps of 8t 
Luke's b 3t Mary's Hasps in Milwaukee, WI since Jan 19/9. 

Forwards insp repts of 791102 for each facility. 

CARRiJ C. Division of Rules and llaeords. 79/11/19. »p- 


— 7912050402 Forwards IE Insp Rept on 
DAVIS, A. B. Region 3. Chicago, 

Branch. 79/09/12. Ip 


790B24 b 27. 

Fuel Facility !. Haterials Safety 


—7912050403 IE insp Rept on 790B24 U 27. Noncompliance not stated. 
TONGUE, T. M. Region 3, Chicago, Uffice of the Director. 
79/09/11. 19pp. 


DOCKET 70-2761 TRANSNUCLEAR, INC. 


7912070009 Forwards IE Insp Repts 70-2756/79-01,79-2761/79-01 b 
70-2776/79-01 on 790925. No n oiicomp 1 i anc B noted. 

HARTIN.H.O. Region I, Philadelphia. Safeguards Branch. 79/10/17. 

2pp. 


-7912070091 IE Insp Repts 70-2756/79-01,70-2761/79-01 b 70-2776/79-01 
on 790925. No noncompliance noted. Major areas Inspected: 
security measures re export shipment of SNM. Details withheld 
(ref I0CFR2. 790). 

SHITKiR H > ROGERS, M.E, Region 1, Philadelphia, Office of the 
Director. DEVLIN.J. Region 1, Philadelphia, Safeguards Branch. 

-7B/in/IA in 


DOCKET 70-2623 MCGUIRE SPENT FUEL POOL. DUKE POWER CO. 


7912050318 Notice of transmittal of proposed interfacility 
transportation route desc r Ip t ion, maps b routa summarg in 
response to NRC 791102 order. H/o end Certificate of Swe 
end. 

HOEFLING, R. K. Kearlng Branch 4 79/11/07. 3pp 


DOCKET 70-2776 TRANSNUCLEAR, INC. 


7912070083 Forwards IE Insp Repts 70-2756/77-01.79-2761/79-01 b 
70-2776/79-01 on 790923. No noncomp I lance noted. 

HARTINiH.O. Region 1, Philadelphia, Safeguards Branch. 79/10/17. 

2pp. 


7912060092 Memerandum eiplaining 
order will be Issued. 

BISHOP, C.J. Atomic Safety and 
4pp. 


uhg no full opinion re NRC 790906 
Licensing Board Panel. 79/tl/OB. 


7912100135 Forwards desci iption of proposed transportation routes from 
Oconee to McGuire. maps of routes & route summary. per 
affidavits of nondisclosure 

HDEFLINO, R. K. Hearing Branch 4 79/11/16. Ip. 


7912060034 Ack receipt of Carolina Environ Study Group, State of BC b 
licensee executed affidavits re protected malls per 
Cammlssion 791102 order. NSUC will not execute affidavit. 

Protected Into should be sent to persons listed in end. 

BICKWIT.L. Office of the General Counsel. 79/11/27. 2pp. 


— 7912070091 IE Insp Repts 70-2756/79-01,70-2761/79-01 b 70-2776/79-01 
on 790985. No noncompliance noted. Major areas Inspected: 
security measures re export shipment of SNM. Details withheld 
irof 1OCFR2.790). . .. 

SMITHiR-H. , ROGERS, M. E. Region 1, Philadelphia, Office of the 
Dlrectur. DEVLIN, J. Region 1, Philadelphia, Safeguards Branch. 

79/10/16. Ip. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOC»«T 71-0003 EXXON NUCLEAR CO. , INC. 


791206060B Response to Comral ss iun 791102 order inviting execution of 
nondisclosure affidavits re routing of info for spent 
nuclear fuel trans shipment Urges denial of NHC petition for 
revl ew. Cert i f icate of Sve end. n 

FLEISCHAKER, D. Natural Resources Defense Council. FI-ElSCH«tERj II. 
Flelschaler, D. S 79/U/30. 7pp. 


7912270124 Forwards chart of Exxon Nuclear current corporate 
organliatioT). Supplies addresses for correspondence re fuel 
facility licensing b transportation licensing. 

NlLSONiR. Exxon Nuclear Co., Inc. Isubs. of Exxon Corp. ). 

2pp. 


79/11/20. 


7912110432 Response In opposition to Commission 79II02 order Inviting 
execution of affidavits of nandisdosure re spent nuclear 
fuel transshipment routing info. Declines invi tation. Urges 
denial of NRC request for revi eu. Cert If icate of 3vc end. 
FLEISCHAKER, D. Natural Resources Defense Council. FUEIBGHAKEH. II. 
Fleischaker, D. S. 79/11/30. 7pp. 


7912190004 Requests confirmation of availahHity of C Marotta to assist 
in Oconee/McOulre hearings w/completlon date of 791214. 

R0U3E,L.C. Advanced Fuel b Spent Fuel Licensing Branch. 79/18/03. 

Ip. 


7918140108 Order correcting transcript of W Bateman 790913 testiiwny. 
Grants KS McGovern request that 791116 Itr fc attachment he 
associated w/transcript of H Oateman testimony. 

MILLER, M E. Atomic Safety and Licensing Board Panel. 79/12/06. ip. 


DOCi^T 71-0006 UNITED NUCLEAR CORP. 


7918040020 Forwards QA program approval for radioactive mail package. 
HMDQNALDiC. E. Transportation Branch. 79/11/20. tp. 


--7912O40023 QA program approval for radioactive mail package: 0006 
Revision 0. . 

HACIHINALD, C. E. Transportation Branch. 79/10/17. !p. 


7912060140 Forwards QA program approval for radioactive mail package. 
HACDWALD, C. E. Transportation Branch. 79/11/26. Ip. 


-7912060147 QA program approval for radioactive tnatl package: 0006i 
HACDONALD, C, E. Transportation Branch. 79/11/26. ip. 


--7918140112 Forwards corrections to transcript of U Bateman 7909X3 
testimony. 

MCOOVERN.K. S. Energy. Dept, of 79/11/16. 2pp. 


7918270050 Disavows 791126 QA program approval for radloaetlva mail 
packages 0006. Revision 0, as previous 791120 approval remains 

mcDONALD, C. E. Transportation Branch. 79/12/10. Ip. 
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OaCKET 71-0024 HITTMAN NUCLEAR *. DEVELOPMENT CORP. 


79122600S3 PoTward* QA program approval for radioactive matl package 
MACDONALD. C, E. Transp orta 1 1 on Dra nc h . 79/12/06. Ip, 


—7912260033 Qa program approval for radioactive matl packag ■: 0QS4« 
Revision 0. 

HACDDNALD. C. E. Transportation Dranch. 79/12/06. Ip, 


DOCKET 71-0026 EASTERN TESTING & INSPECTION 


7912120523 Foryards QA program approval for radioactive matl package. 
MACDONALD. C, E. Transportation Branch. 79/12/04. Ip. 


—7912130327 QA program approval for radioactive matl pac kage: 0036. 
Revieion 0. 

MACDONALD. C. E. Transportation Dranch. 79/12/04. Ip, 


SOCKET 71-0027 BABCOCK & UILCOX CD, 


7913170153 Poruards revised QA requirements & measures for 
transportation packaging as applied to industrial 
rad iography. 

VAUSm. H, Babcock b Ullcos Co, 79/12/lS, Ip, 


—7912170162 Revised QA requirements b measures for transportation 
packaging as applied to industrial radiography, 

• Babcock b Milcoi Co. 79/13/12. Dpp. 


DOCKET 71-0060 M0RRI5DN-KNUDSEN CO. . INC. 


7912260036 Poruards OA program reflecting addl info requested In 791039 
I tr- 

PETEREON. B. H, Morrison Knudien Co.. Inc. 79/12/04, Ip. 


— 791226003B OA program reflecting addl inPo requested in 791029 Itr. 
• Harrison Knudsen Co.. Inc. 79/12/04. 3pp. 


DOCKET 71-0073 HDHRISON-KNUDBEN CD. . INC. 


7913260036 Poruards QA program reflecting addl Info requested in 791039 
1 tr. 

PETERSON. B. H. Morrison Knudsen Co.. Inc. 79/12/04. Ip. 


— 791226003B QA program reflecting addl info requested in 791029 Itr. 
• Harrison Knudsen Co.. Inc, 79/12/04, 3pp. 


DOCKET 71-007? BABCOCK b UlLCOX CD. 


79IS060151 Poruards QA program approval for radioactive matl package. 
HACDDNALD. C. E. Transportation Branch. 79/11/26. Ip. 


— 7912060160 QA program approval for radioactive matt package; 0079. 
Revision 0. 

MACDONALD. C. E. Transportation Dranch. 79/11/26. Ip. 


DOCKET 71-OOBB BABCOCK b UILCDX CO. 


7912200030 Poruards QA program for shipping con talnsrs. Revl sian 8. 
CDRDANT.R.A. Babcock b Hllco> Co. 79/11/12. Ip. 


—7912200035 OA program for shipping cental ners. Revlsl on 3. 
^ Babcock b Uilcox Co. 79/11/12. 35pp. 


7918190469 Poruards OA program approval for radioactive matl package. 
HACDDNALD. C. E. Transportation Branch. 79/12/10, Ip, 


—7912190474 OA program approval for radioactive matl package: OOBB. 
Revision 0. 

HACDDNALD. C. E. Transportation Branch. 79/12/10. Ip, 


DOCKET 71-0096 PAN AMERICAN WORLD AIRWAYS 


7912200116 Requests extension until 791231 to file revised QA program. 
SUNN.N. H. Pan American World Alruays. Inc. 79/11/OB. 2pp. 


7912210149 Approves of request for eitension until 791231 to file QA 
prograB for radioactive shipping packages. 

HACDDNALD. C. E. Transportation Branch. 79/12/04. ip. 


DOCKET 71-0114 CDLOY-THIEUMEIER TESTING CO. 


7912210183 Poruards QA program for industrial radiography. 

THIELHEIER. U. F. Co I by-Ih i elmi o r Te sting Co. . Inc . 79/11/29. Ip. 


— 79122IOIB9 QA program far industrial radiography. 

* Colbg-Thleloier Testing Co., Inc. 79/11/23. 3pp. 


DOCKET 71-0121 NEUTRON PRODUCTS, INC. 


7912060209 Bubaits request for addl info to complete revieu of 
Revision 1 to OA program 

HACDDNALD. C.E. Transp ortat i on Dranch. 79/11/26. Ip. 


DOCKET 71-0159 LDCKIIEED MISSILES b SPACE 


7918140541 Submits addl info necessary For approval of QA program. 
Organ! lational chart end. 

QRR.H.O. Lockheed Missiles b Space Co. (subs. Lockheed Aircraft 
Carp. I. 79/11/02 2pp 


DOCKET 71-0160 OMAHA TESTING LADS. , INC 


7912140143 Requests copy of NRC 791002 Itr requesting addl info re QA 
prograa for receipt, hand! ing b shipment of radioactive matl. 
HERTZ.L.R. Omaha Nondestructive b Metallurgical Testing, Inc. 
79/11/23. Ip. 


DOCKET 71-0193 NAVY, DEPT DF 


7912040071 Poruards QA program approval for radioactive mail package. 
HACDCINALD.C.E. Transportation Branch. 79/11/20. Ip. 


—7912040072 OA program approval for radioactive matl package; 0193, 

Revision 0. 

MACDONALD. C. E. Transportation Dranch. 79/11/02. Ip. 


DOCKET 71-0199 NAVY, DEPT. DF 


7912200146 Poruards OA program for industrial radiography, in response 
to NRC 780501 Ur. 

SPENCER. K.A. Navy. Dept of. 79/11/OB. ip. 


— 7912200134 OA program for industrial radiography. 
8PENCra.H. A. Navy. Dept. of. 79/11/09. 3pp. 


7912180510 Poruards OA program approval for radioactive matl package. 
MACDONALD. C. E. Transportati on Dranch. 79/12/04. Ip. 


— 7912180512 QA program approval for radioactive matl package: 0199, 
Reviaion Q. 

MACDCn4M.D.C.E. Transportation Dranch. 79/13/04. Ip. 


DOCKET 71-0206 PRYOR FOUNDRY. INC. 


7912100059 Bubmits QA program in response to NRC 790B03 request. 
FULLER.E. J1 Cose Co. 79/11/21. Ip. 


■79121B006B Ack -receipt of 781130 application for approval of OA 
program. Program does not meet requirements. Requests revised 
application b foruards sample OA program. 

KACDONALD* C. E. Transportation Dranch. 79/0G/03. 4pp. 
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DOCKET 71-0235 NAVV.DEPT.OF 


7?12130016 FoTuiards QA program approval for radioactlva matl pacKago. 
MACDGNAUD. C. E. Transportation Branch. Ip. 


DOCI^ 71-0349 CATERPILLAR TRACTOR CO. 


79IK0O1S4 Foruiard* corrected OA program for Industrial radlographg. 
VOGEU>S.\l. Caterpillar Tractor Co. 79/11/05. Ip. 


-7912130019 OA program approval for radioactive matl pac tage: 0229i 
Revision 1. 

MACDONALD. C. E. Transportation Branch. 79/12/04. Ip. 


— 7912300102 Denies 790926 request for approval of QA program. 
Organiiatlon chart b text are not 

HACOONALD. C. E. Transportation Branch. 79/11/05. Ip. 


DDCKET 71-0239 NAVY. DEPT. OP 


7912100153 Foruordi QA program approval for radioactive mat! package. 
MACDONALD. C. E. Transportation Branch. 79/12/04- Ip. 

— 7912180159 OA program approval for radioactive matl paclcaga:023?i 
Ravi slon 0. 

MACDONALD. C. E. Transportation Branch. 79/12/04. tp. 


— 7912S00140 QA program for industrial radiography. 

VOeELiR.J. Caterpillar Tractor Co. 79/11/05. 4pp. 

79I2120S19 Foruards QA program approval for radioactive isatl package. 
MACDONALD. 0. E. Transportation Branch, 79/12/04. Ip. 

—7912120521 OA program approval for radioactive matl package: 0349. 
Revision 0. . 

MACDONALD. C. E. Transportation Branch. 79/12/04. Ip. 


DOCKET 71-0240 MONSANTO RESEARCH CORF, 

7912060211 Foruards OA program approval for radioactive matl package. 
MACDONALD. C, E. Transpor kation Branch, 79/11/26. ip. 

— 7912060217 OA program approval for radioactive matl package: 024B. 
Revision 1. 

MACDONALD. C. E. Transportation Branch. 79/11/26. ip. 


DOCKET 71-0352 NILES STEEL TANK CO. 


7912180654 Foruards QA program. 

HDOD.J.C. Nlleo Steel Tank. 79/11/20. Ip. 

— 7912180657 Revised QA manual for hand ling, storage li shipping of 
radioaetlye matl shipping packages. 

UOaO.J.C. Niles Steel Tank, 79/11/20. lOpp, 


DOCKET 71-0250 TRANSNUCLEAR. INC. 


DOCKET 71-0355 JERSEY CENTRAL POWER *■ LIOHT CD. 


7912270027 Foruarde Revision 1 to QA program for deal gn. mfg. test. use. 
Plaint A repair of packaglngs in transport of radioactive 
matls. 

OOLDMANN. K. Transnuclear. Inc. 79/12/07. ip. 


—7912270029 Ravielon 1 to QA program for design. nfg. teste uie.nalnt A 
repair of packaglngs in transport of radioactive matls. 

» Transnuclear. Inc. 79/12/07. 41pp. 


7912040032 Forwards QA program approval for radioactive matl package. 
KACDOMALD. C. E. Transportation Branch. 79/11/20. Ip. 


—7913040035 QA program for radioactive matl package; 0355. Revision 0. 
MACDONALD. C. E. Traniportation Branch. 79/10/33. Ip. 


OOCI^T 71-0356 NAVY. DEPT. OF. UBS PIEDMONT 


DOCKET 71-025B NUCLEAR ENeiNEEHINO CO., INC. 


7912190164 Foruards QA program approval for radioactive nstl packege. 
MACBONALDi C. E. Transportation Branch. 79/13/04. Ip. 


7912040010 Foruards request for add! info to complete review of OA 
program. 

MACDONALD. C. E. Transportation Branch, 79/1S/20. 2pp. 


-7913100169 QA program approval for radioactive matl package: 0356. 
Revision 0. 


n /* e- 










7912310064 PNO-IIl-79-046; on 791 127. State of NU Dept of Public Health 
is holding public hearing in Carson City to deternina 
whether facility license should be susp ended. revoked or 
modified. ..... . t.. 

JOROENSEN. D. L. Office of Inspection b Enforcement. Office of the 
Director. DOVD.D.C. Region 3. Chicago, Office of the Directnr. 
79/11/26. tp. 


DOCKET 71-0357 NAVY. DEPT, OF, U98 VULCAN 


7912190251 Foruards QA program for industrial radiography in response 
to NRC 780501 Itr. 

BPENCEfi.H.A, Navy. Dept. of. 79/11/08. Ip. 


DOCKET 71-0345 CAROLINA POWER 4 LIOHT CO. 


79L2120529 Forwards QA program approval for radioactive metl package. 
MACDONALD. C. E. Transportation Branch. 79/13/04. Ip. 


— 7912120503 QA program approval for radioactive matl package: 0345. 
Revision 1, 

MACDONALD. C. E- Transpor tati an Branch. 79/12/04. tp. 


DOCKET 71-0347 STONE & HEQSTER ENOINEERINO CORP. 


7912200119 Foruards revised corporate radioactive matls QA pragmaa in 
response to NRC 791009 request, W/o end. 

OIBSDNiJ. D. Stone b Hebetar Engineering Corp. 79/11/09. tp. 

7912120516 Foruards OA program approval for radioactive matl package. 
MACDONALD. C. E. Transportation Branch. 79/13/04. tp. 


— 7912190254 QA program for industrial radiography. 
SPENCER.H.A, Navy, Dept. of. 79/11/09. 3pp. 


79121S0144 Foruards request for addl info to complete revieu of QA 
program. 

HACDDNALD. C. E- Transportation Branch. 79/12/04. 2pp. 


DOCl^ 71-0358 NAVY, DEPT. OF. USS SIERRA 


7912190473 Foruards OA program for industrial radiography. 
BRYAMT.F.S, Navy, Dept. of. 79/11/14. Ip. 


— 7912190479 QA program for industrial radiography. 
RINOBLEV.3.8. Navy. Dept. of. 79/11/14, 3pp. 


7912100180 Foruards updatad QA program for industrial radiography. 
BRYAMT.F.S. Navy. Dapt. of. Forces Afloat. 79/11/21. Ip. 


— 7912120517 QA program approval for radioactive matl packagt: 0347. 
Revision 0. 

MACDONALD. C-E. Transportation Branch. 79/12/04, Ip. 


-7912160187 Updatad QA program for industrial radiography. 
KJfjeSLEY.a.S. Navy, Dept. of. 79/11/14. 3pp. 


7912270348 Foruards QA program approval for radioactive metl peckage. 
MACDONALD, C. E. Tronspoptatlon Branch. 79/12/10. Ip. 
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-7918870S9S OA progrJn approval tor radloactlvt mail pac kaga; 0398r 
Rtvialon 0 . 

KACDONALD, C. E. Transportation Branch. 79/12/10. Ip. 


DOCKET 71-0399 PICK INBTflUMENT PRODUCTS CO. . INC. 


79181S0339 Forwards OA progran for mfg radioactive natl transport 
equip aent. 

hMCDONALD. C,E. Pick Instrument Products Co.. Inc. 79/11/27. tp. 


— 791&1B0399 OA program for mfg radioactive tnatl transport equipment. 
PICKEN9.F.H. Pick Instrumsnt Products Co. . Inc. 79/11/30. 19pp. 


DOCKET 7t-03AO NAVV. DEPT. OF. UBS YOBEHITE 


7719100137 Forwards OA program for industrial radiography. 
OARDflER. D. C. Navy. Dap t. of . Forces Afloat. 79/11/lA. Ip. 


**-7918tB0140 QA program for Industrial radiography. 

VELAZOUEZBUAREZ Navy. Dept. of. Naval Invastigativa Service. 
79/U/lA. 3pp. 


DOCKET 71-0362 HISCDN3IN PUBLIC SERVICE CORP. 


'DOCKET 71-S0B6 MODEL: UNC-2fa00. OENERAL ATOMIC CO. 


7912810341 Forwards Revision 1 to Certificate of Compliance S0B6 for 
Model UNC-260D. 

HACDONALD. C. £. Transportation Branch. 79/12/10. 2pp. 


•7913810346 Certificate of Compliance 9086. Revision 1 for Model 
UNC-S&OO. 

HACKINALD. C. E. Transportation Branch. 79/12/10. Spp. 


DOCKET 71-939S MODEL: CC. WESTIN0H0U9E ELECTRIC CORP. 


79121B0304 Requests renewal of Certificate of Compliance 9399. Package 
Info raferencad by current NRC certification consolidated 
Into tingle application. Package description, fee. ti drawings 
encl.Ekaven ovcrslie drawings available Central Files only. 
DIPIAZZAiR.P. Uastinghouse Electric Carp. 79/10/17. 37pp. 


7913060219 Forwards Revision 4 to Certificate of Compliance 5395 for 
Nodal CC shipping container. 

MAClK^ALDiC. E. Transportation Branch. 79/11/26. Ip. 


--791SO60822 Cartlflcata of Compliance 9395. Revision 4. for Madel CC 
BAlpitlng container. 

MACODNALD. C. E. Transportation Branch. 79/11/86. 4pp. 


7713310439 Notifies that radioactive matl ehipplng activities to ba 
parfarmed par util OA program. 780120 Rtvleion 2iappravad 
790723. 

RICHNONO.J.. LUOHA.C.R. Wisconsin Public Service Carp. 79/11/27. 
Ip. 


DOCKET 71-8490 MODEL: RCC-1, -2. -3. WE8TIN0H0USE ELECTRIC CDRP- 


7918060642 Notification of registration as user of Models RCC.RCC-l. 
RCC-2 b flCC-3 in response to request. 

HACS^lALOi C. E. Transportation Branch. 79/11/20. Ip. 


DOCKET 71-0363 BRIOOB ENOINEERINO b TEBTINC CO.. INC. 


7713310433 Forwards OA program for Industrial radiography, 
BKOROHAD.P, H. Briggs Enginatrlng b Tasting. 79/11/21. 4pp. 


— 7918210437 OA program for Industrial radiography, 
a Briggs Engineering b Tasting. 79/11/21. Spp. 


DOCKET 71-0364 NAVAL NUCLEAR POWER UNIT PORT MUENEME. CA 


79i2S10'418 Forwards endorsed QA program. 

VOOT.U.F. Navy. Dept, of. Naval Nuclear Powpr Unit. 79/11/37. 2pp. 


"7918210429 Endorsed QA Program for radioactiva matl shipping program. 
OREEH.O. E. Navy. Dept. of. 79/11/20. Spp. 


DOCKET 71-4949 MODEL: UNC-1434. COMBUBTION ENOINEERINO CO. ■ INC. 


7912100039 Forwards revised Page 1 of application for rsniual. 
Cartlflcata of Compllanea 4949. 

L'HEUREUX.U. United Nuclear Carp. . UNC flacovary Systems Div. 
79/11/14. 2pp. 


DOCKET 71-9026 htOOEL; 60-48-220. ATCOR. INC. 


791S1000B4 Requests registration as user of Models Vandanturgh. 6144. 
6244. FB-1. LL-SO-lOO.OE-1600, CN31-14-199-H. CN81-31-3aO. 
CN9-160D>Radwasta Carrier 1. CN3-S0A> 7-100. BC-48-S20. LL-2B-4 
b AL-33-90. 

CLAYTON. F. L, Alabama Power Co. 79/11/06. 2pp. 


7918100399 Notification of registration as user of Models LL-2a-4.M-S9i 
P3-1.6344. AL-33-90iCN6-BOA.Radwaata Carrier 1.7-100. 
LL-90-l00jBC-4B-aa0 b CNB1-14-I9S-H in response to Itr. 

MACDONALD. C. E. Transportation Branch. 79/11/20. Ip. 


DOCKET 71-9099 MODEL: UOANV NIT-TNtt. NUCLEAR FUEL SERVICES. JHC. 


7912140210 Forwards Revision 6 to Cartlflcata of Compllanea S099 for 
Modal NFS Uranyl Nitrate Tank Trailer, 

MACDONALD. C. E. Transportation Branch. 79/18/04, 2pp. 


-—7912140219 Certificate of Cofflpilanc.e 5099. Revision 6. for Modal 
Uranll Nitrate Tank Trailer. 

MACDONALD, C.E. Transportation Branch. 79/12/04. 3pp. 


DOCKET 71-9467 KODELB: MARK VR, VE b MARK 19. ENEROY. DEPT. OF 


79130S04S9 Forwards updated Attachmant D to Certificate of Compliance 
9467>RBvliiDn 4 re packaging b shipping limits for Mark VR. 

VE b 19 cores b slugs. 

RQSB.D.N. Energy. Dept. of. 79/10/30. 2pp. 


7913810419 Forwards Revision 4 to Certificate of Compliance 5467 for 
boxas w/llds b pallets w/covers b ui/o covers, Supporting 
technical Info end. 

RCSS.D.M. Energy. Dept. of. 79/12/03. Ip. 


— 7913210429 Cartlflcata of Compliance 9467. Revision 4. for boiss u/lid 
pallets w/covers b pallets w/o covers. Interdepartmental 
corraapondence end. 

• Energy, Dept. of. 79/00/13. I3pp. 


— 7913210434 BuppI to “BAR for Packaging Steal-Banded Woodan Shipping 
Centalntre for Slightly Enriched U Metal (NLCO-1 107). “ 

Ht»4H0NEN. D. U. E. I. du Pont do Nemours t Co. . Inc. DPSPU 79-184-2. 
79/06/30. 13pp. 


DOCKET 71-9641 MODEL; UNC-2SOO 


7913310899 Notifies of eiplrablon of Certificate of Compliance 9641 f> 
Model UNC-2900. To continue using package, should submit 
consolidated applicatlaii b drawings for ronoual. 

HACDOdALD. C. E. Transportation Ilranch. 79/12/07, ip. 


DOCKET 71-376B MODEL; BB-SSO-H. CQHDU8TIGN ENOINEERINO CO. . INC, 


7912100469 Forwards Revision 8 to Certificate of Compliance 5760 for 
Modal BS'3SD-2. 

MACSffifALD.C.E. Tranepor tat 1 nn Drench. 79/11/30. Qpp. 


— 791S100466 Certlficote of Compliance 576S. Revision 2. for Model 
fiB-250-2. 

HACDQNALDtC. E. Trantportatlan Branch. 79/11/30. Spp. 


DOCKET 71-^796 MODEL: 101361. PICKER CORPORATION 


7913060001 Requests registration as user of Models 1B137S. 1B1361 b 
E-MEH-OO-00004. 

I^.BLEYaN.D. Advanced Medical Systems. Inc. 79/11/02. Ip. 
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7912070509 Rmiuests registration as user of Hodels 1B1375 ti lQi3&l & 
E-HEH-QO-00004. 

HELBLEV.N.D, Advanced Medical Sijstetns- Inc. 79/11/02. IR. 

7912070010 Notification of registration as user of Kadels 101379 & 
101361 || E-MEH-00-00004 in response to request. 

MACDQNAUDp C. E- Transportation Branch. 79/11/30. Ip. 


DOCKET 71-6H4 MODEL: 6144. NUCLEAR ENQlNEEfilNO CO. 


7912100^4 Requests registration as user of Models Vandenburghi 6144, 
6244.PB-l.U,-50-100i GE-1600, CN31-I4-195-H. CNSl-21-300. 
CNS-’160O>Raduasta Carrier I, CNB-0OA. 7-100, BC-40-S2O, LL— 20-4 
b AI.-33-90. 

CUAV70N. F- 1- Alabama Power Co. 79/11/06. 2pp. 


7912280241 Forwards request for addl info re proposed C5-137 source 
capsule. for review of 791002 amend request for Model 101361 
pac kaging 

MACDONALD, C. E. Transportation Branch. 79/12/03. 2pp. 

DOCKET 71-5005 KaQEL:ATCOR VNDB CAEK. ATCOR, INC. 


7912O6OS01 Notification of registration as user of Models Super Tiger 6 
6144 in response to request. 

HACDWiALD, C. E. Transportation Branch, 79/11/20. Ip. 

7912070512 Notifies that approved QA program la required prior to 
registration as package user or delivery of licensed mail 
to carrier, re 790023 request. 

HACDWALD.C. E. Transportation Branch. 79/11/20. Ip. 


79121000B4 Requests registration as user of Models Vandenburgh. 6144. 
6244,PD-l,LL-50-100,0E-16OO, CN01-14-1 9S-H. CHS1-21-3O0. 

CN3-t600, Radwaste Carrier I. CNS-BOA, 7-l<M>, BC-48-220. LL-2a-4 
b AL-33-90 

CLAVTON-F.L. Alabama Power Co. 79/11/06, 2pp. 


7912060144 Notification of registration as user of Hodels CN91— 1600. 
OE— 1600, Vandanburgh 6 PE-1. 

MACDONALD, C. E. Transportation Branch. 79/11/20. Ip. 


DOCKET 71-3939 MODEL: GE-1500. GENERAL ELECTRIC CO. 


7912130045 Requests renewal of Certification of Compliance 6144. 
BAER.T.S, Nuclear Engineering Co., Inc. (subs, of Teledyne. Inc. >. 
79/11/27. Ip. 

7912I1DD57 Notification of registration as user of Models 6144 U 
CHB-ltaO. 

|fAC0t91AUD,C. E. Transportation Branch. 79/11/30. Ip. 


7912200619 Requests registration as user of Model 6144. 

H19R0.J. J. Tech/Dps (Technical Operations, Inc.). 79/12/03, Ip. 


7912060110 Notification of registration as user of Model (JE-1500. 
MACDONALD, C. E. Transportation Branch, 79/11/16. Ip. 


7912060216 Notification of registration as user of Model SE-1500. 
MACDONALD, C. E. Transportation Branch. 79/11/16. Ip. 


DOCKET 71-6206 MODEL; B, BABCOCK b HILCOX CO. 


7912270031 Forwards application for reitsuance of Certificate of 
Coapliance 6206 for Model B fresh fuel shipping container. 
Certificate dtd 700116 6 supplemented 700303, b 790321. 

ZEFF.D.U. Babcock t> Hllco* Co, 79/11/20. 11pp. 


7912200622 Notifies that failure to file QA program by 790101 resulted 
in elimination of registered user status. Model QA program h 
code acceptance criteria end. 

MACDONALD, C.E. Transportation Branch. 79/12/03. 14pp. 


— 7912270055 Responds to 791121 Itr requesting renewal of Certificate of 
Compliance 6206. Requests submittal of *150 renewal fee. 

NEISB, D. License Fee Management Branch. 79/11/28. Ip. 


7912270116 Forwards QA program for shipping radioactive sources. 
Requests program review. OE Model ISOO shipping cask used. 
CUTHBEftTBDN. R. Armg. D sp t. of . 79/12/04. Spp. 


— 7912270030 Responds to NRC 791128 Itr requesting submittal of fee lor 
ranewat of Certificate of Compliance 6206. Forwards check for 
. 4150. 

ZEFF.D.U. Dabcoek b Wilcoi Co. 79/12/04. Ip. 


DOCKET 71-5957 M0DEL:HMI-1. ENERGY. DEPT. OF 


7912200170 Requests registration as user of 
HART. H. C. Union Carbide Corp. 79/12/04. 


Model GMl-l. 
Ip- 


7912310061 Notifies of ejpiration of Certificate of Compliance 6206 
for Modal D.To continue using package. should submit 
consolidated application for renewal b fee. 

HACDONALD, C. E. Transportation Branch, 79/12/07, Ip. 


DOCKET 71-5900 MODEL; GE-600, GENERAL ELECTRIC CO. 


7912200105 Certificate of Compliance 5900, Revision 3, for Model SE-60O. 
IAEA Certificate of Competent Authority end. 

MACDONALD. C. E. Transportation Branch. 79/10/31. Spp. 


DOCKET 71-6244 MODEL: 6244. CHEM-NUCLEAR SVSTEMB. INC. 


7912100004 Requests registration as user of Models Uandenburghr 6144, 
6244iPB-l,LL-50-100,OE-1600, CNB1-14-195-Hr CNSl-21-300. 

CNS— 1600. Radwaste Carrier I, CNS-BOA, 7-1 00. BC-40-220, LL— 28-4 
& AL-33-90. 

CLAYTQNiF.L. Alabama Power Co. 79/11/06. 2pp. 


DOCKET 71-6050 MODEL; D3-1, NUCLEAR ENOINEERINO CO. 


7912030082 Requests amend of Certificate of Compliance 6058 for Model 
D3-! to allow nonsafety-releted variances from licensed 
drawing. Table outlining proposed changes end. 

VOTH 1 M.H. Union Carbide Corp. 79/11/03. 3pp. 


7912310379 Requests renewal of Certificate of Compliance 6030 for Model 
B3-I. 

BAER, T. 8. Nuclear Engineering Co., Ine.> (subs, of Teledyne. Inc.). 
79/11/27. Ip. 


DOCKET 71-6078 MODEL: 927 A1 b Cl. COMBUSTION ENDIHEERINB. INC. 


7912100007 Requests 9D-day eitenslon of Certificate of Compliance 607B 
for Models 927A1 b 927C1. Company Is preparing consolidated 
renewal application. 

DAKEVICH.C. J. C-E Power Bystems. 79/10/16. Ip. 


7912260040 Forwards Revision 5 to Certificate of Coapliance 607S far 
Models 927Ai & 27Ci. 

MACDONALD. C. E. Transportation Branch. 79/12/10. Ip. 


— 7912S60D41 Certificate of Compliance 6070. Revision 5. for Models 
927A1 b 927C1. 

KACOOKALD. C. E. Transportation Branch. 79/12/10. Spp. 


7912100399 Motif ication of registration as user of Models LL-28-4. H'53i 
Pa-1»6244. AL-33-90, CN6-aOA, Radwaste Carrier 1,7-100. 

LL-SO-100. aC-4B-220 b CN8I-14-195-H In response to Itr. 

MACDONALD, C. E. Transportation Branch. 79/11/20- Ip. 


DOCKET 71-6275 MODEL: LL-20-4, CHEM-NUCLEAR SYSTEMB. INC. 


79121BD09S Application for renewal of Certificate of Compliance 6273 
for CNS 0-4 (LL-3a-4) cask. 

eORBETT.J. 8. Chem-Nuclear Systems, Inc. 79/10/31. BBpp. 


791210D0B4 Requests registration as user of Models Vandenburgh, 6144, 
6244. PB-I, LL-50-100, CE-1600, CNSl-14-i95-H, CN81-21-300, 
C»e-16O0,Badwaste Carrier I, CNS-BOA, 7-100. 80-48-220, LL-2a-4 
4c W--33-90. 

'CLAyTa4.F.L. Alabama Power Co. 79/11/06. 2pp. 


7912100399 Mollflcation of registration as user of Models LL-28-4i N-59i 
PB-1, 6244, AL-33-90. CN6-0OA, Radwaste Carrier 1,7-100, 

LL-30-1OO, BC-40-220 b CNBI-14-195-H in responie to Itr. 

HACDDNALD, C. E. Transportation Branch. 79/11/20. Ip. 
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SOCKET 71-6200 MODEL; A-0109 


79>?lt0059 Foruards Revision 2 to Certificate of Compliance 62BQ for 
Model A-01O9. 

MACDONALDi C. E. Transportation Qranch. 79/11/30. 2pp. 


— 79'12110062 Certificate of Compliance 6250> Revision 2i for Model A-*0109. 
MACDONALD. C. E. Transp orta t i on Branc h . 79/11/30. 2pp. 


DOCKET 71-6300 MODEL: 

LIKC-1332. COhBUSTIQN ENOINEERINO. INC. 


7912070226 Plans no reneual of Certificate of Compliance 3493. 

KOMRV. M. R. General Atomic Co. (subs, of Oulf Oil Co.). 79/10/29. 

If- 


DOCKET 71-6349 MODEL: ANL-402-SPH. -403-SPM. E, l.DU PONT DE NEMOURS li 


7912140116 Requests registration as user of Model ANL-402-SPM-403-8PM. 
FlTZaiMMONSi T. n Energy. Dept. of. 79/10/04. Ip. 


7912100142 Discusses 791004 request re registration as user of depleted 
U shielded cask. Approved certificate of compliance for cast 
nob Is sued- App 1 ica t ion currently under revleui. 

MACDONALD. C. E. Transportation Branch. 79/11/20. ip. 


DOCKET 71-6397 MODEL: NNFD-10. BABCOCK ti UlLCOX 


7912060124 Notification of registration as user of Model NNFD-IO. 
MACDONALD. C. E. Transportation Branch. 79/11/16. Ip. 


DOCKET 71-6379 MDDEL:PB-1. CHEM-NUCLEAR SYSTEMS. INC. 


79121000S'4 Requests registration as user of Models Vandenburgh>6!44. 
6244rPB-l.LL-S0-IQ0. OE-1600. CNSI-14-199-H. CNSl-21-300. 

CNS-1600. Raduaste Carrier I. CNS-SOA. 7-100. OC-4B-220. LL -28-4 
b AL-33-90. 

CLAYTON. F. L. Alabama Poyer Co. 79/11/06. 2pp. 


7913060144 Notification of registration as user of Models CNS!-t600. 
0E-160O. Vacidenburgh b PB-1. 

HACDONALDiC. E. Transportation Branch. 79/11/20. Ip. 


7912100399 Notification of registration as user of Models LL— 23-4. N-SS. 
PB-1. 6244. AL-33-90.CN6-B0A,Raduaste Carrier 1.7-100. 

LL-50-100. BC-4B-220 b CNBl-1 4-195-H in response to 1 tr. 

MACDONALD. C. E. Transportation Branch. 79/11/20. ip. 


DOCKET 71-63B6 MODEL; 239R001. ENERGY. DEPT. OF 


791212056B Forwards Revision 9 to Certificate of Compliance 6B36 for 
Model 2353001. 

MACDONALD. C. E. Transportation Branch. 79/12/03, ip. 


— 7912120S71 Certificate of Compllanee 63B6. Revision S.for Model 339R001. 
MACDONALD. C. E. Transportation Branch- 79/12/03. 3pp. 


DOCKET 71-6400 MODEL: SUPER TIQER. UESTINOHOU8E ELECTRIC CORP. 


7912060196 Notification of registration as user of Modal Super Tiger. 
MACDONALD. C. E. Transportation Branch. 79/11/16. ip, 

7912070117 Notification of registration as user of Medal Super Tiger 
in response to request, 

MACDONALD. C- E. Transportation Branch, 79/11/16. tp. 

7912060901 Notification of registration as user of Models Soper Tiger fc 
6144 in response to request. 

MACDONALD. C. E, Transportation Branch. 79/11/80. Ip. 

7912140036 Notification of registration as user of Model Super Tiger 
in response to request, 

MACDONALD. C. E. Trensportation Branch. 79/11/20. ip. 

7912300662 Requests registration as user of Model Super Tiger. 

KflEYSA.F. J. Neutron Products. Inc. 79/12/04. Ip. 


DOCKET 71-6568 MODEL: LL-iO- 1 50. TVA 


7912060207 Notlfitation of rogistration as user of Model 11-60-150. 
MACDONALD. C. E. Transportation Branch. 79/11/16. ip. 

791206063B Notification of registration as user of Model LL-60-190 in 
response to request. 

MACDBNALD. C. E. Transportation Branch. 79/11/16. Ip. 


DOCKET 71-6581 MODEL 51032-1 b lA. EXXON NUCLEAR CO. . INC. 


7912200110 Informs that addl info b changes to consol idatod license 
reneisal applita t ion. XN-92. Revi sion I will be completed b 
foruarded for review by 791130. 

NILSON.R. Eison Nuclear Co. . Inc. (subs, of Esion Corp. }. 79/11/OB. 

Ip. 


79122BOt>03 Foruards chart of internal structure reorganiiat ion. showing 
revised position titles b responsibility lines. Fuel facility 
licensing coaurunlcat ions should be addressed to HP Estey. 
Transportation matters should be directed to LE Hansen. 

NILBON.R- Eison Nuclear Co. . Inc. (subs, of Esson Corp. }. 79/11/20. 

>P. 


—7712280006 Corporate organization chart depicting licensing b 
coapliance line of responsibility. 

MILSON.R. Eszon Nuclear Co.. Inc. (subs, of Eizon Corp.). 
79/11/20. Ip. 


7918300008 Foruards revised pages of "Consolidated License Application 
for Eizsn Nuclear Model 51032-1 b la Shipping Containers. " 
tlAHSENi L. E. Elion Nuclear Co. I Inc. (subs. ofEisonCorp. >. 
79/11/30. 7pp 


— 7913200011 "Consolldabcd License Application for Eszon Nuclear Co. Inc 
Model S1033-1 & la Shipping Containers." Revision 1. 

HANSENiL.E.. EHLERS.R. J.. SOFER.O.A. Eiz on Nuc tear Co. . Inc. 

(subs, of Eszon Corp. ). XN-92. 79/11/30. 90pp. 


— 7912200D1S “Critical PaTametBrs of Pu Sys.Pari l;Analy8i6 of 
Experirasnts, " 

HAN6EM.L.E.. CLAYTON. E. D. . LLOYD, R.C. Battello Memorial Institute, 
Pacific North(iiest Lahoratory. 60/12/20. lOpp. 


—7913200020 “Thermal Reac tors : Ca leu 1 alions of Power Distributions b 
Raactivltios. " 

VOTlieN. V. O. . HELIMUS. 0. L. . JENQUIN.J.P. Battelle Memorial 
Institute. Pacific Northwest Laboratory. NMWL-1391-2. 79/11/30. 

7pp. 


— 7918200029 "Criticality Safety Benchmark Calculations for Lou Enrlchud 
U Metal b U Oiide Rod-Nator Lattices. " 

BRDUN.C.O,. HANSEN.L.E.r ECHODatl, W. 8. Ez ion Nuclear Co. . Inc. 

(subs, of Eszon Corp. ). XN-FN-499. 79/04/30. 36pp. 


DOCKET 71-6601 MODEL; LL-50-100. CHEM-NUCLEAR SYSTEMS. INC. 


7918100094 Requests registration as user of Models Vandenburgh. 6144. 
6244iPn-l.LL-90-100, GE- 1600. CNSI-1 4-199-H, CMSl-21-300, 
CNS-1600.Ra(lwaste Carrier I. CNS-BOA, 7-100, 00-48-280. LL-2B-4 
& AL-33-90. 

CLAYTOMiF.L. Alabama Power Co. 79/11/06. 2pp. 


7912100399 Notification of registration as user of Models LL-2B-4, N-SS. 
PB-li 6244. AL-33-90. CN6-BOA1 Rad was te Carrier I. 7-100. 
LL-BO-100.BC-4a-220 b CNSI-i 4-195-H in response to Itr. 

MACDONALD. C. E. Transportation Branch 79/11/20, Ip. 


DOCKET 71-6678 MODEL; LP-50. ENERGY, DEPT. OF 


791SOS0461 Certificate of Compliance 6678. Revision 0 for Model LP-SO. 
DOT 791106 IAEA Certificate of Campatent Authority end. 
tIACDOHALD. C. E. Transportation Branch. 77/09/29. 4pp. 


DOCKET 71-6698 MODEL: NFS-4i NUCLEAR FUEL SERVICES. INC. 


7912310488 Responds to 791017 Itr suggesting nondestructive eiaiaination 
or anglnearing analysis he performed on C-3 uield on NAC-IC 
cask. Ultrasoni c eianlnation on 791105 verified Integrity of 
weld. 

DONNELL. J. R. Nuclear Assurance Carp. 79/11/09. 3pp. 
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79122B0033 Foruardi 791212 ordar amandins 

&b9S & lifting %u»p«n»lon of llctnsa to u*f C«»k» NAC IB, 

DIRcis, H. office of Nuclear Material Safety * 9af*9U»T<l».| 

79/12/12. 2pp. 

—7013300037 Order amending Certificate of Compliance i.69B fc paptiallg 

-7912260039 Certificate of CompUanea 6699, Revi »ion 9, for radioactive 

matl shipping package Model NFS 4. 7 c,/ib /12 6db 

MACDONALD, C.E. Transportation Branch. 79/12/12. pp 


DOCKET 71-i7l7 MaDEC:_6717 B 

7912070503 Raiiueats registration as user of Model 6716 B shipping 
kS;^An”e:m, Argonn. National Laboratory- 79/U/Ol. IP- 

7912100370 Notification of registration as oiir of Hadel 6717 B in 
MACDONALD, C, E. "* Tranipor tat i o n Brarc h. 79/11/30. Ip- 

DOCKET 71-9001 MODEL: lF-300, GENERAL ELECTRI C CO. 

7912260045 Forwards Rtvlilon 9 to Certificate of Compliance 9001 for 

Model 3F-300 shipping container. 70 /ip/iO 2 od 

MACDONALD, C. E. Transportation Dranch. 79/la/lO- 2pp. 

—7912260049 Certificate of Compliance 9001, Hevls 1 nn 9, for Modal IF-300 
A^JdonaLdTe"*"*'' T ransportation Branch. 79/12/10. 6pp. 

DOCKET 71-9006 MODEL: 500 SU, ARGONNE NATIONAL 

7912260042 R.que.ts renewal of Certificates ^.f Compliance 9006 6 9007. 
BANTORDiM.P. Automation Indostrles, Inc. 79/ll/»o. ip. 

—7912260047 Rei|uests payment of fees for roneual of Certificates of 
Comeliante 9006 h 9007. i« 

WEIBS-J.D. License Fee Management Branch. 79/11/3&- if- 

DOCKET 71-9007 MODEL; 520. ARODNNE NATIONAL LABORATORY 

7912260042 Reguo.t, renewal of Certificate. •• 

SANTORO. M.P. Automation Industries. Inc. 79/11/V3. ip. 

—7912260047 Renoests payment of fees for rensual of Csrtlficates of 

Compliance 9006 L 9007. tottt/si. tn 

WEISS. d.D. License Fee Management Branch- 79/11/36. sp. 

DOCKET 71-9009 MODEL: FL 10-1. GENERAL ELECTRIC CO^ 

7912170136 Requests that phenolic foam be approved for Model FU-lO-1 
packages. Foam uses starting metis outlined in rept, „ 

"Evaluation of Matls Used In Fire-Resistant Phenolic Foam. 

TRAVIS, U. II. Energy, Dept. of. 79/11/19. 2pp. 

-7912170144 "Evaluation of Metis Used In 

DAUOHERTV.C. E. , HARRIS, O.E.. WRIOHT.R.R. Union Carbide Corp. 
7B/03/01. I9pp. 


791S270002 Hithdraus 791010 request for temporary admlnli trat 1 va change 
«Lt?^JSs?c"l.“''NLlnS:stries, NL Nuclear Dlv. 79/12/05. Ip. 

DOCKET 71-9011 MODEL; E-HEH-00-00004. TRA NSP ORTATION . 

79I206(K)0i Requests registration as user of Models 101375,161361 Ic 
KEl^UEViN. D. Advanced Medical Systems, Inc. 79/11/02. Ip. 

7912070509 Requests registration as user of Models 101373 l> 101361 I 
KBl^EYiN.D. Advanced Medical Systems, Inc. 79/11/02. Ip. 

7912070010 Notification of registration as user of Models 181375 b 
181341 b E-MEH-00-00004 In response to 

MACDONALD, C. E. Transportation Branch. 79/11/30. Ip. 


DOCKET 71-9019 MODEL: BU-7, GENERAL ELECTRIC^CO^ 

7912200023 Raquasts registration as user of Model BU-7 shipping 
nlPIAIZAril. P. WastloghousB Electric Carp. 79/11/02. ip. 

7912070107 Notification of registration as “f 

MACDONALD, C- E. Transportation Branch. 79/11/16, ip. 

7912310099 Notification of registration as user of Model BU-7 In 
response to vendor request. . 7 o,,o/in in 

MACDONALD, C. E. Transportation Branch. 79/12/10, Ip. 


DOCKET 71-9027 MODEL; 741.' TECHNICAL OPERATIO NS. INC^ 

7912200461 Requests ren.wsl of Certificate of Compliance 9027 for 
Models 741 fc 741E Type B pac kages. Consol idated application 

MlSRb.U.J. Tech/Dps (Technical Operations, Inc.). 79/11/H9. 70pg. 


DOCKET 71-9020 MODEL: 604, TECHNICAL OPERATIONS, ^INC^ 

7912100293 Forwards ravitod dreulngs of Modals 684 1, 694E Type B 

packaging re NRC 791107 request. ,o/ii/a 6 Bee 

IWfiOlJ.U. Teeh/Ops (Technical Operations. Inc. ). 79/11/09. Bpp. 

7912060150 Notification of registration as user of Models 660,6606.450, 

604,6a4E.60O,6SOE.7l5 b 771. ,o,,,/on lo 

MACDONALD. 0, E. Transportation Branch. 79/11/80. Ip. • 


DOCKET 71-9032 MODEL: 660. TECHNICAL OPERATIONS, INC. 

7912060158 Notification of registration ae user of Models 660. 660E.4»(}. 

684,604E,6aO,68OE.718 b 771. -o/.i/on in 

HACDONAU&j C. B. Transportation Branch. 79/11/20. Ip. 

DOCKET 71-9033 MODEL: 660 b 660E, TECHNICAL 

79I806015B Notification of registration as user of Models 660, 6&0B, 650, 

6a4,6O4E,60O,63OE,71S b 771. -,m,,,/20 lo 

MACDONALD, C. E. Transportation Branch. 79/11/80. Ip. 

7912140075 Requests continuation as user 

ROGERS. H.H. H. R. Inspection Service. 79/11/21. ip. 


DOCKET 71-9010 MODEL; NLl-l/2, NL INDU9TRIEB, 

7912040000 Notification of registration as 

MACDONALD, C. E. Transportation Branch- 79/11/16. sp. 

7918040170 Notification of registration as user of Model NLI-l/a in 

response to request. ^n/ 4 .y.t in. 

MACDONALD, C.E. Transportation Branch. 79/11/16. Ip. 

7912040089 Notification of registration as usar of Model ia.I-1/a. 
MACDONALD, C. E. Transportation Branch. 79/11/20. ip. 


DOCKET 71-9035 MODEL: 680. TECHNICAL OPERATIONS. INC. 

7712060333 Requests registration as user of Model 600. 

ROUALSKI.U. 0. ITT Grinnsll- . 79/11/09. Ip. 

7912060150 Notification of registration as user of Modals 460.660E.450. 
6a4,684E,6S0,6e0E.715 b 771. i» 

MACDONALD, C. E. Transportation Branch. 79/11/20. If- 

7918200855 Notification of registration as ossr of Models 600 b 6O0e 
in response to request. . --/.oym i-. 
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DOCKET 71-9039 MODEL; 715, TECHNICAL OPEnATIONB. INC. 


791S0AO15S Notification of rogiitratlon at utcr of Modcla b60i 640S> &S0> 
684>684E/A80,6S0E, 715 & 771. 

MACDONALD, C. E. Trantportatlon Branch. 79/11720, Ip. 


DOCKET 71-9044 MODEL: OE-1600, OENERAL ELECTRIC CO. 


7918100064 Riiiuattc ragittratlon ao uitr of Kodalt Van<lenburgh>£t44> 
&a44,PB-l,LL-50-iOO,OE-iiiOO. CNB1-14-195-H. CNSl-21-300, 

CN8-1600, Radwaata Carrier I, CN8-S0A, 7-100. BC-40-S20. LL-2e-4 
k AL-33-90, 

CLAVTON.F.L. Alabama Powir Co. 79/li/OA. 2pp. 


79180A0144 Notification of ragiatratlon as user of Kodtla CNSI-l&OO, 
OE-IAOO, Vandanburgh tc PE-I. 

MACDONALD, C. E. Transportation Dranch. 79/11/20. Ip. 


DOCKET 71-9070 MODEL; N-S5, ENERGY, DEPT. OF 


79tS04OO69 RsqusatB registration as user of Model CN8I 1-8. 

STRACCIA, F. P. Unlor Carbide Corp. , Chem. ti Plaitlca Dlv. 79/11/12. 
Ip. 


791204O0A4 Raquasti ragistration as uttr of Modal CNSI 1-8. 

LUCAOiB.V, Unior Carbida Corp., ‘Cham, & Plastics Dlv. 79/11/13. 
ip. 


7918170123 Requests registration as usar of Model CN9I l-8.Matifies 
of proposad shlpmant of Tgpa B quantitg of radioactive matl 
for disposal. 

STRACCIA, F. P. Unior Carhidt Corp. , Chem. l< Plastics Dlv. 79/11/19. 
ip. 


7912100399 Notification of registration as user of Models LL-2B-4,N-S5> 
P8-1.6844,AL-33-90,CNb-a0A,Raduiaate Carrier 1.7-100. 

LL-30-IOO. BC-4B-280 t. CNBI-14-t9S-H In response to Itr. 

MACDONALD, C, E. Transportation Branch. 79/11/20. tp. 


7912110050 Notification of ragistration as user of Model N-SS in 
raspansc to 791119 request. 

MACDONALD, C. E. Transportation Bronch. 79/11/28. Ip. 


DOCKET 71-9079 MODEL: HN-100 BEBIEB 2, HITTHAN NUCLEAR t< DEVELOPMENT 


7912070B06 Raquasts ragistration as user of Models Hlttnan HN-tOO 
BsTlas 2 ti CNSI 21-300. 

CALHOUN, J.R. Tennassst Valley Authority. 79/11/07. Ip. 

7918110SS3 Notification of ragistration as usar of Modal HN-100 Berlas 
2 In rasponsa to raquist. 

MACDONALD. C. E. Transportation Branch, 79/11/20. Ip. 


7918070017 Notification of registration as usar of Modtls HN-100 Ssrlas 
8 V CN81-31-300 in response to request. 

MACDOWLDi C. E. Transportation Branch. 79/11/30. ip. 


DOCKET 71-9081 MODEL: CNSI-lfiOO, CHEM-NUCLEAR SYSTEMS, INC. 


7912070494 Raquasts registration as user of Modal CN8-l-i3C. 
ANDOONINI.O. C. Boston Edison Co. 79/10/26. Ip. 


7918100084 Requests ragistration as user of Models Vandsnburgh, 6144, 
6844, PB-l. LL-50-t00. OE-1600, CNB1-14-19S-H, CNBl-ai-SOO, 
CMa-1400,Raduast# CarrlsT 1, CN8-80A, 7-100. DC-4S-220. LL-2e-4 
t( AL-33-90. 

CLAYTON, F.L, Alabama Poutr Co. 79/11/06. app. 


7918040188 Notification of ragistration as user of Model CN8-1600 in 
response to request. 

HACOONALD, C. E. Transportation Branch. 79/11/16. ip. 

79i8060144 Notification of registration as ussr of Modtls CNai-1600> 
Oe-1600,Vandsnburgh I, PB-1. 

MACDOfULD, C. E. Transportation Branch- 79/11/20. Ip. 


7918110057 Notification of registration as ussr of Modtls 6144 fc 
CN8-1400. 

MACDONALD, C.E, Transportation Branch. 79/11/30. Ip. 


DOCKET 71-9085 MODEL; SENTINEL 95 


791S05045S Cartlficate of Compliance 9085. Revision 1 for Model Sentinel 

as. 

HACtXMALD, C. E. Traniporta 1 1 on Branch. 78/04/07. 4pp. 


DOCKET 71-9086 MDDEL;HN-100 SERIES I, HITTMAN NUCLEAR i> DEVELOPMENT 


791S0A019B Notification of registration as user of Model HN-100 Series 

1 . 

MACDONALD, C. E. Transportation Branch. 79/11/16. Ip. 


DOCKET 71-9089 MODEL; NH-100 8, HITTMAN NUCLEAR k DEVELOPMENT CQRP, 


791S040076 Notification of registration as user of Model HN-1003. 
NACDONALD.C. E. Transportation Branch, 79/11/16. Ip. 


DOCKET 71-9094 MODEL: CN31-14-195-H, CHEM-NUCLEAR SYSTEMS, INC, 


7918100064 Requests registration as usar of Models Vandtnburgh, 6144, 
6844. PB-1, LL-5t>-100,GE-1600,CNai-14-195-H, CN8I-81-300, 
CNS-1600.Radya3te Carrier I. CNS-80A. 7-100, BC-4e-220, LL-2B-4 
«i AL-33-90. 

CLAYTON, F.L. Alabama Power Co. 79/11/06. 3pp. 


7918100396 Natlflcaton of registration as user of Models 7-100, 
CHSI-14-i95-H fc CNSI-21-300. 

TtACOONALD, C. E. Transportation Branch. 79/11/20. Ip. 


7912100399 Notification of registration as user of Models LL-2a-4, N-S5, 
Pfl-1, 6a44iAL -33-90, CN6-aOA,Raduaste Carrier 1,7-100, 

LL-SO-100, SC-48-220 C, CNSI-14-i95-H In response to Itr. 

HACDCHIALD.C. E. Transportation Branch. 79/11/20. Ip. 


7918110006 Notification of rsgiatration at user of Models 7-100, 
CM31-14-19S-H tc CNSl-2i-300. 

MACDONALD. C.E. Transpartation Branch. 79/11/80. Ip. 


DOCKET 71-9096 MODEL: CNSI-21-300, CHEM-NUCLEAR SYSTEMS, INC. 


7918100094 Requests registration as user of Models Vandenburghi 6144, 
6844, PB-1, LL-SO- too. OE-1600, CNSI- 1 4- 195'H. CNSI -21-300, 
CN9-1600.Raduaste Carrier I. CNS-BOA. 7-100. BC-4B-220. LL-2B-4 
li AL-33-90. 

CLAVTON.F.L. Alabama Pouor Co. 79/11/06. 2pp. 


7912070506 Requests registration as user of Models Hittman HN-100 
Berlas 8 Sc CNSI 21-300. 

CALHOUN.J.R. Tannesssc Valley Authority. 79/11/07. Ip 


7918040SB3 Notification of registratlDn at user of Model CNSl-ai-SOO in 
raapanse to request. 

MACIHHdALDi C. E. Transportation Branch. 79/11/16. Ip. 


7912060202 Notification of registration as user of Modal CNSI-ai-300. 
MACEKMALDi C. E, Transportation Branch. 79/11/16. tp, 


7918100396 Notlficaton of registration as user of Models 7-100. 
CMai-14-193-H U CNSI-ai-300. 

MACDONALD, C. E. Transportation Branch. 79/11/20. Ip. 


79121I<H>0S Notification of registration as user of Models 7-100, 
CMSI-14-195-H ti CNal-2l-300. 

HACt^MLDiC. E. Transportation Branch. 79/11/SO. ip. 


7918070017 Notification of registration as user of Madals HN-100 Series 
2 b CN3I-2i-300 in response to request. 

KACSONALD.C. E. Transportation Dranch. 79/11/30. Ip. 


DOCKET 71-9105 MODEL: RAD-HASTE CR. I, CHEM-NUCLEAR SYSTEMS. INC. 


7912100064 Raquasts registration as user of Models Vandtnburgh, 6144, 
ia44.P»-I,LL-5O-i00,OE-1600, CNS1-14-I95-H, CN31-21-300, 
CM6-i600,RadwaBte Carrier I, CNS-80A, 7-100, BC-4B-280, LL -28-4 
It AL-3a-90. 

CLAVTON.F.L. Alabama Power Co. 79/11/06. ' 2pp. 
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7912100399 Notification of r 05 I stra t Ion as user of Hodals LL 28 . 

PB-l.i 244 . fil.-33-90. CN6.-90A. Faduaste Carrier 1,7-100, 

LU-SO- 100 . BC-ia-220 !< CNSI-1 4-19S-H in response to Jtr. 

MACDONALD, C. E. Transpcr ta 1 1 an Branch . 79/11/30. Ip. 


DOCKET 71-9119 MODEL: DAPL 5910 DRDCO, ENEROV, DEPT^OF 


7912100371 Foruards Revision 2 to Certificate of Compliance 9119 for 
MACDONALD, C. E Transportation Granch. 79/11/30. 2pp. 


DOCKET 71-9107 MODEL- 771. TECHNICAL OPERATIONS, INC^ 


79l20iOl5B Notification of registration as 

6B4, iiQiJE, 630, 6B0E, 715 U 771. 

MACDONALD, C. E. Transportation Granch. 


ser of Models 660# 660Ei ^50* 
7^/11/20. Ip. 


—7912100373 Certificate of Compliance 91 19, Revision 2 for Model DAPL 
MACDONALD, C. E. Transporta t i on Granch. 79/11/30. 3pp. 

DOCKET 71-9132 MODEL: T-3, NUCLEAR PACKAOINS, INC. 


DOCKET 71-910B MODEL; AL-33-90, ATCOR, INC. 


79121000B4 Requests rejistration as user of Models V^denburgh, 6144, 

6244. PO-l, LL-50-tOO, OE-UOO, CNS1-14-195-H. CN5l-2l-^, 

CNS-1600.nadujaste Carrier t, CN 3 -B 0 A, 7-100, DC-4B 220, LL 20-4 


U AL-33-90. 

CLAYTON, F.L. Alabama Pouer Co. 


79/11/06 


2 pp. 


7912270057 Foriuards request for addl Info re 
T-3 packaging to carrier for transport. 
HACHINALD, C. E. Transportation Branch. 


approval to dallver 
79/12/06. 3pp. 


Modal 


DOCKET 71-9137 MODEL: 020 


7912060647 Notification of registration as 
in response to request. 

MACDONALD, C. E. Transportation Granch. 


user of Model AL-33-90 
79/11/20. Ip. 


7912310289 Requests certificate of complianco 
Package description !< fee end. 

HUI4R8' •J- Tech/Ops (Technical Operations, 


for Modal S2D Type B. 
Inc. ). 79/11/09. 60pp. 


791210(5399 Notification of registration as user of Models LL-2B-4, N-55. 
PB- 1 , 6244, AL-33-90, CN6-eOA, Ra tfuaste Carrier I, 7-100, 

LL-50-100, DC-4B-220 & CN3I- l4-!95-H in response to Itr. 

MACDONALD, C. £. Transportation Granch. 79/11/30. ip. 


DOCKET 71-9111 MODEL: CN6-80A, CHEM-NUCLEAR. INC- 


7912100034 nenuBSts registration as user o# Models Vaiidenhurgh.6144, 

6244.Pn-l.LL-50-100,OE-I600,CNSl-14-195-H,CNSl-21-300, 

CN3-l600.Radua8te Carrier I , CNS-BOA. 7-100, DC-4a-220, LL-2B-4 
(< AL-33-90. 

CLAYTON, F-L. Alabama Pouier Co 79/11/06. 2pp, 


DOCKET 71-9851 MODEL; LITHIUM HYDROXIDE FIRE/IMPACT SHIELD, 


7912100149 Forwards request for add! Info far ravleui of modal Ikthium 
hydroxide fire t, Impact shield shipping package. 

MACDONM-O, C. E. Transportation Branch. 79/11/20- 2pp. 


DOCKET 71-9B53 MODEL: ORNL - BNL - ND3 UN FUEL CONTAINER, EHEROY, 

7918040093 Requests registration as user of Model ORNL-DNL-NDB UN Fuel 
Container. , 

6 HERHAN,F.L. Texas Instruments, Inc. 79/11/lS. Ip. 


791206O64B Notification of registration as 
rdsp&nse roiiucst. 

MACDQMAUDd 0. E. Transportation Branch 


usar of Modal CM6*G0A in 
79/11^20. Ip. 


7912040027 Forwards Revision 0 to Certificate of Compliance 9B53 for 
Models ORNL-DNL-NBS unlrradiatod fuel shipping container. 
HACDONALDi C. E. Transportation Branch. 79/11/20. Ip. 


7912100399 Notification of registration as user of Models LL- 8 B 4,N-53, 
PD- 1, 6244, AL-a3-90, CN6-B0A, Raduiaste Carrier I, 7-100, 

LU-SO-lOO, BC-4B-220 4< CNS I - 1 4-19S-H in responie to Itr. 

HACDDNALDi C. E. Transportation Branch. 79/11/20. Ip. 


7912100460 Forwards Revision 2 to Certificate of Compliance 9111 for 
MACDONALD, C. E Transportation Branch. 79/11/30- 2pp. 


7913040030 Cert If icate of Compliance 9853, Revi lion 0 , for Models 

QHNL-DML-NnS. 

MACDONALD, C. £. Transpor tat 1 on Branch. 79/11/20, 3pp. 

79I214013S Requests registration as user of Model ORNL-DNL-NBS. 
CARTERtR.S. Commerce, Dept, of. National Bureau of Standards, 
79/11/80. Ip. 


— 7918100462 Certificate of Compliance 
MACDONALD, C. E. Transportation 


91 U, Revision 8 , for Modal 
Branch. 79/11/30. 3pp. 


CN 6 -eOA. 


7913140096 Requests registration as user of Model ORNL BNL-NBS UN fuel 
PENNEV.J.A. Brookhaven National Laboratory. 79/11/26. Ip. 


DOCKET 71-7113 MODEL: 7-100, CHEM-NUCLEAR SYSTEMS, INC. 


7912100004 Requests registration as user of Models Vanderburgh, 6144. 

6244. PB-l, LL-50-100, 0E-l600,CNSl-14-19S-H,CNBl-2l-300r 

CNS-1600, Haduaste Carrier 1 , CNS-BOA, 7-100, DC-40 82O,LL-80 4 
•It AU“33*’90- 

C1-AVT0N,F. L. Alabama Power Co. 79/11/06. 2pp- 


79121901SO Requests that Union Carbide Corp, Nuclear Div be registered 
as authoriied user of Model ORNL-DNL-NDB on Fuel Container 
Energy. 

BLALOCK, L. Energ y , Dop t. o f . 79/11/30. Ip. 


DOCKET 71-9932 MODEL: UC-609, ENERGY, DEPT. OF 


7912100396 Nolificalon of registration as user of Models 7-100, 
CN3I-I4-195-H & CMai-21-300, . 

MACDONALD. C. E. Transportation Branch. 79/ll/,iO. ip- 


7918anffi93 Forwards Revision 0 to Certificate of Compliance 9938 for 
Model UC-609 

MACDONALD, C. E. Transportation Branch. 79/09/lQ. Ip. 


7912100399 Notification of registration as user of Models LL-2B-4. N-35. 
PH-1,6244, AL-33-9Q.CN6-aOA,Radua5te Carrier 1,7-100. 

LL-50-kOO, DC-4B-2aO *, CNSI-14-195-H In response to Itr. 

MACDONALD, C- E. Transportation Branch. 79/11/20. Ip. 


—7912210296 Certificate of Compliance 9932, Revli ion 0 , for Model UC-609. 
MACDOdALD, C. E. Transportation Branch, 79/09/lfl. 6 pp- 


791211000B Notlfleatlnn of registration as user of Models 7-100, 

79/11/2(5, ip. 


e of Compliance 9113 for 
79/11/20. app. 

levliion 2, for Model 7-100. 
79/U/2B. 3pp. 
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lOCFR COMMISSION MEETINO RECORDS 


7912030009 Tranicrlpt of Subcomniifetae an OE Tsab Reactor 79ill4 neetlng 
in Bgr 1 ingame. CA. Pp 1-331. Presentation by Earth Sciences 
AisDciates end. 

a ACRE - Advisory Committee on Reactor Safeguardi. 79/11/14. 

933pp. 


791S030D36 Transcript of Subcommittee on Extreme External Phenomena 
791116 meeting In Los Angeles. CA. Pp. t-SS-O. Presentat ion 
"Seliinic Safety Margins Research Program" by JE Richardson 
end. 

a ACfiS - Advisory Committee on Reactor Safeguards, 79/11/15. 
493pp.' 


7912030039 Transcript of Subconirnittae on Extreme External Phenomana 
791116 meeting in Los Angeles. CA. Pp. 2B1-933. Presentation 
"Project 6: Component ti Structural Pragilltles” by RO Dong 
end. 

e ACRS - Advisory Committee on Reactor Safeguards. 79/11/16. 
449pp. 


7912030213 Transcript of 791119 public meeting in Uashlngton. DC re 
8ECY-79-980. "Disposal of High Level Roduastes In Ooologic 
Repos! torias: Procedural Aapocts, " Pp 1-64. 8ECV-79-9Q0 end. 
a Commission. 79/11/19. 73pp. 


7912030160 Transcript of 791114 meeting in Mash ing ton. DC. Pp 1-7. 
a Comnilselon. 79/11/14. 7pp. 


7912090288 Tranecript of 791114 meeting in Uash ing ton. DC. Pp 1-83. 
a Commission. 79/11/14. 04pp. 


79120603G7 Transcript of Commission 791121 briefing in Washington. DC re 
technical assistance projects in uaste mgt. Pp 1-32. 
a Commission. 79/11/21. 34pp. 


7912060393 Transcript of Affirmation Session 79-38 on 791121 re 
SECy-79-609. program Impact statamont for TMI-2. in 
Washington. DC. Pp 1-3. 

a Commission. a Docketing b Services Branch. 79/11/21. Spp. 


7912170064 Transcript of 791203 discussion in WashingtamOC on SEev-79- 
591. "Plans for Coping u/Emergencies at Production & 

Utllixation Facilities.'' Pp 1-91. Summary end. 

BROWN. C. H. Office of the Secretary of the Commission. 79/12/03. 

93pp. 


791218024? Unofficial transcript of 791205 public meeting in 
Washlngton.DC to discuss b vote on SECY-79-991A.BECy-79-9?IB 
b 8ECY-79-991C, Pp 1-12, Draft FR notice re proposed rule on 
emergency planning end. 
a Commission. 79/12/09. 91pp. 


7912190198 Transcript of 791212 public meeting in Washington. DC. 
Pp 1-6. 

a CommisBlon. 79/12/12. 7pp. 


7912190272 Transcript of 791212 public meeting in Washington DC. 
Pp 1-63. Poruardf visual aids b discussions re Lessons 
Learned Task Foret short-term requirements Implementetlon. 
e Comalssion. 79/12/12. USpp. 


7912800223 Transcript of 791206 public briefing on pol icy. planning b 
program guidance in Washington. DC. Pp 1-67. 
a Commission. 79/12/06. 68pp. 


7912200227 Transcript of 791206 public meeting in Washlngton.DC. 
Pp 1-73. 

a Commission. 79/12/06. 74pp. 


7918800620 Transcript of 791212 public meeting in Washlngton.DC re 
action plan.Pp 1-62. U/draft action plans for imp 1 amen ting 
recommendatioTis of President's Commission & other studies of 
mi accident accident (NUREO-0660). 

a Conunission. DENTON.H.R. Office of Nuclear Reactor Regulation. 
MATTSON.R.J. Division of Systems Safety. 79/12/12. 70pp. 


7912310236 Transcript of 791212 public meeting in Washlngton.DC re IbE 
briefing on THI lessons learned. Pp 1-47. Std Reviey Group 
Findings b draft NUREO-0616. '*Rept to Director. Ofc of IE on 
Lessons Learned From TMI" end. 
e Commission, 79/12/12. SBpp. 


ACRS ADY18QRY COMMITTEE ON REACTOR 8AFE0UARDS 


79120602X6 Transcript of 791116 ACRS Subcommittee on Fluid Dynamics 
maetlng In San Franc isco. CA. Pp 1—229. 

a ACRB - Advisory Committee on Reactor Safeguards, 79/11/16. 
232pp. 


791SO702B1 Summary of ACRS Subcommittee on LERs 790628-29 meeting 
H/Duts Pouer b EPRI in Uash ington. DC re review of LERs b 
preparation of draft rept for considoratian of full ACRS. 
a ACRS — Advisory Committee on Reactor Safeguards. 79/10/01. i6pp. 


7912070207 Summary of ACRS Subcommittee on Evaluation of LERs 790322-24 
meeting w/Univ of CA. Union Carbide b lEAL in Washlngton.DC 
re NRC procedures.methods b criteria re LERs. 

e ACRS - Advisory Committee on Reactor Safeguards. 79/06/14. 12pp. 


7913070296 Summary of ACRB Bubcommittee on Reactor Operations 790613 
naeting w/C-£> Northeas t Utils. FL Power b Light b Exxon 
Nuclear Co in Washlngton.DC re Millstone 2 pouer level 
increase b safety research program on operational safety, 
a ACRB - Advisory Committee on Reactor Safeguards. 79/08/07. Blpp. 


7918070302 Summary of ACRS ECCS Bubcommittee 790319-20 meeting w/Eiion 
Nuclear Co. BbW. Bechtel b Uestinghouse In Los Angeles.CA re 
review of status of NRC research programs on analytical 
worfc related to LOCA/ECCS b ECCS-related experiments, 
e ACRB - Advisory Committee on Reactor Safeguards. 79/06/14 . 7Spp. 


7913070312 Summary of ACRS Bubcommittee on Reactor Safety Research 
790710 naeting w/EPRI In Washlngton.DC re gathering info 
For b preparing draft rept on Ofc of Nuclear Regulatory 
Raaeareh FVQO budget suppl b 19BI budget. 

a ACRS - Advisory Committee on Reactor Safeguards. 79/08/11. Spp. 


7912070316 Summary of ACRS Extreme External Phenomena Subconmittea 
790711 open moating In Washlngton.DC re matters concerning 
NRC— sponsored research. 

e ACRB - Advisory Coeimittee on Reactor Safeguards. 79/10/11. ISpp. 


7912O703B2 Summary of ACRS LER Sufacommittei 790426-27 meeting w/IA 
State Univ in Washlngton.DC re continued review of LERs. 
a ACRS - Advisory Committee on Reactor Safeguards, 79/06/14. ISpp, 


7912O704B2 Summary of ACRS Subcommittee on LERs 790718-19 meeting 
w/DOE fc EPRI in Washington. DC re continuing review of LEKs b 
preparing of draft rapt for censidaration by full ACRS. 
a ACRB - Advisory Committea on Reactor Safeguards. 79/09/20. 3pp. 


7912070490 Summary of ACRS Subcommlttaa on Advanced Reactors 790B07 
open meeting in Hashington. DC re continuing subcommittee 
ravlew of matters related to NRC-sponsored research an 
■afaty of advanced reactors. 

a ACRB - Advisory Committee on Reactor Safeguards. 79/O9/0B. ISpp. 


7918070610 Summary of ACRS Waste Hgt Subcommittee 790418-19 meeting 
w/DOE. Bechtel. Rockwell b BNWL in Richland.MA re recent 
developments in vitrification & solidification of high level 

ueetee. 

a ACRS - Advisory Comnittee on Reactor Safeguards. 79/08/10. 93pp. 
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NONDOCKETED ITEMS 


791S100029 Ti'anscrlpt of ACHB 791129 subeommlttea mooting In 
AlbuQUorquo. NM, Pp 1-317. 

KEPRiM.. CARBDH.K.. MARK.C. ACRB - ASvioorg Cammlttio on Rooetor 
Bafogirords. 79/11/29. 31Spp. 


7912170097 Roopondf to 790912 Itr po omloflon of lonon from THI-2. 
Root Hill bo complotod lulthln thpoo monthi. . _ . 

CARSON>K.U. ACRB - Advltory Comraittoo on Rooctop 8ofoguopd». 
79/10/09. 2pp. 


791210&03A TponPCPipt of ACRS 791130 mbcommitte* mooting In 

AlbuquoPQUOj NH. P p 318~67S. . 

KERR.H.. CABBQN.M,. HARK.C. ACRB - Advioopg Commlttoo on Rooctop 
Safoguard*. 79/11/30. 3SBpp, 

7912100198 Summopg of ACRB Subcommlttii or ftogulatopg Actlvltioo 790B0S 
mootlno u/EPRI 8. Bochtol in Hoohlngton- DC ro povioui of 
proposod rag girldo* 4 itdi %> roviaioni to o.iitlng gutdo* (< 

o^'^ACRB - AdvlBOPg Committoo on Roactop Bafoguardo. 79/09/18. 11pp. 


7912170107 NotlftoB of completion of ACRB roviou of NUREO-0600. Ropt 
found to bo loo* then *atl*foctopg fc to hove miileadlng 
title. Roeoramond* pptporatlon U Ittuonco of lupplinontal 

CARBON<M.M. ACRS - Adviiopg Committoo on Rooctop Bafoguard*. 
79/11/14. 2pp. 


79121B02S8 Commonti on ACRS Waste Mgt Bobeommittoo mooting. RotoaTCli 
ppogram loft no gaps in covopogo k no glaring nood for 
ewtallaint. Explanation 1* noodod on use of voting form. 

CRENDDH.A. Affiliation Unknown. 79/09/24. 8pp. 


7912100204 Bummopg of ACRB Subeommittoo on Advanced Roactop* 790711 
mooting in H**hlngtoniDC to mottor* related to ACRB review 
of NRC iponsorod rosoareh on advanced poactor*. 

* ACRS - Advi*org Committee on Reactor Safeguard*. 79/10/17. »ipp- 


7912180267 Diecuotos coneorns re 
nuclear uast*. 

CHEMERiS. Affiliation Unknown. 


nucloar regul 


ation tc diiposa 


1 


79/09/29. 2pp. 


of 


7912110039 SummoTM of ACRB Bubcommitteo on Fort Bt Vraln Oonermtlng 
Station 79031S onoting »/0A Co in Longmont. CO re revleiii 
of operation* to dati t> discussion of rofuillng operations 

* ACRB - Advisopg Committee on Reselop Safeguards. 79/07/06. 29pp. 


7918110090 notifies of ACRS Bubmcommittoe on Fort Bt Vroin 79031S 

meeting in Longmont.CO to review operellons to date L 
witness portion* of refueling operatlone. 

MCKINLEV. J. C. ACRB - Advisorg Committee on Reactor Saregoaree. 
79/03/07. 3pp. 


7912110097 Bummarg of ACRS Subcommittee on Rigulatorv Aetlvitle* 
meeting w/£PRI. OE. IEEE k Vankee Atomic Electric Co in 
Hash Ington. DC re review of proposed peg guides k revision* 


Ingtc 

to existing reg guides L stds. 
e ACRB - Advisorg Committee on Reactor Bafaguards. 


79/07/13. 18pp. 


"7912110104 Forwards eommsnt* on Reg Guide 1.9. "Bo lec tion. Design t> 
Qualification of Diesel Generator Units Used a* anslte 
Electric Power Sg* at Nuclear Pouot Plants." 

* Tennessee Villeg Authority. 79/04/05- 2pp. 


7912110105 Sumnarg of ACRS Subcommittee on Improved Safety By* 790626 
meeting u/B&W. Sandia. EPRI tc Hoitinghousi In Hishington. SC 
re discussion of NRC t< DDE plans for research to iaprovs 
reactor safety sgt. ... 

* ACRB - Advisorg Committee on Reactor Bafoguard*. 79/08/09. 67pp. 

7913110103 Notifies of budget allowances h significant policy 

determinations applicable to agency. Budget authoTltg 
approved bg Preeldent for 1979-1900. 

MClNTVRE.d. Office of Management ti Budget. 79/01/31. 3pp. 


791212005B BommaTg of 790709 open meeting of ACRB Bubcoantttee on TMI-2 
Accident. Bulletin b Order*, in Mash ington. DC re vendor k 
util respon** to IE bulletins * NRC orders. 

» ACRB - Advisorg Committee on Reactor Safeguard*. 79/OB/ll. 47pp. 


7912140208 Trinscrlpt of ACRS 79120S subcommittee noetlng in 
Washington. DC on fire protection. Pp 1-SO. 

ETHBRINOTONiH. . BENDER.H,. EBERSOLE. J. C. ACRS - Advisory Committee 
on Reactor Safeguard*. 79/12/OS. 31pp. 


7912140211 Transcript of ACRS 791208 subcommi ttoe meeting In 
Hashing ton. DC on reliability k probabilistic assessment. 

OKRENtJd!. ETHERINOTON,H. . MARKrJ.C. ACRS - Advisory Committee on 
Reactor Safeguards. 79/12/09. 279pp. 


7912140844 Informs that puhHc safety will not be jeopardized by 
eitanding Implementation schidule of short-term 
recommendations of Lessons Learned Ta,*k Force. 

• - on Reactor Bafeguaree. 


79121S(S76 Bummarliei impreiiion* fc recommendation* arising from recent 
review of NRC uissta mgt research program. Qutl Ines ^ 

procvdurfffe 

8TE1N1X.B1. M. d. Argonn* National Laboratorg. 79/09/27. Spp. 


79t2l602B4 Discuss** vellditg of BSE of 0, 12 gravity for Wolf Creel 
project 8i deterioration of concrete in be*# mat of reactor 
containment bldg. 8BE should be redetermined. No bases for 
further comment re concrete. 

HAXWELL.J.C. Affiliation Unknown. 79/10/01, 2pp. 


79121B0290 Diseusse* concern* re ACRS West# Mgt Subeommitte# 790918-19 
meeting. Not enough info was presented on research program*. 
Oocuacntation for E18 on milling should have been sent to 
members prior to meeting, 

PARKERiF.L. Vanderbilt Unlv. 79/10/03. 2pp. 


7912ifl0294 Bummarg of ACRB ECC8 Bubcommittee 790B27-2B meeting in Idaho 

CATTm.l! ACRB - Advisorg Committee on Reactor Bafeguarde. 

79/10/09. 3pp. 


7912180487 SummaTg of 790510-12 open meeting in Washington. DC re 
current statu* of Tt1I-2. Bequogah Power Plant* Unit* 16 2 6 
Ouster Creek transient resulting in low core wstor 
* ACRB - Advisory Commlttes on Reactor Safeguard*. 79/08/12. 
382pp. 

—•7912190461 Forward* draft rept. "Intsragency Task Force on Ionizing 
Radiation on Institutional Arrangements." 

TAYLOR. L. 6. National Council on Radiation Protection *< 
Measurement. 79/04/30. 70pp. 


•79t2iS0462 Discusses fuel element clodding. 
GlLINSKYrV. Commission. 79/08/0fl. ip. 


—7912180922 Ack receipt of Interagency Task Force Rapt. Committee will 
discuss rept at June 1979 meeting. 

CARBON. M.M. ACRB - Advisorg Commltts# on Reactor Safeguard*. 

1639. 79/09/18. Ip. 


7912190274 Bummarg of 790614-16 open meeting In Washington. DC re 
status of TMl-2 fc Implication* on future power plant design. 
Bone end memo* ref Deletion 1. 

* ACRB - Advisorg Committee on Reactor Safeguards. 79/06/16. 
39^P- 


—7912190270 Discuss** schedula of ACRB subcommittee msetlng* ti tours. 
L10ARKIN. M. W. ACRB - Advisory Committee on Reactor Bafaguards. 
79/06/16. 2pp. 


—7912190282 Discusses erroneous statements provided by applicant at 
Zisweer ACRS subcommittee meeting. 

l^PPLER.d.G. Region 3. Chicago. Office of the Director. AITS 
F3O4B0H6. 79/04/10. 3pp. 


incurred in regwlmtory 
10 agreed 

rielon 2. 

ior Safcguardm. 


•7912190297 Diseuieet apparent falie etalemente by applicant at Zlmmtr 
ACRS eobcommlttee meeting. 

THOMPSON. D. Office of Inepection li Enforcement. Office of the 
Director. AITB F304BaH6. 79/08/02. 2pp. 


-evaluation of SEP —7912190304 Dlecutiee TMl-2 Implleatione. 

CATTON. 1. ACRB - Advisory Committee on Reactor Safeguard*. 
Reactor Bafeguarde. 79/06/14. 4pp. 



NONDOCKETED ITEMS 


— 7912190311 Discusses project status re milstone Unit 2 poMer level 
increase 

# ACRS " Advisory Committee on Reactor Safeguards. 79/06/Oti 
flpp. 


— 7912190315 Lists plants le/pcnding applications far power level 
increase. 

■ ACH8 - Advisory Committee on Reactor Eafeguards. 79/0&/21 
Iflpp. 


— 7912190321 Discusses status of Millstone Nuclear Power Station Unit i* 
CP application. 

HENDRlEiJ. M. ACR8 - Advisory Committee on Reactor Safeguards 
70/05/15. 3pp. 


— 7912190325 Discusses status of Millstone Nuclear Power Station Unit 2 
□L application. 

STRATTONi M. R. ACRS - Advisory Committee on Reactor Safeguards 
74/06/11 4pp. 


7912260341 Transcript of 791206 ACRS peneral meeting in Was'i i ng ton. lU 
Pp l'209. Imp 1 ications of lessons learned at FMI-i' !. 
rat oismenaat i oni of President's Commission on Accident at 

Tni-2 d iscussed 

• ACRS - Advisory Committee on Reartor Safequards 77/'12/06 

210pp 


7912310214 Summary of Special f.CHS 790416-17 meeting w/Ul.W t numerous 
public attendees in Wash mg ton. DC re accident at TMl 
• ACRS - Advisory Committee on Reactor Safequards 79/0B/23 Sapp 


7912310227 Transcript of 790416 statement on tehalf of RbW. 
HACHILLAN. J. H Dahcock t- Wilcoi Co. 79/04/16 27pp 


— 7912310239 -'Decay Heat Removal During Very Small Break LOCA for Bf.U 
20S Fuel Assembly PUR " 

HICHELSQN.C. Babcock *. Uilcoi Co 76/01/31 36pp. 


—7912190330 Discusses status of Zion Station Units 1 & 2 ra operating 
power limits. 

MANOELSDORFi H. ACRS - Advisory Committee on Reactor Safeguards 
73/05/17. 2pp. 


— 7912190336 Discusses status of Zion Station Units t !■ 2 re proposal to 
increase power level. 

STRATTON. W. R. ACRa - Advisory Committee on Reactor Safeguards 
74/12/09. 3pp. 


COHIilSSION NRC COMMISSIONERS 


7912041^15 Weekly Info rept fur week 
REHM.T- A. Office of the Eiecutive 
79/11/27- 26pp. 


ending 791 1S3. 

Director for Operations. 


791217O0SI Weekly info rept for week 
REHH.T.A. Office of the Eiecutive 
79/11/23. 33pp 


end Ing 79] 1 16. 

Director for Operations. 


— 7912190341 Discusses status of Zion Station Units 1 tc 2 re request to 
Incrsass mai reactor power. 

MOELLER.D.U. ACRS - Advisory Committee on Reactor Safeguards 
76/06/09. 3pp. 


79I2LS0146 Weekly info rept for week 
REHHa T. A Office of the Executive 
79/12/06. 25pp. 


ending 791130. 

Director for Operations. 


— 7912190346 Dlicissos status of operations review for Zion Station Units 

1 {. 2 . 

BENDER. H. ACRS - Advisory Committee on Reactor Safeguards. 

77/06/17. 4pp. 


7912200034 Comments on Commissions role in emergency response Emerqenry 
situations cannot be anticipated in sufficient detail to 
relieve nacessity of on-the-spot judgements Util has major 
reoponsit i 1 1 ty for emergency planning. 

HENDRIE.J.M. Commission. '79/11/26. 4po. 


— 7912I903S2 Discusses review status of Maine Yankee Atonic Power Station 
proposed Increasod power levels. 

LAWROSKIiB. ACRS - Advisory Committse on Reactor Safeguards. 

70/06/07. 2pp. 


79IS27Q062 Responds to 790614 questions re status t. future of nuclear 
pouer in Ml NRC has summariied historical h economic data 
rsquBStsd. Forwards NUREO-OSIO Cover sheet only end 
HENCRIE. J. M. Commission 79/10/12. 7pp 


—7912190336 Discusses status of Indian Point Nuclear Oeneratlng Unit 3 
proposed increased pouer levels. 

LAWROSKI.S. ACRS - Advisory Committee on Reactor Safeguards 
70/07/13. 3pp. 


— 7912190362 Discussos requests, agreements !< commitments during 230th 
ACnS meeting on 790614-16. 

FRALEYiR.F. ACRS - Advisory Coramlttoe on Reactor Safeguards. 
79/06/19. 2pp. 


— 7912190375 Ack receipt of 790603 Itr re generic safety implications of 
control sys & discusses post-TKl NRC actions. 

CARBON. M.W. ACRS - Advisory Committee on Reactor Safeguards. 
79/06/10, 3pp. 


7912190651 Summary of Ad Hoe Subcommittee on THI-2 Accident 
Implications 790711 meeting u/StW.NUS Corp. DOtE. Bechtel b 
Tokyo Electric Power Co in Wash ing ton. DC re long-term TMI-2 
impl icatlons. 

• ACRS - Advisory Committee un Reactor Safeguards. 79/07/11. 43pp. 


7912210049 Responds to questions raised re development of hybrid power 
reactor des Ign. incorporating plant features that mailniiic 
safety. Net value of proposed design approach cannot be 
adequately measured. 

CARBON. H. H. ACRS - Advisory Committee on Reactor Safeguards. 
79/10/10, 3pp. 


7912210351 Transcript of ACRS subcommittee on power & electrical sys 
791213 meeting. Pp 1-236. 

KERR.W.. MARK.J.C.. EBERSOLE.J. ACRS - Advisory Committee on Reactor 
Safeguards. 79/12/13. 2S9pp, 


7912260266 Transcript of 791207 ACRS meeting in Nash Ington. DC. Pp 
210-373. Implications of lessons learned at TMI-2 It 
racommandatloni of President's Commission on Accident at 
TMI-2 discussed. 

* ACRS - Advisory Committee on Reactor Safeguards. 79/12/07. 
t63pp. 


—7912270077 •'NRC SEP." speefh for presentation at Oct 1970 meeting iif 
EN5/ANS In Brussels. Be Ig lum. 

EIBENHUT.D. 0 Division of Opeiating Reactors 76/10/31 30pp. 


7912270080 Notifies that NHC approved proposed agreement w/State of HI 
uhersby R] ui 1 1 assume some regulatory authority over 
byproduct, source !> SNM 

HEflORlE. J. M. Commission. 79/12/04 Ip 


791227{I0S3 Ack receipt of comments to President on TMl. Comments will bn 
circulated among commissioners. 

HEMDRIE. >i. H. Commission 79/12/03 2pp 


— 7912270035 “Aielrod Recommendations on Nuclear Power Plant Safety. 
AXELRDD.DH. Aielrod.DM. 79/11/30. 33pp 


7912270097 informs of no objection to DOS proposed rept on S 1119 6 
H.R. 5244 re procedures far transport t< storage of spent fuel 
in IfB trust territories 

f£NDR!E.J.t1 Commission 79/12/07 Ip. 


— 7912270099 Requests comment on DOS proposed rept on 6 1119 {< H. R. 5244 
re nuclear spent fuel 6 trust territories by 791212. 

PETBRSONiR H. Office of Management h Budget. 79/11/23. 6pp. 


7912270102 Notifies of completinn of NRC form for training course on 
C— £ elmu 1 a tor . Paymen t forthcoming 
HENSRIE.si. (1 Commission. 79/12/04. Ip. 


7912270107 Responds to 790731 Itr re evacuation distances around TMI-.'^ 
Forwards table developed on 790401 giving recommended 
actions for various contingencies b draft of long-term 
cantingencics Ten-mile evacuation sufficient. 

HENDRIE..J.M Commission 79/12/03. 4Bpp. 


791227Oli0 Requests opinion re M Rogovin 791115 suggestion that NRC 
develop program to alleviate mental stress among residents 
in Tffl area 

HENDR1E../.H. Commission. 79/11/30. ip. 


—7912270114 Recommends implementation of program in TMl area to 
alleviate severe mental stress caused by accident. 
flaaOVlN.M NRC Throe Mile Island Task Force 79/11/15. 2pp 
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. *. « -7551 nn monio re DT-ooram to alleviate aiental 

«o^.rnor ef State a. P/l 


u/requBst far comments. ,o,,,. 3 o 

HENDKIE.J rt Cnmmissvon. TV/li/JO. 


far Lawyer 


HENEniE.-J-rt Commission. 79/11/80. ip. 

c inf,..nt to Screening Committee for Lawyer 

HENDRIE- J. M- Commission. 79/11/aB. Ip- 


Screening Committee for Lawyer 
BDOiOl. 


—7913270135 Notifies of 

Vacancies on A9LD for 4-yr '*•3 " 

HENDHie.J.M. Commission. 79/11/30. Ip 

HENDRIE.J.M- Commission. 79/il/2B- p. 

-7912370154 Notifies of 

vacancies on ASLB for 4-gr t"™. " e001°‘- 
HENDRIEiJ-M. Commissi nn. 79/1I/2B. P- 

-7912270159 Notifies of ^PPO ^ ‘ 
iarancle, on ASLB for 4-yr 

HENDRIE.O. H. Commission.. 79/11/23. ip. 

-7912370160 Notifies of ePP = ‘nt-nt to Screening Ccmmitte. far Lawyer 


uj/State of WA. 
HENDRIE^J.M. Commission. 


79/11/23. Ip. 


suspenSed pending amend. __,,.,,pQ 3 „. 

HENDRlE. JN Comfivl ss I on. 79/11/2Q. JPP 

7912310126 Re.oest. 

administration of thyroid Hoc blotting agants 

developing recommendations re stockpiling of blotting a 
around nuclear power P la"**' , , , . 3 , ,, 

HENDRIE. J. H. Commissian. 79/11/21- if. 


CONTRACT NRC CONTRACTS AND^MOOIFICATIONS 

7913060167 Notification of * "^"^l^rsTor ' r^ 9 

Evaluation t Establishment of Criteria 

LOW Level HasteJurial^^Sites.^ ^contra i„C-04-7fl-2 


VACOQS.A. 

79/11/05. 


Ip- 




CAISDEN 
IP 


-7912070169 Mod 1 option J P^J^ 

SS^TONiK^I'-'^^niHonH^ronUa^s. ^30-05-79-251. 79/11/23. 

tp. 


Prob 
Inst. 

TRAOESER. C. H. 
79/11/20. Ip. 


Purchasing Section. FIN B-1557. NBC-ll-a0-40l. 




Assessment Analysis. " ^„„,.,„rr, fiN B-1557. NHC-ll-BO-401. 

PERLHAN.J. Division of Contracts. riN u 

79/11/20. 2PP- 

7912070409 Notification of 'DenveS ^ *** 

?:^iN:r"“^^:riHs;r^H:rc*rtr^ci: ^:a^:r"NRc-o6-70-36i. 

79/10/02. Ip. 

7912100037 Notification of contract e.ecutlon, Hod 2-1 to "Cental VA 

s&‘ f.n b- 6 =.->. n.o-«.-77-i3., 

79/10/03. Ip. 

Srs=-. 74 "";F^o 5 -ni 5 -”;;™ 5 >o 3 “-;»*"' 

1 ;K«“ 

SMisr""" ^ 

NRC-05-77-186 79/11/14. Ip. 

1 . i.T ..k..<rai Assistance to Support NRC IE Teclinttel 



i^;s^^s?L!’‘‘"“s:rei”h^o:?^:rt:“Sr:ncr pin a-4o.», 

HfJC-OS-77-186- 79/11/02. Ip. 

^aloatuion of Incidents, Al legations 8 . Reported 


Discrepancies. 

MORTON. R. V. 
NRC-08-77-1B6. 


Research Contracts Branch. 
79/11/02- ip. 


FIN A-4015. 


NRC-11-80-401, 


TRAMBER.C.H. Purchasing Sictlon. FIN B-1597. NRC 

79/11/20. Ip. 

-7912100276 Contract; "Reliability 8. Prob.hH.tic A Analysts,' 

":;s‘SIir'»ss=nn 5 !.o."" 555 i^>^b"’ C"""" 

Southwest Research Inst. n-iAa7 NRC-07-7a-367. 

PBa.HAN.J. Purchasing Section. FIN B-1637. mku 

79/08/24. Ip. 

-79121003B3 Mod 8, d.ob 1 Ig- 1 ing balance of fund, not u.ed.tp "P.rfora M . 
Va^cI?"^-' -'iS^I^^trSEI^r^oSt^rctrS-r^^cr^-FIH B-i637. 
NRC-07-78-367, 79/08/24, Ip. 

7912100305 Notification of ^nntract execution, Mod 5 to -'Environ 
Surveillance for Measuring C^ncantrat on. of Radioactivity 
«, Radiation Levels In Environ of Commission Licensed 
Activities..." ContractroriState of ME. n-ntia 

BAiaOEN.L- Reieareh Contracts Branch. FIN B 5113, 

NRC-05-76-3B2, 79/11/30. Ip. 

-7912100386 Mod C,.. tending performence period •- P;;»''i;‘R« 

••Environ Surveillance for Measuring Conc.ntraion. of 
fleduictlvlty 8. Radiation Levels In Environ of Commission , 

Licensed Activities Located Within !*■*• “' ^NbRLEY.H.M- Malse. i 

MORTON, R-V. Research Contraets_Branch^ __HiNcnLCT. n. u 
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7912100390 Notific4tlon of contract eiocut ioni Nod 3 to "Hemphia Area 
Raglonal Saiitnic Nituork, “ ContractorrHiinphlf Btati Univ. 

HAOEY. H. Reiiarch Contracti Branch. FIN B-6Q76. NRC-04-7B-200. 

79/11/30. Ip. 


— '7912100394 Mod S>*>ttndlng performanca parted li adding fundsi to 
“Mamphif Araa Ragtonal Baiatnie Natwork." 

HORTONi K. V. Raaaarch Contracta Branch. JONESiD.H. Mamphl* 

Stata Ufilv. FIN B-6276. NRC-04-7B-300. 79/11/30- 4pp, 


7912100449 Notification of contract aiacution: "Kagitone Pear RaviaMi 
Nortahop on Uaita Hgt Tachnical Rula> " awarded to Kagatona 
Ctr for Continuing Education. 

MCNULTY.A. Purehailng Eactlon. FIN B-6936-0. NRC-O2-S0-04B. 

79/10/28. Ip. 


—7912100493 Contract: "Kagatona Paar Ravi eui Uorkehop on Uasta Mpt 
Tachnical Rulai" awarded to Kaijatono Ctr for Continuing 
Education. 

PERL.KAMtvl. Dlvlalon of Contracti. CRAlOiR.U. Kagatona Canter 
for Continuing Education. FIN B-6936-0. NRC-02-eO-048. 79/10/29. 

9pp. 


7912110001 Notification of contract aiocutlon>Hod 4 to "Environ 
Survaillanco for Hiaauring Concantratlona of Radtoacttvltg t, 
Radiation Uavali in Environ of Cammlaaion Llcanaad 
Actlvitlai. . . . " Contractor: Stata of 8C. 

BAISDENiL. Raaaarch Contracta Branch. B~911S. NRC-03-77-i0&. 

79/11/30. Ip. 


— 7912110002 Hod 4>aitanding period of parfor/nanca I: providing addl 
fundlngite "Environ BurvalManca for Maaauring 
Cone antrat iona of Radioactlvltg t: Radiation Livtla in 
Environ of Cennlaalen Llcanaad Aetivltiai. . . . " 

HORTONi K. V. Divlaion of Contracta. BHITHiJ. U. Sduth Carolina. 
Stata of. FIN B-S12. NRC-OS-77-IOA. 79/11/30. Ip. 


7912110003 Notification of contract exacut Ion. Hod B to "Parforaanee 
Taattng for Paraonnal Dotlniatrg. *' Contractor: Unlv of HI. 

OUSTAVE. R. P. Raaaarch Contract! Branch. FIN B-10499. 
NRC-Ol-77-lflO. 79/11/29. Ip. 


—7912110004 Hod 0. extending contract at no coat, to "Perforrnanca Taating 
for Paraonnal Dotlmatrg. " 

HORTON.K.V. Dlvlalon of Contracti. 8TEHPLE.P.0. Michigan. 

Univ. of. FIN B-10499. NRC-01-77-180. 79/11/29. 3pp. 


791211000h Notification of contract txaeutloniHod 4 to "Environ 
Burvaillanca for Maaauring Concantratlona of Rad loacttvitg 
it Radiation Levala in Environ of Cotnnitalon Llcanaad 
Actlvltlaa. . . . " Contractor: Stata of TN. 

BAIBDEN. L. Raaaarch Contracts Branch. FIN D-920B. 

NRC-09- 77-335. 79/11/30. Ip. 


—7913110009 Hod 9. extending period of performanca h providing addl 
funding. to "Environ Burvaillanca for Maaauring 
Concantratlona of Radlesctlvitg li Radiation Lavata in 
Environ of Cemmiaalon Llcanaad Actlvltlaa. ..." 

HORTON.K.V. Dlvlalon of Contract!. FOHINKLE. E. R. Tannasaeo. 
State of. FIN B-8200. NfiC-0S-77-3BB. 79/11/30. Ip. 


7912110013 Notification of contract axecut Ion. Hod 5 to "Environ 
Burvaillanca for Maaauring Concantratlona of Radioactlvitv 
h Radiation Levala in Environ of Commlailon Llcanaad 
Actlvltlaa...." Contractor: Stata of AR. 

BAT8DEN. L. Raaaarch Contracts Branch. FIN Q-9207. 
NRC-08-7h-379. 79/11/30. Ip. 


— 7912110019 Mod 9iaxtanding period of parformanca Si providing addl 
fundlngite "Environ Burvaillanca for Maaauring 
Concentration! of Radloaetlvitg Si Radiation Levels In 
Environ of Conmliiion Llcanaad Actlvltlaa...." 

HORTONiK.V. Dlvlalon of Contracta. HENT.O.D. Arkancaa. Btata 
of. FINB-9207. NRC-09-7A-379. 79/11/30. Ip. 


7912L100BB Notification of contract axacutloniHod 4 to "Tilting of 
Rilnforeod Concrete Contalniaanta Under. Comblnad Hambrant 
Tanalon l< Tangential Shear. " Contractor:Portland Cement 
Aaaoelation. 

ROLLETTiB. Raaaarch Contracts Branch. FIN B-hB03. 
NRC-04-77-11B. 79/J1/28.' Ip. 


—7913110034 Mod 4isitanding period of parforaianca for two months at no 
costito "Tasting of Reinforced Concrato Containments Under 
Combined Mambrana Tension h Tangential Shear." 

HORTON.K.V. Division of Contracta. KUNZEiU.E. Portland Coaent 
Aliociation. FIN B-42D3. NRC-04-77-11B. 79/11/28. Ip. 


79121 10040 Notl f icat ion of contract aiecutlon: ''Revise Detailod 
Daflnitien of nequiremon t a Document Which Nas Previouslg 
Prepared Og Boeing Computer Sves Under NRC-04-77-045. - . " 
awarded to Boeing Computer Bves Co. 

HCNULTV.A. Purchasing Section. NRC- lO-BO-464. 79/11/36. Ip 


— 7912110049 Contract: "Revise Detailed Definition of Requirements 
Document Which Uai Previouslg Prepared Dg Boeing Computer 
Bves Co Under NRC-04-77-069 to Reflect Reduction of 
Hadules. .. '' ewardeii to Boeing Computer Sves Co. 

PERLMANiU. Division of Contracts. H0PKIN9.H. R. Doaing Computor 
Servicesi Inc. Isuhs. of Boeing Co. ). NRC-10-60-4&4. 79/11/3B. 

7pp. 


7912110179 Notification of contract ex ecu t i on. Mod 4 to "Electrostatic 
Copying Sves." Contrac tor: Potomac Reseerchi Inc. 

WI8B1N3.E. Administrative Contracts Branch. NRC-17-77-192. 

79/11/29. Ip. 


—7912110189 Hod 4iravising Article I re sves & priceeito "Electrostatic 
Copying Sves. " 

nATTIA<M.J. Division of Contracts. HDDREiR.E. Potomac 
Research. Inc. NRC-17-77-182. 79/11/29. Ip. 


79121 10239 Forward s outlines of tentative work assignments for 
eontainmint purg e. control of heavg loads (■ performance 
monitor. 

ZeCH.8. Division of Operating Reactors. NRC-03-79-lie. 79/11/19. 

4pf. 


79121 10529 Notifl cat ion of contract a lecut 1 oni Hod 2 to "Personnel 
Nautroiy Doslmetrg for Nuclear Power Plants." Contractor: 

Ranssslaer Polytechnic Inst. 

JACOSSiA. Research Contracts Branch. FlNB-6491. NnC-04-7e-2&3. 

79/11/16 Ip. 


—7912110941 Mod 2isxtendlng period of performance from 790930 to B00229. 
to "Personnel Neutron Dosimetry for Nuclear Power Plants." 
IKlRTONiK.V. Research Contracts Branch. LOOIUDICE. J. M. 

Ransaelaer Polgtechnlc Inst. FIN D-6691. Nnc-04-7B-363. 

79/10/24. 2pp. 


7912120065 Notification of contract e lecut 1 on. Hod 3 to "Environ 
Burveil lane t for Measuring Concentrations of Radioactlvltg 
h Radiation Levels In Environ of Commission Licensed 
Activities..." Contractor: State of OR. 

BAI6DEN.L. Research Contracts Branch. FIN B-9SOO. 

NRC-09-78-313. 79/11/30. Ip. 


—7912120073 Hod 2i extending period of performence to 791331 & changing 
govt support ceilingito ’'Burvaillanca for Measuring 
Concentrations of Radioactivity & Radiation Levels in 
Environ of Commission Licensed Activities..." 

ffllRTONiK-V. Research Contracts Branch. OEDDIE.K.M. Oregon. 

State of. FIN B-920O. NRC-09-78-313. 79/10/01. Ip. 


7912180078 Notification of contract a x ecut 1 on. Mod 2 to "Kinetics of 
Nuclear Uasta/Repository Interface Reactions." Contractor: 

Ban Jose State Univ Foundation. 

HABEYiH. Research Contracts Branch. FIN B-6629. NRC-04-7B-25S. 

79/11/28. ip. 


—7912130066 Hod Eiaxtending period of performance to 791130 to 
"Kinetics of Nuclaar Masta/Reposltory Interface Reactions." 
ttiJRTQN'K.V. Research Contracts Branch. STILL.R. C. San Jose 

Stata Univ. FIN B-6629, NflC-04-78-28a. 79/10/39. 2pp. 


7912120261 Notification of contract a x ecut i on. Hod 9 to "Improved 
Ultrasonic Nondestructive Testing of Pressure Vessels." 

Contrac tor: Univ of Ml. 

JACOBSiA. Research Contracts Branch. FIN A-4047. NnC-04-79-i82. 

79/11/19, Ip. 


—7912120266 Mod 9idiletlng J Fradarick & inserting Oanapthg.to 
"Improved Ultrasonic Nondestructive Testing of Pressure 
Vessels. " 

HORTDN 1 K.V. Rastarch Contracts Branch. HATTNENB. C. N. 

Michigan, Univ. of. FIN A-4047. NRC-04-79-la3. 79/10/39. 2pp. 


791812030S Notification of contract a x ecut 1 oni Mod 9 to "Studies in Two 
Phases Flow Oas Liquid Interaction in Upflou Sgs. " 

Cscntrac tor:Univ of Houston. 

HAOEY, H. Rasiirch Contracts Branch. FIN B-56B4. NRC-04-75-194. 

79/11/30. ip. 


•7912120310 Mod 9iextandlng period of performance from 790930 to 791215, 
tg "Studies In Two Phaet Flow Oas Liquid Interaction Upflou 
ays. " 

MaRTQN,K.V. Research Contracts Branch. NORRISiJ.T. Houstoni 

Univ. of. FIN B-96B4. NRC-04-79-ia2. 79/10/01. 2pp. 
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79121*10239 Notification of contract e « ec i>t i on , MoS 1 to "DocuHake (I 
D'asic Sijs.'' Contrac tor . Terminal Data Curp. 

HeDHOM. L. ft. V,. Aflminiatralive ConlractH Drancti NRC-IO-77-17i. 

79/12/06. Ip 


--7'?IH1‘10294 Mod 1.. dffcreas 1 ng oblisatlon *• closing contract, to "DocuHahe 
i I Basic Sgs. " 

MftTriA.M.J Diviaion of Contracts DEAN. D P. Teratnal Data 

Corp. MnC-10-77-i76. 79/12/06 ip 


79121*10297 Notification nF contract eiec ot ion. Mod 3 to “Srtevanca 
Revieui Eianiner. " Cont rac tor . AH Haller 

HEDROH. L A. K. Administrative Contracts Branch. NRC-10-7B-59S. 

79/13/06 Ip 


--7912140303 Mod 3 . dec r« a s % ng obligation t< closing contract, tn ‘Grievance 
Revlcui Examiner. ” 

MATTIA.H J. Division of Contracts, HALLER. A.H. AFfiliatton 
Unknoun- NnC-10-7a-5a3. 79/12/06. ip. 


7912J7040I Notification of contract eiec u t ion. Mod b to "Docirnent 
Distribution.'’ Contrac tor: Compu t er Control Corp. 

MEDRQWiL.A K Administrative Contracts Dranch NRC-lO—77— 131. 

79/11/30. Ip. 


— 7912170406 Hod 3, decreasing total amount *i completing close-oot action 
for contract, to "Document Distribution " 

MATTIA.H J Administrative Contracts Branch. rttOCTCM. H. O. 

Affiliation Unlnomn NRC-10-77-t21 . 79/ll/DD. Ip. 


7913170414 Notification of contract ei ecu t Ion. Mod 3 to ’‘Detemination 
of Occupational Man-Rem Ex posor es. " Contrac tor: Be ience 
App 1 1 cat i ons. Inc 

MENCZER.U.R. Technical Assistance Contracts Branch. 

NflC-03-7a-16l. 79/11/29. Ip. 


— 7912170430 Moil 3. extending period of performance from 700935 to 600115. 
to "Determination of Occupational Man-Rem Exposures." 

DauOHERT/, D. vl. Technical Assistance Contracts Branch. 

NnC-03-7a-161 . 79/11/29. Ip. 


7912160006 Notification of contract ei ec ut i on. Mod 6 to "Oevelop 
Cer ti f lea 1 1 on Ci'tteria for Industrial Radiographers." 
Contractor Univ of Louiell. 

GUSTAVE. R.P. Research Contracts Branch FIN D-10376. 

NRC -01-76-337- 79/11/30. Ip. 


— 7912160011 Mod 6, correcting error in Mod 5. bo "Develop Certification 
Criteria for Industrial Radiographers." 

HQRTDN.K V. Research Contracts Branch. MILLER. E.F. Louelli 

Unlv. of, FIN B-10276 NRC-01 -76-337- 79/11/30. 3pp. 


7913160014 Nobification of contract e i ecu t i on. Hod 19 to ''Douncomer 
Effects Eiperlmental Program.” Contrac tor CHEARE. Inc . 

WDLLETTiS Research Contracts Dranch. FIN A-4070. 

NRC-04-7fi-162- 79/11/26 Ip 


— 7912160019 Mod 19. providing incremental funding for FY60 & specified 
funds ilue in F/ai. to "Douncomer Effects Eiperlmental 
Program. '■ 

HORTON. K.v Research Contracts Branch. HICKIM.R.A. Creare. 

Inc. FIN A-4070 NRC-04-7S-162. 79/11/28 3pp. 


79I216D023 Notification of contract e lecut i on, Hod 3 to “Specially 
Designed File Folders " Con trac tor; Ames Color File. 

WIOOIN5.E Administrative Contracts Dranch. NRC-lO-79-374. 

79/13/07. Ip 


—'7912160026 Mod Bichanging delivery schedule. to "Speciallii Designed 
K > le folders. " 

HATTIApH. J Administrative Contracts Dranch. NRC-OI— TG—SVA. 

?9/l2/07. Ip 


7912160031 Notification of contract ex ecu t ion. Hod 2 to “Technical 
Assistance Program for State-of-th*-Art Study Concerning 
Near-Field Earthquake Motion " Contract'Or: Sys. Science t< 

Sof tuare 

HQLLETTi S, Research Contracts Branch FIN 0-649t. 

NRC-03-7a-l53, 79/11/01. Ip. 


—7913160037 Mod 2. providing incremental funding, to "Technical Assistance 
Program for State-of-th e-Art Study Concerning Near-Field 
Earthiiuake Ground Motion. ” 

HORTON. K.V. Research Contracts Branch. BLACKMAN* V. H. Bystems* 

Sciences «■ Software. FIN B-6491. NRC-03-7B-155. 79/11/01. ip. 


7912200031 Notification of contract e xecu t i on. Hod I to “Hobile Lab. 
Contrac tor: Mob i le Sys.. 

UIOOlNBiE. Administrative Contracts Branch. NRC-0S-79-3S7. 

79/11/16 Ip 


— 7913300037 Mod 1, exercising option for two addl vehicles, to "Mobile 
Lab “ 

MATTIAiM. J. Division of Contracts. NRC-05-79-257. 79/11/16. 

Ip. 


7913300149 Notification of contract eiecut 1 on, Mod 4 to "Design of 
IFHIS. * Contractors: Small Business Administration t, 
Technassociatesi Inc. 

KAGAN, T. F. Administrative Contracts Branch. FIN D-5131. 

79/11/33. Ip 


— 7912200I7S Mod 4, changing contract number to FVOO NnC-09-80-393, to 
‘Design of IFMIS. " 

MATTIA.H, J. Administrative Contracts Dranch. ZENTNER.H.A, 

Technassociates. Inc. CHISHDLM. J. R. Small Business 
Administration. FIN D-3131. NRC-09-aO-393. 79/11/23. 3pp. 


7913300177 Notification of contract eiscutlon. Mod 3 to "Design of 
IFMIS‘ Contractor: US Small Business Administration. 
Subcontractor: Technassoc iates, Inc. 

HAOAN.T.F, Administrative Contracts Branch. FIN D-S131. 

NRC -09-79-349. 79/11/06. Ip, 


—7913300183 Hod 3, revising period of performance re Article II, to 
"Design of IFMIS." 

MATTIA.H.J. Division of Contracts. VTHIER.P. Technassociates* 
Inc. BECHETiL.J. Small Duslness Administration. FIN D-5131. 
NHC-09-79-349. 79/11/06. 2pp. 


7913300179 Notification of contract execution. Hod 5 to "Design of 
IFHIS. ‘ Con trac tors: Sma 1 1 Duslness Administration t, 
Technassociates. Inc. 

HAO^.T.F. Administrative Contracts Dranch. FIN D-5t31. 

NRC-09-flO-395. 79/13/03, Ip. 


"791SS001S3 Mod 5. changing effective date of contract, to "Design of 
IFHIS. " 

MATTIA.H. J, Administrative Contracts Branch. FIN D-5131. 

NRC-09-BO-395. 79/12/03 Ip. 


7913300190 Notification of contract execution: "Publication 
Distribution Sves. " Contractor: Computer Data Sys, Inc. 

HAGAN* T. F. Administrative Contracts Branch. NRC-lO-BO-363. 

79/11/37. Ip- 


— 7913300196 Contract: "Publication Distribution Bves, " awarded to 
Caiiiputsr Data Sys. Inc. 

MATTIA.H. J. Division of Contracts. CQMDB, C. Computer Data 
Systems. Inc. NRC-iO-80-363. 79/11/27, 109pp. 


79I22103B2 Notification of contract execution. Hod 1 to "Nuclear Reactor 
Crisis Hgt Alternatives for Govt Action." Contractor: Natl 
Academy of Public Administration Foundation. 

HAOAMiT-F. Administrative Contracts Branch. FIN B-6792. 

NHC-04-79-310. 79/11/06. Ip. 


— 7912210383 Mod I, changing scope of work !< extending period of 
performance to 791231, to "Nuclear Reactor Crisis Hgt 
Alternatives for Oovt Action. " 

MATTIA.H. J. Administrative Contracts Dranch. U00D,VI. L. 

National Academy of Public Administration Foundation. FIN D-6792. 
NRC-04-79-210. 79/11/06. 2pp. 


7913210365 Notification of contract execution, Hod 7 to "Keypunch Svet. 
Contractor; Federal Prison Industries. 

HA6AN.T.F. Administrative Contracts Dranch. NRC-10-76-334. 

79/11/06. Ip 


— 7913S103B7 Mod 7* increasing total estimated cost to "Keypunch 8vcs. 
MATTIA.H. J. Administrative Contracts Branch. * Federal 
Prisons Inxiustrles. NRC-10-76-334. 79/11/06. 2pp. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


7903260150 Responds to 790116 FOIA request for nine categories of 
documents re fire protection at six nuclear plants. Documents 
forwarded except for one not found t, one other already 
located in PDR. 

FELTON* J.H. Division of Rules and Records. 79/02/09. Ip. 


79120SO466 FOIA request for documents re NRC insps of St Luke's t: 
St Mary's Hosps in Mi Iwaukee, MI since Jan 1979. 

VMIEAICS.T. V. O'Connor t, Hannan. 79/10/OS. 2pp. 


7912050471 Responds to FOIA request for documents re NRC Insps of St 
Luke's ti St Mary's Hosps in Milwaukee, Ml since Jan 1979, 

Forwards insp repta of 791t02 for each facility. 

CARRjJ.C. Division of Rules and Records. 79/11/19. Ip. 
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— 791SOS0476 IE Insp R«pt on 790627-20. No noncgmp 1 Isnco note^-Hajar areas 
insp acted: organ! zetl oni training & instructions to enplayeesi 
radiation protection procedures & leak tests of sources. 

TQNCUEiT.N. Region 3. Chicago, Office of the Director. 

79/09/11. I6pp. 


--79(2090479 IE Insp Rept on 790627-28, Noncomp 1 iance noted: no surveys 
conducted of incoming byproduct mati since 790blB t, no 
records of transfer maintained for returned byproduct matl. 
TONOUE.T.H. Region 3. Chicago, Office of the Director. 
79/09/11. 38pp. 


79120SOii30 FOIA regucst for UCLA Nuclear Energy Lab Facility License 
R-71 jBAR tt application for license Amend 10. 

VOELZHE.D, Committee to Bridge the Gap. 79/10/30. ip. 


79120&0958 Supplements response to FOIA reguast for documents re 
radwaete d Isposal. Foruards tuo addl documents subject to 
reiucst: deposit i on of NRC by JM Hendrle & notice of proposed 
rulemak Ing. 

CARRiU.C. Division of Rules and Records. 79/ti/i5. tp. 


— 79180^0599 Deposition by UM Hsndrie on 790911 In Nash t ngton, DC. Pp 1-19. 
Notice of proposed rulemaking re storage h disposal on 
nuclear waste end, 

HENSRIE, J. H. Gommiitlon. 79/09/11. 83pp. 


7912060971 Buppltmenbs response to FOIA request for documents re plants 
operating (< under const L libility insurance. Forwards addl 
documents subject to request:OM Hendrle testimony (< notice 
of proposed rulemaking. 

CARRiU.C. Division of Rules and Records. 79/'li/19. Ip. 


7912070161 Supplemtntf rtsponsi to FOIA request for correspondence 
prepared by UH Conran from 1960 to present. Portions of 
"threat list" in PDR. Info partially withheld <ref FOIA 
Exemption 1). 

FELTON, J.H. Division of Rules and Records, 79/11/16. Ip. 


7912070169 FOIA request for correspondence prepared by JH Conran from- 
1960 to present. 

HCCAlNiR. Community Supported Television LA, Cal ifornia. 77/07/26. 
If- 


7912070172 FOIA request for documents re determination of rout* for 
shipment of spent nuclear fuel from foreign sources to DOE 
Savannah River plant Info re legal proceedings of 
intervention by Portsmouth cltiiens not sought. 

ReyNOLDS,N. American Friends Service Committee. 79/iO/8B. Ip. 


79120701S1 Submits partial response to FOIA request for documents re 
shipment of spent nuclear fuel from foreign sources to 
Savannah Rivar p lant. Forwards documents listed In epp. 

CARRiJ. C, Division of Rules and Raeords. 79/11/83. Spp. 


--7912070166 Ditcutset regulatory efforts to protect spent fuel during 
transport. Currently izamining public comments on regulation 
h gu idanci, Also dltcutits study of potential ports of entry. 
Forwards 10CFR73 re fuel In transit. 

DIRCKS, M, J, Offlca of Nuclear Katerlal Safety & Safeguards. 
79/09/18, 4pp. 


— 7912070199 Responds to 790783 Itr re import shipments of spent fuel 
from foreign research reactors. Hat not approved any plan to 
import spent fuel from research reactors through Savannah, 

OA. Owners of foreign research Taaetors pay cost. 

BURNETT, R.F. Commission. 79/08/29. 3pp. 


— 7912070203 Forwards Itr excerpt re spent fuel shipments Ic new physical 
protection rule, w/related guidance document, in response to 
790623 telcon. Also, forwards 10CFR73 re fuel in transit.' 
HCCORMICK.R.O. Division of Safeguards. 79/06/23. 9pp. 


--7912070206 Responds to 790713 Itr requesting that NRC apppova no 
domestic shipping routes for Imparted spent fuel until local 
haaringt are held. Local hearings not sppropriats at present. 
OIRCKSiM.J. Office of Nuclear Material Safaty (< Safeguards. 
79/OB/OB. 2pp. 


— 7912070211 Ditcussis request for approval of routs far imports of 
Irradiated MTR fuel. Approves proposed route on Interim 
basis. Requests analysis of altsrnativss bt submitted. to NRC 
by 790631. Proposal subj to iOCFR2. 790. 

HCCORKLE,0. M. Commlsston. 79/07/23. Spp. 


--7912070814 Forwards Informal notes describing 79061S meating In - 
Norfolk/VA rs security for, spint fuel., shipments. 

ERICKSON, R. A. Commission, 79/06/14. Ip. . : : 


—7912070216 Summary of 790612 meeting w/VA Port Aut hori ty . At lent ic 
Container Lines. Portsmouth Terminal. Inc t Transnuc tear. Inc 
in MorfolkiUA rs security for spent fuel shipments. 

ERICKSON, n. A. Commission 79.'06/13 Spp. 


7912070192 Responds to 790716 Itr re imports of spent fuel from foreign 
reactors. New regulations require that shipment of spent fuel 
must be routed to avoid heavily populated areas. List of 
Foreign research reactors encl. 

DURNETT.R.F. Division of Safeguards. 79/06/23. 6pp. 


79I2O7022A Supplements response to FQIA request for info r« Nuclear 
Natls ti Equipment Corp tc NRC investigation into previously 
withhold Executive Director for Dper-ilons remarks. Info 
partially withheld (ref FOIA Exemption 1). 

CARR.xf.C. Division of Rules and Records. 79/11/16. ip. 


7918070229 Responds to FOIA requests for regulations Issued pursuant tii 
or iaplementlng FOIA. Confirms 791119 agreement to limit 
request to iOCFR9. Forward B 10CFR9. H/o encl. 

CARRiJ.C. Division of Rules and Records. 79/11/20. Ip. 


7912070K31 FOIA request for regulations Issued pursuant to or 
iaiptementing FOIA. 

8E1VER.J.D. Colt. Raywid & Draverman. 79/11/16. Ip. 


7912070246 FOIA request for five categories of info re NRC organiiatlon 
4c records concerning TMI. 

tflENCUS.L. Affiliation Unknown. 79/11/07. ip. 


7912070250 Responds to FOIA request for five categories of info re NRC 
organixotion 4, records concerning TMI. Response to first 
four cottgories submitted in NRC 791106 Itr. Forwards "Title 
List of Fublicly Available Documents." U/o encl. 

CARR.J.C. Division of Rules and Records. 79/11/81. Ip. 


791207025S FOIA requept for info re United Nuclear Corp activities in 
Pauling, NV. 

DAVI8.C. Affiliation Unknown. 79/10/02. Ip. 


7912070263 Partially responds to FOIA request for document re Pawling, 
NV site. Forwards requested info. Submits addl info: sodium 
douteriuA reactor never built at site, no matl ever used at 
site tc no radtoactive matl disposed of in lake. 

CARRiJ. C. Division of Rules and Records. 79/11/16. Dpp. 


— 7918070276 Discusses OA Co 74(3311 application to delete Pawling, MV as 
authorlied place of use for License 5NM-B71.Site represents 
insignificant risk to pub 1 ic. Rec ommend t that license be 
terainated, 

CRDUiM.T. Division of Fuel Cycle 6 Material Safety. 75/07/14. 

6pp. 


•7912070209 Forwards Itrs sent to NV transmitting analytical results nf 
760408 soil sampling at Oulf United Nuclear in Pawling, NY. 

Submits tabulation of Pu-23B 4, Pu-S39 results. No objection 
to termination of (}ulf United Nuclear license. N/o end. 

OAVlSiJ.O. Office of Inspection & Enforcement, Office of the 
Olrector. 75/07/07. 2pp. 


—7918070299 Discusses 740603 notification by Region 1 re suspicion of 
Pu cantamlnatlon in concre te. Reg ion i wilt Investigate. 

Region 1 has requested that Pauling, NY site not be deleted 
From License BNM-871. 

CRDM.H.T. Division of Fuel Cycle L Material Safety. 74/06/05. 

IP- 


■7912070305 Discusses review of data on Po concentrations in soil 
samples taken at PawllngiNY si te. Concentrations do not 
represent radiation exposure haxard. 

MAOMDrP.J. Commission. 75/06/2S. ip. 


•7912070335 Forwards results of analyses performed by IE Health Sves l..ib 
on soil samples taken at Oulf United Nuc lear, Pawling, NY 
Blta.NV Health Dept 75<}30B Ur It EPA 750103 Itrs end. 

NELSQN.P.R, Region 1. Ph i U'delph ia. Office of the Director. 
79/OS/06. 6pp. 


—7912070360 Forwards Insp Rapt 70-0903/74-17 on 740906. No noncompl lance 
noted. Major areas inspected; fol lowup on decontamination of 
facility. 

NELSON, P.R. Region I, Phi iadalp h la, □fftce of the Director. 
74/09/86, 9pp, 


•7912070376 Summary of 740729 meeting In Washington, DC re Po 
concentrations in soil, in connection u/decommissloning. NRC 
reeonrnsndad that ALAP approach be used 4, each site be 

on. case-by-easa basis. U/decommi ssloning description. 
HAMADA-O, Atomic Energy Commission. 74/03/82, 6pp. 
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7912070280 FQIA for d«u«.BnU ra -^TCOR. Inc, Nuclear D.velop..nt 

Association. United Nuclear Corp *. flulf United . ^“’^‘^2 

Ol>T«ANi J. 8, Lev4» OukMTt/ Goldberg t* Kaplan. 79/09/17, PP 

7912070294 F0IA reouest for documents re Nuclear Development 
~ Association. United Nuclear Corp U/af Oulf United Nuclear 


Assoc 
Corp . 

GUTMAN, J. 8 


Levy, Gutman, Goldberg t. Kaplan. 79/09/30. Ip. 


7912070291 Submit, partial response to FOIA 

Nuclear Development Assoc la t ion. Uni ted 

United Nuclear Corp U ATCOR. Inc. concerni ng facility site. 

Foruards requested info. Provides addl info >■« s‘*»- 
CARR.O.C. Division of Rule, and Records. 79/U/ti. 3PP- 

—7912070300 Requests deletion of Pauling «. EastvieuiHY as authorlied 
places of use fc that all records re locations be destroyed. 

Also requests that License SNM-a71 not be terminated. 

LOYSEN.P. Gulf Oil Corp. I1RA-74-37. 74/03/11. 3pp- 

— 7912070303 "Results of Radiological Survey." 

* ATCOR. 74/03/H. 67pp. 

—7912070316 Foruiarda addl results of analyses psrformed by ID Health 
Svcs Lab on soil samples taken at site. 

NELSON. P.H. Region t. Philadelphia. Office of the DIreetar. 
75/06/09. 2pp. 

7912070319 Foruiards supporting documentation for conclusion that 2.0 

dlslntegrations/minute of Pu/g of soil is appropriate 
criteria for use in determining acceptable fu concentration. 
STRNISA.F. V. Neiu York. State of. 75/06/20. 13pp. 

—7912070321 Responds to W Kerr 741031 memo listing alternative attions 
leading to development of Pu soil contamination limits. 
FaSops^establlshment of task force uithln Natl Conference of 


Fa'>opi 

Radiation Control Program Directors. 
MATTSON.R-J. Atomic Energy Commission. 


74/11/lS, 


Ip- 


7915070342 Forwards NRC memo requesting guidance re I'vels of Pu 

acceptable to AEC for unrestricted areas. Spec 1 f leal ly 
requests determination whether Pu soil levels are lou enough 
U guidance on recommended levels. .. 

KUHLMAN.C.H. Atomic Energy Commission. 74/07/1/. ip. 

7915070347 Requests guidance re levels of Pu acceptabls to AEC for 

unrestricted areas. Forward i result, of licensee 

subcontractor 8. AEC analyses of four *<>‘1 

STOHRiJ. P. Atomic Energy Coramlsslon. 74/07/10. /pp- 

7915070360 Discusses 740B0B site visit by OA Co & United Nuclear Corp 

to Biamine site, review results of analyses of radioactive 
matl in soil Sc to determine course of action for termination 
of license portion concerning Pawling. NY. . ... 

LOYSEN.P. General Atomic Co. Isubs. of Gulf Oil Co. I. MRA-74 141. 

74/DB/19. 2pp. 

79121004B0 SuppleiBonts response to FOIA request on behalf of OH Dfe of 
Consumers Counsel for documents re postponement b delay of 
Inservici date for WH Zimmer Unit l.No addl documents 
located subj to request. , 

CARR. J. C. Division of Rules and Records. 79/11/21. ip. 


r«o^d2. Forward; notic. listing NRC sy. of racords. 

Division of Rules and Records, 79/12/04. Ip. 

79,3130163 FDIA request for winning technical proposal submitted In 
respons* *" NM8-79-024, "Vol Reduction Techniques in Low 

fTnP I* c v*ft'*'E-* Sc 1 e n c e App I i cat I oni , Inc. 79/10/03. Ip. 

7912120166 Responds to FOIA request for winning proposal 

submitted by^Teknekron Research. Inc in response to RFP 
NfB- 7 f- 024 - Forwards nonpropriitary version of requested 

CARRij.C. Division of Rules end Records. 79/11/29. Ip. 

7912120268 R.spond. to 790829 Ur re ^ 

about nuclear power plant •“^'**"** nhc 

has responded to B Romlc request per FOIA. Forwards NRC 

Office of th. Es.cutlv. Director for Operationi. 

79/10/(n. Ip. 

— 791212(K79 Forwards B Romlc 790B22 Itr re FOIA request for info about 
UB nuclear power plant accidents from 1949-1979. Requests 

CU^R^^.C. Senate. 79/08/29. 2pp. 

7912120482 FOIA request for License a 7 - 0024 B- 06 HD w/amends. 

REDM08E»9. Pharmaco Nuclear. Inc. 79/11/09. ip. 

7912120485 Responds to FOIA request for License a7-0084a-06MD w/amends. 

Forwards requested info. vo/is/na lo 

CARR.J.C. Division of Rules and Rscordi. 79/12/03. ip. 

7912120498 Appeals Initial FOIA response re 

concerning proposed routes for transport * 

reactor fuel, NY Dept of Transportation b Nine Hilt Point 

AUDTM.*Lr* Affiliation Unknown. 79/10/22. 5pp. 

79/12/04. 2pp. 

7912120338 Responds to FOIA request for IE bulletins b etrculara for 
197S b IE info notices for 

listed In App A. IE circulars not issued In 1975 b IE info 
notices not liautd prior to 1979. —....n, m„„ 

CARRiJ.C. Division of Rules and Records. 79/11/2/. 3pp. 

—7912120343 IE Bulletin 75-02, "Defaetlve Radionics Radiographic 
EtDoiure Devices b Bourcst Changers." 

* ^Office of Inspection b Enforcement. Office of the Director. 
79/02/14. Spp. 


7912110006 Supplements response to FOIA request for Task Force of 
Saftfluards Policy documents b ree ummendiili ons. Forwards 
requBsted info. Info partially uil thheld ; statements re 
upgrading program b Internal 

CARR.J.C. Division of Rules and Records. NHDC/TBO/79 23. 

79/11/2B. Ip. 

—7912110089 Forwards S Chllk 761223 memo re C'"""*”*'*" 

recommendations to upgrade safeguards at existing SSNM fuel 
cycle facilities. Requests classification of memo as 

COMQS.T. R. Office of Administration. 79/01/14. 2pp. 

—7912110099 Submits decision re Commission action on NRC recommendations 
to upgrade safeguards at existing BBNM nuclear fuel cycle 
facilities Portions of document re upgrading program ti 
internel threat withheld (ref FOIA Exemption 1). -,a.— 

CHILK.S- J. Office of the aecretiry of the Commission. 76/12/23. 

9pp. 


—7912120544 IE Bulletin 78-07 re emission of corrosive gases Into 
ventilation sys fillereil by HEPA filters, 

• Office of Inspection b Enforcement. Office of the Director. 
75/11/26. 2pp. 

—7912120948 IE Info Notice 79-04, "Degradation of Engineered Safely 

e**0#f*ce of Inspection b Enforcement, Office of the Director. 
79/02/16. 6pp. 

7912120858 FOIA request for IE bulletins b circulerf for 1975 b Info 

GAHFAONofe. P. Franklin Instltute/Franklln Research Center. 

79/10/29. Ip. 

7912130141 FOIA request for technical proposal submitted by Eeeex Corp 
for Contract MRC-04-79-209, "Human Factors Evaluation. 

FIMH.EV.D.E, Science Applications, Ine. 79/10/17. Ip. 


7912120156 FOIA raquest for NRC records re CL Stone. 
STONE.C.L. Affiliation Unknown. 79/11/16. Ip. 


—7912130146 Reeponds to FOIA request for winning technical proposal 
•ubmlttad by ESSEX Corp for Contract NRC-04-79-209. Human 
Factors Evaluation. " Forwards nonproprietary version of 
requested info.H/o end, — 

CARf)«0«C. Dlvlilon of Rul«* and fitcordo. 79/12/03. 


IPe 
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T'J'lSlSOaOl FDIA requeit for uinnlng proposal submitted by Taknebron — 79121403&6 "Solid Raduast* Rept.Aug-Oct 1976." 

Hasaarch. Inc. in response to RFP RB-NRR-BO-105, "Util Rgt * CoBsionuaalth Edison Co 76/11/30. 3pp. 

ti TachnUal Rasources. " 

BALUJA.J. Viking Energy Corp. 79/10/30. Ip. 

—7913140372 "Rapt of Radioactive Effluents. 1976. " 
a Comnonwaaltb Edison Co. 76/12/31. 4pp. 

7913130310 Responds to FOIA request for uinning proposal submitted by 
Tatnakron Research. Inc. in response to RFP R8-NRR-80-105. 

Forwards nonproprietary version of requested info. — 7912140376 Forwards "Solid Raduaste Rept, Jan-June 1977." "Rept of 

CARR.J-C- Division of Rules and Records. 79/11/30. Ip. Radioactive Effluents. 1977. " "Liquid Raduaste Rept Jan-Juno 

1977." "Liquid Effluent Rept. 1977." "Liquid Raduaste Rept, 
1977." Ii "Rept of Radioactive Effluents. 1976. " 

— 7912130318 Response to RFP RS-NRR-SO-IOS. "Util Mgt 6 Technical BITEL.J.8. Commonueal th Edison Co. 77/03/24. ip. 

Resources. " Submits technical t. cost proposal. 

POWERS. J. A. Teknekron. Inc. RB-NRR-BO-IOS. 79/10/04. 91pp. 

—7912140379 "Solid Raduaste Rept. Jan-June 1977." 
a Camnonuealth Edison Co. 77/0S/24. 6pp. 


7912140164 FOIA request for all KRC prepared case histories of all SNH 
licensees that have or have had strategic quantities of BNlt. 
R018HAN.A.Z. Natural Resources Defense Council. 77/07/18. 2pp. 


7912140171 Discusses delay in repsonse to FOIA 79-452 request. 
OlssomlnatlDn of requested info ulli be through Nucleonics 
Uk t< other McOrou Hill Pub 1 icot ions. Lists uays in uhlch 
public health uould bi enhanced by release of info. 
MARTIN.D.L. McOrau-Hlll Publications Co. 79/11/12. Ip. 


7912140174 Responds to FOIA request for Info re closed meetings 
concerning Ofc of Eiicutive Director for Operations. Tapes 
will be audltid l< rolaasable portions foruarded. 8ECV 79-B2 
In PDR.NRC authority revleu withheld (ref FOIA Eiemptlon 31. 
CARRfJ.C. Division of Rules and Records. 79/11/26. 2pp. 


7912140161 Supplemsnts response to FOIA request for case histories 
propared by NRC for all 8NM 1 ictntaes. Requested info in 
NashtngtDn.DC PDR. Info partially ui thheld; safeguards 
proctdurei h security maaruies (ref FOIA Exemption 4). 

CAHRiJ.C. Division of Rules and Records. 79/11/2B. 3pp. 


7912140302 Foruards FOIA 79-4BB request by FJ Boncher. 

KEPPLER.J.O. Region 3. Chicago. Office of the Dirsctor. 79/11/02. 

Ip. 


--7712140307 FOIA request for records re Zion 1 b 2.Coak I ti 2.Drunswick 
1 b 2 (■ Union Carbide nuclear facility in Yabucoa. Puirto 
Rico. 

BONCHER.F. J. Schenk & Doncher. 79/10/29. 2pp. 


7912140312 Responds to FOIA request for records re Zion 1 t> 2.Coak 1 h 
2. Bruniulck 1 t< 2 tc Union Carbide nuclear facility In PR. 

Forwards documents listed In App A. No records exist for 
Yabucoa.PR facility. DOE rept end. 

CARRiJ.C. Division of Rules and Records. 79/11/30. 9pp. 


— 7912140317 "Effluent. Waste Disposal t. Potential Doses Semiannual R*pt> 
Jan-Juns 1976. " 

« Carolina Power & Light Co. 929B. 76/08/12. 16pp. 


— 7912140319 "Effluent Waste Disposal t< Potential Doses Semiannual Rapt. 
Oul-Dec 1976. " 

H> Carolina Power & Light Co. 76/02/08. 17pp. 


— 7912140322 "Bimlannual Environ t< Effluent Release Rept for Jan-June 
1977. " 

a Carolina Powar tc Light Co. 77/0B/3i. 20pp. 


— 7912140329 "Environ Rapt.Jul-Dec 1977." 

t Carolina Power t< Light Co. 7B/02/07, 19pp. 


— 7912140332 "Environ Rapt Jan-Juna 197B. " 

a Carolina Power tc Light Co. 76/OS/OO. 20pp. 


”7912140337 "Btmiannual Environ Rapt.Jul-Dac 197B. 
* Carolina Powar t< Light Co. 78/12/31. 20pp. 


"7912140346 "Bamiannual Environ Rapt. Jan-Juna 1979. 
* Carolina Powar tc Light Co. 79/06/30. 17pp. 


— 7912140349 "fiadioaetlva Effluent Release Rept. Jan-June 1977." 
> Indiana tc Michigan Powar Co. 77/06/30, 17pp. 


— 7912140390 "Radioactive Effluint Release Rept.Jul-Oec 1977." 
• Indiana tc Michigan Powar Co. 77/12/31. 16pp. 


— 7912140394 "Radioactive Effluent RaleasB Rept. Jan-June 1978." 
« Indiana tc Michigan Power Co. 78/06/30. 14pp. 


— 79121403B9 "Kept of Radioactive Effluents, 1977. 
• Commonwealth Edison Co. 77/08/24. 6pp. 


—7912140400 "Liquid Radwaste Rep t, Jan-June 1977." 
a Coecnonuealth Edison Co. 77/06/30. 9pp. 


— 7912140402 "Liquid Effluent Rept, 1977. " 

a Commonwealth Edison Co. 77/12/31. 3pp. 


— 791214040B "Liquid Radwaste Rep t, Jan-June 1977. 
a Coevnonueal th Edison Co. 77/06/30. 6pp. 


—7912140426 "Rept of Radioactive Effluents, 1976. 
a Commonwealth Edison Co. 76/12/31. Ip. 


— 7912140431 Forwards "Rapt of Radioactive Effluents, 1977, " "Solid 
Radwasta ReptiJul-Oec 1977" tc "1977 Rapt of Occupational 
Personnel Radiation Doses. " 

MANDKE.N.E. Commonwealth Edison Co. 78/02/15. 2pp. 


— 791214043S "Rapt of Radioactive Effluents, 1977. 
a Commonwealth Edison Co. 76/02/15. 9pp. 


—7912140439 "Solid Radwaste Ript,Jul-Dec 1977. 
a Conaonwealth Edison Co. 78/02/19. 6pp. 


—7912140446 "1977 Rept of Occupational Personnel Radiation Doses, 
a Comeionwealth Edison Co. 77/12/31. Ip. 


•79121404S2 Forwards "Rept of Radioactive Effluents 1978." "Liquid 
Radwaste Rap t, Jan-June 1978," "Solid Radwaste Rept, Jan-June 
197Bj " "Liquid Radwaste Rapt. Jan-June. 1978" t "Rept of 
Radioactive Effluents, 1978. " 

MANDKE.N.E. Cammanwealth Edison Co. 78/08/09. 4pp. 


— 7912140496 "Rapt of Radioactive Effluents, 197B. 
a Commonwealth Edison Co. 78/08/09. 9pp 


— 7912140460 "Liquid Raduaste Rep t, Jan-June 1978." 
a Commonwealth Edison Co. 78/09/09. ip. 


■7912140465 "Solid Raduaste Rept. Jan-June 1978. 
0 Commonwealth Edison Co. 7B/0Q/09. 6pp. 


— 7912140472 "Liquid Radwaste Rept. Jan-June 1978." 
a Commonwealth Edison Co. 78/06/30. 18pp. 


— 7912140470 "Sept of Radioactive Effluents, 1978. 
a Cammonwsalth Edison Co. 7B/12/31. 6pp. 


—7912140481 "Liquid Raduaste Rept.Jul-Dec 1970. 
a Commonwealth Edison Co. 79/06/30. 9pp, 


— 7912140485 "Rept of Radioactive Ef fluents, 197B. 
a ComaisnuBalth Edison Co. 79/06/30. 3pp. 


—7912140490 "Liquid Raduaste Rep t, Sep t-Dec 1978. 
a Commonwealth Edison Co. 79/06/30. 7pp. 


— 7912140494 "6oUd Radwasta Rept.Jul-Dec 1978. 
a COAmonwtilth Edison Co. 79/06/30. 8pp. 


— 7912140498 "Rept of Radioactive Effluents, 197B. 
a Commonwealth Edison Co. 78/12/31. 3pp. 
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— 791214051)0 "Rtspt of Occjpalianal Personnel Riididtion Doses. 1V73. “ 
f C Qisinonuos 1 1 n Edison Cn 7G/12/J1 Ip 


--7912140504 "LER Output on Events liivolvinp Releases from I969-I*resent. ” 
« Comn.onueal th Edison Co < Iniliana !. Mictiiflisn l-laclrii: Cn « 

Carolina Poiuer I. Liddt Co 79711/20 Ilpl' 


791214050Q ForuarOs ''Environ Dose Patduay Stud y. 'jpr i ng 197/-Fall 19/0." 

Gtl-LIQM. O. R. Conmonuieal t li Edison Cn. 73/12/27. Ip 


— 7912140513 "Environ Dose Cathuiay Stud y . Sp r 1 nq 1977-faH 197B." 
s Cooimo nuea 1 til Edison Co 7B/12/31. 23pp. 


79121701ii0 FOIA requisst for c ompr eli ens i ve evaluation rept of United 
Nuclear Corp plant in Wood River Junction. RI ?< of three addl 
facilities evaluated during 1977 !> reported in 771223 weekly 
info rept. 

CQCHRhNiT. Q Natural Resources Defense Council 7B/02/2I. Ip 


791217D175 Responds to FOIA request for comprehensive evaluatiois repts 
of four facilities evaluated during l97V-nept for Hood River 
Junction. R1 pla'nt in FOR Info partiallv uii thhe Id. aa f eqt/ard i 
security procedures (ref FQIA Eiemptlons 1.3 !< 4). 

CARRiJ. (C Division of Rules and Records. 79/11/19. 2pp. 


791217D170 Responds to FOIA roquest for insp repts of radiologic sites 
at Univ of Southern CA from last two yrs.Has no documents 
subj to request. 

CAHRpJ C. Division of Rules and Records. 79/12/06. Ip. 


791217'OtB] Responds to FOIA request for records re Tar ap urj India. Atonic 
Power Station !< use of atomic energy Sy Ind ia. Document w/ 
requested iofo in Hash I ng tan. DC PDR.Info partially withhold 
(ref FOIA Ecemption 11 

CARRiJ. C. Division of Rules and Records. 79/11/36. Ip. 


79131701B3 FQIA request for insp repts of radiologic sites at Uiiiv of 
Southern CA from last two yrs 

GQl.DHAOEN, D 1- Affiliation Unlnoun. 79/11/15. Ip. 


79121701B7 FQIA request for various info re NRC activities 6 nuclear 
power p Ian tsi inc 1 uding NRC personnel responslb 11 1 1 1 esi 
radiation doses. regul atory stds for public protection from 
radiation (• opposition to unsafe nuclear energy. 

OANNIS.S. Affiliation Uninoun 79/ll/IB Ip. 


791317<I19I Responds to FOIA request for various info re NRC activities 
& nuclear power p lent s . Forwards documents listed in App A. 

Remainder of request not stated In FQIA terms. 

CARR.J. C. Division of Rules and Records. 79/12/OS. 3pp. 


7913170197 FOIA request for winning proposal submitted by Personnol 
Dec isi ons. i nc in response to NRC BFP RS-DSD-79-003. 

"Sehavloral Observation Program to Assure Continued 
Reliability of Employees." 

RUTHERFORD, J. F. BDMCorp. D DM/U- JFR-B543- 79/IQ/26. Ip. 


7912170200 Responds to FOIA request for winning proposal subaitted in 
response to NBC RFP n8-DSD--79-003, "Dehavioral Observation 
Program to Assure Continued Reliability of Employees " 

Forwards requested info.H/D end 

CARR.J C. Division of Rules and Records, 79/11/31. Ip. 


7912100336 "OuidDlines for Decontamination of Facilities t Equipment 
Prior to Release for Unrestricted Use or Termination of 
Licenses for Dy produc t . Sour c » or 5NH. " 

a Division nf Fuel Cycle 6 Material Safety. 77/09/15. 6pp. 


7912170377 FOIA request for info re winning proposal lubnittcd in 
response to NRC RFP RS-aSD-79-002, "Bids for Psychological 
Assessment of Security Personnel." 

FLVNNi E. National Eva 1 uat 1 on Stj s terns . I nc . 79/10/24. Ip. 


79S21703BO Responds to FOIA request for Info re winning proposal 
submitted In response to NRC RFP RS-OSD-79-002. Forwards 
nonproprietary version of proposal. H/o encl.Also forwards 
addl Info requested. 

CARR.J. C. Division of Rules and Hecords. 79/11/37. 2pp. 


7912170386 FOIA reuqest for documents containing analysis of proposed 
siting criteria application to eilsting sites. 

UEISS.E.R. Sheldon. Harmon t> Uelss. 79/11/05. Ip. - 


7912170394 Responds to FOIA request for documents containing analysis 
of proposed siting criteria application to etistlng sites. 

Forwards NRC 790936 memo re NUREO-0625 Recommendation 3. ■/ 
list of plants meeting cri t erla. ACRE transcript in FDR. 

CARR, J. C. Division of Rules and Records. 79/11/30. Ip. 


— 7913170399 Lists factors to be considered for interpreting thrae 
distance criteria in surveillance of OL l< CP sites re 
haiardous facil i 1 1 es. ai rports & p i pel ines. Depend ing upon 
interpretation. 10 - 20 '/. of eiisting sites would fail criteria. 
HOU&TON.R.U. Division of Site Safety L Environmental Analysis. 
79/09/26 Spp 


7913170403 FOIA request for sii listed reg guides & for placement on 
NRC distribution list for future reg guides. 

PTAK.J. Iowa Public Interest Research Group. 79/11/19 Ip. 


7912170409 Responds to FQIA request for sii listed reg guides b for 
placement on NRC distribution list for future reg guides. 

Forwards 790S30 reg guide distribution list. Name placed on 
distribution list for future draft reg guides. 

CARR.J. C. Division of Rules and Records. 79/11/30. Ip. 


7913170412 Bupp 1 ements response to FOIA request for correspondence 
prepared by JH Conran. JH Conran “threat list" in PDR.Info 
partially withheld (ref FOIA Exemption 1). 

FELTQN.J.n. Division of Rules and Records. 79/11/16. ip. 


79121BO109 FOIA request for records not released to press b Congress rs 
CoaalBSion inquiry into Qfc of Inspector b Auditory Qfc of 
General Counsel rept on Apollo testimony of executive 
Director for Operations. 

KRANISH.A. Trends Publishing. Inc. 78/03/03. ip. 


79I31B01I6 Supplements response to FOIA request for info re Qfc of 
Inspector b Audltor/Ofc of General Counsel rept on Apollo 
testimony. Forwards documents listed in App A. Portions of 
documents in App B withheld (ref FOIA Exemptions 1.3.6 b 7), 
CARRiJ.C. Division of Rules and Records. 79/13/10. App. 


7913IB01S3 FOIA request for drafts of NUREO/CR-0570. NUfiEO/CR-0672. 
NURE0/CR-0i30i NUREO-0584 b NUREO-OSBb. u/rcspectlva additions 
li comments. 

PTAK.J. Iowa Public Interest Research Group. 79/11/16. Ip. 


7913180131 Responds to FOIA request for five NUREO repts w/additioni b 
coeacnts. Forwards NURE0-0Sa4 b comments. NUREO/CR-0130 
addendum available at NTI8 b NRC. NUREO/CR-0570, NUREO CR-0672 
ti NUREG-0S66 not yet pub 1 ished. U/o end. 

CARRaJ.C. Division of Rules and Records. 79/12/06. Ip. 


7912180147 FOIA roquest for info re higher fuel burnups in commercial 
LHRs (particularly Zion b Quad Cities) from 1975 to present. 
GUIOOiC. Pollution Environmental Problems. 79/11/58. Ip. 


"7912180156 NEDa-21660 

"Esperiencc U/BUR Fuel Through Dec 1976. " 

ELKlie.R.D.. DAVIES, J.H.> HOLTZCLAH. K. U. General Electric Co. 
77I«D120. 77/07/31. lOpp- 


7913180151 Responds to FOIA request for Info re higher fuel burnups in 
coanercial LURs. Forwards documents listed In App A. Addl Info 
can be found In proceedings of 790439 b 0503 ANS topical 
meeting In Portland.DR published by ANS. 

CARRiJ. C. Division of Rules and Records. 79/12/06. Spp. 


7913180355 FOIA request for index of Civil Bvc employees in federal 
agencias. Pub lie Law 93-579 end. 

CAVAZOSiE.C. Lincoln National Life Insurance Co. 79/11/07. Spp. 


7912180363 Responds to FOIA request for index of NRC employees. 
Forwarded organizational computer lleting of positions as 
of 790B31.H/Q end. 

CARRaJ.C. Division of Rules and Records. 79/11/86. ip. 

7912180365 Appeals response to FOIA request for Qfc of Inspector b 
Auditor rept on Apollo testimony. 

CDCMRi^iT-B. Natural Resources Defense Council. 78/03/38. Ip. 


7912180277 Responds to appeal of initial FOIA decision re request (or 
info concerning Ofc of Inspector b Auditor on Apollo 
testimony. Forwards documents listed in App A. Info partially 
withheld (ref FOIA Exemptions 1,3>6 b 7). 

CARRaJ.C. Division of Rules and Records. 79/13/10. 4pf. 


7912180283 Responds to FOIA request for Info re winning propoeal 
submitted fay Franklin Research Inst. In response to RFP RB- 
Forwards requested info. Info partially withheld: 

NRC advicsi opinions b recommandations(ref FOIA Exemption 5). 
CARRaJ.C. Division of Rules and Records. 79/11/88. Spp. 


7913i8DSes FOIA request for info re lelnnlng proposal submittad by 
Franklin Research Inst. in response to RFP R8-NRR-79-1 IS, 

"Review b Evaluation of Approximately 500 Pending Operator 
Reactor Licensing Actions. '' 

f1t»M0E.0.E. PRC Energy Analysis Co. 79/09/86. Ip. 
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7918150302 Responds to FOIA request For SNM license issued to Atofflics 
[ntl For Cdnoga Park.CA & Santa Susana.CA facilities. 

Foruards request info. 

CARR<<J.C. Division of Rules and Records. 79/(3/10. Ip. 


— 7912160325 License SNM-21 for Atocnlcs Inti, author i zing use of If 
enriched in U-23Si U-233 t< Pu> for use per 7S0&27 application 
ti 770201 > 0413> 061& & 0512 application supp 1 9 . Foruar ds 
guide 1 ines. 

ROUSE. L.C. Licensing Management Dranch. 77/09/15. 13pp. 


79121S0369 Supplements response to AZ Rolsraan FOIA request far 
documents re NUREO-0459 U preparation of upgraded physical 
protection regulations in 10CFR73. Foruards list of MRC 
documents ti govt repts. Remaining list classified. 

CARRtJ. C. Division of Rules and Records. 79/lS/ll. 17pp. 


7912150374 Appeals Initial decision re FOIA request for documents 
concerning route determination of spent nuclear fuel from 
foreign sources to DOE Savannah River plant. 

DOUOHERTV. J. D. Dougherty. J, D. 79/11/19. p. 


— 7912160362 Responds to appeal of initial decision re FOIA request for 
doeuMants concerning route determination of spent nuclear 
fuel from foreign sources to DDE Savannah River plant. 

Documents provided 791123. No further action required. 

CARR. J. C. Division of Rules and Records, 79/ti/2B. Ip. 


•—7912160644 IE Change Notjce 7B-42. re distrjfiution of IE repts. annual 
operating plar> t. temporary reduction in operations insp 

program. 

* Office of Inspection t. Enforcement. Office of the Director 
78/11/37. ISpp 


— 7912160644 IE Change Notice 79-09. imp I eraen t ing Temporary Instruction 
3595/03. “Insp Requirements to Revleui DhW Licensee Actions 
Taken in fiosponso to IE Dullotin 79-05 !< 79-05A " 

• Office of Inspection & Enforcement. Office of tho Director 
79/04/09. 10pp. 


—7912160647 IE Change Notice 78-43. Inc I ud i ng Temporary Instruction 
2515/18. "insp Programs During Periods of Long-Term 
Bbutdaim. " which provides modified requirements for insp of 
operating reac tors. 

• Office of Inspection Enforcement. Office of the Director 
76/12/28 9pp. 


—•7912180649 IE Change Notice 79-09. me 1 ud ing revision of Chapter 0525. 
'Action Item Tracking Sys. " 

• Office of Inspection Enforcement, tlfflce of the Director. 
79/06/04. 20pp. 


— 7912180671 IE Change Notice 79-10. implementing Chapter 10U4. 
'Safeguards Insp Repts. " 

» Office of Inspection & Enforcement. Office of the Director. 
79/06/11. 30pp. 


7912180360 Supplements response to AZ Rotsman FOIA request for 
dacuments & communications re THI-2. Lists documents subj to 
request. Documents withheld (ref FOIA Exemption 4).Uill 
consider direct request for purchase of documents, 

CARR.J- C. Division of Rules and Records. 79/12/11. 2pp. 


7918180393 FOIA request for correspondence betiueen NRC 6i Appalachian 
Power Co or American Electric Pouer Co re possible nuclear 
faettities in VA 4 U</ in neit 15 yrs. 

MCMAHAN. J. Affiliation Unknown. 79/11/20. Ip. 


-7912IB0672 IE Change Notice 79-44. re use of medical consultants. 
• Office of Inspection Enforcement. Office of Che Director. 
7B/t2/29. 19pp. 


•7912160674 IE Change Notice 79-11. re verification of licensee actinns 
required by IE Dullstin 79-06. 

e Office of Inspection 4 Enforcement. Office of the Director. 
1EB-79-0B. 79/04/25. 50pp. 


7918160409 Responds to FOIA request for correspondence between NRC 4 
Appalaehlen Power Co or American Electric Power Co re 
possible nuclear facilities In VA & HV in nest 15 yrs. 

Previous FOIA 79-271 response forwarded requested info. 

CARR.J. C. Division of Rules and Records. 79/12/13. Ip. 


7918160646 FOIA request for changes made to NRC IE Manual, from Change 
Notice 75-35 to present. 

JOHNSON. J. M. Carolina Power 6 Light Co. □OA-79-223. 79/10/17. Ip.. 


7918I8064B Responds to FOIA request for changes made to IE Manual. from 
Change Notice 76-35 to present. Forwards releasable portions 
of requested info. 

CARR.J.C, Division of Rulos and Records. 79/12/04. Ip. 


—7912160674 IE Change Notice 79- 1 2. tes t ing t< operations phase of insp 
program for LHRs 

* Office of Inspection 4 Enforcement. Office of the Director. 
79/07/01. 20pp. 


—7912180677 IE Change Notice 78-45. mod i fyi ng frequencies of Insp In 
ei4XX series 

a Office of Inspection 4 Enforcement. Office of the Director. 
814206. 76/12/89 14pp. 


—7912180678 IE Change Notice 79-13. re establishment of new general ini.p 
area 6400. "Fire Pro tec t i on/Pr even t ion. " & issuance of 
Procedure 640S3B. 

* Office of Inspection 4 Enforcement. Office of tho Director. 
79/07/01. 50pp. 


— 79121B0649 IE Change Notice 78-35 re insp procadurcs. 

» Office of Inspection 4 Enforcement. Office of the Director. 
79/10/04. 17pp, 


—79(2160651 IE Change Notice 7B-36 implementing Temporary Instruction 
2515/(4. "IE Fire Protection Reviews. Program Plan." 

» Office of Inspection 4 Enforcement. Office of the Director. 
73/10/18. 29pp. 


--7918160453 IE Change Notice 7B-37. Implementing Temporary Instruction 
8515/15. "Spent Fuel Racks - Insp Requirements." 

* Office of Inspection 4 Enforcement. Office of the Director. 
79/10/24. 9pp. 


— 79181B0695 IE Change Notice 7S-3Q. revls ing Instructions re manpower 

sys. 

• Office of Inspection 4 Enforcement. Office of the Director. 
76/10/27. 4epp. 


--79181B06SS IE Change Notice 7B-39i inc lud ing instructions w/guldanee on 
10CFfl20. Also includes procedure re Independent measurements 
of teletherapy unit radiation output. 

* Offlea of inspection 4 Enforcement. Office of the Director. 
787206. 76/11/01. 17pp. 


"7912160459 IE Change Notice 7B-40.re IE positions 4 personnel. 

* Office of Inspection 4 Enforcement. Office of. the Director. 
76/11/15. Upp. 


—7918100663 IE Change Notice 78-41. Implementing Temporary Instruction 
2BOO/1> ''Burvey-Questlonnaire Program for Priority 4 4 7 
Licensees. " 

s Office of Inspection 4 Enforcement. Office of the Director. 
7B/11/24. 9pp. 


—7912180679 IE Change Notice 79-46. re fuel facility resident inspector 
prograei. 

* Qffice of Inspection 4 Enforcement. Office of the Director. 
052O4C. 78/12/29. 100pp. 


■7912180661 IE Change Notice 79-1 4. imp 1 omen ting Procedure 757200 for 
inspecting field site radiography 4 including revisions to 
Procedures 838906 which clarify requirements for submission 
of final insp repts 

Office of Inspection 4 Enforcement. Office of the Director. 
79/07/01. 40pp. 


■7912180662 IE Change Notice 76-47. re operations phase of fuel Facility 
Insp program. 

e Office of Inspection 4 Enforcement. Office of tho Director. 
78/12/39. 50pp. 


— 7913160683 ]£ Change Notice 79-15. adding Chapters 1220.1230.1240 4 1150 
re agreement states. 

* Office of Inspection 4 Enforcement. Office of tho Director. 
79/07/01. 20pp, 


—7913180684 IE Change Notice 79-16. re IE investlgetlon program, 
e Office of Inspection 4 Enforcement. Office of the Director. 
79/07/01. 20pp. 


—7912180635 IE Change Notice 78-48. re vorious insp program procedures in 
Chapters 2S13r2515 b 2525. 

• Office of Inspection 4 Enforcementi Office of the Director. 
7B/12/29. aoOpp. 


— 79121S0687 IE Change Notice 78-49. re insp ef welding at power reactors 
under censt. 

• Office of Inspection 4 Enforcement. Office of the Oiractor. 
78/12/29. SOpp. 
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7912160683 IE Change Notice 79-17. re matl 
6NH In transit & Import-aKport licenses 
safegoardB Insps. 

« Office o-f Inspection t< Enforcement- 
79/O0/'l3. aopp- 


cQfitrol t accounting* itisp* 

& fuel cycle facllty 
Office of the &lrector- 


of 


7912180699 IE Change Notice 
research reactors, 

» Office of Inspection S. 
79/02/01. SOpp- 


79-0S*re physical security 
Enforcement. Office of the 


at pouer & 
Director. 


— 79i2190ll2 Eieerpts of "Raduiaste I. Environ Monitoring Bamlannual Rapt, 
•""industrial Blo-Teet Laboratories. Inc. W1607. 72/06/30. Mpp. 


—7912190119 Eieerpts of "Haduiasta tc Environ Monl toring. dan June 1973.“ 
• Commonueal th Edison Co. 73/06/30. llpp. 


—7912190117 Eieerpts of "Hadwast# fc Environ Moni toring. dul-Dec 1973. 
* CoMionuealth Edison Co. 74/02/20. 10pp. 


7912180690 IE Change Notice 79-21. re safeguards 
* Office of Inspection & Enforcement. Office 
79/n/Ol. 20pp. 


program. 

of the DiTBctor. 


•7912100691 IE Manual Change Notice 78-50. 
insp program For pouer reactors. 

» Office of Inspection ti Enforcement. 
70/12/29. 6pp. 


re operating 
Office of the 


phase of resident 
Director. 


-7912100693 IE Change Notice 79-03. revl sing table 
currently effective Instrifctions. as of 790101. 
* Office of Inspection 6 Enforcement. Office 
79/03/01. 40pp. 


' of contents uhieh 
of the Director. 


list 


—7912190122 Eieerpts from "Raduaste i Environ Monitoring. Jan-done 1974." 
• Cowannuealth Edison Co. 74/00/31. 0pp- 


—7912190126 Eieerpts from "Raduaste. Environ Monitoring 1. Occupational 
Personnel Radiation Eiposure. dul-Dec 1974." 
e Conaioituealth Edison Co. 73/02/20. 0pp- 


— 791219012B Eieerpts from "Raduaste. Environ Monitoring !< Occupational 
Personnel Radiation Eiposure. Jan-June 1975." 

* Caaimonwealth Edison Co. 75/06/30. llpp. 


—7912190135 Eieerpts from "Raduaste. Environ Monitoring «. Occupational 

Personnel Radiation Exposure, dul-Dec 1975." 

e Coowonueal th Edison Co. 76/02/29- 2tpp. 


-7912100694 IE Change Notice 79-10 re Inep requirements 
follouups to IE Bulletins. 

» Office of Inspection !i Enforcement, Office of the 
79/09/14, 20pp, 


for licensee 
Director. 


—7912190139 Eieerpts from "Raduaste, Environ Monitoring t Occupational 
Psrsonnal Radiation Eiposure, dan-dune 1976," 
a CoMonoealth Edison Co. 76/06/30. 16pp. 


-7912100695 IE Change Notice 
phase for pouer reactors. 
• Office of Inspection t< 
79/11/01. 20pp. 


79-22. re preopsrat ional test Si operating 
Enforcement, Office of the Director. 


—7912190143 Eieerpts from "Raduaste. Environ Monitoring «c Occupational 
Peraonnol Radiation Exposure, Jul-Dac 1976." 
a Comsionwealth Edison Co. 77/02/28. 19pp. 


-7912100696 IE Change Notice 79-04, re insp of welding t, 
eiamlnatlon of welds during const phase, 
a Office of Inspection & Enforcement, Office of the 
79/04/02. 40pp. 


nondestructive 

Director. 


-7912100697 IE Change Notice 79-01. ra prasarvice 4 inservice Inspa. 
a Office of Inspection & Enforcement, Office of the Director. 
79/02/01, 24pp. 


-7912130690 IE Change Notice 
a Office of Inspection & 
79/11/15. 20pp. 


79-23, re periodic status repts. 
Enforcament, Dfflc# of the Director. 


— 7912100699 IE Change Notice 
program for LURs. 

* Office of Inspection 4 
79/04/02, lOOpp. 


79-05, revising operation phase of intp 
Enforcement. Office of the Director. 


—7912100701 
1016/1. 
a Offlc 
79/11/01 


IE Change Notice 79-19, implementing Temporary Instruction 
"Safeguards Analysis of Noncompl lane e. " 
e of Inspection 8c Enforcement. Office of the Director. 

20pp. 


7912190152 Excerpts from "Raduaste, Environ Monitoring fc Occupational 

Personnai Radiation Exposure. Jan-June 1977," 
a Commonwealth Edison Co. 77/06/30. 13pp. 


—7912190159 Excerpts from "Raduaste (i Environ Monitoring 1977 Annual 
a ^Conmonuaalth Edison Co. 77/12/31. 24pp. 

— 7912190166 Excerpts from "Annual Rapt 1976. " 

• Commission. 76/12/31. 3pp. 


-7912190171 Foruards notica of violation 4 750B2B notice of proposed 
impoiitlen of civil penalties. rasultlng from 750522-23 4 

Region 3, Chicago, Office of the Director. 75/08/23. 

3pp. 


-7912190179 Notice of violation from insp on 750522-23. Noncompl lance 
noted: linear heat generation rate exceedid max allouabla 
on 750521 & 22 , procedures not prepartd for all normal 
startup activities 4 instructions not recorded. 

KNUTHiO.F. Region 3, Chicago, Office of the Director. 75/00/28. 


— 7912180702 IE Change Notice 79-20. re IE Investigation p 
. review of responses to IE Bulletin 79-19- 
a Office of Inspection 4 Enforcement. Office of the 
IEB-79-19. 79/11/01. 30pp. 


rogram & 
Dlraetor. 


IE 


—7912190183 Notice of proposed Imposition of civil penalties from inep 

KNUTM.D.F. Office of Inspection 4 Enforcement, Office of the 
Dlraetor. 75/08/20. 3pp. 


7912180703 IE Change Notice 79-06. d elet ing Procedures 90710B fa 903263 

4 retaining Procedures 92700D 4 907120 to fuel cycle fa matls 
programs fa riwislng Procedure 84710B re solid waste 
processing 4 disposal. . 

» Office of Inspection fa Enforcement, Office of the Director. 
79/04/02. 40pp. 


—7912190190 Foruards rasponses to NRC 760028 Itr requesting info re eigt 
steps to Improve compliance in tuo major areas of violation. 

Progran initiated to improve analysis of equipment failures. 

Reply to App A uithheld (ref 10CFR8. 790), 

LEEiS. Commonuealth Edison Co. 75/10/06. 4pp. 


7912180704 IE Change Notice Notice 79-07, Imp 1 ementing Temporapij 

Inslruction 2595/01. "Insp Requirements to Rtvleu BfaU 
Licensee Actions Taken In Response to IE Bulletin 79-05. 
a Office of Inspection & Enforcement, Office of the DlrectoT. 
IEB-79-03. 79/04/02, Ip. 


7912190081 FOIA request for three categories of documents re 
Ouad-Clties Units 1 & 2. 

RDMIC.B. Affiliation Unknown. 79/11/04. 2pp. 


7912190096 Responds to FOIA request for documents re Quad-Ctties Units 
I fa 2. Forwards documents listed in App A. Borne records not 
located. Remaining documents In PDR 4 LPDR. No documents subj 
to second part of request. 

CARR, J.C. Division of Rules and Raeordi. 79/12/05. 4pp. 

“7912190106 Excerpts of "Bemiannual Rept, Jul-Dac 1971, Section II: 
Raduaste fa Environ Monitoring." 
a Commonuealth Edison Co, 71/13/31, llpp. 


— 7912190194 Foruards Fee in payment of 
75(5823 Itr. 

ABRELLiO.A- Commonuealth Edison Co. 


civil penalty ittued 
75/10/00. Ip. 


In NRC 


—7912190201 Ack receipt of 751008 Ur fa fee for full peymenl of civil 
penalties issued in NRC 750828 Itr. 

KNUTH.O.F. Office of Inspection fa Enforcement, Office of the 
Director. 75/11/07. 2pp. 


7912190175 FOIA request for rtpts of redlatlon exposure to personnel 
tiled by Con Ed of NY 4 Pouer Authority of NY under 
10CFR20. AOS 4/or as required elstuhere. 

JtfFEia. Village Voice. 79/11/13. Ip. 


712190187 Responds to FOIA request for repts of radiation axposure to 
pareonnel filed by Con ED of NY 4 Power Authority of NY 
under 10CFR20. 405 4/Dr as requirtd alsewhtre. Foruards 
dociinants Hated in App A. « 

OARRjJ.C. Division of Rules and Racordt, 79/12/07, 3pp. 
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— 79]ai90t96 Di»cut»#» lnvt»tlg»tioni of ncordod B»po»ur» ditcr«p«nclei> 
lonductsd by util li NRC on 700413 «t Indian Point S.Flln 
bodgt* found anomtlou*. Film tod gi Ttadlngt for indlvlduoli 
invelvad will b« rteordtd rtpreitnilng Bxpo«UP«» PBC*tvBd. 

ZARAKABcP. Coniolidatid EdUon Co. of Nbu Vork. 78/08/08. Ip. 


7912190S04 Suboiti addl info rs dlfcrepancy batwaon aopoaure recorded 
on riln badge ti that of lalf-reading pocket doaimeter at 
Indian Point S.Uhola body tipoaurt of Indlvlduala moat 
aceuratily reflected by lelf-readlng pocket doBimetera. 

CAHILL. P.J. Coniolldatfd Edlaon Co. of Neu/ York. 79/OB/ia. 4pp. 


--7912I90S14 IE Inap Rapt* 80-003/78-09 t< 30-247/78-25 on 780711-14. 
J/ancospliance noted: fal lure to adhere to Itmlta apaclfled 
In certificate of compliance to ahlp radioactive leatls 
conalitent U/10CFR71.3. 

WHITE>J.n.> YUHAS.O.P, Region It Phi ledel phiat Offlca of the 
DlPictoT. 80-247/78-25. 78/08/07. ISpp. 


— 7912190222 Aek receipt of 7i0429 Ur u/ene 1. report Ing eapoaure «f 
tndivldirel to radiation at Indian Point Unit 2.Flndingi of 
Imp conducted 760404-09 ulll be diicuaaed In eeparate 
corretpondence. 

THOHPBOMi 0. Office of tnipectian (i Enforeementi Office of the 
Director. 76/08/29, Ip. 


— 7912190226 Submltf rapt daterlbing exceeded uhole body eigoavre Haiti. 
Corrective act lone: acctas hatch loekedtwarnlng algn poatad 
at antrancBi thlablfi partially rainierted li design 
rt-evaluatad. 

CAHILLiU. J. Coniolidatfd Edlaon Co. of Neu York. 76/04/29. 4pp. 


— 7912190236 Notlflei of parsonnel radiation expoaure of 10 ran an 
76040S. AcEBf a entrancaa to reactor pit area aacured b will 
require watch foriman ptrnitalen b direct health phyaicf 
survey before intertng. 

CAHILL. H.J. Conaolldated Edison Co. of New York. 76/04/06. Ip. 


— 7912190313 Ack receipt of 730914 1 tr , rop or t Ing expoaure of two 
individuals to radiation at Indian Point Unit 1, Forwards 

DAVISiJ.O. Atomic Energy Cotnmlaslon 73/09/24. Ip. 


7912190318 Submits rapt describing instancoa in which whole body 

eiposuTe wai exceeded at Indian Point Unit 1. Efforts being 
reinforced re observing pertonnel in abnormally high 
radiation areas, .Forwards table indicating readings. 

2ARAK/®p P. Consolidated Edison Co. of Neu York. 73/09/14. 4pp. 


7912190323 Aek receipt of 73061B Itr u/enc 1 s. report ing eiposure of 

individual to radioactive matl at Indian Point Unit 1. 

Forwards Itr. 

DAVISiJ.O. Atomic Energy Comrai i sion. 73/07/30 Ip. 


—7912190332 Bubmlts rapt re Individual exposure indicated by film badge 
■raceaaor for Apr 1973 at Indian Point Unit 1. Total film 
exposure not indicative of Individual actual eipoaure. 

Individual received aiposure indicated by doslmetar. 

7«JAKAS,P. Consolidated Edison Co. of New York. 73/06/10- 4pp. 


7912190338 Atk receipt of 730S17 Itr u/enc 1. report ing exposure of 

Individual to radioactive matl during first luarter 1973 at 
Indian Point Unit 1. Forwards Itr. 

KNUTM.D.F. Atomic Energy Commission. 73/06/08. kp. 


-7912190347 Submltf rept describing incident involving nonconformance n 
Units of individual whole body exposure at Indian Point 
Unit t. Dosimeter readings Inadvertently not transcribed to 
tally book. Methods of transposition revised. 

CALDWELL. H. E. Consolidated Edison Co. of Neu York. 73/05/17. 


7912190331 Act receipt of 730416 Itr reporting Individual high film 

badga reading at Indian Point Unit 1. Forwards Itr. 

KNUTK.D.F. Atomic Energy Commission. 73/05/09, Ip. 


— 7912190242 Bubmlts rept describing uneiplalnabls film badge reading. 
Exposed individual b supervisor Intervieuad. Rosurvcys of 
work areas performed. Dosleietcr readings daberminad 
raprasentatlva of aiposura. 

CAHILL.H. J, Consolidated Edison Co. of New York. 7S/11/I4. 4pp. 


-7912190337 Submits rept ra individual aiposura at Indian Point Unit 1 
during first quarter 1973. Discrepancy indicated between film 
ilmelar read 1 ngs. Another Individual inadvertently 


badga b do 
UDT# badge of exposed Individual. 
Zf^AKAe.P. Consolidated Edison Co 


of New York, 73/04/16, 3pp- 


— 7912190247 WAaH-13S0 R6 

"aiith Annual Rept of Operation of US AEG Centralized 
lonliing Radiation Exposure Records b Rspts 8ys. “ 
e Atonic Ensrgy Committlan. 74/09/30, 83pp. 


7912190360 Act receipt of 721122 Itr reporting exposure of individual 

to radiation at Indian Point Unit 1. Forwards Itr. 

KRUE81.F.E. Atomic Energy Commission. 72/12/04. ip. 


— 7912190249 ■'aemlaixnuel Operating Rept for Indian Point Units I b 8. 
Jul-Sec 1974. “ 

• Coniolidated Edison Co, of New York. 74/12/31. 12pp. 


— 7912190253 Foruerdf supplemantel radiation aiposura Info for Indian 
Point Unite 1 b 2 for CV73. in rasponsi to NRC 740220 Itr 
which’ Ineludat tabulation of man-ram exposure va duty 
function. 

CAKILL.W.J. Coniolidated Edison Co. of Neu York. 74/04/15. 4pp. 


— 7912190237 Act receipt of 740214 Ur w/enels. report ing exposure of 
individual to radiation at Indian Point Unit 1 during 
fourth quarter. 1973. Forwards Itr. 

DAVlBiU. 0, Atomic Energy Commission. 74/03/03. Ip. 


— 7912190206 Subniti rapt diserlblng incident at Indian Point Unit I In 
which whole body exposure limits were exceeded, 

Administrative controls will bo changed to restrict entry 
Into high radiation arses of all personnel. 

CAHILL.H. J, Consolidated Edison Co. of Hew York. 74/02/14. app. 


—7912190209 Aek reeiipt of 731213 b 10 Itrs reporting exposure of 
ptrsonnil to radiation at Indian Point Unit l.Hr dtd 731218 
not end. Forwards itr. 

DAVI8.J.0. Atomic Energy Commission. 74/01/22. Ip. 


■7912190293 Submits ropt describing instance in which whole body 
fipoiura Units were sxctadsd at Indian Point Unit i. 

Dosimeter b film badge Indicated reeding discrepancy, Cause 
unknown. Uhol 1 body ixposura readings table end. 

CAHILL.H. J. Consolidated Edison Co. of New York. 73/12/13. Spp. 


—7912190301 Aek receipt of 731123 Ur w/encl. reporting high film badge 
reading for Individual during third quarter. 1973 at Indian 
Porl'nt Unit 1. Forwards Ur. 

DAVIB. J. 0. Atomic Ensrgy Commission. 73/12/09. Ip. 


—7912190308 Submits rept describing. Instance in which limit fop whole 
body exposure was excesded at IndlanPolnt Unit l.Doatmoter 
b filei. badga indicated reading discrepancies. Forwards table 
listing whole body gamma aiposura. 

NEHWAN.C.L. Consolidatad Edison Co. of Naw York. 73/11/23. 8pp. 


79121TO367 Submits rapt indicating radiation exposure eiceedlng uhnla 

bedg exposure limits. Individual age not specifically 
idantified b precautions not taken accord Ing 1 y . Program of 
exposure evaluation reinforced. 

CALDUELL.H. E. Conaolldated Edison Co. of Naw York. 72/12/22. 

3eB. 


7912190373 Act ricelpt of 660419 Itr reporting eipoiuro of three 

Indivlduali to elrborne concentrations of radioactive matl 
at Indian Point Unit 1. 

FRICE.E.N. Atomic Energy Commission. 66/03/04. Ip. 


—7912190382 Submits rapt re 660123 incident et Indian Point Unit 1 
concerning overexposure of three indlvlduaU. Air sampling 
data Indicated body burdens were higher than predicted 
measured dust concentration. 

HCCORMACK. J. E. Consolidatad Edison Co. of New York. 66/04/19. 

app. 


7912190406 FOIA requtst for info re rules. regulations b itds.in effect 
1987-77. governing safety of underground U miners b Info 
concerning eipoiura of Navajo U miners to radon daughters in 
Rerr-tlcOee mining operations in Cove.AZ from 19S7-6S. 

HE7ELMAN. J. A. Miller. Pitt b Feldman. P.C, 79/11/28. Ip. 


7912190410 Responds to FOIA request for info re 1957-77 regulatloni b 
stds governing safety of underground U miners b info 
concerning exposure of Navajo miners to radon daughters in 
Cove. AZ' 1957-63. No documents subj to request. 

CARRiJ.C. Division of Rules and Records. 79/12/11. Ip- 


T91219041S FOIA request for proposal b requast for proposal for 
Contract NRC-07-79-3i2. ''Statistical Revliu b Methodology 
Development. Automated Sciences Oroup. " 

HERRlLLtJ. Kinetic Riiearch. Inc. NJIC-07-79-312- 79/10/lB. ip. 


7912190422 Resonds to FOIA request for winning technical proposal b 
request for proposal for Contract NRC-07— 79-312. Forwards 
nanproprletaTy version of proposal b addl requestod info, 
CARR.J.C. Division of Rules and Records. NnC-07-79-312. 
79/11/30. Ip. 
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--7'9 1219042S Concurs iu/790919 discussed changes to RFP HS-MPA— 79— 312 tt 
proposaT contrac t luill be time t matl type rather than 
straight labor hour h matl V travel for base gr estimated 
at SliOOD & tlOOi respect i ve I u 

HENQITpH Automated Sciences Group. Inc. 79/09/24. 2pp. 


— 7912I9043ii "Technical Proposal to Provide Statistical Revieip & 
Methodologg Development Sves." In response to FIFP RS-MPA- 
79-313. 

« Automated Sciences Croup. Inc ASO TP 79-21. 79/09/19. 17pp. 


— 7912190440 "Business Proposal to Provide Statistical Revieu b 
Methodologg Development Sves." in response to RFP HS-flPA- 
79-313 Discusses negotiated rates. travel policy U mgt/ 
staffing aspects. 

• Automated Sciences Croup. Inc. ASO DP 79-21. 79/09/19. IBpp. 

— 7913190453 Solicitation IlS-MPA-79-312 for statistical revieu h 
methodologg development sves. 

OIUDENHOnN. A J. Division of Contracts. 79/09/11. BBpp. 

7912190458 FOIA request for documents re eicport of sensitive technology 
that could be used to develop nuclear ueapons Fee ualver 
request end 

MEVER.R. Nation Institute 79/10/25 5pp. 


7912190467 Responds to FOIA request for documents re export of 
sensitive leehnologg that could be used to develop nuclear 
ojeapons. Request is too broad. Does not meet requirements of 
SUSC 552(a)<3). Also suggests contacting DOE. 

CARR.J.C. Division of Rules and Records. 79/12/13. 2pp. 


7912210394 Responds to FOIA request for nonexempt portion of NRC 
Investigation Rept 07B-1 S4-A. Part 2. Forwards requested 
document. 

CARR.J.C. Division of Rules and Records. 79/12/13. Ip. 


—7908010163 IE Investigation 07B-I54-A Part 2 on 701114 t, 790401. Major 
areas inspected: source of U matl found in NortoniMA landfill 
based on J Sullivan allegations that TX Instruments had 
discarded radioactive matl in private landfill in Norton. 

MARTIN.W.Q. Region 1. Philadelphia. Safeguards Branch. 

ALLAN. J.M. Region 1. Philadelphia. Office of the Director. 
79/06/07. 29pp. 


7912210396 FQIA request for noneiempt portion of NRC Investigation Rept 
07B-154-A, Part 2. 

SULLIVAN. J. W. Affiliation Unknoiun. 79/11/14. 2pp. 


7912210399 FOIA request for citations for violations of law or 
regulation governing activities of Union Carbide Corp h TVA 
under specific source matl licenses possessed for mining or 
mill ing. 

REID. A, 11. Affiliation Unknown. 79/11/23. Ip 


7912210402 Responds to FOIA request re citations for violations of lau 
or regulation governing activities of Union Carbide Corp t> 

TVA under specific source matl licenses possessed for sinlng 
or mi 1 1 ing. Forward B documents listed in App A. 

•CARR.J.C. Division of Roles and Records. 79/12/13. 8pp. 


— 7912210405 Forwards notice of violation, re insp conducted 790219. 

DROWN. O.D. Region 4, Dallas. Office of the Director. 75/02/2B. 

2pp. 


—7912210407 Notice of violation from insp on 750219. 

> Region 4. Dallas. Office of tho Director. 75/02/28. Ip. 

— 7912310409 IE Insp Findings U Licensee Ack dtd 791030 of License 
SUA-64Q. Insp flndii<gs:no items of noncompliance noted. 
DANOART.R.L. Atomic Energy Commission. 75/10/30, Ip. 


— 7913310411 IE Insp Findings L Licensee Ack dtd 691202 of License 
SUA-64B. Insp findings:no item of noncomp 1 lance noted. 

« Atomic Energy Commission. 69/12/02. Ip. 


—7912210424 Discusses noncompliance noted in recent insp. May submit 
written position re item of noncomp 1 lane e l< corrective 
actions taken or needed to be taken. Requests reply uithin 20 
dags of Itr receipt. Foruards Form AEC~S92. 

MALKER.D. 1. Atomic Energy Commission. 60/09/03. 2pp. 


— 7912210426 IE Insp Findings L Licensee Ack dtd 791129 h 30 of License 
8UA-64S. Insp flndings:no Item of noncompliance noted. 

SANDELLfP.B. Atomic Energy Commission. 65/11/30. Ip. 


— 791221042B Discusses item of noncorap 1 lance noted in recent insp. May 
submit written position re item of noncomp 1 iance L 
corrective actions taken or needed to be taken. Response 
requested usthin 20 days Forwards Form AEC-592. 

MALKERaD-I. Atomic Energy Commission. 64/06/19. 2pp. 


—7912210430 Notifies of consideration being given to Union Carbide Corp 
application ro continuation of discharging mill effluents to 
unres tri c t ed areas. 

CUNNIN«iAH. R. E. Atomic Energy Commission. 62/03/13. Ip. 


—7912210432 Forwards Compliance Insp Rept of Olobo Mining Co. 
DUDIMSKI.L. Atomic Energy Commlosion. 61/11/28. Ip. 


— 791221043S ConipUance Insp Rapt of Globe Mining Co on 610030-31. 
Noncompliance noted: 1 Icentee received, used 8. transferred 
source matl w/o valid license, 
e Atomic Energy Commission, 61/00/31. 6pp. 


7912270028 Responds to FOIA request for info re explosion of nuclear 
device in southern hemisphere, Inc ludlng respective analysis 
weapons fallout data. DOS 791214 telegram undergoing 
disclosure determination In response to request. 

CARRiJ. C. Division of Rules and Records. 79/12/lB. Ip. 


7912270031 F8IA request for info re explosion of nuclear device In 
southern hemisphere, Inc ludlng respective analysis weapons 
fallout data. 

COCHRMfiT. 0. Natural Resources Defense Council. 79/11/26. Ip. 


7912270032 Responds to FOIA request for info re 8 Laudlg FOIA request 
for documents concerning Marble Kill nuclear power station. 

Forwards 5 Laudig 790622 Itr L NRC 790709 t> 1105 Itrs.U/o 
end. 

CARR, J. C. Division of Rules and Records. 79/12/20. Ip, 


7912270034 FOIA request for Info re 8 Laudlg FOIA request for documants 
concerning Marble Hill nuclear power station. 

VDIOT.H-H. LeBoeuf. Lamb, Leiby & MacRaa. 79/12/10. tp. 


7912270038 Responds to FOIA request for testimony of Director of Ofe of 
State Programs to President's Commission on Accident at TMl. 

Forwards requested info. U/o end. 

CARR, J. C. Division of Rules and Records. 79/12/20, Ip. 


7912270040 F8IA request for testimony of Director of Dfc of Btate 
Programs to President's Commission on Accident at THI. 

UE16S.E.R. Sheldon, Harman & Weiss. 79/12/12. ip. 


7912270D44 Responds to FOIA request for info re activities of NRC & 
nuclear power plants. Not proper request made per FOIA. 

Forwards 10CFR9, specifying charges for searching & 
reproducing records. U/o end. 

GARR.J. C. Division of Rules and Records. 79/12/24. Ip. 


7912270045 FOIA request for info re activities of NRC ti nuclear power 
plants. 

eAM4IS,8. Affiliation Unknown. 79/12/11. Ip. 


791228D660 FOIA request for access to info re nuclear facilities In RI. 
KaHN>S. New Paper Providence, RI. 79/11/23. tp. 


7912260669 F-OIA request for documents generated at result of 
Investigation of South TX project by FBI. 

8INK1N,L.A. Citixens Concerned About Nuclear Pouar, Inc. 79/11/12- 
Ip- 


7912200675 Responds to POIA request for documents concerning all 
Bipects of stationary low power reactor Incident at INEL. 
Requested info in Wash ing ton, DC PDR, Recommends that ODE be 
contacted for addl Info. 

CARR,J. C. Division of Rules and Records. 79/12/20. tp. 


7912280679 FOIA request for documents concerning all aspects of 
stationary low power reactor Incident at INEL, 

ORVER.R.L. Parsons, Behle (< Latimer. 79/11/27. 3pp. 

7912280602 FOIA request for Bargent L Lundy 196? rept, "Economic 
Evaluation of Alternatives," u/transmlttal Itr & summary 
rept. 

UOLI^iJ. Legal Aid Society of Clermont County, OH. 79/ll/OS. ip. 
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CEN TEC IB OENEOIC TECHNICAU ISSUES 


7912090999 Request! Final NRC position ro acceptance criteria For Hart 
I containment long-torm program. Plant unique analysis «til 
be fubinltted upon receipt of final resolution of NRC 
acceptance criteria. 

SDSONiL. J. General Electric Co., Nucluar Energy Proiluets Div 
MFN-BB9-79. 79/11/30. 4pp. 


79]20AO&01 Ualue/itnpact assessment of proposed Revision S to Reg Guide 
1.97, “Instrumentation In Light Mater Cooled Nuclear Power 
Plants to Assess Plant t< Environs Conditions During U 
Folloulng Accident.” Revision should be Issued. 

• Office of Standards Development. 79/10/15. 5pp, 


791SI10196 Notification of cancelled 7»1305 meeting u/DbM b D&U ounars 
to provide summary of submittal of DliU ATMS rept. 

THADANI.A. Reactor Systems Branch. 79/11/27. 2pp. 


791S1 10555 I1NL-NURE0-267B9 

"Condensation Induced Mater Hammer in Steam Oenerators, " 
prepared for presentation at Joint UB-Japan Info Eichangee 
on Tuo Fleu Dynamics, Dsalia Univ, Osaka, Japan. 790S01-03. 
JONESiO.C.i SAHAiP., MU.O.J.C, Brookhaven National Laboratory, 
DNL-NURE0-2i7B9. 79/06/30. I9pp. 


7912310323 Notification of 791212 meeting u/Bandia Lab in Bethesda.HD 
to rivieui procedures for evaluating fault trees using set 
equation transformation sys. 

ANGELO, J. Light Hater Reactors Branch 1. 79/12/QS. 2pp. 


791231034S Comments on draft integrated reliability evalutlon progran 
in relation to Mark I containment long-term program: program 
results could be useful In implementation of long-term 
program. 

GRIMES, C.I. Plant Systems Branch. 79/11/27. Ip. 


IbE INSPECTION AND ENFORCEMENT 


79102504S5 IE Info Notice 79-2B, "Overloading of Structural Elements 
Due to Pipe Support Loads. " 

e Office of Inspection b Enforcement, Office of the Director. 
79/11/09, 0, 


7910290492 IE Circular 79-24. "Proper Installation b Calibr of Core 
Spray Pipe Break Detection Equipment on OMRs." 

• Office of Inspection b Enforcement, Office of the Director. 
79/11/26. 4pp, 


7910250496 IE Circular 79-23, "Motor Starters b Contactors Failed to 
Operate. " 

e Office of Inspection b Enforcement, Office of the Director, 
79/11/26. 3pp. 


79102S0499 IE Bulletin 79-27, "Loss of Non-Class IE Instrumentation S, 
Control Power Sys Bus During Operation." 

• Office of Inspection b Enforcement, Office of the Director. 
79/11/00, 3pp. 


7910250502 IE Info Notice 79-30, "Reporting of Defects b Noflcompl iance, 
10CFR21. " 

• Office of Inspection b Enforcement, Office of the Director. 
79/12/06. 2pp. 


7910390SOS IE Bulletin 79-28, "Possible Malfunction of NAMCD Model 
EAIBD Limit Switches at Elevated Temps. " 

• Office of Inspection b Enforeemont. Office of the Director. 
79/12/07. 3pp. 


79102S0507 IE Info Notice 79-31, "Use of Incorrect Amplified Response 
Spectra lARBI." 

• Office of Inspection b Enforcement, Office of the Director. 
79/12/13. Ipp, 


7912030100 PNB-n-79-008; on 791029, telephone bomb threat received. 
Search conducted u/negative results. 

HOORE.D.E. Region 2. Atlanta, Office of the Director. 79/10/30. 
>P- 


7912120539 Responds to FOIA request for IE bulletins b circulars for 
1975 b IE info notices for 1975-79, Forwards documents 
listed in App A. IE circulars not issued In 1975 b IE info 
notices not issued prior to 1979. 

CARRiJ.C. Division of Rules and Records. 79/11/27, 3pp. 


— 7912120943 IE Hulielsn 79-02. "Defective Radinnics Radiographic 
Esposure Devices b Sources Changers " 

• Office of Inspection b Entorcemenc, Ufflce of the Director 

75/02/14 Spp 


"7912120544 IE Bulletin 75-07 re emission of corrosive gases into 
ventilation sys filtered by HEPA filters. 

• Office of Inspection b Enforc emeti t , Office of the Director 
75/11/26 2pp 


--7912120543 IE Info Notice 79-04, '' Deg railalion of Engineered Safety 

Features * 

e Office of Inspection b Enforcement. Office of the Director. 
79/02/16 6pp. 


7912180103 PNO-II 1-79-44; on 791111, seven partially decayed rio-99/Tc-99m 
generators removed from hosp storage room possibly by 
carrier delivering new generators Region U investigating 
incident. 

PAPERIELLOiC. J. , DAVIS, A. D. Region 3, Chicago, Office of the 
Director. 79/11/21 Ip. 


79I2IB0111 PMO-IV-79-16; on recent aerial survey of old vitro site, 
radiation levels detected at higher levels due to 
cenbaainabed equipment at Minerals Equipment Co, Salt Lake 
City. UT. Equipment originally from Vuba City U mill,A7. 

EVERETT.R.J. Region 4, Dallas, Office of the Director 79/11/21. 
Ip. 


7912180318 PNO-I1I-79-044A: on 791III. seven partially decayed Squibb 
generators removed from storage area. Caused by accidental 
removal by driver of Casperson Courier Svc. Generators to be 
returned b disposed of. 

NICHOLSON. N. A. . PAOLIARQ. J. A. Region 3, Chicago, Office of the 
Director. 79/11/23 Ip 


7912200298 EN-79-01 1 : on 791015. no t ice of violation b notice of proposed 
laposltion of civil penalties will be issued for Licenses 
29-13989-01 b 29-139B5-04MD. Action based on alleged 
noncafflpllances re pharmaceutical operations. 

BRDCKETT. J.. OOMER.O C. Office of Inspection b Enforcement, Office 
of the Director. 79/10/10 Ip. 


7912200473 PNO 1 1 1-79-037 : on 791109 b 10, during open house at nuclear 
engineering facil i ty.O. 7 uCi Cs-137 std plastic sealed 
source uaa stolen. 

PAUL. R. A.. DAVIS.A-B. Region 3, Chicago. Office of the Director. 
79/il/i3. Ip. 


7912200663 PMO-lH-79-22; on 791023. veh i c le carrying 300 mCi of Tc-99m 
b bbbII quantity of 1-123 sldeswiped. Packages of byproduct 
aatl renamed intact, no contamination found. 

PAPEniELLO,C. , DAVIS.A.B. Region □. Chicago, Office of thu 
Director. 79/10/25. Ip. 


7912310091 PNQ-I-79-D0S; on 791009. 1 1 ce nsee employee picked up 7 5 mCi 
Cs— 137 source which separated from retraction rod of 
moisture density gauge. Emp loyee carried source in pocket 
for 30 minutes, receiving 10-15 rems to whole body. 

GLENN.J.. JERMAN, P. Region I, Philadelphia, Office of the 
Director. 79/10/09, Ip. 


791231CX159 PNa-IV-79-007; on 791015. one individual performing well 
logging recelvod high TLD reading of 64 rem. Other workers 
perforsiing similar duties received typical readings No 
unusual events or activities indicated. 

EVERETT.R.J. Region 4. Dallas. Office of the Director. 79/10/17. 

Ip- 


7912310077 PHO-79-008; on 79101S. two carpenters received whole body 
doses of 30 mi 1 lirem, af ter gaining access to roof area of 
radiaactiva cel 1. Licensee initiating corrective action to 
prevent access to area. 

EVERETT.R.J- Region 4, Dallas, Office of the Director. 79/10/17. 
Ip- 

7912310121 PNO-1— 79-003: on 79101 5. wr i st f i Iffl badges for two individuals 
indicated beta doees of 190 rem b 70 rem. No measurable 
espoBuro for whole body badges. Individuals used Army 
AH/UDH-2 radios calibrator containing 100 mCi Sr-90. 

COGTELLO.F.> MCCLINTQCR. R. 0. Office of I nspec t ion b Enf or cement, 
Office of the Director, 79/10/15. ip. 


7912310296 PNa-lV-79-0!7; on 791204, State of NE will conduct emergency 
rasgenso eiercise based on incident at Cooper nuclear power 
station involving simulated offsite releases. 

DAIRD. J.D., HARRISDN.H. Region 4, Dallas, Office of the Director, 
79/11/24. ip. 
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7913310315 PNO-1 1-79-008: on 791010, annua I aiercis* will be conducted 
at facility to test State of SC emersancy plan. 

CQRVELL.Q.. HJFHAM.J.H. Region 2, Atlanta. Office of the Director. 
79710/09. Ip. 


7912310321 PNO-I-79-006; on 79100B. posaib I e cverBjposure occurred to 
radiographer h assistant on tank trailer outside Pacilltg 
during radiography test using 56 Ci It- 192 sourct not fuliif 
retracted into device. Es tlmates 7-19 reins exposure. 

DAVIS, J.B.. JERMAMpP.C. Office of Inspection 8, Enforcement. Office 
of the Director. 79/10/10. Ip- 


7912310339 PNO-I-79-019: on 791 1 14, emp loy e e film badge read 21. S re« for 
Oct 1979, resulting from loui energy a-rays. Employ e e had not 
uxorted u/llcensed matl during perlod/but performed 
radiography one day ui/SOO KVP a-ray machine. 

COSTELLO. F., MCCLI NTOCK. R. 0. , SMITH, 0-H, Office of Inspection ti 
Enforcement. Office of the Director. 79/11/14. Ip. 


791O2S0S14 IE Circular 79-25. "Shock Arrestor Strut Assembly 
1 nter f erence. '■ 

* Office of Inspection L Enforcement. Office of the Dlpeefcor. 
79/12/20. 1pp. 


PDR msc 


7903140497 Responds to 790706 memo for comments re draft IE bulletin 
“Audibility Problems Encountered on Evacuation of Personnel 
From High Noise Areas." No comments. 

OAhMILLiW. P, Assistant Director for Operating Reactor Projects IPre 
791030). 77/07/26. Ip. 


— 7900140309 Foruards draft IE Dulletim "Audibility Problems Encountered 
on Evacuation of Personnel from High Noise Areas," for 
revieii} S> comment. 

JORDAN. E.L. Division of Reactor Operations Inspections. 

79/07/06. 4pp. 


7908290525 Responds to 790023 telcon re issuance of facility fmra 
policies for 158 risks in 1969.0ivas amounts of premiums 
returned. 

J0NE6.R.D. American Nuclear Insurers. 79/00/23. Ip. 


7912050100 Discusses 790820 memo re loss of offsite pouer survey. 
Reguests that survey Include all plants. Info has high 
priority for Task Action Plan A-44, station blackout. 

EI8ENHUT. D. 0. Division of Operating Reactors. 79/11/16. 4pp. 


7912050284 Foruiards IE Circular 79-24, "Proper Installation h Calibr 
of Core 8pray Pipe Break Detection Equipment on BHRs." 

Draft transmittal end. 

HOSELEV, N. C. Division of Reactor Operations Inspec tions. 79/11/24. 
7pp. 


7912060007 Notification of 791206 meeting w/IE b Dfc of Btds 
Development to discuss documentation of in t ard 1 sc Ipl inary 
approval of design documents. 

LIEDERBACH.F. J Quality Assurance Branch. 79/11/27. Ip. 


7912120024 Responds to DDE 79D61I Itr re U mining In Las Padres Natl 
Fores t. Nel then DOE nor NRC has authority over U mining. 

Submits name b address of appropriate authority to contact. 
GOSSlCKiL.V. Office of the Executive Director for Operations. 
79/10/10. Ip. 


7912120035 Responds to HC Jay 790410 Itr re method developed to prevent 
cracks In piping of DWRs. Neither NRC nor OE can evaluate 
efficacy of ideas due to lack of technical details re 
proposed methods. 

QQSBICKiL. V. Office of the Executive Director for Dperatione. 
79/10/22. Ip. 


— 7912120044 Recommends that HC Jay contact OE to provide tschnical info 
re proposed method to prevent pipe cracks in SDRs. NRC does 
not fabricate or repair piping sys. 

OIRCKSiM.J. Office of the Executive Director for QporatLone. 
77/05/23. 2pp. 


— 7912120049 Foruards MC Jay 790418 Itr re prevention of pipe lead 
occurrence in BURs. Reques t s comment. 

CRANSTON.A. Senate. 79/08/22. 3pp. 


7912120097 Discusses licensing actions auiaiting ravleu by bulletins 4c 
orders group b possibility of increased woricload on 
operating reactors group. 

EESENHUT.D.O. Division of Operating Reactors. 79/11/05. 3pp. 


7912120221 Informs Subcommittee on Energy b Environ of notice of 
effective rulemaking to amend 10CFR50 re fracture toughness 
b reactor vessel surve 1 1 lance. FR notice encl.W/o end. 

HINOOUEiR. 6. Office of Standards Development. 79/09/19. 3pp. 

7912120296 Notifies NRC of State historic preservation officer name & 
address change. 

CARRIER.E. B. Louisiana, State of. 79/12/05. Ip. 

7912120541 Responds to DC Prince 790919 request for info re procedures 
for adoption of FL plan for const nuclear plants. State of FL 
responsible for assuring adequate supplies of tnergy. 

Foruards pamphlet re nuclear reactor licensing. 

OOSSICHiL. V. Office of the Executive Director for Operations. 
79/10/31. Ip. 


“7912120546 Forwards DC Prince 790919 Itr re proeodures for adoption of 
plan for const of nuclear plants In FL. Requests comments. 

IRELAND, A. House of Rep. 79/09/25. 3pp. 

7912130214 Foruards outline of basis for proposed fee schedule for 
tailings license reviews. 

Mil I CP. H .1 Uranium Recovery Licensing Branch. 79/11/02. Ip. 

“7912130226 Justifies calculation of proposed fees for licensing action 
used in SECY 79-413 b licensing requirements for U mills. 

HOU.QHAy. C. J. License Fee Menagoment Branch. 79/00/31. 4pp. 


7912130234 Responds to 791030 draft rapt re three addl sites for 
designation under Public Leu 95-604. Concurs u/dcslgnat ion 
of sites, Areas are remote from population b contain 
relatively small quantities of talllngi- 

8CARAN0,fi. A. Uranium Recovery Licensing Branch. 79/11/06. 2pp. 


7912160020 eummerizes updated activities for U Mill Tailings Radiatian 
Control Act of 1970 re DOE 791030 request, NRC has concurred 
u/OlK designation of site bounderles for 22 processing 
sites. 

SCASNWOiR. A. Uranium Recovery Licensing Branch. 79/11/09. Spp. 


7912180115 Forwards evaluation ri effects of fire on associated 
nonsafaty circuits b oil collection sys for reactor coolant 
pumps. 

FERSUBONiR. Plant Systems Branch. 79/11/09. 6pp. 


7912180250 Responds to 791102 memo urging NRC to expedite issuance 
of final regulations to implement Section 504 of 
Ruhebi lltation Act. Antic ipates final regulations will be 
foruarded to NRC for approval by Dec 1979. 

0D3SICK,L.V. Office of the Executive Director for Operations. 
79/11/30. tp. 


— 79121S0253 Asks NRC to finalite regulations to implement Section 304 of 
Rehabilitation Act of 1973. 

EISENSTAT, 0. E. President of US b Executive Offices, 79/11/02. 

Ip 

79I2IB030S Forwards NRC 791015 Imptrial Valley earthquake 
reconnaissance repts. 

KHIOHTiJ.P. Assistant Director for Engineering. 79/11/27. Ip. 


— 7912180307 Forwards 791015 Imperial Valley earthquake reconnaissance 
repts. 

LEVIN, H.A., MARTQRE.J.A, Division of Opsratlng Reactors. JENO,B. 
Division of Systems Safety. 79/11/02. Spp, 


— 7912100312 "Reeonnaiisance'Rept - Imperial Valley Eerthquele -791015-* 
Catalog of photographs b observations by L Reiter encl. 

LEVIH.H.A., KARTORE,J.A. Division of Operating Reactors. 

79/11/02, 35pp. 


— 79121B0316 "Observed Effects of 791015 El Centro Earthquake. 
fCLLER,L.H. Division of Systems Safety. 79/11/02. Spp. 


— 7912180321 "Earthquake Damage Observation Rapt. “ 

x£NO,O.C. Division of Systems Bafety. 79/11/02. 9pp. 


7912190004 Discusses training program b curriculum for planning course 
b sparations course (RERO). Forwards various documents. U/o 
encl, 

G4X.L1MS,H. E. Office of State Programs. 79/11/21, 2pp. 


7912190132 Responds to 791101 request for Info on nuclear energy. Annual 
rapt for 1978 encl. Suggests other tourcesfor more spaclflc 
info. 

DENT(M,H.R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 
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7912190143 Foruiardt comments on NRC sponsored radiologicel emergency 
response operations training program u/o end. 

RYANill.O. Office of State Programs. 79/11/27. Ip. 


7912190292 NUREO-0632 

Discusses draft rept "Siting Nuclear Pouar Plants." 

Disagrees that risk assessment methodology should not be 
based on arithmetic formula. Poruards comments. 

HULUERj D. R. Division of Site Safety & Environmental Analysis. 
79/12/04. 16pp. 


—7912190303 '‘Methodological Concepts & Issues Involving Psychic Costs fc 
Benefits. Risk Perception ti Risk Aversion in Use Mgt of 
Alternative Energy Sources." 

SPANOLERi M. D. Division of Site Safety ti Environmental Analysis. 
79/10/36. 10pp. 


7912I904B3 Responds to 791022 Itr re distribution of environ impeet 
statements (■ related info. Requests environ statements for 
plants tocatsd in region. 

REOANiH.H. Assistant Director for Environmental Technology. 
79/11/07. Ip. 


791S190S27 Poruards latest annual rept in response to 791119 rsguest 
for info re nuclear poucr. Request is being foruarded to Div 
of Technical Info (c Document Control. 

KOPECK.J. Office of Public Affairs. 79/11/30. Ip. 


— 7912190931 Requests info re nuclear energy (c catalogue of info 
available for purchase, 

OELEEUW.U.L, Affiliation Unknoun. 79/11/19. Ip. 


7912190B36 Responds to 791106 Itr requesting NRC opinion re future of 
specific power plants & util dlvldinds.No opinion can be 
Issued. Severe! months required to develop h implement 
improved safety ob jectives. Unnecessary delay will be evoided 
OEKTONi H. R. Office of Nuclear Reactor Regulation. 79/13/03. Ip. 


7912190530 Responds to 791102 request for Info re need for nuclear 
pouer In US. Excerpt from President Carter 790907 Second Natl 
Energy Plan encl.M/o end. 

DEMTONiH.R, Office of Nuclear Reactor Regulation. 79/12/03. Ip. 


—7913190941 Requests info re need for nuclear energy in US. 
NICHOLS.L.A. Affiliation Unknoun. 79/11/03. tp. 


791S190940 Responds to 791113 Itr re need for nuclear pouer. Use of coal 
4i nuclear pouer must expand. NRC is making evary effort to 
ensure public health h safety for all nuclear power plants 
so that existing plants can continue to operate. 

DENTCNiH.R. Office of Nuclear Raaetor Regulation, 79/12/03. tp. 


7913190634 Poruards correctid Page 7 to 791113 nemo re guidelines for 
evaluating qualification of Class IE electrical equipment In 
open ting reactors, 

BUTCHER. E. Plant Bystems Branch. 79/11/28. 2pp. 


7913190733 Forwards guidelines for evaluating qualification of Class IE 
electrical equipmant in operating reactors for use in 
reviews of licenses responses to IE Dulletin 79-01, Repts 
from other NRC consultants will supplement App C. 

DENTONiHR. Office of Nuclear Reactor Regulation. IEn-79-Ot. 
79/11/13. 39pp. 


7912200042 Orants exemption from coda requirements Si approves of 
participation in matters before NRG affecting OE. As former 
employee of OE. interest in company is not liktly to affsct 
integrity of svcs to NRC. 

LEVINE. 8. Office of Nuclear Regulatory Rasearch. 79/13/17. Ip. 


7913200069 Responds to 791119 rsquest for Info on research related to 
health affects of loniiing radiation. Lists projects 
atimulited by Ofc of Nuclear Reactor Ragulatlon. primarily in 
category of human exposure pathways. 

MULLER. D.R. Division of Site Safsty (c Environmental Analysis. 
79/11/30. 2pp. 


—7912200076 Requests addl info about long-range program goals rs haalth 
affects from low lev'sl radiation. Seeks info re apidemiology. 
eonperative biology. basic biology 6 human exposure 
pathweys. Info needed for 791207 briefing. 

PARSONTiM. A. Radiological Health Standards Branch, 79/11/19. 

2pp. 


— 79I33000B4 Discusses replacement of performance appraisal rept by 
decision unit tracking tya.Neu sya uill emphasiie program 
areas rather than ofc performance, 

008SICK. L. V. Office of the Executive Director for Operations. 
79/10/19. 9pp. 


7913310067 Revised notification of 791211 meeting ui/IE I. 8tds 
Development to discuss NRC criteria for records storage 
facilities. Meeting date changed from 791210 to 791211. 
SPRAULiO.O. Quality Assurance Branch. 79/12/07. ip 


791S2100B7 Notification of 791310 meeting ui/IE & Stds Development to 
discuss NRC criteria for records storage facilities. 

SPRAUL.J.O. Quality Assurance Branch. 79/12/07. Ip. 


7913310104 Discusses NRC outline for environ statements prepared in 
support of applications for CPs 6 OLs. Requests that NRC 
outline include conservation as alternative to licensing 
proposal. 

SHEAiD.F. Council on Environmental Quality. 79/13/13. Ip 


791SS60124 Responds to CF Miller 790G17 request for info re use of 
U-S35 In power plants. Power plants use from 3. 9-4>i of 
U— 339. Approx 70X U-23S burned up during fuel cycle. Spent 
fuel Is not reprocessed 6 no unburnod U-239 recovered. 

GOSSICKil.. V. Offlci of the Executive Director for Operations. 
79/10/23. 3pp. 


7913360233 Discusses response by licensees to IE Dulletin 79-10. 
"Environ Qualification of Class IE Equipment." Porwards 
listing by plant of equipment for operation in accident 
conditions t. evaluation guidelines. 

EISENHUT) D. 0. Division of Operating Reactors. IED-79-01. 
79/12/OS. 49pp. 


7913370001 Responds to 790930 Itr re NL Oelbman suggestion re const of 
nuclear pouer plants und erground . Saveral studies have been 
parferaed. Benefits would not justify casts 6 problems. 

OQSSICKjL.V. Office of the Executive Director for Operations. 
79/10/09. 2pp. 


—7913370009 Forwards NL Oelbman 790722 Itr re const of nuclear power 
plants underground. Requests comment. 

STQIS.R. Senate. 79/06/30. 2pp. 


791SS70033 Responds to 790911 Itr re T Schlegebmi Ich concern about 
licensing of nuclear plants built from same design as TMI 
plant. Forwards list of plants ui/dcslgns which include DtiU 
Nsea. 

OQSBICKiL.V. Office of the Executive Director for Operations. 
79/10/31. 3pp. 


— 791S370039 Request. subml ttod on behalf of T Sch lege Imi Ich. for status 
rept on licensing of nuclear plants built from same design 
as THI plant. 

LOEFFLER.T. House of Rep. 79/09/11. Ip. 


79tSS7014B Forwards notice of violation for performance of radiographic 
tnsps u/llcensed radioactive matl from Jan-Qet 1979 on board 
US Navy vessels. Response required within 20 days. 

H. E. Region S< San Francisco. Full Facility h Materials 

Safety Branch. 79/13/07. 2pp. 


— 791S2701S2 Notice of violation from Jah-Oct 1979 performance of 
radiographic Inspi on board US Navy vessels. 

• Region 9. San Francisco. Office of the Director. 79/12/07. 
Ip- 


7913310013 Responds to 790939 request re stds review of ANS 99.2. 
"Heating^ Vent 1 lat ion I. Air Conditioning Sys. Important to 
Safety>Lotated Outside Primary Containment." Draft std 
should be modified. 

ORIISStU.K. Assistant Director for Engineering. 79/11/37. 3pp, 


791B310221 Notification of 600107 meeting u/Fluid Components Carp in 
Bathesda^HD. bo discuss 6 view demonstrations of flow & 
laval measure sys produced by company. 

SATTERFIELD. R. Electric. Instrumentation b Control Systems 

Branch. 79/1S/18. Spp. 


7918310232 Responds to 791120 Itr re moratorium on licensing of nuclear 
faelll tias. Con t Inuing effort to ensure public health <■ 
safety so that existing plants can continue to be operated & 
new plants licensed. 

Krni>N>H.R. Office of Nuclear Reactor Regulation. 79/12/03. Ip. 


791S3i<K229 Comments on draft circular ra States Co sliding link 
electrical terminal bloc k : penult Imate paragraph should be 
changed. Problem should be fallowed up by inspectors to 
ensure licensee compliance. 

OAHMlLLtH.F. Assistant Director for Systems b Projects. 79/13/il. 
2PP- 
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7'?123102ii3 Noti f ic d I ion of TflSl? neetxrg u/Japan Atomic Pouer Co. 
Mitsubishi Heavij Industries t Ooaqashi Const Co to discuss 
loui temp fracture toughness of prostressed concrete 
containment components 

HD?niNO,K S Engineering Dranch. 79/13/12- 3pp 


7912130096 Foraards DQ Water* Itr re implementation of mod* to nuclear 
plant equipment i- sdml nl a tra t Ion. per neu NRC regulations. 

Requests NRC poiition re eitenslon of deadline for 
compliance la/lessons learned recommendations, 

HDR6AN.R. Senate. 79/12/07. 3pp 


NUfiEG MUREO DEPORTS flNU DELATED 


79OS36015O Desponds to 790116 FQIA reqi 
documents re fire protection at sii i 
forwarded except for one not found t 
located in PUD. 

FELTON. J. H. Division of Rules and 


7912040520 NJREG/CR-1 102 V3 

•Systematic Assessment of Safeguards 
FRALEY. D.W. DatteUe Memorial Instl 
Laboratorg FIM D-21427. PNL-2a04. 
NTIS. 


IGRRESPONDENCE 


est for nine categories of 
uclear p lanis. DocuAents 
one other already 

Records. 79y02/’09. ip- 


Regulat 1 ons. Apps. * 

;utc. Pacific Northioest 

79/11/30 t60pp Available at 


7912120099 NUnES-03a0 V3 Nil 

"Program Summary Ropt. " Vol 3. Number li. 
e Office of Management and Program Analysis. 
Available at NTIS. 


79/11/16. 60pp. 


7912120126 Foruards comments on NUREO-OSll re U mill tailings ' 
behalf of Americans for Rational Energy A1 1 erna 1 1 vet . Inc. 
General philosophy toward radiation protection 6 risk 
mitigation is too extreme. 

HlLLIAHBi D. C. Affiliation Unknown. 14546. 79/10/24. 3pp. 


7912120130 Cooimonts on NUREO-0511. "Draft Generic Impact Btatsment on 
0 Milling" fails to mention U mining industry in eastern U9. 
BARLEV.S.R. Affiliation Unknown. 14552. 79/10/23. 3pp. 


7912050002 NUREO/Cn-1076 

"Development of Hlgh-Sens i t ivi ty Ultrasonic Techniques for 
Inservice Insp of Nuclear Reactors." annual rept.Qct 1977 - 

LINZEfi.M . PARKS. S. I . DIETZ. D.R. Commer c e. Dep t. of . National Bureau 
of Standards. FIN Q-SiSO. 79/U/30 55pp. 


7912050005 NUnEC/CR-0662 

"Computational Tools for Mali Control Assessment 6 Design 
of Processing Monitors: Overview. " 

DUNN. D.R. . CANDY, J.V.. KUEDEL, J. 0. Lawrence Livermore Laboratory. 
FIN A-0113. UCHL-52702. 79/02/2H 30pp. Available at MTIS. 


79120S0009 NUnEQ/CR-1040 

"LMR Safety Research Program: Quart er ty Progress Rept.“ 

Jail-Mar 1979 « 

PEWlTTiE.Q.. KYGER. J A. Argonne National Laboratory. FIN A-3014. 
ANL-79-43. 79/0B/31. 4Bpp. Available at NTIS. 


7912050012 NUREG-0090 V2 

"Rapt to Congress on Abnormal Occurrences. Apr-Juna 1979. 
Vol 2.Number 2. 

* Office of Management and Program Analysis. 79/11/30. 
Available at NTIS. 


42pp. 


7912060307 NUfiEG/CR-09S5 

"Regional Tectonics t- Seismicity of Southwestern lA, annual 
rept,FY79. 

VANECK.Q. J . ANDERSON.R R.. BLACK, R. A. Iowa, State of. 
NRC-O4-707-22B 79/07/31 31pp. Available at NTIS. 


7912070491 Notification of 791 120 meeting ui/Eberline Instruaient Corp 
in Dethesda.MD to discues high range effluent monitors S. 
improved inplant iodine ins t rumen tat ion in response to 
requirements resulting from TMI Lessons Learned Task Force 
BARDETTiL. Env I ronmenta I Evaluation Branch. 79/11/20. 2pp. 

7912110334 Comments on draft NUREG-061O proposes estob i i shment of 
better public info sys in emergency si tua ti ons. Exact 
knowledge of malfunction inappropr la te. E« pcc ted frequency 
1 tom d IscDurag mg 

CLEARY, P Cltiiens for a Better Environment. 79/10/lB. Ip. 


7912110327 Comments on draft NUDEO-0610 notification of NBC should be 
listed as licensee action for all four c lasses. Suggests 
amends & deletions. 

GARRETT, £ G Affiliation Unknown 79/10/31. ip. 


7912110442 NNREQ/CR-OISO V2 

"Estimates of Internal Dote Equivalent to 22 Target Organs 
for Radionuclides oceurinq in Hootlne Releases from Nuclear 
Fuel Cycle Facilities," Vol 2 

DUNNING. B E ■ DEDNARD. S R. , WALSH. P.J. Oak Ridge National 
Laboratory. FIND-0100. ORNL /NUREG/TM- 1 . 79/10/31. S09pp. 


7912110521 NUHEO-O56a 

"Title List Publicly Available Documents, TMI-2, “ Revision 1. 
Buppl l..lul-act 1979. 

• Office of Administration 79/10/31. 109pp. 


7912J30033 NUREO/CR-0717 

"Synamic Model of Global lodina Cycle For Estimation of Bose 
to World Population from Releases of I-I29 to Environ. ' 
KBCHER.D C Dak Ridge National Laboratory. FIN D-0IB8. 
ORNL/NUREO-39 79/11/30. I12pp. Available at NTIS. 


7912120036 NUREO-0632 

"NRC Views 6 Analysis of Recommenda bl ons of President's 
Commission on Accident at TMI " 

• Office of Nuclear Reactor Regulation. 79/11/30. 20|>p- 


7912120132 NUnEO/Cn-1136 

“Environ Assessment of lonitation Chamber Smoko Detectors 
Containing Am“241, " 

BELANGER. R. > DUCKLEY. D. W. Be i enc e Ap p 1 1 e a t i ons, Inc. NRC-02-70'043. 
SAI 01379-729LJ. 79/11/30. lIOpp. 


7912120139 HUREO/CR-0963 

"DYNESTliRovlsed Dynamic Estimator Calculation Program. 

FREEMAN. D. U. . CANDY, J. V. Laursnee Livermore Laboratory. FIN A-0115. 
UCRL-S272I. 79/11/30. 50pp. 


7912120157 NURE 0 /CR- 062 a 

"Prediction of Net Radon Emission from Model Open Pit 

|3ib!mN.R.K.. PERKINS, R. W. , SCHWENDIMAN. U. C Dattella 
Institute. Pacific Northwest Laboratory. FIN B-2279. 
79/09/30. 30pp. 


U 

Memorl al 
PNL-2flQ9. 


7912120160 Coflunents on NUREG-OSll : at t ivi ty consistent u/soc ial i economic 
«. physical goals «< policies of OA Ofc of Planning U Budget. 
BADOER.C.K. Georgia, State of. 79/10/29. Ip. 


7912120190 NUREO/CR-i022 ^ 

"U li Sodium Oxide Aerosol Experiments: Nuc lear Safety Pilot 
Plant Tests 201-203 6 Tests 301-302, Data Record Ropt." 

ADAHS.R E . HAN.J.T., KRESS, T. S. Oak Ridge National Laboratory. FIN 
B-0121. OHNL/NUREO/TM 3. 79/11/30. 90pp. Available at NTIS. 


7912120442 NUHE0/CR-O99B 

"Technical Manual Operation ti Equipment 
Situ Impulse Test. " 

e Shannon t> Ullson, Inc. FIN D-301S. 


Instructions for 
79/11/30. 75pp, 


In 


7918120520 Responds to 790B10 Itr re public availability of NRC NUREO/ 
GF-0181i "Barrier Penetration Database." FOIA requires that 
NRC make all non-exempt documents available to public. NUREG/ 

CR-OlBt is not exempt. Amend sought to Atomic Energy Act. 

OQSSICK.L.V. Office of the Executive Director for Operations. 
79/10/12. Ip. 


—7912120526 Forwards 0 Miller 790726 Itr re public availability of 
NUREO/CR-0181, “Darrier Penetration Database. " Requests 
coanent. 

«118HAM.H. House of Rep 79/08/10. 2pp. 


7912120641 HUREO/CR-0990 

“Use of Reconnaiflsanc* Level Info for Environ Aeeessment, 

EQBTERiR.F. I RlCKARDfW.H i STRANDr J. A Dafctelle Memorial IneUtufcf* 
Pacific Northwest Laboratory. FIN D-2156-8. PNL-30B0. 79/11/30. 

47pp. Available at NTIS. 


7912120645 NUREO/CR-O9e2 

"Evaluating Strength & Ductility of Irradiated Zlrcaloy: 

Task 3i " quarterly progress rept for Jan-Mar 1979. 

LaURy.L.M.. PERRIN, J.S., MARKWORTH, A. J. Battelie Memorial Institute. 
Columbus Laboratories. FIN A-4060. DMI-2034. 79/11/30. 4Spp. 

Available at NTIS. 


7912130041 Comments on NUREO 0610; expresses concern that licenses 
action to promptly Inform state 8, local authorities of 
unusual conditions will have advtrse effect on public 
safety 1< wal fare. 

UILLIAMSONj T. 0. I 6HR1VER.B.L. Virginia, Unlv. of. 79/10/15. spp. 


7912130072 NUREO-0330 V3 NS 

Buff Book 2: "Status Summary Rapt, Advanced Reactor Safety 
Research." Vol 3, Number 5, data at of 790930. 

* Office of Nuclear Regulatory Research. 79/10/24. Q2pp. 
Available at NTIS. 
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791213&073 NUREO-0525 

"Safeguards Summarg Event List." pro-Nf(C through 795630 
BAUIDSON. J. J. Office of Nuclear Material Safotg 6 Safeguards 
79/11/30. 139pp. 


79121300B9 NUREO/CR-0794 

"Oeneral Investigation of Radionuclide Retention in 
higratlon Pathuags at Nest i/allegiNV Lou Level Qurial Site," 
annual rept Sept 1977-Sept 197S. 

DANAiR.H.i HOLELLOi S. A. . FICKIE6-R.H. Neu York. State of PIN 
a- 600 S NYSOB/79-2403. 79/11/30. lOBpp. 


7913140544 Infortes that putln 
eitending impleinentation st( 
recoBaendations at Lessons i 
CARBOM.H.U flCFS - Advisori 
79/11/14. 2pp 


ifetg uill not Da .tenpardiied bg 

Jle of shqrt-ter/r 

rred Task Force 

jcReiitCee on Reactor Safoqua'ds 


7912170003 NUREe-CI3S V3 N4 
Buff Book 1: “Status Summarg 
Research,' data as of 7RO031 
• Office of Nuclear Regulat 
Available at NTIS 


Rept. Hater Reactor bafetg 
irg Research 79/oa/3l llOpp 


7913130332 Comments on proposed rulemaking S0-22:since decoRWitssioning 
of nuclear pouer facilities is inevi tab 1 e. cos t estleiates of 
financial mechanisms to meet plannned !< premature 
decomisl sslonlng should be incorporated into code. 

PQLLACUrR.P. Critical Mass Enorgg Project, OARLOU.C. Public 
Interest Research Group. CASCIATO. P. A. Affiliation Utsfcnoun 
79/11/31. llpp. 


79ISI30403 Comments on draft OEIS on U ml 1 1 ing: supper ts comraents of 
American Mining Congress. 

QRTLQFFiO.D. Eiion Minerals Co.. USA. 14549. 79/10/24. Ip, 


7913130406 Comments, on behalf of Black Hills Enorgg Coatltioiiion 
NUREO-OSl 1, re U mill tailings sitts:does not produce 
worst-case estimates. Val id i tg is limited. 

BANDEHFORD, J. Af fl 1 iat Ion Unknown. 14542. 79/11/05. ip. 


7912130469 Forwards assessment of NUREO-051 1, draft OEIS re U ■llllng: 
NEPA does not permit justification of dosos bg comparison to 
background. 

LQCHSTET.W. A. Pennsglvania State Univ. 79/10/24. I2pp. 


79I214012S NUREG/CR-llSS 

“Interactions of Radioactive Hastos u/Solls - Review. " Oct 
1976 - Hag 1979. 

FCMLER.E. 0. , E8SINOTON. E. H. , PQLZER. H. L. Los Alamos Sc 1 entlflc 
Laboratory. FIN A-7040-9. LA-UR-79-2910, 79/12/31. 4Spp 

Available at NTIS. 


7912140168 NUREO/CR-0907 

"SANOIA-ORIOEN User's Manual. " 

SENNET, D.E. Sandla Labora tar los. FIN A-1060. 8AND79-0299. 
79/10/31. Il2pp. Available at NTIS. 


7912140186 NURE6/CR-1101 V7 

“Reptf Distributed Under NRC Reactor Safotg Research Foreign 
Technical Biehange Program," Uol Vll.Jan-June 1979, 

QUEENERi D. 6. Oak Ridge National Laboratory. FIN D-0126 
ORML/NUREG/NBIC. 79/11/30. Bdpp. Available at NTIS. 


7912140206 NUREO/Cfi-0967 

"Multiple Property Variations In Coaxial Cylindrical 
Conductors Determined u/Multlple-FroiiuBncg Eddy Currents.'* 

DEEDS. H. E. I DODOiC.V. Oak Ridge National Laboratory. FIM D-41417 
CRNL/NUREO/TM-3. 79/10/31. 63pp. Available at NTIS. 


7912140339 NUREO/CR-0944 

“Hydrodynamics (< Heat Transfer Characteristics of Liquid 
Pools w/Bubble Agitation. " 

DLQTTNER, F. 0. Sandla Laboratorlos, FIN A-1019. BAND79-I132. 

79/11/30. 73pp. Available at NTIS. 


7912140474 RIL-026 

Research Info Ltr 26: transmits results of completed research 
on Impact of offshore nuclear generation stations on 
recreational behavior at adjacent coastal sites 
INUREa'03941. 

LEVINE, B. Office of Nuclear Regulatory Research. 76/04/37. 3pp. 


— 79I21404S3 NUHEO-0394 

"Impact of Offshore Nuclear Oeneratlng Stations on 
Recreational Dehaviar at Adjacent Coastal Sites." 
BAKER, E.J., M089. D. J. . UE8T, B. 0. Florida State Univ. 
AT 1 49-24-0320. 77/12/31. 147pp. Available at NTIS. 


7913140522 RIL-033 

Research Info Ltr 33:transmits documented results from 
research program to design, develop t, test PAT-1 Pu package 
par criteria in NUREO-0360. Forwards SAND76-0724, "Pu 
Accident Resistant Container Project" t< NUREO/CR-0030. 
LEVINE, S. Office of Standards Development. 7S/08/D3. 8pp. 


7912170011 NUREO-0650 

"Technical Uriting Style Guide " 

BAVO!JINEN,A. . FELOMAN.R, H. . DUIU.Hb. Of f i c e of Nuc I oar Roac tor 
Regulation. 79/11/30. 92pp Available at NTIS. 

79^170024 "Fractographic t. M ; c ros true tur a I Analysis of Fatigue 
Grade D Steel Tested in Air at Ruom Temp." 
™°^ENZAN0,V. Navy.Dept. Of, Naval Research Laboratory 
FIN D-552B. NRL 4062. 79/09/23. 22p p Available at NTIS 

7912170034 Requests review of NUREG-0635, re excess cancer in Mesa 
County, CO, to datermine impact on NRC analysis of health 
effects of U mill tailings industry 

HILLER, HJ. Uranium Recovery Licensing Branch. 79/09/27 ip. 


’■®P‘ '■« emergency preparedness, to be published ii 
IhfcE 791017-19 symposium proceedings U NUftEG-0553 H/o and. 

COLLINS, H.E. Office of State Programs. 79/11/23. ip 


7912170102 Responds to 791105 ltr re issuance of OLs.Foruards NUHEG- 
0094 & license eiamination grade data from various utils 
H/o end. 

Ca.LINS,P.F Operator Licensing Branch. 79/11/10. 3pp 


7913170394 Responds to FOIA request for documents containing analyst 
of proposed siting criteria application to eiisting sites 
Forwards NRC 790926 memo re NUHEG-062S Recommendation 2, u/ 
list c>f plants meeting criteria ACRS transcript in PDR. 

CARR, J. C. Division of Rules and Records. 79/11/30 Ip. 


7912170399 Lists factors to be considered for interpreting three 
distance criteria in surveillance of OL !< CP sites re 
hatardous faci la t los. airports & pipelines Depending upon 
interpretation. 10-20/! of existing sites uould fail criteria 
HOUSTON, H. M. Division of Site Safety U Environmental Analysis. 
79/09/26. Bpp. 


79I2IB0133 FOIA request for drafts of NURE0/CR-0S70, NUREG/CR-0672. 
NUREO/CR-0130,NUREe-0584 U NUREQ-0Se6/ u//resp ec t i ve additions 
& CDaiienta. 

PTAK, J. Iowa Public interest Research Croup V9/11/16 Ip 


7912IB0131 Responds to FOIA request for five NUREU repts u/additions !< 
coainents. Forwards NUREO-OSB4 V comments. NUREO/CR-0130 
addendiHn available at NTIS t, NRC NUHEC/CR-0570. NUREO CR-0&72 
8, NURE&-0586 not yet publ 1 shed. U/o end 

CARR,J.C. Division of Rules and Records. 79/12/06. tp. 


7912160207 NUREG-0S96 

“Nonradielagical Consequonr es to Aquatic Biota i. Fisheries 
of Susquehanna River from 1979 Accident at IMI Nuclear 
Station. " 

HIGKEY,C.R. , SAMUOHTHiR.D Division of Site Safety & Enviro nmental 
Analysis 79/11/30. lOOpp 


79I21B0233 NUREG/CR-1D6G 

"Transient Reponse of Beams to Correlated Random Excitation 
Applied at Boundaries. " 

ARVAFARiA., MASHLS.F.. UDWAD!A,F.E. Southern California. Univ. uf 
FIN B-5976. 79/12/31. 160pp, 


79121B022& N(ffiEG-0616 

"Rept of Special Revision Croup. IE on Lessons Learned from 
TMI. • 

« Region 3, Chicago, Office of the Director. 79/12/31. 2Q0pp. 


79121B04S7 Summary of 790510-12 open meeting in Hashlngton. DC re 
current status of TMI-2i Sequoyah Power Plants Units 1 t, 2 b 
Oyster Creek transient resulting in low core water level. 

• ACRS - Advisory Committee on Reactor Safeguards. 79/05/12. 

asapp. 


—7912140326 NUREO/CR-0030 

"PARC (Pu Accident Resistant Container) Program Research, 
Dasigit (, Development. " 

ANDERSEN. J. A. , DUFFEY. T. A. , DUPREE.S.A. Sand la Laboratories. 
8AND76-587, 78/07/31. 397pp. Available at NTIS. 


791219D069 Di scusses options for financial assistance to state & local 
governments for emergency preparedness programs, in addition 
to federally admllii stored fund suggested in NUREG 0553. 

RY/1N>R.B. Office of Nuclear Reactor Regulation. 79/11/21. 2pp. 



346 


IMONDOCKETED ITEMS 


7912190133 Forward* draft memo 1/ Itr requostina implementation of 
MrREO/CR-Ot60 recommendation*. Manpouer requirements end, 

CRIMES, D K. Assistant Director for Site & Safeguards (Pro y^lOSOI. 
79/11/19. Bpp. 


7912190172 Comments on draft NUREG-OSIO, "Draft Emergency Aetinn Level 
Guidelines for Nuclear Pouer Plants, ’’ 

VETTER.U.E. Raglan 4, Dallas, Office of the Director. 79/11/27. 

2 pp. 


7912190461 Comments on NURE0-0610 re emergency actions pertaining to 
nuclear pouer fac i 1 i ties. Population should be given 
advanced warning h info on radioactivity. 

SIMMONS, J. U. Affiliation Unknown. 79/10/15. 2pp. 


7912210059 Coainents on NUREO-0610: sequence of liceneee actions 
inappropriate for ma> protection of public health & safety, 
since ‘assess & respond" listed as Item 3, not Item 1. 
UTLEV.E.E. Carolina Pauier & Light Co. 79/11/29, 3pp, 


79122100&B Coaiments on NUREO-OhlO: new classification scheme 
unacceptable. Class 9 accident could occur u/o declaration 
of general emergency. 

SHCLLViS. Affiliation Unknown. 79/11/26. 2pp. 


7912210073 Connsnts on NUREO-0610: recommends notification of unusual 
event class be emit ted. Firs t level of emergency action 
should be In-plant occurrence. 

HARDiJ.E. Atomic Industrial Forum. 79/11/28. 14pp. 


7912190S04 Forwards comments on NUREO-OSSS. Agree 5 generally u/tbesis 
that operational safety factors require proportionally 
greater attention. 

LEE.B. Atomic Industrial Forum. 79/12/13. 33pp. 


7912190526 Responds to 791110 Itr re implementation of Kemeny 
Commission rec ommendat i ons. A1 1 recommendations, except 
reorganiiation of NRC .deemed necessary & feasible. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/I3/Q3. Ip. 


— 7911190354 Discusses need to take action to assure implementation of 
recommendations of THl Lessons Learned Task Force. 

Utiliiation of sound technology & public attitudes will meet 
future energy needs. 

DUFFY, J.P. Affiliation Unknown. 79/11/10. 3pp. 


7712I9055B Responds to NRC 791108 Itr re NUREO-0630, "Cladding Swelling 
t< Rupture Models for LOCA Analysis." Rept appears to be 
thorough compilation of recent experimental data on cladding 
deformation. 

SCHERER, A. E. C-E Pouer Systems. LD-79-07O. 79/12/11. iOpp. 


7912190573 Responds to NRC 791108 Itr re NUREO-0630. "Cladding. Swelling 
tc Rupture Models for LOCA Analysis. " Vendor recommends 
evaluation of all cladding data accumulated since Issuance 
of I0CFR50. 46, App K. Industry committee is proper forum. 

TAVLORiJ.U. Babcock LUilcox Co. 79/12/10. 3pp, 


7912190599 Forwards response to NRC 791108 Itr re NUREO-0630, 

"Cladd ing. Swell ing t. Rupture Models for LOCA Analysis." 

Comments on model representation, location of curves, Industry 
stdiECCS model, sensitivity studies & future programs. 

I!UCHH0L2,R. H. General Electric Co. HFN-294-79. 79/12/07. Bpp. 


7912210079 "SECDST-Computer Routine for Deconmis s lonlrg Cost ti Funding 
Analysis. ‘ 

• Office of Nuclear Material Safety & Safeguards. 79/12/31. 86pp. 


7912210337 "Confirmation of Conversion Factors Relating Exposura t. 
Dese-Equlvalenfa Index Presented in ANSI N13.il." 

YODER.R.C.. BARTLETT, N. T. , COURTNEY, J. U. Datt cl le Memorial 
Institute. Pacific Northwest Laboratory. PNL-3219. 79/11/30. 77pp. 


79I22&DD02 Nl«EO/CR-l 144 

‘Neaiaha Uplift Siismotectonic Study ; Reg lonal Tectonics b 
Seismicity of Eastern KS. " 

UILSON.F.H. Kansas. State of. FIN 8-6172. 79/11/30. 23pp. 


79122A0184 Ack receipt of PA Emergency Hgt Agency 791113 Itr re 
NUREO-DSS3, "Beyond De f ense-ln-Dep th. " Ricommendatlons will 
be submitted to Commission after public comments are 
reviewed. 

RYANiR.O. Office of State Programs, 79/12/04. ip. 


791K70026 Notice of issuance b availability of proceodlngs of 
radiological emergency preparedness trainee conference on 
790724-23 in K9 City, MO. 

RVANiR.O. Office of State Programs. 79/11/27. 7pp. 


7912270200 Forwards rept, "Hestinghouse Prediction for LOFT Nucltar 
Eiperioient 13-1. ’ 

REED.C. Commonwealth Edison Co. 00-26. 79/12/13. ip. 


— 7912270207 "Hestinghouse Prediction for LOFT Nuclear Experiment L3-1, 
• Uestinghovsi Electric Carp, 79/12/13, 84pp, 


7912190639 Forwards responses to NRC 791109 Hr re NUREO-0630, 
"Cladding, Swel ling b Rupture Models for LOCA Analysis," 
Concludes that rupture bloclege data supports conservatism 
of current vendor rupture blockage model. 

DHSLEY.e.F. Exxon Nuclear Co., Inc. Isubs. of Exxon Core.). 
79/12/10 7pp. 


7912190651 Summary of Ad Hoc Subcommittee on TMI-a Accident 
Implications 790711 meeting w/BbU, NUS Corp. GO&E. Bechtel b 
Tokyo Electric Power Co in Washing ton, DC re long-term THI-2 
imp 1 Ications. 

* ACRS - Advisory Committee on Reactor Safeguards. 79/07/11. 43pp. 

7912200755 NURE0-a002 

Errata for final GEIS re use of recycled Po in mixed oxide 
fuel in LUR. 

* Commission. 76/11/26. 41pp- Available at NTI8. 


7912200766 NUHEO-0316 

"Alternative Electrical Transmission Sys b Environ Impact " 
SCHIEFELBEIN, 0. Dattelle Memorial Institute, Pac i fie Northwest 
Laboratory. EY-76-C-O6-103O. BNWL-1774- 77/08/31 70do 

Available at NTIS. 


7912200850 NURE0-O3O6 

"Nuclear Power Plant Operating Experience 1976." 

* Office of Management and Program Analysis. 77/12/31. 260oo 

Aval lable at NTI9. 


7912210023 "Oas 
Plutonium In 
790930. 
PALMER. H, E, 
Laboratory. 


Scintillation Proportional Countar for Measuring 
Humans b Environ." final rept fop 760701- 


Battellc Memorial Institute, Pacific Northwest 
FIN 8-2091. PNL-3151, 79/11/30. 27pp. 


7912210053 Comments on NUfiEO-0610: action level criteria should not be 
incorporated in any Inrfivlyal emerjancy plan w/o plant- 
specific mods. Notification of unusual event b alert levels 
too severe. 

KNUTH.D.F. KMC, Inc. 79/11/26, 35pp. 


7912270601 Responds to NRC 790902, 13 b 1030 Itrs re completion date 
for analyses of transients b acc idents. Hestinghouse owners 
group will submit analysis by 800331, per NUREO-0578. 

REEDxC. Hestinghouse Operating Plants Owners Oroup. 79/12/20. Ip. 


7912280121 Comnints on NUREO-0610: consideration of emergency 
F lu>elfltatlon sys should be subj to negotiation b agreement 
between licensee b loeal/state authorities based upon site b 
plant specific characteristics. 

JOHNSON.M.P. Yankee Atomic Electric Co. WYC-79-31. 79/11/20. 2pp. 


7912260126 Responds to 791112 Itr expressing concern re health affaeti 
of radioactivity from nuclear reactore. Forwards excerpts 
from NRC 1978 Annual Rept b cover pags of NUREO-OS3B. 

DEHTQNiHR. DfPic# of Nuclear Reactor Regulation. 79/12/05. lipp. 


— 7912280132 Exprosset concern re health effects of radioactivity froxs 
nuclear reactors. 

CARTER, R.A. Affiliation Unknown. 79/11/12, 3pp. 


79122B0409 Coamenbs on NUREO-0610: Improviment In emorgency prepartdness 
by lalteb to four emergency classifications does not support 
cliange. 

RENBER(%R> D. L. Washington Public Power Supply System. 79/11/27, 

2pp. 


7912290419 Comments on NUREO-0610; extensive communication between plant 
b state b local agencies Is overkill b overrcaction b not in 
interest of public safety. 

OLBONiR.C. Baltimore Oas b Electric Co. 79/12/03. 2pp. 


7912290435 Comments on NUREO-0610: time in which emergency repts must be 
made Is unduly restrictive. Licensee should not be required 
to promptly notify state b local offiita agencies for many 
unusual eventa. 

FERRT.J.L. Affiliation Unknown. 79/11/12. 2pp. 


7912280313 Comments on NUREO-O313> Revision 1: classification of piping 
should be by safety class. Questions exclusions of Cast 304 b 
316 sail from list of conforming matl. Recommend s 1-yr 
interval for nonconforming sve sensitive line Insp. 

HQFFflWIi d. R,- Yankee Atomic Electric Co. ME4 333/79. 79/12/19, Ip. 
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T91S280M7 Discuifst availability of funds for radiological cmargency 
rispsnst plans b prtparsdnass In rasponss to 791109 catnments 
on npti "Boyond Dsffnse-In-Dspth, " 

RYA/Ji n. 0. Off let of State Programs. 79/12/07. 2pp. 


7912280^91 Foruards NRC/EPA task force rept on emergincy planning; 
NURE0-039&/£PA 9201-78-01&. W/o and. 

CDLLlNSi H. E. Assistant Director for Emergency Preparedness 
79/11./30. Ip. 


79121B0222 Std order for DOE work: "Elee tr lea 1. Ins trumenta t Ion J. 
Control Sys Support." issued to LLL. 

TRIPLETT. H. P. Office of Nuclear flaactor Rooulation PINA-0231. 
20-00-39. 79/10/10. I3pp. 

7912180700 Feruards results of tritium target container leak test. No 
detectable loss of pressure evident. 

HAFF.K.U, Oak Ridge National Laboratory. lAA6d. 79/11/09. dpp. 


7912310095 Comments on NUREO-0610: state b local offsite authority 
actioni checklist Is especially valuable in common emorganey 
for tneulng uhet each state should be doing at each level 
EARLY.d.P. Uisconsln. State of. 79/11/2B. 3pp. 


7912310144 Fpruerds draft proposed test for response to UC8 petition. 
Lasioni Learned b Bulletins b Orders Task Forces should 
concur before response issuance. 

LAINA8. 0. Plant Systems Branch. 79/12/13, 6pp. 


7912310193 NUFIEO/CR-0970 

"Qualification Testing Evaluation ProgranuLMR Safety 
RetearcJi. Quarterly Rept.Jan-Har 1979.” 

BDNZON.L.L,. CLOUOH.R.L.. SALAZAR. E.A. Sandia Laboratories ' FIH 
A-1031-9. BAND79-1314- 79/11/30. 49pp, Available at NTIB. 


7912310202 NUREO/CR-1075 

“Refill Effects Program." quarterly progress rapt.Aor-June 
1979. 

CRDWLEYi C. J. • CARY.C.N,. ROTHE. P. H. Creare. Inc. FIN A-4070 
CREARE TN-30&. 79/12/01. 2&pp. 


7912310209 NUREO/CR-l 17S 

“Statistical Analysis of Earthquake Ground Motion 
Paraaetars, “ 

e Shannon b Wilson. Inc, FIN B-3015, NRC-04-76-200, 77/12/31. 

201pp. 


7912310363 NUREO-0503 

Oreen beok; "FYBO Supplemental Budget Request." 
e Division of Budget. 79/12/10, 24pp. Available at MTI8. 


7912310529 NVReO/'Cn-0947 

''Steam Esplosion Efficiency Studies. " 

BtRTOM.L.D.i BENEDICK. W. D. Sandia Laboratories. FIN A-i03Q 
SAND79-I399, 79/11/30. 6app, Available at NTI9, 


7912190025 Forward s IE Circular 79-22, "Stroke Times for Power Operated 
Valy«5. No written response required. 

PAPPASiK. Region 3, Chicago. Office of the Director. 79/11/19 
Spp. 


7912190DS1 Forwards Std Order for DOE work. "Elec trica 1 . Instrumenlat ion 
b Control 3ys Support. " 

E16ENHUT. D. 0. Office of Nuclear Reactor Regulation. 79/11/12. Ip. 

"7912190064 Std order for DOE work: "El eclr i cal. Ins trumenta t ion b 
Control Sys Support." Issued to EObO. 

TRIPLETTiH. P. Office of Nuclear Reactor Regulation. FIN A-6256 
20-H0-39. 79/11/13. Ilpp. 


7912190903 Advises that IE Bulletin 79-27. "Loss of Non-Class IE 
Instruacntatlon b Control Power Sys Bus During Operation," 

(Ml sent to listed utils on 791130 for action & Info- 

CAHRDLLi D. E. Region 3, Chicago. Office of the Director 79/12/05 

2pp. 


7912190504 FoTuerds comments on NUfiEO-OSBS, Agre es generally u/thesi 
that operational safety factors require proport lonal lu 
greater attention. 

LEE,0. Atomic Industrial Forum. 79/12/13, 33pp, 


7913M0204 Describes info needed for license application review 
scheduling ft resource planning through FY02. Requests 
response by 791231. 

DEKTON.H.R. Office of Nuclear Reactor Regulation, 79/11/29. Ip. 


791220M66 Requests comment on pilot installation of atmoshpers 
modeling computer codes. NRC reviewing codes as means of 
assassing need for preteetlvo actions offsite during nuclear 

emergencies. 

Office of the Eeccutlve Director for Operations. 
/y/12/07. 2pp. 


DAO CORRESPONDENCE WITH OTHER OROANIZATIDNS 


7912280603 Forwards summary of 791107 meeting 
regulation on raduiaste disposal. 

HARTINi <J. B. Dtvislan of Waste Management. 


u/DOE re draft 
79/12/03. 7pp. 


7912040029 Rasponds to 790921 Itr forwarding Aug progress rept. Requests 
clarifying info re cost figures for June b Jul, 

SCARANOiR. A. Uranium Recovery Licensing Branch. FIN A-aOlO 
79/10/18. Ip. 


7912310144 Forwards draft proposed tett for response to UCS petition 
Lessons Learned b Bulletins b Orders Task Forces should 
concur before response Issuance. 

LMNASi 0. Plant Systems Dranch. 79/12/13. App. 


79l30501i06 Urges prompt responsa to UCS petitlen for emergency ft 
rimadlal action filed 2 yri previous. UCS 790307 motion for 
eipeditid decisionmaking b accompanying Itr ara still 
unansutrad. 

WElSBiE.R, Sheldon. Harman b Wales. 79/11/09, ip. 


791B06D1B4 Netiflss that IE Info Notice 79-12A, "Attempted Damage tn 
NSW Fuel Assemblies," was sent to end list of licensees In 
State of IL. 

PAPPASiH. Region 3, Chicago. Cffica of the Director, 79/11/19 
4pp. 


7912120004 Forwards util distribution list b IE Info Notlea 79-29, 
'Loss of Nansafety-Rslated Reactor Coolant Sys 
Instrumentation During Oparation. " 

PAPFASiH. Region 3, Chicago, Offlct of tha Dlractor. 79/11/26 
spp- 


7912130S45 forwards IE Bulletin 79-26, "Boron Loss From BWR Control 
Blades. " 

PAPPASjH. Region 3, Chicago. Office of the Director. 79/11/26. 

Ip. 


7912310195 Requests Identification of all anticipated 
for NRC safety reviews through FYBO. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 


agency requests 
79/11/29. ip. 


7912310218 Forwards two std orders for DOE work re fire protection re- 
fV4l nation. Request'S DDE accapt'Snee. 

EIEEItfUT, D. 0. Office of Nuclear Reactor Regulation. FIN A-3107-0 
FIN A-333S. 79/12/ U. Ip. 


7912310225 Std order for DOE work: "Fire Protection fte-evaluali on, " 
iftued to SNL. 

^20-B^52*^ %9/?2/05* °1 Regulation. FIN A-3i07-0 


— 7912310233 Std order for DDE work: "Fire Protection Re-evaluation," 
Issued to BML. 

T^l^ETTiM.P. Office of Nuclear Reactor Regulation. FIN A-3335-0 
20-80-53, 79/12/08 . 9pp, 


PROPOSED RULE 


7912170193 Forwards "Critical RaviiusiCore Motion Monitoring" by ANS. 
Requests info re distribution of ANB critical reviews. 

EENNETTtO. L. Research Support Branch. 79/11/27, Ip. 


--7912170199 "Critical Reviews, Cora Motion Monitoring." 
THiE»J, A. American Nuclear Society. 79/08/15. 45pp. 


7912IBD2I9 Forwards std order for DOE-work, "Electrical, Instrumentation 
ft Control Bys Support," issutd to LLL. 

EISENHUTrD.O. Division of Operating Reactors. 79/11/20, Ip. 


7912030103 Comments in opposition to proposed revisions to lOCFRSO, 40, 
70, ISO ft 170 governing mgt of U mill tailings ft const of 
major milling plants. Rules not based on final EIS b are 
tharefare premature. 

8TEVEN9, S. Kerr-McOea Corp- 79/10/23. 16pp. 
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7‘?lS040(J33 FarudTO? propuseif rulo changes to 1 OCFB30. 40. 70. 150 b 
which were issued en 790B24. Flegu I a t ions amended to intlade 
redt.mmerdat.uns in draft 0KI3 on U mi 1 1 i ng . M/o e"' „ , , . 
MILLCFf.H J. Uraniuni Wetovarij Licensing Branch. 7V/LI/01. 


170 

Iff 


7912070877 Comiecnts on proposed 
that control measures Be based 
Proposes that public health be 
•gt objectives. 

RITCHIE. H 1. Pathfinder Mines 


rule 10CFH30: concurs u/NRC position 
on site-specific evaluations, 
made primary consideration in 

Corp. 79/10/33 31pp. 


7912040152 Comments on proposed rule 10CFR30 points out potential 
conflict in Criterion 4. Suggests that thinner clag cover mag 
meet r egu i r ement s. "Major site const" should be defined. 

Suret'j review procesees have no regulatory provisions. 

MILLS. L M Tennessee Valley Authority. 79/11/08. 2pp- 


f.79i2040453 Comments on proposed rules 10CFR30. 40. 70'. 150 & I70;agrees •*/ 
alternative methods of establishing financial responsibility 
U formally records previous oral comments. 

PROVOST, L Affiliation Unknown. 79/09/19. Ip. 


7912070487 Comments on proposed rule lOCFfiil: regulat i ons do not cover 
all radioactive natl 8< clarification needed for role of 
Indapondent waste processor. 

SCHNEIDER. K N. Office of State Programs. 79/11/08. Ip. 


7912110170 Comments on proposed rule lOCFRil : regulations concerning 
radwaste packaging by licensees should be placed in 10CFH20i 
40. SO.!. 70. Waste generators should bo regulred to solidfy 
liquid waste u/o leaving free standing liquid. 

VADEN.J. Nevada. State of. 79/11/19. 2pp- 


7912040525 Comments on proposed rules 10CFR30. 40 h ISO; license 
requirements covering use of U for research appear to be 
CO un ter productive. 

VAN MICHftELlSiH Affiliation Unknown. 79/10/30. Ip- 


7912050617 Comments on proposed rules 10CFR30. 40. 70. ISO h 170: 
Environmental Policy Inst maintains that NRC has not 
considered erosive nature of mill tailings deposits. 

DERICK. D Environmental Policy Institute. 79/10/24. Spp 


7912060023 Comments on proposed rule 10CFH30:Dept of Health suggests 
appropriate adjustments be made re health affects h 
restoration of tailings s i tes. Long- term monitoring should 
be asjusted according to mill site. 

ANDERSON. L. F. Utah. State of- 79/10/25. Epp- 


7918060030 Comments on proposed rule l0CFR30:DBpt of Health suggests 
further evaluation needed of environ t< occupational haiards 
caused by U mills & mines. 

HAZLEiA J Colorado. State of. 79/10/18. 2pp. 


7912060039 Comments on proposed rule 10CFn30:GE18 reflects NRC policy 
to jeopardiie public health I. safety. NRC continues to thwart 
NEPA objectives, Radon issue first raised by citlten 
interveners. 

KEPFORD.C. Environmental Coalition on Nuclear Power. 79/10/E4. 

22pp 


7912060052 Comments on proposed role 10CFR30:NRC should have 
jurisdiction over disposal si tes Proposes that local vote re 
disposal sites be accep t ed. Un Inhab i t ed areas do not remain 
uninhabited forever. 

EIKUM.R L. Affiliation Unknown. 79/10/20. Ip. 


791211018S Comments on proposed rule 10CFfi30: supports comments by 
American Mining Congres s. Sui tab le discussion of environ 
aspects of mining is omi tt ed. DDE comments on proposed EPA 
radwaste criteria end. 

SCHENDELi K. R. Uestinghouse Electric Corp,. Wyoming Mineral Corp. 
OEA-79-933 79/10/34. SSpp, 


7912I1019S Comments on proposed rule 10CFR71 : r scommends alternate 
means of compliance to conditions specifying radioactive 
aatl packaging Clearer indication should be made of 
subparagraph cond 1 tions. 

BURSTEINiS. Wisconsin Electric Power Co. 79/10/31. Ip. 


7912I10I9B Comments on proposed rule 10CFR70: author I lat ion of routine 
use of Pu powered pacemakers not advantagsous due to 
relative life span & cost. 

DELAND.F.H, Vet. Admin. Hosp. Lei ing ton. KY. 79/10/31. Iff. 

7918120018 Comments on propased rule 10CFR71 : oh jec ts to segregation 
oP radtaaebive metis regulation due to implication that 

radioactive matls present special haiards. 

KOURViH.R. General Atomic Co. (subs, of Gulf Oil Co. ). OEN-1119. 

79/10/29. 3pp. 


7918120039 Comments on proposed rule 10CFR30; clarity needed In 
Criterion 3 re prime option for tailings disposal t> in 
conflicting definitions of byproduct matl. 
e Rocky Mountain Energy Co. 79/10/24. 69pp. 


7913120042 Comments on proposed rule 10CFR30; should not allow U 
Industry to continue haphaiard disposal of U mill tailings. 
Regulation definitions nead clarity. 

UE1S8.R.W. Affiliation Unknown. 79/10/21. 2pp. 


7912060062 Comments on proposed rules 10CFR30* 40. 70i 1 90 & I70;health Ci 
safety of future generations should considered prior to 
present day economic considerations re U mill tailings 
requirements 

DATES. A. Af f 1 1 ia t i on Unknown. 79/09/13. 2pp. 


7912060075 Comments on proposed rule IOCFR30- author i ty to 
mills on Indian lands should remain u/NRC. Charges levied 
activities on Indian lands should be paid to US in trust 
Indian tribes. 

OfiBRiELiE. Council of Energy Resource Tribes, 79/10/83 


license U 
on 
for 

14pp. 


7912060092 Comments on proposed role 10CFR30:NRC should have licensing 
authority over DOE-owned U mill tailings Erosion must be 
considered Suggests that annual insp results be made public. 
LQCHSTET.H A, Environmental Coalition on Nuclear Power. 79/10/23. 
4pp- 


7912060204 Comments on proposed role lOCFROO. facil i ties for 
domngradienfc monitoring of groundwater should be included 
in design of disposal facility for U mill tailings t wastes. 
MEIEHOTTO.L. E. Energy . Dep t . of . ER~79/B83 79/10/22. 2pp. 


7918060603 Comments on proposed rule- I0CFR30. s i t ing should be primary 
concern in tailings mgt Suggests more discussion on 
Implementation of tailings control In agreement stales. 

DANIELSON. L. J, National Wildlife Federation 79/10/24. 23pp. 


CFR30: on behalf of Spokane 
rasp onsib i I i ty 6 
in state. Federal govt 
adequate monitoring. 

10/30. 4pp. 


30: private property rights in 
lives to prevent 
tvlties. 

ion. 79/10/25 Spp. 


7912120046 Comments on proposed rule 10CFR30: supports comments of 
American Mining Congress re U milling. 

CANFIELD. K. S. Homestake Mining Co. 79/10/24. Ip. 


7912120051 Comments an proposed rule 10CFR30: fai 1 s to emphaslie 
contamination prevention «. outline etrlngant criteria for 
containment siting areas. 

PERRV.L. Black Hills Alliance. 79/11/09. 2pp, 


7918I8O0S5 Comments on proposed rule 10CFR30:NEPA & health ti safety 
provisions play no part in agency consideration of radon 
problem. Certificate of Sve re NRC answers on DEIS end. 

KEFFQRD.C, Environmental Coalition on Nuclear Power. 79/10/24. 
49pp- 


7912120063 Comments on proposed rule 10CFR30: Pall s to cariiply u/NEPA due 
to lad of assessment of total Rn-222 Cl released over Pull 
period of toxicity of U mill tailings plies. 

JOHNSIUO.O. H. Environmental Coalition on Nuclear Power. 

3pp. 


79/10/83, 


7912l2tH3a Comments on proposed rules 10CFR30. 40. 70. 190 6 170: licensing 
stds for If mill tailings are too loose. Crl ter 1 on 6 Is 
dangerous li counterproductive. 

LEMlSi H, L. Affiliation Unknown. 79/09/22, Ip. 


7912120240 Foruards comments on proposed roles 10CFR30. 40. 70. ISO 6 
170 t, draft 0E19: draft GEI8 falls to achieve slated purpose. 
Should be revised S. reissued. Three vols of comments ■"^1- 
OUERTtti.J. A. American Mining Congress. 79/10/24. 300pp. 


7912120247 Comments on proposed rules 10CFR30. 40. 70. 190 Sc 170: proposes 
amend to account for differences in mining procedures. 

Encourages redefinition of const, Disposal tc surveillance of 

uaste impractical & costly. in„« 

MARBHMJ.. W. K. Mobil Oil Corp. (subs. Mobil Corp. 1. 79/10/23. ICpp- 
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— 79I21Z0&54 CommcntB on proposed rules 10CFn40 b 150:efficacg of 
requirement for specific NRC license during renewal period 
of Agreement state license is highlij questionable. 

KARSHALL, U. H. Mobil Oil Corp. (subs. Mobil Carp. >. 79/10/23. 

lOpp. 


7912120233 Comments on proposed rule 10CFR30: overes tima ted rLsks> 
understated costs b inadequate support for proposed rules. 
SCOTT.C, a. Union Oil Co. of California. COS 79-311. 79/10/23. 

2pp. 


-~79121202b0 Comments on proposed rule 10CFR30: ob jec t s to adoption oF 
rules based on draft EIA. NRC should re-evaluate draft OEIS b 
repropose rules as justified. 

BCOTT. C. D, Union Oil Co. of California. CBS 79-312, 79/10/23. 

3pp. 


7912120363 Comments on proposed rule 10CFR30: omits discussion of 
environ Impacts of U mill mining eperation. 

6CHENDEL. H. R. Ugoralng Mineral Corp. OEA-79-933, 79/10/24. 31pp. 


791SI20366 Comments on proposed rule 10CFR30: falls to set milt 
containment requirement for mill tailings b clarify 
heu new stds apply to old tailings sites. 

EASTiD. Hyoming Outdoor Council. 79/10/23. Ip. 


7912130029 Notifies Subcommittee on Nuclear Regulation of 791013 notice 
of final rulemaking re antitrust review procedure s. FR 
notlei end. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/10/19. 2pp. 


--791213002S Notice of final rulemaking re antitrust review procedures. 
CKILKi 9. J. Office of the Secretary of the Commission. 79/10/19. 
9pp. 


79I21302Q9 Notice of intent to participate in proposed rulerria k ing re 
storage b disposal sf nuclear was tee . Po s 1 1 ion on issues: 

NnC lacks authority to promulgate rule re onsite storage 
after license eipiratior 

DMBV.C- Hanford Conversion Project: 79/11/21 Ip 


7912130292 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear wastes. Po s 1 1 ion on issues: 

NRC has not adequately addressed time frame for U tailings 

isolation. 

DERICKrD. Environmental Policy Institute 79/11/23 ip 


7912130296 Notice of intent to participate in proposed rulemaking re 
storage bdlsposal of nu clear wastes. Position on issues: 
spent Fuel can be stored onsite safe ly . Eipans 1 on of capacity 
presents no safety haiards 

• Public Service Electric b Oa s Co. of New Jersey 79/12/12. 2pp 


7912130299 Notice of intent to participate in proposed rulemaking re 
storage bdisposal of nuclear wastes. Position on issues: 
englneerod barrier concept Inadequate to overcomo potential 

prob lens. 

MLUCHAM.R.H. New Jersey. State of 79/ii/2B. Hpp 


7912130307 Notice of intent to participate in proposed rulemaking re 
storage ts disposal of nuclear wastes. Pos i t ion on Issues: 
recoaunands investigation into conditions of spent fuel 
storage to document problsms. 

SCHAEFERi H. M. Safe Naveii.Ltd. 79/11/12. 2pp. 


7912130309 Notice of intent to participate in proposed rulemaking re 
storage & disposal of nuclear wa s tes . Pos 1 t ion on issues: 
util must undertake raspons ibi I t y of providing safe offsite 
disposal. Cert if Icate of 8vc encl. 

VALOie. C. H. W. Dcean County, NJ. 79/11/23. 10pp. 


7912I3003I Comments on proposed rule tOCFRGO: endorses comments b 
testimony of American Mining Congress re OEIS on 0 milling. 
CANFIELD, R. B. Affiliation Unknown. 79/10/24. Ip. 


7912130036 Notifies Subcommittee on Environ, Energy b Natural Resources 
Gf 791019 notice re antitrust review procedures. 

DENTON, H, R. Office of Nuclear Reactor Regulation, 79/10/13. 2pp. 


791213DD69 Netlflos Subcommittee on Energy b Power of 791013 notice of 
fine! rulemsklng re antitrust review procedures. FR notice 
end. 

DENTONiH R. Office of Nuclear Reactor Regulation. 79/10/19. 2pp. 


7912130077 Notifies Subcommittee on Energy b Environ of 791015 
notice of final rulemaking re antitrust review 
pTocidures.FR notice encl. 

BENTON,H.R, Office of Nuclear Reactor Regulation. 79/10/lS. 2pp. 


7912130311 Notice of intent to participate In proposed rulemaking re 
storage b disposal of nuclear wastes. Oue to uncertainty of 
avallabtJIty of future radwaste disposal sites, onsite 
storage Impact must be Included in environ evaluation. 
nUCHNiCKI.E. D. Ohio. State of. 79/12/12. 2pp. 


7912130316 Notice of intent to participate in proposed rulemaking re 
atnrago b disposal of nuclear wastes. Iden t Ity , qual i f tea 1 1 one 
b positions set forth in 771123 petition to intervene 
incorperated by ref. 

niLLER.D.8. Sensible Maine Power. 79/11/26. Ip. 


7912130317 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear was tes. Pos i t Ion on issues: 
reasanablt assurance of safe radwaste disposal ealsts. 

IRNINiD.P. Uranium Fuel Cycle Oroup. IRUIN, D. P. Hunton b Ullliams. 
79/11/26. 4pp. 


79I2I3D299 Notice of Intent to participate Ip proposed rulemalting ra 
storage b disposal of nuclear wastes. Pos 1 1 Ion on Issues: 
raaionable assurance for safe onsite storage eiists. 

CRAHERiE.N. Neighbors for the Environment. 79/ti/lB. ip. 


7912130261 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear wastes, 

ANDALHAN.E, Mlssiis Ippians Against Disposal. ANDALMAN, E. Andalnan, 
Adelnan b Stainer. P. A. 79/11/20. ip. 


7912130319 Faruards petition for intervention. 

MIL8QM.R.P. South Carolina, State of. 79/11/20. Ip. 


—7912130320 Requests to intervene. RP Mllson will be atty of record. 
UILSON.R.P. South Carolina. State of. 79/11/20. Ip. 


7912130324 Forwards ’’High Lsvel Radwaste Mgt Revisited," presented at 
American Chemical Society 790911 meeting in Washington. DC. 

HlLL.aF. Affiliation Unknown 79/11/Sl. Ip. 


7912130267 Notice of Intent to participate In proposed rulemaking re 
storage b disposal of nuclear wastes. 

HCORANERY, J. P. Scientists b Engineers for Secure Energy. 

MCORANERY, J. P. LeBoauf, Lamb, Leiby b KacRae. 79/11/26. 3pp. 


7912130274 Notice of Intent to participate In proposed rulemaking ra 
storage b disposal of nuclear uastas. 

R ICKARDB, J. R. Bciantlsts b Engineers for Secure Energy. 

R ICKARD9, J. R. Capital Legal Foundation. 79/11/26. 2pp. 


791213027B Notice of Intent to participate in proposed rulemaking re 
storage b disposal of nuclear wastes. Position on Issues: 
adequate assurance that radwaste can be safely stored b 
i ispesed of t> Ists. 

OALLDt J. Consumers Power Co. OALLQ, J. Isham, Lincoln b Beale. 
79/11/26. 8pp. 


79I2I3D2B7 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear wastes. Position on issues: 
unclear whether storage will be available in future. Onsite 
storage will be proven unsafe. 

LOCKBTET, H. A. Affiliation Unknown. 79/11/20. 2pp. 


— 7912130326 "High Level Radwaste Mgt Revisited 

HILLiO.F.. NIOHTINOALE, R. E Da t to 1 1 e Memoria 1 Institute, Pacific 
Northwest Laboratory. PHL-SA-7951. 79/09/30. 29pp. 


7912130333 Dapt of Cons erva t i on. Si v of Mines b Oeology notice of intent 
to participate In proposed rulemaking re storage b disposal 
of nuclear wastes. 

OREW.P.C. California, State of. 79/11/27. ip. 


7912130336 Notice of Intent to partielpnte in proposed rulemaking re 
storage b disposal of nuclear wastes. 

RAUDENBUSH, M. H. S.H.Stoller Corp. (subs, of Arthur D. Little, Inc.k. 
79/11/12. ip 


7912130342 Forwards notice b petition to participate in rulemaking re 
nuclear waste disposal. 

LaWERRE.R.U. Tecas. State of. 79/11/20. Ip. 


—7912130344 Notice of Intent to participate in proposed rulemaking re 
storage b disposal of nuclear uasl'es. 

LXIUERRE. R. U. Texas, State of. 79/11/20. 3pp. 
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79l21303‘»B Forwards notice 
nuclear waste disposal. 
DlALIKi E. t New York. St 


)f intent to participate in rulemaking re 
ite of. 79/11/ai. Ip. 


-7912130352 Notice of Intent to participate in ” 

Uorage t disposal of nuclear 

should impose moratorium on licensing new faciUties during 
DIALm^E"!: New Vort, State of. 79/ll/2i. ipP- 

7912130396 Ssoks denial of intervenor 

c“luL?r^::i“^:."/ALUOra' lsham. Lincoln S. neako. 

79/12/08. 17pp. 

Position on issues: test imong of *■ 

technical Institutions should be solicited. 7=,.3/07 9op. 

WILSON. n.J. Natural Resources Defense Council. 79/lJ/o/. pp 

7912130450 Notice of intent to participate In proposed rulemaking re 
safe storage 6 disposal reasonably assured. Forma 1 discovery 
S^STE^ANoT^SSar.. NCOOYERN,K.S. En.r gy . Dep t. o f . 79/11/23. 
3pp. 

7912130453 Notice of intent to " 

storage 8, disposal of nuclear wastes. Posi t ton on issues, 
not a^ocated. Objects to el‘"'‘"»blon of discovery. 


8AL2MIAN.L. 


Friends of the Earth. 79/11/26. Ip 


7912130458 Notice of intent to participate in 


for disposal Is found. 

BNAOEH.H.e. Tennessee Velley Authority. 


79/11/26. 3pp. 


7912130460 Notice of ihtent to ‘ ” 

storage U disposal of nuclear was t es. Posl t Ion on issues, 
safe disposal scientifically %. techniealy proven, Encourages 

full participation re discovery. ..ninr h m Omaha Public 

VOrOT. H, H. Niagara Mohawk Pouier Corp. VDIOT. . _ gk.fc. oP Meu 
Power District. VOIOT.H.H, Power Authority of the State of Neu 
York. 79/11/26. 3pp. 

7912130463 Notice of intent to participate in proposed rulemaking re 
Storaoe & disposal of nuclear ua t tes. Pos i t i on on j®*''*®- , 

citijen rights re environ matters will be adversely affee 


by rule. 
MACARTORi J. D. 


Delaware! State of. 79/11/36. 3pp. 


7912130469 Notice of Intent to participate In proposed ruUmaking re 
storage & disposal of nuclear was tes. Pea 1 tlon on |*»“**- 
safe disposal 6 storage not reasonably assured. Notice of 

SHELDONrK'p^'New England Coalition on 

SHELDON. K.P. Sheldon. Harinnn b Weiss. 79/11/26. spp- 

7912130475 Notice of intent to P^rticipat. In proposed rulemaking re 
storage t. disposal of nuclear wastes. Pos 1 1 on on 
will assist in establishing basis for posslblUty of safe 
storage b disposal. DetaS 1 ed discovery unnecessary. 

ROBINSON. R, K. E»«on Nuclear Co., Inc. (subs, of Esson Carp. 

79/11/26. 2pp. 

7912130481 Notice of Intent to participate In proposed rulemaking re 
storage b disposal of nuclear wastes. Position on Issues. 
ta?r.tDrage b disposal assured. Ob jec ts to addl procedures 
for Interparticipant *“ Sbo^ery. Cer t if Icate of Svc end , 

A^fPLRAD. M Edi»0T» Electric Inititute. AXELRAD/n. 

(!owensteln.N.wmamR.is.A..lrafl b Toll. 79/11/26. 20pp. 

7912130405 Notice of Intent to participate In proposed ruUmaSlng re 
storage b disposal of nuclear uastes. Pos 1 1 i on on ‘S»uea: 
sofa disposal b storage not reasonably assured . Notice of 

aHELDaN?”p*"*Chri8ta-Marla, 8HELDDN.K.P. Sheldon, Harmon b Metss. 
79/11/16. 3pp. 

7912130490 Notice of Intent of Div of State Energy to participate in 
proposed rulemaking re storage b disposal of nuclear wastes. 
Position on issues not advocated. 

MUNNERV.W.J. Wlsconslni State of. 79/11/23. Ip. 


7912130496 Notice of intent to participate In proposed rulemaking re 
storage b di.posal of nuclear wastes, Pos It ion on issues; 
safe storage b disposal may be achieved by Implementing 

available technology. 

HIMNERY.H. J. General Electric Co. 79/11/23. Ip- 

7912130499 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear wastes. Position on Issues: 
safe Btorage b disposal reasonably assured. Formal discovery 
onnecBisary. Statement on nuclear waste disposal end. 

WM.SKEjC. Atomic Industrial Forum. 79/11/21. 4pp. 

7912130302 Notice of intent to participate In proposed rulemaking re 
storage b disposal of nuclear wastes. Position on issues 


not advocated. 

LEUISiH. I- Affiliation Unknown. 


79/10/24. ip. 


7912130510 Notice of Intent to participate in proposed rulemaking re 
storage b disposal of nuclear was tes. Poel tlon on issues 
not advocated. Oreater participation should J' 

UILSONiR. J. Natural Resourcts Daftnie Council. 79/lI/*^A. tdpp. 

7912ia05ia Notice of intent of Lone Star Chapt to participate in 
proposed rulemaking r# storage b disposal of nuclear wastes. 

Position on Issues not advocated. 

KRAHERrK. Sierra Club. 79/11/21. 2pp. 

7912130523 Notice of intent by OR DOJ to participate in proposed 
rulemaking re storage b disposal of nuclear wastes. Position 
on Issuee not advocated. House Dill 8570 re nuclear-fueled 
thereial plants end. _ 

BAraiVIK.R.N. Oregon. State of. 79/11/13- 3pP- 

7912130925 Notice of intent by Mockingbird Alliance to participate in 
pronoied rulemaking re storage b disposal of nuclear westes. 

Position on Issues; elari fication of '•‘•I'* 
arecodence over methods. Comments on draft EI8 end. 

BMlERtB.L. Affiliation Unknown, 79/11/29. Bpp. 

7912130929 Notice of intent by American Inst of Chemical Engineers to 
participate in proposed rulomaVlng ^ 

nuclear wastes. Position on 1 ssuea. stated in bulletin. 

"R«riioA<tlve Uattta. 

UESTfA. 8. Unknouin. 79/11/20. 4pp. 

7912130930 Notice of intent by CA Dept of Conservation to participate 
in proposed rulemaking re storage b <• 1*P°*“* 
uaeteafposltlon on issues will be coordinated w/CA Energy 

COfRAittlOn. ^ -.-aaa/AiT t. 

0R^«F>C. California* State of. 79/11/27. ip. 

7912130933 Notice of intent by ANS to participate in proposed 
rulemaking rt storage b disposal of nuc ear wastes. Position 
on isiuBs:safe disposal in mined geologic repository is 
aecoptabt. approach. Opposes ‘"-'’•P*'’ . ^ 

HDHB0I6SE, R. M. Pacific Legal Foundation. 79/11/26. 7pp. 

7912130546 Motion for reconsideration of proposed rulemaking ro storage 
b disposal of nuclear wastes. Conoquences of proposed action 
should be subj of adjudicatory dee Islon. Urges completion of 
eenarlc review before issuance of proposed rule. - 

8H^K»1.K.P, Chrlsta-Mari., SHELDDN.K.P, Sheldon, Hermon b Helss. 
79/11/07. 7pp. 

7912130S4V Forwards CA Ensrgy Commission notice of Intent to 
participate in proposed rulemaking re storage b disposal of 


partleip 
nuclear wastes 
^LIBaN.C. California 


State of. 79/11/26. ip. 


7912130392 Notice of Intent by CA Energy Commission to partlcipott In 

proposed rulemaking re storage b disposal of nuclear wastes. 
Position on issues: safe storage b disposal surrounded by 
significant technical b economical uncertainties. 

ELLI80N.C. California, State of. 79/11/26. Bpp. 

7912130959 Forwards notice of intent to participate in proposed 
rulamaklng re storage b disposal of nuclear waitei. -jg/tijoj, 

dOWSRUD.J. Environmental Coalition on Nuclear Power. 79/11/2*. 

Ip. 

—7912100962 Notice of intent to participate In proposed rulemaking rf 
"Iti^Je b disposal of nuclear Position on .sues; 

.-iiKation of radioactive waste generation should be 

aS3;:«2S.SSj«t. to umlt.d discovery. W/C.tlflc.t. Of Bvc. 

OWNSRUD.d. Environmental Coalition on Nuclear Power. 79/11/28. 
9gp. 


7912130S64 Forwards NJ Dept of Public Advocate 
Plirticipatt in propof**! mltflipklnp 


nobicp of intent to 


partleip 
ONSOORFF.K.A. 


New Jersey, State of. 79/11/07. Ip. 
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— 79121309&7 Notice at intent by NJ Dept of Public Advocate to 
partlclpete In propoted rulemaking re etorage & disposal of 
nuclear uaites. Position on Issues: environ Impacts 
substantially uncertain. 

ONSDOBFF. K. A. New Jersey. State of. 79/11/07. Spp, 


7912130970 Forwards notice of intent to participate tn proposed 
rulaaiiaklng re storage U disposal of radioactive uiastes. 
KtNDSR.E.T. New Hampshire, State of. 79/11/21. ip. 


— 791SI3097B Notice of intent to participate In proposed rulemattng re 
storaga tc disposal of nuclear wastes. Position an issues: 
safe storage (c disposal surrounded by technological 
uncertainties, Encourages discovery procedures. 

KINDER. E.T.> RATH. T. D. New Hampshire. State of. 79/11/21. app, 


79131303B2 Forwards HN Pollution Control Agency notice of Intent to 
partleipats in proposed rulemaking re storage tc disposal of 
radioactive wastes. 

SENECKM.' H- E' Minnesota. State of. 79/11/21. Ip. 


—7912130990 Notice of intent by HN Pollution Control Agency to 
partleipete in proposed rulemaking rs storage ti disposal of 
nuclaar wastas. Position on lstuas:saft storaga li disposal 
is uncertain. 

OLSON. J.F., SENECKAL.M. E. . BPANNAUS.U. Minnesota. State of. 
79/11/21. 4pp. 


7912130999 Forwards notict of intsnt to participate in proposed 
TuliSMting ri storage l< disposal of nuclaar wastes. 

DALTON.J.N. Virginia. Stata of. 79/11/2A. ip. 


— 7912130t03 Notict of intsnt to participate in propoted rulamaklng re 
storage t disposal of nucltar waste. Unabit to stata position 
on Issuts, Encouragai full dltcovary. lubj to mechanism of 
pretectivs ordsrs, 

DALTON.J,. KENLEV.J.D. Virginia, State of. 79/il/3f.. 2pp. 


7912130911 Forwards notict of intsnt to participata tn proposeil 
ruleaaklng rt storags (< disposal of nuclear wastas. 

OAIFFINcH. Varmont, Stata of. 79/ll/2<&. Ip. 


—7912130619 Notica of Intant to participate in proposed rulemaking re 
storage k dlsposel of nuclear wastes. Position on issues; 
availability of safa storaga k disposal should be 
denonstreted. Encourages full discovery. 

OfllFFlK.U. Vermont, State of. 79/11/26. Spp. 


7912140137 Comments on propostd rule 10CFR140: radiation maasuranents 
taken during accident ars inaccurate dut to antiquated k 
Ineccvrate instruments. TMl meets sitraordinary nuclear 
eceurrencs criteria, 

BHDUDY.P. Affiliation Unknown. 79/11/14. 2pp. 


— 7912140144 Comments on propossd rule 10CPR140:NRC decision Is feregone 
cone lus ion. Pub 1 ic comment simply allows individuals hurt by 
ThI incident to blow off steam, 

CRUMLEV.J.A. Affiliation Unknown. 79/11/14. Spp. 


7912140147 Comments on proposed rule 10CPR140:Hst Ed k NRC are derelict 
In role of protecting public health k safety. 

CRUMLEV.J.A, Affiliation Unknown. 79/11/30. 3pp. 


7912140192 Comments on proposed rules lOCFRSD k 70: F8AR emergency plan 
should be amended by referencing details in original plan. 

Propoead rule is redundant k should be withdrawn, 

JOHNBON.H.P. Yankee Atomic Elsctrlc Co. 79/11/23. Ip. 


7912140161 Comments on proposed rule 10CFR70: potl tive benefits of Pu 
paeamakar ovtr risk constitute eatisfactory ratio. Pu- 
powared pacemaker should remain available. 

COLLINSiV.P. Collins. V.P. MD. 79/11/17. Ip, 


7913170360 Cenmsnis on proposed rule 10CFR30: regulations daficlenfe 
In treatment of eitlng criteria, belowgrade disposal, 
financial surety provisions, agreement state regulatory 
prograais k in situ U processing. 

LEWia.B.E. Affiliation Unknown. 79/11/09. 16pp. 


7913170378 Comments on propostd rules lOCFRSO k 70: Implamentlng 
procedvras should bt subj to revitw during licensing 
proeeis.App E Inadtquatt due to scant requlrsments for 
eatrgsncg planning in PSAR. 

HELLB.K. Affiliation Unknown. 79/11/19. 4pp. 


79121703B3 Comments on propostd rule tOCFRSO: in ordar to assurs public 
health k eaftty.NRC licensing of U mill tailings should 
eenttnua along w/statc licensing. 

WEISS. J.L. Affiliation Unknown. 79/10/22. Spp. 


7912170385 Comments on proposed rule I OCFR30: requlat i ons fail to 
address enforcement & integrity of operators applying for 
llcanses k to make siting primary consideration over 
control technology. 

KNWP.D, Affiliation Unknown 79/10/29. 2pp. 

7912180009 Informs of principal area of commentary for Dept of 
Conaarvatlon geologists at rulemaking proceeding on raduaste 
disposal. Lis t of dept qualifications to participate 
included. 

CREWiP.C. California. State of. 79/11/30. 2pp. 

7912180015 Notice, by Dept of Conserve t i on. of intent to participate in 
proposed rulemaking re storage k disposal of nuclear wastes. 

CA Heath 791108 Itr to DDE k JF Davis of State of CA Div of 
flinas k Geology commentary on draft EtS end. 

OREM.P.C. California, State of. 79/IS/27. 15pp, 


7912180097 Requests placement of OF Brown k R Stein of DOE k MA Olora 
of Ofe of Nuclear Waste I sola tlon. Columbus. OH, on ive list. 
BROHfJ.O.F. Energy. Dept, of, 79/12/05. Ip. 


79122Q0077 Petition to intervene In generic rulemaking hearing on 
itorage k disposal of nuclear waste. Pet 1 tioner resides 
within 80 mile radius of Dig Rock Point reac tor. Outcome of 
rulemaking hearing will impact facility. 

□ 'NEILLiJ. Affiliation Unknown. 79/U/29. 4pp. 


7912200585 Followup to 791126 notice of intent to participate in 
proposed rulamaklng re storage k disposal of nuclear wastes. 
Position on Issuesiwlll be stated after prehearing 
eonferante. per 79112? telecon w/SS Qstrach. 

VAfKE.R.L. Virginia. State of. 79/11/29. 2pp. 


7912210097 Submits namos of NRC personnel for addition to distribution 
list in waste confidence rulemaking. 

CVRtK. Rulemaking k Enforcement Division. 79/11/21. ip. 


7912310243 Notification of 79113B meeting w/AIF Docommiss ionlng 
Subcommittee in Sethesda.MD to discuss technical k financial 
aapacta of decommissioning. 

HOUARD.E.D. Atomic Industrial Forum. 79/11/21. Ip. 


79122B0114 Comments on proposed rule lOCFRSO; cannot make detailed 
comparison of regulations until final judgment reached on 
rcistlng proposals. 

HAWKINS, D. 0. Environmental Protection Agency. 79/11/19. 2pp. 


7913280203 Comments on NJ/iEO-OSl 1 : severa I areas u/Ineomplete coveraqo 
due to lack of info. 

idSMAN. W.N. Environmental Protection Agency. 79/1 1/29. 34pp. 


7912200218 Comments on proposed rule 10CFR61 ; releases of nonradloacli vo 
liquid or gas effluents should meet federal & state air k 
water quality stds. 

OVENaH. S. Florida. State nf. 79/11/28. Ip. 


7912280233 Comments on proposed rule 10CFR61 : def ini t ion of "low- 
activity bulk solid wastes" needs c lari fleet ion. Requ Irement 
for pariod of past-closure observation k maint is excellent 
way to assure adequate decommissioning actions 
0ERTEL<2.K. Energy, Dept. of. 79/11/29, 7pp. 


7912390614 Notifies that Environ. Coalition on Nuclear Power Intends to 
participate in rulemaking pr oceed ing. Reques t s FB notice of 
proposed rulemaking. 

JOHNSnUDi J. Environmental Coalition on Nuclear Power 79/10/29 

2pp. 


7912310116 Comments on proposed rules 10CFR70 fc 73; Category I spec 
Should be incTcased to higher values such as 10 kg for 
Irradiated fuel. 

ROTH.J.M. Hestlnghouse Electric Corp. 79/11/19. Spp. 


7912310187 Comments on proposed rules lOCFRSOi 40. 70. ISO k 170; 
application ecpresies concern that developing regulatory 
scheme d-oes not adequately take into account unique 
procasies used In isolation eitractlon of U. 

MARSHALL. W, H. Mobil Oil Corp. (subs, Mobil Corp.), 79/10/23. 10pp. 


PHM PETITION FOR RULEMAKINO 


79110S0268 Notice of issuance k availability of PRM 71-7. 
"Nandastructlve Testing Hgt Assoc lat 1 oni Denial of Petition 
for Rulama k ing. " 

OOSSiCKrL, V. Office of the Executive Director for Operations 
79/10/02. lOpp, 
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79120^0610 Notice of ititeot to folio participate ir propcsad rulamak tiiit 
re flaragp ^ disposal of nuclear uastc Scope of ruierrakiiig 
fails to indale socioeconomic factors I’roccdures cnaij prevent 
fnsaninqful participation 

LAFOLLETIE.D C . WALSW, P Wisconsin. State of 79/ljy27. 7pp. 


7912060611 Notice of intent to fully participate in proposed ruteoiakinii 
re storage t disposal of nuclear waste. States interests. 

Supports limited participation re aspects of discovery. 

CAHILt.H J Consolidated Edison Co. of Hew York 79/11/26. 6pp. 


7912040453 Cooinents on proposed rules lOCFflSO. 40. 70. 1 50 << 170:Agrees w/ 
alternative methods of establishing financial responsibility 
& foreially records previous oral comments 
PROVOST.L Affiliation Unknown. 79/09/19. Ip. 


791204O53S Coiainents on proposed rules 1DCFR30.40 & ISO: license 
requlreneists covering use of U for research appear to be 
counterproductive. 

VAN MICHAELIS.K Affiliation Unknown. 79/10/30. Ip, 


7912120009 Comments on petition for rulamjklng 2-9: favors proposed 
limits on eiamination to contentions admitted by NAULP. 

Regulatory process should move from politics V back to 
public health 6 safety 

PARKYN.U.D. Aff 11 lat ion Unknown. 79/10/10. Ip. 


7912120022 Denies 771209 request for amend of regulation re agreement 
state 1 Icenses. Limi t of ISO days to coeiduct business in 
nonagreement states, con tai ned in lOCFNl SO. 20.. canno t bo 
changed. 

OOSSICK.L.V Office of the Eiecuttve Director For Operations. 
79/11/20. dpp. 


--79I2120O28 Notice of denial of petition for rulemaking re Chen Nuclear 
Sys. Inc 771209 request for amend of lOCFRlSO. 20 re agreement 
state licences. 

(lOSSICK.L.V Office of Che Eiecutive Director for Uperatlons. 
79/11/20 6pp 


7912120162 Notifies Subcommittee on Energy {< Power of 791003 FS notice 
of denial of petition for rulemaking PRM-71-7 requiring 
licensees to have effective QA programs for packaging h 
transportation Co improve safety. FR notice end. 

MIHOOUEi R. 0. Office of Standards Oevelopmont. 79/10/22. 3pp. 


7912130332 Comments on proposed rulemaking 50-23 since decommissioning 
of nuclear power facilities is i nevi tab le. c os t estimates of 
financial mechanisms to meet plannned !< premature 
decommissioning should be incorporated into code. 

POLLACK. n.P. Critical Mass Energy Project. OARLOW.C. Public 
Interest Research Group. CASCIATO.P.A Affiliation Unknown. 

79/11/21 11pp. 


7912170363 Comments on petition for rulemaking 20-12: rad i alien Marnlng 
pasting should begin at transition point where permissible 
unrestricted area exposure levels are etceeded. 

URClUOLa, L. R. Pennsylvania. State of 79/11/20. 3pp. 

7912130134 Forwards quarterly rept on petitions for rulemaking as of 
790930. fleques ts placement in PUR. 

FELTON. J. M Division of Rules and Records. 79/10/ia. 2flpp. 


7912310029 Denies 79101B request for reconsideration of NSC 791003 
denial of 780510 request for rowocation of App E to 10CFR7t. 
Requests comment on use of graded approach where situation- 
specific QA procedures used. 

0D83ICK. L. V Office of the Eiecutive Dlroctor for Dperations. 
79/12/17. 2pp 


—7912310032 Requests reconsideration of WRC 771002 denial of 7BQSIO 
request to revoke App E to 1QCFR7! , Major i ty of comments 
received favored revocation Requirements impose unnecessary 
hardships on nuclear industry 

PEEPLES. W.P. Gulf Nuclear, (nc. 79/10/10. 3pp. 


PROJ PROJECTS - PREDDCKET LICENSING 


7912030042 Motion by Northern CA Power Agency for reconsideration op 
mod of ABLB 791101 order for P06E insp of agency files. 

"Green dotting" process should not be imposed , Support ing 
documents & Certificate of Sve end. 

MCDIARMID, R. C. TRAUGER , T. C. , ADRAGNA. J. N. Callfomia, State of. 
79/11/09. 31pp. 


7912030103 Comments In opposition to proposed revisions to lOCFRSOiAO. 
70. 150 6 170 governing mgt of U mill tailings k const op 
major milling plants. Rules not based on final EI0 & are 
therefore premature. 

STEVENS. B. Kerr-HcOee Corp 79/10/23. I6pp. 


791203011B Response In opposition to Northern CA Power Agency motion 
for protective order re PO&E fifth set of interrogatories. 

Efforts to eliminate depositions by propounding detailed 
questions should be considered. Cerlif i cate of 6vc encl. 

LEWIS. R. A.. DOYLE. M.H. Pacific Gas 6 Electric Co. LEWIS. R. A. 
McCutchen. Doyle. Drown t Emerson 79/10/30. 12pp. 


7912050609 Forwards corrections to Interveners Cities of Anaheim S< 
Riverside 791019 responses to PGhE fourth set of 
interrogatories. 

HATT,P.R. Spiegel iMcDlarmid. 79/10/29. 2pp. 


— 79120S06I2 Errata for intervenor City of Anaheim 791019 responses to 
util fourth set of interrogatories. 

• Anaheim. CA. 79/10/29. App. 


—7912050614 Errata for intervenor City of Riverside 791019 response to 
util fourth set interrogatories. 

• Riverside. CA. 79/10/29 Ip 


7912050617 Comments on proposed rules 10CFR30. 40. 70. ISO t< 170: 
Envlronnental Policy Inst maintains that NRC has not 
cansiderad erosive nature of mill tailings deposits. 
BERtCK.D. Environmental Policy Institute. 79/10/24. Spp, 


7912050672 Submits comments on Southern CA Edison Co (Edison) ti CA Dept 
of Hater Resources joint statement re subpoena duces tecum 
directed to Edison. Production of documents by Edison In 
lieu of subpoena duces tecum is unsatisfactory. 

OOLDBERO. J. R. Hearing Branch 2. 79/11/14. 2pp. 


7912060016 Response to POLE motion to compel answers to Cities of 
Anaheim (■ Rlverside.CA fourth set of interrogator ies. Bhal 1 
comply H/ASLB 791109 order. Cert i flcate of Sve end. 

MATT.P-K. Anaheiei. CA. MATT.P.K, Bpiegol L McDlarmid. 79/11/20. 

4pp. 


7912060023 Comments on proposed rule 10CFR30:Dept of Health suggests 
appropriate adjustments be made re health effeett L 
restoration of tailings s 1 tes. Long-term monitoring should 
be asjustsd according to mill site. 

ANDERSON. L. F. Utah. State of. 79/10/25. 2pp. 


7912060030 Comments on proposed rule 10CFR30:Dept of Health suggests 
further evaluation needed of environ L occupational haiards 
caused by U mills ti mines. 

HAZLE.A.J. Colorado, State of. 79/10/lB. 2pp. 


7912060039 Comsients on proposed rule 10CFR30:OEIS reflects NRC policy 
to jeepardlss public health L safety. NRC continues to thwart 
NEPA objeettvas. Radon issue first raised by citiien 
intervenors. 

KEPFORD.C. Environmental Coalition on Nuclear Power. 79/10/24. 

22pp. , 


79120600S2 Comments on proposed rule 10CFR30: NRC should have 
jurisdiction over disposal s 1 tes. Proposes that local vote re 
disposal sites be accepted. Uninhab i ted areas do not remain 
uninhabited forever. 

EtKUHiR.L. Affiliation Unknown. 79/10/20. Ip. 


7912060063 Comments on proposed rules 10CFR30< 40, 70, 150 L 170: health h 
safety of future generations should be considered prior to 
present day economic considerations re U mill tailings 
requirements. 

BATES. A. Affiliation Unknown. 79/09/13, Spp. 


7912060075 Comments on proposed rule 10CFR30: authority to licenee t> 
Bills on Indian lands should remain w/NRC. Charges levied on 
activities on Indian lands should be paid to US in trust for 
Indian tribes. 

BABRIELiE. Council of Energy Resource Tribes. 79/10/23, 14pp. 


7912060092 Comments on proposed rule lOCFRSOiNRC should have liceniing 
authority over DDE-owned U mill tai I ings. Erosion must be 
considered. Suggests that annual insp results be made public. 

LOCHBTET. W. A. Environmental Coalition on Nuclear Power, 79/10/23. 
4pp. 


7912060097 Advises of NRC refusal to consent to POLE intention not to 
produce documents in FERC proceedings. Documents in question 
subj to Insp per ASLAB 760110 order. 

GOLOBDlOi J. R. Antitrust Division. 79/11/14. Ip. 
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79IS0iOlD3 flequest* plans re production of documents identified in NRC 
objections to joint statement of Soutfern CA Edison Co & 

State of CA Dept of Ustor Resources. Reasonab le means of 
miniitiliing burden are open to discussion. 

CDt-DBERO. J. fl, Antitrust Division. 79/11/14. Ip. 


?9120£OI6b Reply of CA Dept of Uater Resources to POtE 79]Ca4 aiotion to 
compel further ansuiers to PObE 790719 fifth set of 
Interrogatories. Objects to ail ques t ions. Cert 1 fi cete of Bvc 
enc 1. 

STRUMWAESER-M. , DEUKMEJIAN, 0. , CONNETT.R.H. California. Sbateof. 
79/11/08. 11pp. 


79IS0di02O4 Comments on proposed rule 10CFR30: fee i 1 1 tl es for 
doungrad 1 ent monitoring of grounduiater should be included 
in design of disposal facility for U mill tailings fc uiastes. 
HEIERDTTO.L. E. Energy. Dept. of. Efi-79/BB2. 79/10/23. Spp. 


7912060603 Comments on proposed rule tOCPR30: s 1 t Ing should be primary 
concern In tellings mgt. Suggests more discussion on 
InpJeniintatian of tailings control in agreement states. 

DANIELSON. L. J. National Uildllfe Federation. 79/10/24. S3pp. 


791S060606 Comments on proposed rule 10CFR30:on boholf of Spokane 
Indian Tribe of UA. objects to placing responsibility t. 
jurisdiction of tailings roclamation on state. Federal govt 
should carry responsibility to ensure adequate monitoring. 
DELLHDiR.D. Af f 1 1 la t ion Unknouin. 79/10/30. 4pp. 


7712060675 Comments on proposed rule 10CFR30: private property rights in 
uiter must be protected. Outl Ines alternatives to prevent 
grounduater contamination from U mill activities. 

DANIELSON. L. 0. National N1 1 d 1 i f e Federat ion. 79/10/25. 3pp. 


79IS070129 Notification of 791114 meeting re response to comments on 
draft mill OEIS h proposed rules on tailing mgt. 

MlLLERiH.J. Uranium Recovery Licensing Branch. 79/iS/06. Ip. 


79I2070S77 Comments on proposed rule I0CFR30: concurs u/NRC position 
that control measures be based on site-specific evaluattocis. 
Proposes that public health be made primary const derat ion in 
mgt objectives. 

RITCHIE.M, 1. Pathfinder Mines Corp. 79/10/23. 31pp. 


7912100469 Response in opposition to Citios of Anaheim Si Riverside 
netlan for protective order re PObE fourth set of 
interrogatories. Info re best estimate may bo provided by 
any municipal finance of fleer. Cert 1 flea te of Sve end. 

ARnSTRQNO.U. H. . DDYLEiM.H. Pacific Oat t. Electric Co. 

ARKSTRQNO. H. H. McCutctien. Doyle. Broun b Emerson. 79/11/09. 6pp. 


7912100477 Motion to compel Cities of Anaheim b Riverside to answer 
certain of PQbE 790719 fourth set of interroflatorlos. Info 
provided In 791019 responses Inadequate b incomplete. 

Certificate of Sve end. 

ARMBTRONOi U. H. . DOYLE. M. M. Pacific Oes b Electric Ce. 

.ARH9TRONO> U, H. HcCutchen. Doyle. Broun b Emerson. 79/11/09. IBpp. 


7912110193 Comments on proposed rule 10CFR30: supports comments by 
American Mining Congress. Bui tab 1 e discussion of environ 
aipscts of mining is omitted, DOE commints on proposed EPA 
raduiste criteria end. 

BCHENDELi K. R. Usstlnghouse Electric Corp. i Nyomlng Mineral Corp. 
&EA-79-9a3. 79/10/24. SBpp. 


7912120039 Cemmenti on proposed rule 10CFR30: clar 1 by needed In 
Criterion 3 re prime option for tailings disposal b in 
conflicting definitions of byproduct matl. 
s Rocky Mountain Energy Co. 79/10/24. 69pp, 


79I212004S Comments on proposed rule 10CFR30: should not allow U 
industry to continue haphaisrd disposal of U mill tailings. 
Rsguletion definitions need clarity. 

NEIBBiR. N. Affiliation Unknoun. 79/10/21. 2pp. 


7912120046 Comments on propoisd rule lOCFRaO: supports comments of 
Amsrlcan Mining Congrttt rs U milling. 

CANFIELD, K. 8. Homestake Mining Co. 79/10/24. ip. 


7912120091 Commints on proposed rule 10CFR30: falls to emphasiie 
contamination prevention b outline stringent criteria for 
containment siting arias. 

PERRY.L. Black Hills Alliance. 79/11/09. 2pp. 


7912120099 Comments on proposed rule 10CFR30:NEPA br health ti safety 
provisions play no part In agency consideratian of radon 
problem Certificate of Sve re NRC antuers on 0EI9 end. 

KEPFORD, C. Environmental Coalition on Nuclear Pauer. 77/10/24. 
49pp. 


7912120063 Comments on proposed rule lOCFRDO fails tu tomplu u/NkHA dui, 
to lack of assessment of total Rn-322 Ci released over full 
period of torsciiy of U mill tailings piles 

JQWISRUDi J. H. Environmental Coalition on Nuclear F*ouier 79/10/23. 

3pp. 


7912120120 Fnrwards locations of 791015-16 water. soil b vegetation 
eampi B5. Analy sis should be completed by B00130 
DREESEN.O.R. Los Alamos Scientific L.iboratorg LS6-79-51 

79/10/19 4pp 


7912120126 Forwards comments on NUREO-OSl 1 re U mill tailings sllesion 
behalf of Americans for Rational Energy Al ter native s, Inc 
Oeneral philosophy toward radiation protection b risk 
■itigatt'On is too eitreme. 

HILLIAMS. D. C. Affiliation Unknoun. 14546 79/10/34. 5pp. 


7912120130 Comments on NUnE<5-0511. "Draft Oenertc Impact Btatement nn 
U Hilling" fails to mention U mining industry in eastern US. 
BARLEYiS.ft. Affiliation Unknown. 14552. 79/10/33. 3pp 


7912120160 Coniifients on NUREG-051 1 : ac t Ivi ty consistent ui/soc ial. econom i c 
b physical goals U policies of CA Ofe of Planning b Budget. 

BADGER, C.H. Georgia, State of. 79/10/29 Ip. 


79121202^ Comments on proposed rules lOCFRSO, 40. 70, 150 b 170: 1 i cenoi np 
stds for U nlll tailings are too Ions e. Crl ter lor. 6 is 
dangerous 6 counterproductive. 

LEHia.H.L. Afflllat ion Unknoun. 79/09/33. Ip. 


7912120240 Forwards comments on proposed rules lOCFRGO, 40, 70, 150 fc 
170 6 draft GE18: draft GEIS fails to achieve stated purpose. 
Bbould bo revised b re Issued . Three vols of comments end. 
OVEHTOM, tl. A. American Mining Congress. 79/10/24. 3D0pp 


7912120247 Comments on proposed rules 10CFR30. 40, 70, ISO b 170: proposes 
emend to account for differences in mining procedures. 

Encourages redefinition of c one t . Dt sp osal b surveillance of 
waste impractical b costly. 

MARSHALL, W. H. Mobil Dll Corp, (subs. Mobil Carp ). 79/10/33. iOpp. 


7912130293 Comments on proposed rule 10CFR30 overestimated risks, 
underetated costs b Inadequate support for proposed roles. 
SCOTTjC.B. Union □!] Co of California. CDS 79-311. 79/10/23. 

2pp. 


--7912120260 Comments on proposed rule lOCFRSO. ob jec Is lo adnptlon of 
rules hosed on draft ElA. NRC should re-evaluate draft OEIS b 
reprepose rules as justified. 

SCOTT.C.B Union Oil Co. of California COS 79-312. 79/10/33. 

3pp. 


7918120363 Commonts on proposed rule I0CFR30. ami t s discussion of 
environ impacts of U mill mining operation. 

8CICNDEL, K. R. Wyoming Mineral Corp. QEA-79-933. 79/10/24. 3lp(,. 


7912120366 Comihonts on proposed rule 10r.FR30: fails to set min 
containnant requirement for mill tailings b clarify 
how new stds apply to old tailings sites. 

EABTiO. Wyanlng Outdoor Council. 79/10/33 Ip. 


7912120446 Response by Northern CA Power Agency in opposition to motion 
to eonipel answers to certain of PQbE 791030 fifth set of 
interrogator las. Urges A8LQ to deny motion oicopt for 
interrogatories for which addl ansuiers will be provided. 

HCDlARHIOi R. C. California, Stale of, TRAUGER, T. C. North Carolina. 
State of. NCDIARMID, FI. C. Bpiegel b McDlarmid. 79/11/14. 22pp 


— 79I21204S3 Response by Northern CA Power Agency (NCPAl to PObE fifth 
set af interrogatories directed to NCPA b Dept of Ueter 
Reeources. Includ Bs answers to fourth set of Interrogatories 
to Cities of Anaheim b Rlverelde, W/Cer t if ica te of Bvc. 
t Callforaila. State of. 79/10/19. 7lpp. 


7912130031 Comments on proposed rule 10CFR30: endorses comments b 
testlmany of American Mining Congress re 0E18 on U milling. 
CANFIELD. K. S. Af fl I tat Ion Unknoun. 79/10/S4. Ip. 


791213D149 Simunary of 791106-07 meeting u/Dechtel Corp, Union Carbide b 
DOE at ORNL re Hot Experimental Facility project procoss. 

■guipment designs, schedules b NRC Involvment. 

CLARK.A. T. Advanced Fuel b Spent Fuel Licensing Branch. 79/12/04. 
3pp. 


—7912130154 Requests meeting w/NRC to actions required to achieve NDC 
reviau of Hot Experimental Facility. 

FEROUeON. R. L. Energy, Dept. of. 79/05/15, 2pp. 
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791213037^ Comments on droFt GEI8 re U Milt tailing sit«s:stda for 
recleiined tailings covered are not based an scientific 
evi dence. 0EI8 should be revised. 

DOGDENiO. Western Nuclear. Inc. 14955. 79/10/23. 2pp. 


7912130403 Comments on draft 0EI8 on U mi 1 1 ing : support s comreents of 
American Mining Congress. 

ORTLOFF.O. D. Esion Minerals Co.. USA. 14949. 79/10/24. Ip. 


7912130404) Comments. on behalf of Dlacl Hills Energg Coalitienion 
NUREQ-OSl 1. re U mill tailings sites: does not produce 
uorst-casB est itna tes. Val idi tg Is limited. 

eANDERFCRD. J. Aff 1 1 la t ion Uninoun. 14342. 79/11/03. Ip. 


7912130489 Foruards assessment of NUREO-OSll ■ draft 0£IS re Uailtlng: 
NEPA does not permit justification of doses by comparison to 
bac iground. 

LQCHSTET. U. A. Pennsylvania State Univ. 79/10/24. iSpp. 


7912140009 Ansutr in opposition to Northern CA Pauer Agency sotlon for 
reconsideration or mod of ASLB 791101 order. Motion raises no 
substantial neui arguments. Requests permission to file 
opposition to motion for reason of late svc on POtE. 

ARM9TRONO. W. H. . DOYLE. M. M. Pacific Oas & Electric Co. 

ARMSTRONOj W. H. hcCutchen. Doyle. Broun U Emerson. 79/12/09. 3pp. 


— 7912140020 Application to file opposition to Northern CA Power Agency 
INCPA) motion for reconsideration or mod of ASLB 791101 
order. NCPA request contrary to stipulation & to ASLB TBOilS 
order. Support i ng documentation end. 

AflMSTRDNO.H. H. . DQYLE.M.M. Pacific Oas h Electric Co. 

ARMBTRONOi W. H. McCutchen. Doyle. Broun b Emerson. 79/12/OS. 

17pp, 


7912140226 Responds to 79110B Hr re application for reconsideration 
concerning green dotting of files already searched. Filing 
indices of Northern CA Pouer Agency members are open for 
insp. 

MCDIARMID. R, C, Spiegel t McDlarmld, 79/11/14. Ip. 


7912170034 Requests revieu of NUREO-0635. re excess cancer in Meta 
County. Ca. to determine Impact on NRC analysis of health 
effects of U mill tailings industry. 

HILLER. H.J. Uranium Recovery Licensing Branch. 79/09/27. Ip. 


79I21702S1 Supplemental response to CA Dept of Water Resources fourth 
set of Interrogator ies. Submi ts info re Interrogatories 403. 

404 6 419, Veri f it at ion by MH Furbush> supper ting 
documentation h Certificate of Svc end. 

MEIS9.R.L. Pacific Oas t Electric Co. MEISB.R.L. HcCutchen. Doyle. 
Broun h Emerson. 79/11/15. IBpp. 


7912170360 Comments on proposed rule lOCFRSOj r egu 1 a tions deflclenb 
in treatment of siting criteria. be lou-grade disposal, 
financial surety provl sions. agreement state regulatory 
programs b In situ U processing. 

LEWIS. D.E. Af f 11 lation Unknoun. 79/11/09. Ihpp. 


7912170333 Comments on proposed rule lOCFftSO; in order to assure public 
health tc safety.NRC licensing of U mill tailings should 
continue along u/state licensing. 

WEISS. J.L, Affiliation Unknown. 79/10/22. Bpp. 


79121703B5 Comments on proposed rule 10CFR30: r equia 1 1 ons fall to 
address enforcement 6 integrity of operators applying far 
licenses !c to make siting primary consideration over 
control technology. 

MNAPP.D. Affiliation Unknown. 79/10/29. 2pp. 


7912170413 Comments on amended regulations re U mill tailings licansing 
ElB. Clarification needed for several words used In 
regulat i on, 

MADDENiJ.L. Alaska. State of. 14764. 79/ii/OB. Bpp. 


7912170417 Supports American Mining Congress comments re draft OEIB an 
U min ing. 

ORTLDFF.O.D. Eicon Minerals Co.. USA. 14320. 79/10/24, Ip. 


7912200996 Comments on draft OEIS on U ml 11 ing. NUREO-0911. Evaluation of 
environ Impact h costs of disposal alternatives Inadequate. 

Rept does not fully consider time scale of radlotoxidtu 
of mill tailings. 

POHL.R.O. Cornell Univ, 14767, 79/10/31, 2pp, 


7912260339 Response by Northern CA Pouer Agency (NCPA) to POhE 791209 
application requesting to file opposition to NCPA motion & 
for reconsideration or mod of ABLE) order. Does not oppose 
appl Icatlon. Cert i f Icate of Bvc end, 

TRAUOER.T.C, California. State of, TRAUQER.T.C, Boleoel h 
McDiarmld. 79/12/13, Spp. 


7912280203 Comments on NUREO-OSll: several areas u/lncomplete coverage 
due to lack of info, 

HEDEHAN.H.N. Environmental Protection Agency. 79/11/29. 24pp. 


7912310187 Comments on proposed rules lOCFRSO. 40. 70. ISO h 170: 
application oipresses concern that developing regulatory 
schema does not adequately take Into account unique 
precBsses used in isolation attraction of U, 

MARSHALL. W. H. Mobil Oil Corp, (subs. Mobil Corp. )- 79/10/23. lOpp. 


7912310294 Discusses Northern CA Pouer Agency commitment to maintain 
privileged status of current negot iat ions. Ulabl 1 i ty of 
privilege jeopardised by CA Dept of Mater Resources 
objection to procedure. M/supporting documentation, 

AnRAONa..! H ani.ini>l t. MrniarmiH 79/19/06 7nn 


PT21 NQNCDMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


7912180049 Discusses undetectable failure in engineered safety featurii 
actuation tys.Sys ability to autamatieally Initiate 
protective function could be lost under certain canditlons. 

Recosenends various corrective actions. 

ANDERSON. T. H. Uistinghouse Electric Corp. N8-TMA-2190. 79/11/07. 

Opp. 


79121B007S Informs of 791106 source exposure mechanism malfunction 
durlny clinical use of AECL-CP beam teletharapy unit. Caused 
by interntttent failure of electrical relay. Manufacturer 
Hill correct defect. 

RIDEQVT.E.F. Atomic Energy of Canada. Ltd. 0479-11-334. 79/11/14. 

6pp. 


QA999 QUALITY ASSURANCE INSPECTIONS 


7912090337 Forwards OA Program Insp Rept 99900239/79-01 on 790806-10, 
No noncoapilance noted. 

POTAPOkffi.U. Region 4. Dallas. Vendor Inspection Branch. 

79/09/12. Bpp. 


•7912090544 QA Program Insp Rept 99900239/79-01 on 790B06-10. No 
noncoaplience noted. Major areas inspected: implementation of 
lOCFRSOiApp B ii applicable codes ti stds including action an 
previous Intp findings 6 calibr. 

SUrTQM.J.U., KELLEY.M.D,. MHITE8ELL. D. E. Region 4. Dallas. 
Vandor Inspection Branch. 79/09/10. 9pp. 


7912100404 Forwards QA Program Imp Rapt 99900322/79-04 on 790910-11. 
No noncompl lance noted. 

POTAPOVS.U. Region 4. Dallas. Vendor Inspection Branch. 
79/09/26. 2pp. 


— 7912100409 QA Program Insp Rept 99900822/79-04 on 790910-11. No 
nonconpliance noted. Major areas Inspected: implementation of 
10CFRS0.App B.ri IE Bulletin 79-14. 

HALE. C. J. > BRICKLEY. R. H, Region 4. Dallas. Vendor Inspection 

Branch. MDDENOBiL. Region 4. Dallas. Office of the Director. 
79/09/26. 10pp. 


7912100412 Forwards QA Program Insp Rept 99900385/79-01 on 790817. No 
noncoftpliance notsd. 

POTAPOVS.U. Region 4. Dallas. Vendor Inspection Branch, 
79/10/22. 2pp. 


— 7912100415 OA Program Insp Rtpt 99900385/79-01 on 790817. No 
noncompllanct notsd. Major areas Insptcttd: data re failed 
swing check valve previously reported. 

WMNICUTT. D. H, r ELLEHBHAW. L. E. Biglon 4. Dallas. Vendor 
Inspection Branch. 79/10/17. Spp. 


7912110016 Ack receipt of 790723 fc 1026 Itrs Informing NRC of steps 
taken to correct deviations notsd in OA Program Insp Rept 
99900821/79-02. 

POTAPOVS.U. Region 4. Dsllas. Vendor Inspection Branch. 
79/11/16. Ip, 


““T9I2110024 Responds to NRC 791016 Itr rs deviations noted In OA Pragram 
Insp Rapt 99900521/79-02. Corractiv# actions: al Iminatad 
anblfulty in Sactlon 17 BQ-TOP-i. 

CARACO.l.R. Bachtel Powar Corp. (subs, of Bachtil Corp.). 

79/10/26. Ip. 


■■"7918110034 Ack recsipt of 790728 Itr informing NRC of stops takan to 
correct davlations notsd in QA Program Insp Rapt 
99900521/79-02. Requasts addl info. 

PQTAPOVSiU. Ragion 4. Dallas. Vandor Inspaction Branch, 
79/10/16. Ip. 
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--T912M0041 Rttpondi to NRC 790623 Itr r» dovlattons notod in QA Prngran 
Imp Htpt 99900321/79-02. Corroctive ac t ion*: aud 1 1 achadula 
r*»ulrBni»nt» rtvitad to riflact currant audit gr b mill be 
updated during firit month of each nau yr. 

CARACOiI.R. aoehtel Poyer Corp. (sub*, of Dochtel Corp } 

79/07/29. 7pp. 


— 7912110042 Forward* QA Program Imp Rapt 99900521/79-02 on 790604-07 b 
ndtlca of deviation. 

PDTAPOVSrU. Region 4. Dallas< Vendor Inspection Branch 
79/06/28. 2pp- 


-—7912110046 Notice of deviation from Inep on 790604-07. 

e Region 4. Dalla*. Office of the Director. 79/06/27 . 3pp 


— 7912110092 QA Program In*p Rapt 99900921/79-02 on 790604-07- 
Noneospllanca noted: fal lure to follow audit procedure* b 
failure to follow QA record* procedure*. 

BRICRLEY.R.H, , JOHNaON. J. H, , HALE.C.J, Region 4. Dallas, Vendor 
tnipeetlon Branch. 79/06/27. 10pp. 


79121 1009S Forward* QA Program ln*p Rept 99900601/79-01 on 790B29. No 
naneonpl land noted, 

PDTAPOV0rU- Region 4. Dalla*. Vendor Inspection Branch. 
79/09/21. 2pp. 


— 7912110061 QA Program Imp Rept 99900601/79-01 on 790B29. No 
nencampllancf noted. Major area* Impected: organ 1 tati on 
qualification of authorliid Intp agency b inspector* b 
parfornance of authoriiad agency dutle*. 

ANDERBON, D. 0. , HALE.C.J., POTRAPOVS, U. Region 4. Dalles. Vendor 
Inipection Branch. 79/09/19. 6pp. 


7912110065 Foruardt QA Program Insp Rept 99900029/79-02 on 79Q9tB-2l. 
No nonconpUance notad. 

POTWOVBj U, Raglon 4. Dalla*. Vendor Inspection Branch. 

79/10/31. 2pp. 


“7912110071 QA Program Imp Rapt 79900029/79-02 on 790918-21. No 
noncenpllanca notad. Major araa* inspactad; action on pravloits 
Insp findings, rtview of vendor activitlai. matl 
identification b control b radiographic examination. 

DLLER , R . E. . HUNNICUTT. D. M, Raglon 4. Dallas, Vendor In&eection 
Branch. 79/10/29. llpp, 


7912110076 Forward* QA Program Insp Rept 9990082B/79-02 on 790912. No 
noncoapltanei notad. 

POTAPOVS, U. Region 4. Dallas. Vendor Intpeetlon Branch. 
79/10/03. Bpp. 


’-79121100B1 QA Program Insp Rapt 9990052B/79-0B on 790912, No 
noncompliance noted. Major areas Inspec tad: saiimic analgeis 
for es-bullt safaty-relatad piping systams. 

HAUEiC.O. Raglon 4. Dallas. Vendor Inspection Branch. 
HODENOBrL. Region 3. Chicago. Office of the Director. 
LAORANOE.R. 0, Division of Operating Reactors. 79/10/02. 4pp- 


7912110082 Forward* QA Program Insp Rept 99900000/79-02 on 7909-17-lfl. 
Ho nonconpUance notad. 

POTAPOVBiU. Region 4. Dallas. Vendor Inspaction Branch 
79/10/23. Bpp. 


— 7912110080 QA Program Imp Rapt 99900000/79-02 on 790917-1 B.Kb 
noncenpllanca noted, Major areas inspactad; causa, corrective 
action b generic cons Idaratlons ra daficlincg found In 
praaiurlitr power operated relief valvaa. 

OCLERpR.E.f HUNNICUTT. D, M- Region 4. Dallas, Vendor tneeectlon 
Branch, 79/10/18. Bpp. 


7912110101 Aek receipt of 791011 b HOB Itrs informing NRC o-f stops 
tatin to correct deviation noted in QA Program Insp Root 
99900302/79-03. 

POTAPOVS. U, Rsglon 4. Dallas. Vsndor Inspaction Branch. 
79/11/19, Ip. 


--7912I 10110 Responds to NRC 791026 request for addl info rt QA Insp 
Program Rept 99900502/79-03. 8y* design doeumantetlon method 
r* advising editors of deviation b need to prevent 
racurfanct was both verbal b by memo. 

PIEPER. H. B. Brown b Root Corp. (subi. of Halliburton Coro. 1. 
79/11/08. 2pp, 


—7912110114 Ack receipt of 791011 Itr informing NRC of steps telcen to 
correct deviation notad in QA Program Insp Rapt 
99900502/79-03, Raquasta addl Info. 

POTAPOVS. U, Region 4. Dallas. Vendor Inspection Drench. 
79/10/26. Ip. 


7912110118 Responds to NRC 790914 Itr re deviation noted in QA Program 
Insp Rept 99900302/79-03. Corrective actlons:all tys design 
descriptions reviewed for deviation b corrected according to 
coeipletien schedule. 

PIBPERjM.B, Brown b Root Corp. <«ubs. of Halliburton Corp ) 
79/10/11. 3pp. 


7912110122 Forwards QA Program Insp Rept 99900S02/79-03 on 790827-31 b 
notice of deviation. 

POTAPOVS, U. Region 4. Dallas, Vendor Inspection Branch, 

79/09/14, 2pp. 


“7912110127 Notice of deviation from insp on 790B27-31. 

• Region 4. Dallas. Office of the Director. 79/09/12. ip. 


— 7912110133 QA Program Insp Rept 99900502/79-03 on 790827-31. 
NonconpUance notad : design input ref for design input 
parameters not identified in tya design description w/ 
superscript numeral indicating footnote 

HALE.C.J.. ANDERSON, D. 0. . DROWN. B. L. Region 4. Dallas. Vendor 

Inspection Dranch. 79/09/12, 12 pp. 


7912110107 Ac! receipt of 791109 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900108/79-01 

POT^QVS.U. Region 4. Dellas, Vendor Inspsctlon Branch 
79/11/23. Ip. 


“^^*2110111 Responds to NRC 79102S Itr re deviation noted in QA Program 
Insp Rept 99900105/79-01. Corrective attioni: valve seat ring 
reherdfaced at proper temp. Welders Instructed that specified 
preheat temp must be maintained. 

EBTILL,O.C. Fischer Controls Co,. Inc. (subs, of Monsanto Co. ». 
79/11/09. Ip, 


7912110117 Forward* QA Program Insp Rept 99900105/79-01 on 790924-28 b 
notice of deviation. 

POTW’OVS,!!. Region 4. Dallas. Vendor Inspection Branch 

79/10/22. 2pp. 


— 7912110120 Hofcie* of deviation from insp an 790924-2B. 

• Region 4. Dallas. Office of the Director. 79/10/19, Ip. 


•7912110128 QA Program Insp Rept 99900105/79-01 on 790924-29. 
ManEonpliance no t ed; bardf ac i ng preheat temp not maintained 
during welding. 

SUTTON. J. W. / HHITEBELL. D. E. Region 4, Dallas. Vendor Inspection 

Branch. 79/10/19. Bpp. 


7912110501 Forwards QA Program Insp Rept 99900091/79-01 on 791001-05 
No nanccApliancB noted. 

POTAPOVA, U. Region 4. Dallas. Vendor Inspection Branch 
79/10/30. 2pp. 


— 7912110506 QA Program Insp Rept 99900091/79-01 on 791001-05. No 
noncgnpllance noted. Major areas inspec ted: sp icia 1 insp of 
spent fuel shipping cask performed In response to request 
from Trsnsportatlon Branch. 

HCHBILL, H. . UHlTESEUt.. D, E, Region 4. Dallas, Vendor 

Inspaction Branch. 79/10/29. 4pp, 


79121I0S11 Forwards QA Program Insp Rept 99900505/79-04 on 791029-1102. 
No nonccrap 1 ianc * notsd. 

POTAPOVS.V. Rsglon 4. Dalles, Vendor Inspection Branch. 

79/11/26. 2pp, 


•7912110516 QA Program Insp Rept 99900505/79-04 on 791029-1 102, No 
noncempliancs noted. Major areas insp ee ted : imp 1 amen tatlon of 
ETR— 1001 in areas of IE Bultstln 79-14, regional request for 
insp b followup on previous insp findings. 

CD8TE1.LD. vl. R. , ANDERSON. D. 0. , NALE.C.J, Region 4. Dallas, 

Vender inspection Dranch. 79/11/26. 13pp. 


7912120077 Aek receipt of 791010 b 1115 Ur* informing NRC of steps 
talan to correct deviation noted in QA Program Insp Rest 
99900268/79-02. 

POTAPOVS. U. Region 4. Dallas, Vendor Inspection Branch. 

79/11/23. Ip. 


—7912120083 Responds to NRC 791024 Ur re deviation noted in QA Program 
Insp Rept 99900268/79-02. Corrse t Ive actions: revised QA 
manual abbreviation* b definitions to include welding 
englnaer b welding supervisor. 

MODNiR.E. ARHCO International. Inc. 79/11/15. }p. 


—7912120089 Ack receipt of 791010 Ur informing NRC of step* taken to 
correct deviation noted in QA Program Insp Rept 
9990ffi26B/79-02. Request* addl Info, 

POTAPOVSiU, Region 4, Oallas, Vsndor Inspection Branch. 
79/10/24. Ip. 
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•791212009a Hespontls to fJFiC 790904 I tf 
Insp Rapt 999002i9/ 79-02 Corrective 
Qoard nraatinq held to revieu proper 
nonconforming repts 
nCON.R.E ARMCO 1 n t erne ti ono 1 , Inc 


re deviation noted sn QA Progron 
actions: Ha tl Review 
procedvreo for handling 

79/10/10, 3pp. 


7912170382 Act receipt of 791102 Itr informing NRC of steps taken to 
correct deviation noted in OA Program insp Rept 
99900510/79-03. 

PQTAPaVS.U. Region 4. Dallasi Vendor Inspection Dranch. 

79/11/23. Ip. 


— 7912120104 Foriuards QA Program Insp Rept 999002*8/79-02 on 790723-27 fc 
notice of deviation. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Dranch. 

79/09/04. 2pp 


— 7912120109 Notice of deviation from insp on 790723-27. 

• Region 4, Dallas. Vendor Inspection Dranch. 79/08/24 . 2pp. 


— 7912120! IB OA Program Insp Kept 99900268/79-02 on 790723-27. 

Noncomp 1 lance noted; ueld ing procedure Specs 10 U 11 revised 
by unauthorlied personnel 4< training programs not arranged 
on month Ig tas Is. 

HUNNICUTT. D. H. . OLLER. R. E. Region 4. Dallas. Vendor Inspection 

Dranch. 79/00/24. I3pp 


7912120272 Ack receipt of 791112 Itr Infarming NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900279/79-01. 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Dranch. 

79/11/27. Ip. 


— 791212027B Responds to NRC 791031 Itr re deviation noted in QA Prograa 
Insp Rept 99900279/79-01. Correc 1 1 ve ac t ions: 003S8 cards 
corrected for specific ins t r uc tl one* c a 1 i br records 
indicating deviations uill be filed. 

WATHEN.H.P. Ooold. Inc. 79/11/12. 3pp. 


— 7912120231 Forwards QA Program Insp Rept 99900279/79-01 an 790904-07 
t< notice of deviation. 

POTAPQVS.U. Region 4. Dallas. Vendor Inspection Branch. 

79/10/31. 2pp. 


— 7912120207 Notice of deviation from insp on 790904-07. 

e Region 4. Dallas. Vendor Inspection Branch. 79/10/30. Ip. 


—7912120293 QA Program Insp Rept 99900279/79-01 on 790904-07. 

Noncomp 1 lance noted: fai lure to record calibr Z> measurements 
h nonconfoTining components discarded as trash. 

AQEEi J. R. . HUNNICUTT. D H. Region 4. Dallas. Vendor Inspection 

Branch. 79/10/30. Bpp. 


7912130374 Ack receipt of 791114 Itr informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99900301/79-01. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Dranch. 

79/11/27. Ip. 


— 7912130381 Responds to NRC 791012 Itr re deviation noted in QA Prograa 
Insp Rept 99900301 /79-01 . Correc t ive ac t Ions : revised visual 
insp procedure ti implemented temporary attachments use. 
removal procedures 8> Instrument serial number reco.rdltig. 

DELORENZQ.F. Atlas Industrial Manufacturing Co. 79/11/14. 2pp. 


— 7912130423 Forwards QA Program Insp Rept 99900301/79-01 en 790910-14 
notice of deviation 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch. 

79/10/12 2pp. 


— 7912130427 Notice of deviation from Insp on 790910-14 

• Region 4. Dallas. Office of the Director. 79/10/11. Ip. 


— 79I213042B QA Program Insp Rept 99900301/79-01 on 790910-14, 
Noncompliance noted: no ref made by Visual Insp Procedure 140 
of acceptance criteria of tolerance for vessel shells. max 
offset of aligned sections & relnf orcemont of melds. 

WHITESELL.D. E. . SUTTON, J.W.. HCNEILU.W.M. Region 4, Dallas. 

Vendor Inspection Branch. 79/10/11. 13pp 


7912140543 Formards QA Program Insp Rept 99900523/79-01 on 790926-aa. 
No •noncompllance noted. 

PDTAPDVSrU. Region 4. Dallas. Vendor Inspection Dranch. 

79/10/22. 2pp. 


— 7912140545 QA Program Insp Rept 99900523/79-01 on 790926-20. No 
noncompllance noted. Major areas inspac t ed : se 1 smic analysis 
Input. 

HALE.C.J. Regio'n 4. Dallas. Vendor Inspection Dranch. YINil.T. 

Regions. Chicago. Office of the Director. BIllCKLEY. R. H. 

Region 4. Dallas. Office of the Director, 79/10/19. 7pp. 


— 79121703B7 Responds to NRC 791003 Itr re deviation noted in QA Program 
Insp Rept 99900510/79-03. Correc t ive actions: spec approval 
form for Revision S of Spec 113 on file. 

CURNANEifl.A. United Engineers S> Constructors. Inc. (subs, of 
Raytheon Co.). 79/11/02. 3pp. 


— 7912170391 Forwards QA Program Insp Rept 99900310/79-03 on 790910-14 
b notice oF deviation. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Dranch. 

79/11/03 2pp. 


—7918170393 Notice of deviation from Insp on 790910-14. 

• Region 4. Dallas. Vendor Inspection Dranch. 79/10/02. Ip. 


—7918170390 QA Program Insp Rept 99900310/79-03 on 790910-14. 

Noncompl ianca noted: failure to file copy of spec approval 
form & retain vendor nonconformance repts for Seabrook. 

HALE.C.J.. JOHNSON. J. M. I CDSTELLO. J. R. Region 4. Dallas. Vendor 

Inspection Branch. 79/10/02. 18pp 


7918180118 Ack receipt of 791126 Ur informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900690/79-01. 

POTAPeiVS.U. Region 4. Dallas. Vendor Inspection Dranch. 

79/12/04. Ip 


— 7912180184 Responds to NRC 791107 Itr re deviation noted in GA Program 
Insp Rept 999D06S0/79-01. Corrective actions; completed 
written proesduTBs describing method of controlling topical 
rept copies ti QA records. 

PESHEK.C. American Institute of Steel Construction. Inc. 

79/11/26. 2pp. 


— 7912180132 Foruerds QA Program Insp Rept 99900650/79-01 on 791019-17 V 
notice of deviatlan. 

POT^OVS.U. Region 4. Dallas. Vendor Inspection Dranch. 

79/11/07. 2pp. 


—-7912I8013B Notice of deviation from insp on 791015-17. 

* Region 4. Dallas. Office of the Director. 79/11/09. Ip. 


— 7918180142 QA Program Insp Rept 99900650/79-01 on 791015-17. 
Nencompllance noted : fa i lure to establish procedures for 
topical rept control h failure to sign t. date topical rept. 
KALEtC.J.. BROUNiR.L.i ANDERSON. D. 0. Region 4. Dallas, Vendor 

Inspection Branch. 79/11/05. 10pp. 


7912180177 Ack receipt of 791031 itr informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900217/79-01. 

POTAPOVB. U. Region 4. Dallas, Vendor Inspection Dranch, 

79/11/26. Ip. 


— 79I21B01B5 Responds to NRC 790914 Itr re deviation noted in QA Program 
Insp rept 99900217/79-01. Correc t Ive actions; revised 
organliational chart to include engineering, mfg b 
purchasing depts. 

HQLCQMB.D.D. Uestinghouse Electric Carp, 79/10/31. 4pp. 


— 7912180188 Forwards QA Program Insp Rept 99900817/79-01 on 790783-86 
& notice of deviation. 

POTAPOVSjU. Region 4, Dallas. Vendor Inspection Dranch. 

79/09/14. 2pp. 


—7912180190 Notice of deviation from insp on 790723-26. 

• Region 4. Dallas. Vendor Inspection Branch. 79/09/07. Ip. 


■7912180196 QA Program Insp Rept 99900217/79-01 on 790723-26, 
Nonconplisnce no ted : fai lure to Include responsibilities of 
engineering, mfg (, purchasing dept in product assurance 
manual organiiatlon chart, 

HUNNICUTT, 0. H. > AOEE.J.R. Region 4, Dallas. Vendor Inspection 
Branch. 79/09/07, 6pp. 


7912180247 Act receipt of 791121 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
9990<rai4/79-0S. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 
79/12/04. Ip. 
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—7912180356 Reaponds to NRC 791017 Itr re devietion rated in OA Program 
Inap Rapt 99900314/79-02 Corrective oc 1 1 ona: peraonne 1 
relnatructed that bundle tickets must accompany pipe bundles 
& single lengths of pipe. 

UEKRLEiJ.L. Colt Industries. Inc. 79/11/21 2pp 


— 7912180361 Forwards QA Program Insp Rept 99900314/79-02 on 790927-31 
b notice oP deviation. 

POTAPOVSiU. Region 4. Dallas. Vendor Inspection Dranch. 

79/10/17. Spp. 


— 7912190268 Notice of deviation From insp on 790827-31. 

e Region 4> Dallas. OFFicc oP the Director. 79/10/15. 3pp. 


— 7912IB0273 OA Program Insp Rept 99900314/79-02 on 790927-31. 

Nonconpl lance no ted : Fai 1 ure to maintain rejection tags 
u/four nonconforming stainless steel pipes. 

OLLER.R.E, I HUNNICUTT. D. H. Region 4. Dallas. Vendor rnspectlon 

Branch, 79/10/15. 10pp. 


79I21B0464 Forwards QA Program Insp Rept 99900005/79-11 on 
790314-0906. No noncompliance noted. 

BOOK.H.E. Region 5. San Francisco. Fuel Facility b Materials 

SaFetg Branch. 79/11/13. 2pp. 


— 7912IB0467 OA Program Insp Rept 99900005/79-11 on 790314-0906. No 
noncompliancee noted. Major areas inspected : cause oF leakaga 
of Xe-133 From primary container b actions to preclude addl 
leaking shipments. 

CODlEVi H. J. . BOOK.H, E. Region S. San Francisco. Fuel Facility fc 

Haterlals Safety Branch. 79/11/09. 15pp. 


7912200187 Forwards OA Program Insp Rept 99900389/79-01 an 791001-02. 
Mo noncotnpllance noted. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch. 

79/11/06. Spp. 


— 7912300196 QA Program Insp Ropt 99900389/79-01 on 791001-02. No 
noncompliance noted. Major areas inspoc tad : ini t la 1 mgt: 
mating b implementation oF lOCFRSO.App D. including design 
control re Field reported deFlclencies in air locks. 

BROU/l.R.L.. UHITBBELL.O. E. Region 4. Dallas. Vendor {nepoction 

Branch. 79/11/05. Spp. 


7912200491 Forwards QA Program Insp Rept 99900390/79-01 an 791004-05. No 
rone onp 1 lance noted. 

FQTAPDVS. U. Region 4. Dallas. Vendor Inspection Branch. 

79/11/04. 2pp 


— 7912200499 QA Program Insp Rept 99900390/79-01 on 791004-05. No 
noncomp I lance noted. Major areas Inspec ted : ini t la 1 mgt 
meeting b implementation of lOCFRSOO including mFg process 
b weld controls re reported airlock deFic ienc ies. 

UHITESELL. D. E. . BROMN.R.L. Region 4, Dallas. Vendor Inspection 

Branch 79/11/05. Spp 


79]i22l0001 Ack receipt 791106 b 0808 Itrs informing NRC of steps taken 
to correct deviation noted in OA Program Insp Ropt 
99900036/79-02. 

POTAPOVS. V. Region 4. Dallas. Vendor Inspection Branch. 

79/11/29. Ip. 


— 7912210012 Responds to NRC 791029 Itr re deviation noted in QA Progran 
Insp Rept 99900036/79-02. Correc t Ive actions: documented 
detail rept of insp Findings forwarded to CNQ managers b 
supervisors requesting written corrective action responses. 

STONE.U.A. Combustion Engineering. Inc. 79/11/06. Ip. 


— 7912210017 Ack receipt of 791008 Itr informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99700036/79-02. Requests addl Info re documentation of 
Instructions, re-instructions b personnel discussions. 

POTAPOVS. V Region 4. Dallas. Vendor Inspection Branch. 

79/10/29. Ip. 


—7913210020 Responds to NRC 790906 Itr re deviation noted in QA Program 
Insp Rept 99900036/79-02. Correc tlve actions: tie straps 
re-welded per welding procedures b unidentified alignment 6 
tie strap material, welded to vessel assembi ies. removed. 

BATE8.B.J.. MILLER. L.C., STONE. U. A. Combust ion Eng i neer i ng. Inc 
79/10/09 6pp. 


—7912210029 Forwards OA Program Insp Rept 99900036/79-02 on 790813-17 
b notice of deviation. 

POTAPOVS. V. Region 4. Dallas. Vendor Inspection Dranch. 

79/09/06, 2pp. 


—7912210032 Notice of deviation from Insp on 790813-17. 

• Region 4. Dallas. Office of the Director. 79/09/03. 3pp. 


— 7912210036 QA Program Insp Rept 99900036/79-02 iin 790813-1/ 
Nonconp lianc e not ed: weld i ng Oeing porFoimerl contrarij to 
procedures b unidentified alignment P. tie strap nutorial 
found welded to vessel assenlilius 

BARNES. I. . ROQERDB.H.N. HUNN 1 CUTT . D. M. Kegiuii 4. Dallas. 

Vendor Inspection Branch. 79/09/Db 12pp 


7912210196 Forwards QA Program Insp Rept 99900346/79-02 on 791016-18 
No nonconpliance noted 

POTAPOUS.U. Region 4. Dalles. Vendor Inspection Branch 

79/11/06 2pp 


•7912210199 QA Program Insp Rept 99900346/79-02 on 791016-lB.Nu 
noncompl lance noted. Major areas i nspec t ed: imp Lementat i on of 
1UCFR50 b applicable codes b stds. 

MIITESELL. D. E. . KELLEV.R D Region 4, Dallas. Vendor Inspoctiun 

Branch. 79/11/05. 10pp. 


79122I019S Ack receipt of 791112 b 19 Itrs Informing NRC of steps taken 
to correct deviations noted in QA Program Insp Rept 
99900355/79-02 

POTAPOVS. U. Region A, Dallas. Vendor Inspection Branch. 

79/11/29. Jp 


— 7912210201 Csrrects clerical errors appearing in 791112 Itr to NRC 
responding to deviations noted in QA Program Insp Rept 
99900355/79-02. 

MIRATA. Y. Hirata Valve Industry Cu. . Ltd.. Kauaskl Dlv. 79/11/19 
Spp. 


"7912210210 Responds to NflC 791002 Itr re deviations noted in QA Program 
Insp Rept 99900355/79-02. Carr ec t ive ac t i ons: vendor statement 
correcting UPS number an weld repair record attached to 
repair record welding specs revised 

HIRATA. V. Hirata Valve Industry Co . Ltd.. Kawaskl Div. 79/U/ll>. 

11pp. 


— 7912210219 Forwards QA Program Insp Rept 99900355/79-02 on 790B37-0903 
b notice oF deviation. 

SEYFRIT.K.V. Region 4. Dallas. Office of the Director 
79/10/02. 3pp. 


•7912210222 Notice of deviation From insp on 790827-0903. 

e Region 4. Dallas. Office of the Director. 79/09/27. 3pp. 


— 7912210233 OA Program Insp Rept 99900355/77-02 on 790827-0903. 
Noncomp lianc e noted: vendor statement correcting UPS number 
on weld repair record not attached to repair record b 
hardsurfac 1 ng travel speeds in eicoss of permitted values. 
BARNE8.1... HUNNIEUTT. D. H. Region 4. Dallas. Vendor Inspection 

Dranch. 79/09/27. Mpp. 


7912260096 Ack receipt of 790713.0913 b 1116 Itrs informing NHC of 
steps taken to correct deviation noted in QA Program Insp 
Rapt 99900D19/79-01, 

FOTAPOVB.U. Region 4. Dallas. Vendor Inspection Branch 

79/11/29. Ip. 


— 7912260104 Responds to NRC 791017 Itn re deviation noted in QA Program 
Insp Rept 99900019/79-01. Correct ive ac 1 1 ons ’ orig i nal test 
teaip unnecessarily low b raised For piping sys by design 
engineers Retests peFormed w/sat i sf ac t ory results. 

JOtWSGM.C. ITT Crimiell Industrial Piping. Inc. (subs, of ITT 
Orinnalll 79/11/16. Ip 


—7912240111 Ack receipt of 7909L3 Itr re QA Program Insp Ropt 
999000I9/79'K)1. Reque I Is info re date by which determination 
& SUkfiittal of Item D corrective actions will be completed. 
POTAPOSSiU. Region 4. Dallas. Vendor Inspection Branch. 

79/10/17. Ip. 


— 7912260125 Responds to NDC 790816 Itr re deviation noted in QA Program 
Insp Rept 99900019/79-01. Correc t ive ac t ions . procedure being 
Inplemanted to resolve design spec conflicts using 
seqwenbla 1 1 y nombered form tn document questions b answers 
JOHNSON.E. ITTQrinnell Industrial Piping. Inc. (subs oP ITT 
Srlnnell). 79/09/13. 6pp. 


— 79I2260I3D Ack receipt of 790713 Ifcr informing NRC of steps taken bo 
correct deviation noted in QA Program Insp Rept 
99900019/79-01. Raques ts completion date for lie t ermina tinn 
b submittal of proposed corrective actions. 

SEVFRIT.K.V. Region 4. Dallas. Office of the Direebor. 

79/08/16 2pp 


"7912260138 Responds to NRC 790402 Itr re deviation noted In OA Frograin 
Insp Rept 99900019/79-01 Corrective actions: spec revised to 
include requirement for stainless steel piping siibj to hot 
bending to receive solution anneal b rapid quench. 

JDHNBON.E IT1 Orinnill Industrial Piping. Inc. (subs, of ITT 
Orlnnall). 79/07/13. ISpp 
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— 79iaa60lAl Rs^uests eitension for response to 
Program Insp Rept 99900019/79-01. 

JOHNSON, E. ITT Grinnell Industrial Piping. 
OrinneU). 79/05/2-1. Ip- 


davlation noted in QA 
Imc. ( luba. of ITT 


—7912260146 Forwards QA Program Insp Rapt 99900019/79-01 on 790226-0301 
%, notice of deviation. 

SEVFRIT./.V. Reginn 4, Dallas, Office of the Director. 

79/04/02. 2pp. 


RESOD REOULATORY GUIDES 


7912050034 “PersDna! Dosimetry Performance Testing. Pi lot Study, 
results of Test 1. in support of Reg Guide S. XXX. 

■ Hlctilgan. Univ. of. 79/12/04, 2400pp. 


7912050096 "Personal Dosimetry Performance Test Ing: PI lot Study, 
results of Test 2, In support of Reg Guide 0. XXX. 

* Hlchlgan. Univ. of. 79/12/04. 2400pp. 


— 7912260150 Notice of deviation from 
» Region 4. Dallas, Office of 


insp on 790226-0301. 
tfie Director. 79/03/2B. 


2PP- 


— 7912260135 GA Program Insp fiept 99900019/79-01 on 790226-0301. 
NoncompUance noted : fai lure to provide criteria assuring 
compliance of austenitic stainless steel hot bends 
w/requirsments of Reg Guide 1.44. 

□ARNES. I. Region 4, Dallas. Vendor Inspection Branch. 

79/03/28. lOpp. 


7912260152 Act receipt of 791119 Itr informing NRC of 
correct deviation noted in QA Program Insp Rept 
99900378/79-01. 

POTAPOVS-U Region 4. Datlas. Vendor Inspection 

79/12/10. Ip 


steps taken 


Branch. 


tu 


—7912260154 Responds to NRC 791102 Itr re deviation noted in QA Prngraa 
Insp Rept 99900370/79-01. Corrective ae ti ons; purchase orders 
now specify certificates of compliance when appropriate & 

Insp equipment being calibr. 

SWANSON. N.E. Acme-C 1 evel and Co 

2pp. 


Namco Controls Div. 79/11/19. 


7912060601 Value/ltnpaet assessment of proposed Revision 2 to Reg Guide 
1 97. ■Instrumentation in Light Water Cooled Nuclear Power 
piaists to Aseess Plant 8. Environs Conditions During 6 
Fallouing Accident. “ Revision should bo issued, 
e Office of Standards Development. 79/10/15. Spp. 


7912110097 Summary of ACR8 Subcommittee on Regulatory Activities 
meeting w/EPRl.CE, IEEE 6 Yankee Atomic Electric Co in 
Uashlngton.DC re review of proposed rag guides 6 revisions 
fea eiistlne rea ouides 6 stds. 


—7912110104 Forwards comments on Reg Guide 1.9. "Belection. Design ti 
Qualification of Diesel Generator Units Used as Onsite 
Electric Power Bye at Nuclear Pouar Plants." 

* Tennessee Valley Authority. 79/04/05. 2pp. 


7912110333 Comments on proposed rig guide h value/impaet itatement, 
■Applications on Bioassay for Fission 6 Activation 
Products." Recommends that guide not be implemented in 
ereient form. Guide should not endorse ANSI N343 Std. 

8KRA3L£<K. U. Louel!. Univ. of. 79/10/25. 152pp. 


7912260156 Forwards QA Program Insp Rept 99900370/79-01 on 79QB0a-07 

6 notice of deviation. „ u 
PQTAPDVB. U. Region 4. Dallas. Vendor Inspection Dranen, 
79/11/02. 2pp. 


7912260157 Notice of davlatlon from insp on 790000-09. 

« Region 4. Dallas. Office of the Director. 79/10/30. 


Ip. 


—7912260159 OA Program Insp Rept 99900370/79-01 on 79080B 09. 

Noncompl lance noted; purchase orders to vendors failed 
require certificates of conformance 6 Instruments not calibr 
although used In insp 6 testing. 

AOEE.J.R, . HUNNICUTT.D, M. Region 4. Dallas. Vendor Inspccttiin 

Branch. 79/10/30. 6pp. 


79122601B5 Ack receipt of 791030 6 0920 Itrs informing NRC of steps 
taken to correct deviations noted In QA Program Insp Rept 
99900526/79-02. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch. 

77/12/12. Ip. 

__79l22i0193 Responds to NRC 791016 Itr re deviations noted in OA Program 
Insp Rept 99900526/79-02. Corrective actions; content of 
current issue of project design manual to ba reviewed & 
listing of effective content of manual to be prepared. 

ADAMiP. J- Black tVeatch. 79/10/30, 2pp. 


7912260190 Ac k receipt of 790920 Itr informing NRC of steps taken to 

correct deviation noted in QA Program Insp Rept 
99900526/79-02. Requests addl info re specific corrective 
actions 6 preventive measures for deviations A !. D. 

PDTAPOVSiU Region 4. Dallas. Vendor Inspection Dranch. 

79/10/16, Ip. 


—7912260202 Responds to NRC 790022 Itr re deviations noted In QA Progran 
Insp Rept 99900526/79-02. Corrective ac 1 1 ons : r equ Irements for 
retention of design interface review records to ba modified 
& project design manual now properly identified. 

ADAM.P.O. DIack 6 Veatch, 79/09/20. 3pp. 


— 7912260203 Forwards OA Program Insp- Rept 99900326/79-02 on 790806-10 b 
notice of deviation. ' 

POTAPOVS. U, Region 4. Dallas^ Vendor Inspection Dranch. 

79/00/22. 2pp. 

—7913240204 Notice of deviation from insp on 790006-10. 

• Region 4. Dallas. Office of the Director. 79/0B/22. 2pp, 


—7912260206 QA Program Insp Rtpt 99900526/79-02 on 790006-10. 
NoncompllancB noted ; fai 1 ur# to have adequate procedural 
requirements for retention of design interface review 
records b failure to Identify project design menual. 

BRICKLEV, R, H. . FOX.D.F-, HALE.C.J. Region 4. Della*. Vendor 

Inspection Branch. 79/08/22. 7pp, 


791211<W49 Comments on proposed Reg Guide 1. 131. ''Radiation Protection 
Training for Light Hater Cooled Nuclear Power Plant 
Personnel. " Training may discourage mutually btneflelal 
short visit*. Numerical test grad# should be 

BAXTEIt.R.C. Allied - General Nucltar Services. 79/10/24. ip. 

79IS110SS4 Comments on proposed Reg Guide 1, 131. "Redietion Protection 
Training for Light Hater Cooled Nucltar Power Plant 
Personnel." Subj of conteminatlon control should be more 
unified b presented w/more promlnsnce, 

COP^JINOi R. L. Energy. Dept. of. Clinch Rlvsr Breeder Reactor Plant. 
79/10/22. 2pp. 


/912110SS9 Comments on propostd Reg Guide 1. 131. Redietion Protection 
Training for Light Hater Cooled Nuclear Power Plant 
Personnel.* Guide is reasonable b adequate. Sub js covered in 
Table 1 can be covered in less than on# week. 






7912110963 Comments on propossd Reg Guide 1. 131. Radiation Protection 
Training for Light Water Cooled Nuclear Power Plant 
Personnel." Indlvldualiied training would be impossible to 
efflelently b effectively achieve. 

PARKE8.W.0. Duke Power Co. 79/10/24. 4pp. 


7912110972 Comments on draft reg guide. "Quallf icatlon Test for Cable 
Penetration Fire Stops for Use In Nuclear Power Plants. 

Design verification of firt stops doe* not fall within 
jurisdiction of 1OCFR30. 

D 'DONNELL. E. P. Ebasco Services. Inc. (subs, of Enierch Corp. I. 

79/to/ll. 2pp. 


7912110900 Commsnts on draft reg guide, 
Nuclear Power Plants. " Authors confuse 
lightning stroke b lightning surgi. 
CAHHtA.L. Dechtel Power Corp. (sube. 


’•Lightning Protection for 
usage of terms 

of Hfchtel Corp. 1. 79/10/19. 


2 gp. 


79121109S4 Comments on draft reg guide. "Lightning Protection for 
Nuclear Power Plants," Guide should be rewritten to address 
pertinent Interface criteria. 

DAILiL.C. Duke Power Co. 79/10/24. 4pp. 


7912120013 Comments on proposed reg guide, "Aud Ible Alym Doslme ten. “ 
State-of-the-art rtnders *uch Instruments uneceepteble. 

OQWyER.U.D. Affiliation Unknown. 79/10/23. 2p. 


7912120016 Comment* on propond reg guide. "Sefety-Releted Permanent 
Dewatering By* for Nuclear Power Plants." Item* C,4i.C.4b b 
C.4e are too vaguely worded for application by dtsignir*. 
BAfiNES.P.L. Commonwealth Edison Co. 79/10/23. Ip. 


7912120019 Comment* on proposed reg guide, "Applications of Bieasiay 
for Fission b Acfclvitatlon Product*," Limit* i*tabll*h#d 
under licensee methodology should be sole criteria. 

CURTISiN.H. Penneylvania Power b Light Co. 79/10/23. Ip. 



IMONDOCKETED ITEMS 


359 


7918120023 Cainnitntt on propomid Reg Ouida i. 131, : "Rad lation Profeectlon 
Training for Light Water- Cooled Nuclear Plant Pcrionnel. '* 

Length of training exeeetlve. Six to sixteen hours of 
training have produced excellent results. 

J6NTZ. T. L. NUB Corp. HP8-79-224. 79/10/23. Ip. 


79I23B0159 Comments on proposed reg guide, -'Qualification Test for 
Cable Penetration Fire Stops." Paragraph C2<b> state-of-the- 
art does not provide data on calculating actual pressure 
differential created bg fire in given fire area. 

JACOBS, S.B. Stone b Webster Engineering Corp. 79/11/14. Ip. 


7912120027 Comnents on proposed Reg Ouide I, ISb, Revis i on 3: testing of 
concrete containment should not include insp of embedments. 

Concrete inbedmenti do not affect structural eapacitg of 
concrite. 

COUNSIL.U.O, Northeast Utilities. 79/10/16. 2pp. 


7912130077 Draft Reg Quids 8.22, "Personal Doslmstrg Parfermancs 
Tsstlng: Pilot Study." 

• Klehlgan, Unlv. of. 79/12/11. 43pp. 


7912130369 Forwards Rsg Ouide 4. 14, "Brsnch Position for 
Prsaperational Radiological Environ Monitoring Program for 
U Hills" ti "Propetad Branch Position for Operational 
Radiological Environ Monitoring Programs." W/o end. 

6CAAAN0, R. A. Uranium Reeeverij Licensing Branch. 79/ti/19. Ip. 


7912130942 Forwards notici of Intantlon to change App D of OA Program 
Topical Rapt NU QA-1, Ravi slon 3A. Change updates commltmsnt 
from ANSI N45. 2. 12 to Rag Quids 1.144. 

C0UN81L.U.0. Northeast Utilities. 0A-396i. 79/12/06. 2pp. 


79I2IB0662 Concurs u/issuanee of Rsg Quids 1.9iRevisian 2, "Sectlexii 
Design fc Quslif ieation of Diesel Oenerator Units Used as 
Standby (Oniitel Electric Power 8ys at Nuclear Power 
Plants. " 

EIESNKUTj 0. 0. Division of Operating Reactors. 79/12/03. tp. 


791S200269 Forwards comments on draft reg guids “Lightning Protection 
for Nuclear Powtr Plants." Alternative regulatory position 
In App A to vatua/lmpact statement preferred to position 
effsrsd in guide. 

KILLBjL.K. Tennessee Valley Authority. 79/11/19. Spp. 


791SSO0374 Comments on proposed Reg Ouide 1.137: use of design base 
rathsr than ptrformanct rtqulrimints limits flixibiltty & 
control in tnf ores mint. Prascrlb Ing actual clsanlng mails 
limits fliiiblllty of snforesmant (, Improvsments In sys. 

SCHOCKiK. Affiliation Unknown. 79/10/29. ip. 


79122D02B9 Forwards comments on proposed Reg Quids l.i31: 
'Quallfleetlon Tests of Elsctric Cables t, Fisld Bplicas for 
Light-Water Cooled Nuclear Power Plants." Byncrgietic 
■ffects should not bt discussed on individual basts. 
HlLLBrU.M. Ttnnesstf Vallty Authority. 79/11/19. 2pp. 


79122D0304 Comments on propossd Rig Guide 1.131, "Radiation Protaction 
Training for Llght-Uatar Cooled Nuclear Power Plant 
Parionnal." Praisei NRC for efforts made to establish 
position rs accaptabls training programs. 

P£TCOVICi W. L. Nucliar Support 8vci Inc. 79/ll/OS. 2pp. 


7912200419 Comments on proposed reg guide, "Reporting of Safeguard 
Evants. ** Omlsslans madi in rag guide. Part 21 fines & 
pinaltlss not addresstd. 

LEHIBiH. I. Affiliation Unknown. 79/tl/tS. Ip. 


7912210069 Comments on proposed reg guide, "Reporting of Bafeguards 
Events.'* Seme objective could be accomplished by Integrating 
particular requirement for reporting into present LER 
requlramentf. 

DERMVERr H. D. Affiliation Unknown. 79/11/14. Ip. 


7912260318 Commints on propoted Reg Ouide 1. 149: tugg ests NRC eonsider 
aupplying add! info ra wet deposition effects for sites 
adjeesnt to large water bodies ii alternative topographic 
BChiaii for sites In complex terrain. 

FEDEVKO, J. H. 01 Ibert/Commonweal th Cos. 79/10/18. tp. 


79122B0027 Comments on proposed rag guide, "Lightning Protection for 
Hueleer Power Plants." Alternative regulatory position 
presintid ai App A to valua/lmpact statsmint prsferrad to 
that effirad In draft rag guide. 

HtLLBi L. M. Tennessee Valley Authority. 79/11/19. 2pp. 


79I22Q0143 Comments on proposed rag guide, "Ouidance on Applications 
for Amends to OL ti on Refueling L Startup Tests." Ouide 
shoutd be revised to reflect agreements between NRC 8i DWR 
owrtrt on startup physics testing. 

SHERWflaO, 9. 0. Oeneral Electric Co. HFN-27i-79. 79/il/tS. App. 


T9182S0191 Comments on proposed reg guide, "Lighting Preteettsn for 
Nuclear Power Plants." Burge protection requirement Is 
•avare h unwarranted. 

LOOflia,J.8. Bargant h Lundy, Inc. 79/11/06. 4pp. 


7912280173 Comnents on proposed Reg Ouide 01. 033: Page 14iApp AiSectlon 
9. a list of routine malnt actlvitias that may not require 
step by step written procedures should be clarified as to 
whan step by step instructions are unnecessary. 

H1LLS>L.H. Tennessee Valley Authority. 79/11/19. 2pp. 


7918280199 Corrunents on proposed reg guide, "Lightning Protection for 
Nuclear Power Plants." Subsection 2 wording should be 
changed to insure that lightning discharge transient 
voltages do not exceed voltage withstand levels. 

JK0B8, S. 9. Stone fc Uebster Engineering Corp. 79/10/30. Ip. 


791^SK>SB7 Comments on proposed reg guide, "Qualification Test for 
Cable Penetration Fire Stops for Use In Nuclear Power 
Plants." No technical reason for requiring mockup of cable 
teraiinations within two ft of barrier. 

KILLSiL.H. Tennessee Valley Authority. 79/11/19. 2pp. 


79I826064B Comments on proposed Reg Ouide 8. JD:bey to effsctlva 
training in ALARA Is training ef supervisors in mgt of work 
In thas* areas. 

AHDREMBi J. P. Catalytic, Inc. (subs, of Air Products & Chsmicais, 
Inc.). 79/11/30. 3pp. 


7912^0694 Comments on proposed Reg Guide 01. ISliRevislon t:addreaBing 
margin In qualification testing should be approached as 
described In IEEE Std 627. 

OARSHlCKiA. Power Engineering Society. 79/11/15. 13pp. 


7912280661 Comments on proposed Reg Ouides 1.120 Revision 1,1. 132 
Revision 1,1. 70 Revision 3 L 3. 44. Conditions under which 
an absorber fire is postulated should be clarified. 

HILLSiL.K Tennessee Valley Authority. 79/11/09. Spp. 


7912310012 Comments on proposed rag guide, "Audible Alarm Dosimeters. 
8uggosts mandatory use of dosimeters by Industrial 
radiographers as secondary Instrumentation to back up 
prleiary survey maters. 

CLARIStE.T. Technical Operatums. Inc. 79/10/30. 3pp. 


791231002C Comments on proposed Rag Ouides 1. 120, 1. 132, 1.70 U 3.44: 
clarification should be made of conditions under which 
adsnrber firs should be poetulated. Suggests various editoral 

changes. 

HILLS, L.H. Tennessea Valley Authority. 79/11/16. 9pp. 


7912310086 Comments on proposed reg guide, "Audible Alarm Dosimeters. 
High noise environ should be defined by db level. 

UHITAKEAiH. Q. South Carolina Electric I, Oas Co. 79/ll/OS. Ip. 


7918310031 Comments on proposed Reg Guide 1 . 1 31. Revl s ion l:revisian 
Bxcaads proeiss of regulatory revlaur b embarks upon design b 
standardization elements not within purvitw of NRC. 

BURBTEIN, M. H, Institute of Eisetricai I, Electronic Engineers. 
79/tO/Sl. 7pp. 


7918310036 Comments on proposed Reg Quids t . 1 31: Posl 1 1 on C. 5 does 
net explain criteria tu be used to determine if accelerated 
aging techniques are or are not causing cable to respond In 
reprasentative manner. 

8ALDAR1HI, J. C. Ebaieo Services, Inc. (subs, of Enssreh Corp.). 
79/11/06. 8pp. 


7912310110 Cammenta on proposed Reg Ouide 8. JD, "Radiation Protection 
Training for Light Uater Cooled Nuclear Power Plant 
Persanxiel. " Reg guide strongly endorsed. Training program 
content refs in Paragraph 9. 1 considered relevant. 

CROSS, L.A. American Nuclear Insurers. 79/10/28. Ip. 


7912310130 Comments on proposed reg guide, "LNR Core Reload s: Ouidance 
on Applications for Amends to OLs on Refueling b Startup 
Talte. " Initial gas fill pressure Is considered vendor 
prepriatary info. 

UHRIO.R.E. Florida Power b Light Co. 79/11/30. 3pp. 


7912310136 Comments on proposed reg guide, "Lightning Protection for 
Nuclear Power Plants. " Approach In Attachment A is more 
lagleal than iit reg guide. 

OETTLBItF.U. Olbbs b Kill. Inc. (subs, of Dravo Corp.}. 79/10/30. 
7pp. 
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niiJlOl?? Com.T.pnts on proposeo 
Nurlear f-ower Planta " Cuiap d 
for- rno. oao ampere lightiiinq e 
actions should surqe arrestor 
CClPEUftND.rt 1. Enevjy. Dept o^^ 
79 / 11/07 3pp 


,-pg guidPi ''Lightning 
DOS not estoblisfl flRC 
urges or state requiri 
fail requi red tea t . 

Clincti Fliver Qreeder 


Protection for 
boats 
fd 

Reactor Plant 


79123101 SJil Coitunenls on proposed 

Heactor Vessel Helds During Ir 
Discussion should state that i 
supplement ASHE Section *I 
llUCHHQl.Z. n H General Electri 


rag guide. '’Ultrasonic Testing 
iservice Eiaminatlon. " 
eg guide is intended to 

ic Cn 7‘y/ll/26. 2pp. 


of 


79123101Q‘» Comments on proposed fieg Guide 
Training for Light Water Cooled Nuclear 
Personnel " Suggests changes to various 
rhanges include man-rem reeds h training 
JENCKES.T.A. Pacific Ges S. Electric Co. 


B. JQ. ''Radiation Protection 
Pouier Plant 
paragraphs nf guide- 
procedures. 

7'?/ll/07. 2p9 


79!23101'?d Comments on proposed reg guide. 
Power Plants " Draft suffers in technica 
insufficient iSEE input S- should not be 


'“Lightning Protection 
I content due to 
issued as presently 


written 

ALEXANDEHSON.E. Detroit Edison Co. 


79/11/21. 


Ip 


for 


7913310190 Comments on proposed reg guide. "L i ghtni ng P^»t.ction for 
Nuclear Power Plants." Possibility of eliminating 
such as instrument failure or fuse blowing by pre-design is 
small. Once problem oc c ur 5 . so lut i on s can liD found. 
nOYEFliV S Philadelphia Electric Co. 79/11/19. 4pp 


79123l03fiO Comments on proposed Reg 
supervisors 1< temporary !■ permaiien 
radiation prtection training. 

KICKS. tIM.. nESTHDPF, I! E Utility 
79/11/33 3pp. 


Guide a. XXiall d eel si ontsaking 
t parties should receive 

Worfcors Union of America. 


79ia3103a7 Reg Guide 1 . 97. Revi s i on 2. " Inatruraantation for Light Hater 

Cooled Nuclear Homer Plants to Assess Plant Environs 
Conditions During Follouing Accident '' 

♦ Ufflce of Standards Development 79/12/31- Ji/pp. 


7912310491 Comments on proposed reg guide. "LWR Reloads. Ooidance 

on Applications for Amends to DLs t Refueling U Startup 
Tests " Quantification of impact net addressed In value/ 
impact assessment. 

HDFPMAN.D.P. Consumers Pouer Co. 7'7/ll/20. 2pp. 


HES 


RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


79120'}l')l03 "HTGR Safety Program. " for Aug 1979. 
SCHWEITZER.D Q Qrookhavan National Laboratory. 
79/03/31. dpp. 


FIN A-30t6. 


79120'lGll? "Advanced Reactor Safety Analysis 
Reactor Projects." monthly highlights for 
DARI. R. A Qrookhaven National Laboratory. 


. Technical Assistance. 
Sept 1979 

FIN A-3000. 79/09/30. 


5pp 


7912040119 "SSC Code Development t. Validation." monthly highlights 
for Sept 1979 

AOnAHAt.A K. . CUPPy. J G Drookhaven National Laboratory. rIN 
A-3015-B. 79/09/30 dpp 


7912040125 "LWR Tbormal flydraulic Development 
progress rept for Sept 1'979 

JONES. OC. Urookhaven National Laboratory 
9pp. 


Program. “ monthly 
FIN A-3M5. 79/09/30. 


7912040133 " 
highlights 
JDNE9. 0 C. 
4p[i 


Thermal Hydraulic LHHDR Safety Etpor intents. " monthly 

Drookhaven National Laboratory I'lM A-a024. 79/09/30. 


7913100001 ''Hecommsnilation to NRC for “aER of TMI-1 : Inservice Inap & 
Testing Program." Hovision 1. . . . ^ 

COPPOLA. A . PESTIVQ. f. . LErTlERI.V. Drookhaven National Laboratory. 
FIN A-3M7. UNL-NUREG-2iB27. 79/09/31 4Bpp 


7913100005 '’RecoinmendallDns to NRC for SER of 
Insarvice Insp %• Testing Prugram. " Revision 
HALLrR.E . DSDDRNE.WC. Drookhaven National 
DNL-NUREG 266B7. 79/07/31. OOpp 


Ceeper Nuclear Station; 

s. 

Laboratory. FIN A-3117. 


79121I046S “Assessment of Radiation Doses Resulting From Releases of 
Rn-223 $■ Ra-22fa from U Mining *. Milling Activities. monthly 

TRAVIS*C.C*f*HCDQU£LL-BOYEn. WATSDN.A.P Oak Ridge National 


7912110509 “Environ Statements Project." monthly progress rept for Sept 

ZITTEL.H E. Dak Ridge National Laboratory. FIN D-001. 
DRML/ED/EIS-107. 79/09/30 7pp 


7912140040 "Program for Standardiicd Analysis of Fuel 
Containers." quarterly summary for Jul-Sep t 1979. 
UHITESIDE8.C.E. . WESTFALL. R. M. Union Carbide Corp. 


nnMi 


7oy in/9B 


Shipping 
FIN 15-0173. 


7912140296 "Evaluation of Two Ultrasonic Procedures for Detection of 
Intergranular Stress Corrosion Cracking in Stainless Steel 
pipin^Code Assessment I. Applications Program. evaluation 


Piping 

rept. 

REIHHARDT.M. U. 

7ap9 


Inc. FIN A-6162. E0O-FM-S035. 79/10/31. 


7912140300 "Water Reactor Research Directorate Monthly Rept for 
YBARRONDD.L- J. EO & 0. Inc. YBR-199-79. 79/11/30. 100pp. 


7912140309 "Evaluation t< Recommendations for Ultrasonic Enamlnat Ions of 
ASME Nuclear Class 1 I. 2 Piping Welds. Code Assessment b 
Aoolications Program." evaluation rept. „ j. . 

BAKER.B-L. EO b 0. Ine. COOK.J.F,. WILKIN, H.A. “*P^ 


7912140314 "Nondestructive Eiamlnatlon Methods for Detection of 
Intararanular Stress Corrosion Cracking In Stainless Steel 
Piping. Cod* Assessment & Applications Program." evaluation 

REIIWARDT. H. W. EO b 0. Inc. FIN A-6162. EOO-FM-5036. 79/10/31. 

4Spp. 


79I214036Q "Decontamination as Precursor to 
■anthly progress rept for Oct-Nov 1979. 
PERRlOOi L. D. Battelle Memorial Institute. 
Laboratory. FIN D-2303. 79/12/08, 2pp. 


Decomml ssionlng. " Informal 
Pacific Northwest 


7912140391 “Impact of Decontamination on LWR Raduiaste Treatment Sys. 
Infarmal monthly progress rept for Nov 1979. 

PERRIBO.L. 0. Oaltelle Memorial Institute, Pacific Northwest 










'912140418 RJL-OOl , .K.f 

Resaarch Info Ltr Oliprovldes eiperlmontal avldcnce that 
safe failure mode { leak-bafore-break ) may exist for reactor 
pi.^s^Uf'S vesse I s . Forward s ORNL test result of V-8 
intermediate vessel. Further study under way.M/o end. 


7912140420 RIL-002 ^ ^ u 

Research Info Ltr 02'. Iransml t s draft Se i smotec tonic Map of 
Eastern United States" b accompanying text, prepared by 

KOUTS.H J.C. Atomic Energy Commission. 74/08/20. 2pp. 


— 7912140423 "S«l smotec tonic 
averslzB map end. 
HADLEY. J. 0- . DEVINE, J.F. 
Survey. 74/08/20. 8pp. 


Map of Eastern United States." 3 sheets of 
Interior. Dept. of. U S. Oeologlcel 


"^^Researeh Info^Ltr 03; transmits ORNL 740724 Ur w/prel imlnary 
test results for heavy section steel technology 
Interaedlate test vessel V-7. 

KDUTS.H. J. C. Atomic Energy Commission. 74/0S/07. ip. 


--7912140427 Provides preliminary test result# for heavy section steel 
technology intermediate test vessel V-7. Large flaws that 
khpnunh reactor oressure vessel wall do not 


eatend nearly through reactor pressure vs 
result in failure at design pressure level. 
TRAUfiER, 0. Q. Oak Ridge National Laboratory; 


74/07/24. 4pp. 


7912140433 RlL-004 

Research Info Ltr 04; transmits USQB Mlseellaneous File 
Studies Map MF-S98 to provide updated Info on faulting in 
coastal Southern CA.W/o end. -,j,,no/in om 

KOlfTS. H. J. C. Atomic Energy Commission. 74/09/10. .ipp. 


7913100011 "Review of Critical Experiments FerFormed for Fuel Cycle 
Safety Guidance." quarterly pragress rept for Jul-Sept 1979. 
WUITEBIDES. 0. E . UFSTFALI-.H M Unlun Carbide Corp. FIN B-M09. 
79/IO/2'l. I7pp 
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7?i2H0440 RIL'OOS 

R»*iarch Info Ltr OSitubmiti ritulti of ORNU ttit 1TV-7A 
coapltkid 7&0&tB f law>d> &-lneh thick Intirmtdiatc tact 
viittl undar luatalnid pnaumatlc load. Vassal bthavior can 
ba prsdlcbad accurataly. 

tUMTHi D. F. Division of Raactor Safatg Rasaarch, 7&/06/S9. Spp. 


7»1214(H47 RIL-OOA 

RiSfarch Info i-tr 06; forwards Sandia Lab rapt "Critlqua of 
Board-Hall hlodal for Oatonatlng Thertnal E>ploalona as 
Applltd to U Dloiida - Sodium Sgs. " Board-Hall nodals 
Invalid for LI^BR accidint conditions. 

LEVlNEiB. Offlct of Nuelaar Ragulatorg Rasaarch. 76/10/12. Bpp. 


—7912140493 ."Critlqua of Board-Hall Modal for Dstonating Thermal 
Ciplosions as Applied to U Dioitda - Sodium Sgs. " 

Draft ropt. 

UIU.IAM9>D. Bandla Laboratories. AT(49-24)-0ie. 76/0S/19. 9pp. 


T9121404S4 R1L-0&9 

Rtsiareh Info Ltr SB: transmits FRAP-93 coda daseription h 
virif leation documentation. Forwards ID Natl engineering Lab 
Rspti TFBP-TR-164. Revision 2 ti TFBP-TR-228, 

LfTflNErS. Office of Nuclear Ragulatorg Rasaarch. 7B/03/S4. 17pp. 


■7912140461 TFBP-TR-164 VI 

■FRAP-BS Analgtlcal Models 6 Input ManualiFRAP-SSiCocnputsr 
Code for Bteadg-Stete Analgsls of Oside Fuel Rodsi “ Vot 1. 
BOHNtfM.P.f DSARieNi J. A. « CROCKER. V.O. Idaho National Englneerlsie 
Laloratorv- EY-76-C-07-1970. 7B/03/31. l7Bpp. 


— 791214046B TFBP-TR-2Se V2 

*FRAP 83;Cosiputer Cods for Bteadg-State Analgsls of Oslda 
Fuel RediiVol 2 - Model Verification Rept. " 

DEARlENi 0. A. I CROCKER. J. 0. Idaho National Enginearino Laboratorv 
EY-76-C-07-1970. 77/09/31, 197pp. 


7912140498 RIL-007 

JRaesareh Info Ltr 07: submits Info re SIMMER-T computar coda 
developed at Loe Alamos Lab to fallow motion Ic nautrontca 
of U1FBR cores during hgpothatlcal core disruptive 
■ ccidsnte. 

LEVliEi 9. Office of Nuclear Ragulatorg Research. 76/0B/2S. 4pp. 


7918140464 RIL-OOB 

SuppI to Research Info Ltr Sttranimlts draft DnNL/NUREa-14. 

"Oacag Haat Appllcabla to LOCA Evaluation. " U/o and. 

LEVIiE. S. Office of Nuelaar Ragulatorg Rasaarch. 77/09/iG, ip. 


79i2140167 "Revlaw of Critical Eiparimanti Parformed for Fual Cgcla 
Safilg Ouldance. * Informal quartarlg progrtss rapt. 

HHITE8IDE9. 0. E, . HE8TFALL. R. H. Oak RIdga National Laboratoru. FIN 
8-0409, DfiNL/C9D/lNF-79. 79/10/24. IBpp. 


7912140471 RlL-009 

Rtsearch Info Ltr 09: transml ts risults of complattd 
risearch on high tamp osidatlon of Zlrcalog fuel cladding 

In staam. 

LEVINEjB. Office of Nuelaar Ragulatorg Rasaarch. 77/03/14. t7pp. 


7912E40474 HIL-026 

Research Info Ltr 26: transmits rasults of coirplated rasaarch 
on impact of offihora nuclear ginaration stations on 
roereatlenal behavior at adjaeant coastal sites 
lHUREa-0394>. 

LEVINE. B. Office of Nuele.ar Regulatorg Research. 78/04/27. 2pp, 


—7912140483 NUREO-0394 

■Impact of Offshore Nucleer Oenereting Stations on 
flicreatlonal Behavior at Adjacent Coastat Bites." 
BAKER, E.U.. MOaS.D.O.. ME8T. 8 . 0. Florida Btati Unlv. 
AH 49-24-0320. 77/12/31. 147pp. Ayailabla at NTIB, 


7912140479 RlL-010 

Ritearch Info Ltr 10: transmits risults of complattd 
research on avsluation of probabilltg of praisuri vassal 
feJlure from preieure transisnte that can occur during PHR 
eperailon. 

UEVINE.S, Office of Nuclear Regulatory Rasaarch. 77/02/29. 4pp. 


7912140480 RIL-011 

Alffarch Info Ltr llttransmlts rasults of eomplatad research 
on divalepmsnt of failure rata data manual applicable in 
risk 6 rellabllltvi analgels of reactor sgs. H/o and. 

LEVJNEj 8. Office of Nuclear Regulatory Ressareh. 77/09/lS, 2pp. 


7918140486 ‘Skipping Caak Sabotage Source Term Investigation." informal 
aonthly progrete rapt for Nov 1979. 

SCHPlIDTi E. H. Battelle Nemorial Institute. Columbus Laboratories. 

FIN B-6018. 79/18/06. 3pp. 


7918140467 RIL-027 

Research Info Ltr 27: transmits DEACON/MaO 2 code manual 6 
daseription. Cod a intended for evaluation of short-term 
thareiohydraulic conditions within full pressure 
•ulticompartment eontalnnents or within containment drywell. 
LEVIiK>8. affiei of Nuelaar Regulatory Research. 78/06/02. 23pp. 


7918140488 RIL-012 

Reeearcb Info Ltr 12: transmits results of mods to OCTAVIA 
computar code for pressure vessel failure probability 
prediction. U/o end. 

LEVHe.a. Office of Nuclear Regulalorif Research. 77/06/16. 2pp. 


7912140493 RlL-013 

Research Info Ltr 13: transmits verified modal for predicting 
raaidual stresses resulting from glrth-hutt welding of pipes 
6 estimation of residual stresses resulting from weld 
rapalre of vessels. 

LEVlfK.8. Office of Nuclear Regulatory Research. 77/it/ll. 3pp. 


— 7918140S03 "Evaluation of Method for Predicting Residual Stresses in 
01rth-8utt Helds." 

a Battalia Memorial Instituta. Columbus Laboratories. 77/11/11. 
34pp. 


7918140499 RIL-02a 

Rasaarch Info Ltr 28: describes INTER-1 code for calculating 
effects of Interaction between molten metis 6 concrets. 

Forwards Sand! Lab Rept SAND77-3042. "Eiploratory Study of 
Molten Cora Matl/Concrete Interact ions. Jul 1979-Mar 1977." 
LEVlNEiB. Office of Nuclear Regulatory Research. 70/05/09. Bpp. 


—7918140499 aAND77-2048 

"Eiploratory Study of Molten Core Mat I /Concrete 
Interactions. iJul 1979-Mar 1977." 

PQNERa.D.A,. DAHLOREN. D. A. . HUIR.J.F. Sandia Laboratories. 
AT<29-l)-7a9, 78/02/2B. 190pp. Available at NTIB. 


7912140502 RlL-029 

ReaaaTch Info Ltr 29: transmits results of completed research 
to prepare fc taei FHAP-T3 fuel rod analysis computer code, 

Forwards ID Natl Lab Rept TFBF-TR-I94. "FRAP-T3 - Computer 
Code for Transient Analysis of Oxide Full Rods." 

L0/INE>8. Office of Nuclear Regulatory Research. 78/06/07. 16pp. 


— 79tai4050S TFflP-TR-l94 

“FRAP-T3 - Computer Code for Transient Analysle of Oilde 
Fual Rods." 

ISARIEN. J. A. . CROCKER. J. 0. Idaho National Engineering Laboratory. 
EY-76-C-07-1970. 77/0B/31. 396pp. 


7918140906 RIL-OM 

Reeearcb Info Ltr 14: transmits results of completad portion 
of NRC fir# protactlon ressareh program re adequacy of cable 
tray separation to prevent spread of alectrically initiated 
6 axposura fires. N/o end. 

LEVINEjS. Office of Nuclear Regulatory Research. 77/11/09. 7pp. 


7913140907 RIL-030 

Reaaarch Info Ltr 30: discusses Phase 1 final rept. "Barrier 
Penetration Data Base." of study "Assistance - Physical 
Protactian Aisaisments. " 

LEVINE.B. Office of Nuclear Regulatory Rtsearch. PIN A-3810. 
78/06/28. 2pp. 


7912140309 RIL-OtS 

Research Info Ltr 19:transffllta current info on fracture 
mechanics cfiarac ter i la tl on of noixle corner cracks in BUR 
faedbsatar noxiles.U/o end. 

LEVINE.S, Office of Nucleer Regulatory Research, 77/12/01. 4pp. 


7918140914 "Program for Standardltad Analysis of Fual Shipping 
Containers." informal quarterly progress rept. 

UH1TE8ISE8. 0. E, 1 WESTFALL. R. H. Oah RIdga National Laboratory. FIN 
B-0172. t»NL/C9D/I.MF-79. 79/10/29. 8pp. 


7918140911 RIL-016 

Research Info Ltr 16; transmits varlfied ssparlmental data on 
warm prastressing for use in licensing evaluation of nuclear 
power plants. 

LEVINErB, Office of Hucltar Regulatory Research. 77/12/01. 4pp. 
7918140912 RIL-OOa 

Rasaarch Info Ltr eitranemlte results of completed reeearch 
ra decay heat date appllcabla to LOCA evaluation for LURs. 

U/o and, 

LEVINE. S. Office of Nuclear Regulatory Research. 77/01/31, 4pp. 
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’'n2Mrj5J4 »?1 L-Cj1 t 

Re^eanh Infti Llr l’’ transmits "nesponse of linirrad la ted Sc 
Irradiated PWH Fuel Rods Tested Under Pouer-Cool i ng-Miscnatth 
Conditions" prepared tv ID Natl Engineering Lab- 

LEVINE. S Office of Nuclear Regulatory Flesearch. 7B/05/Q5. l8pp- 


7'?i2M05l'5 lUL-021 

nest-arch Info Ltr 21 transmits results nf completed 
rasearc h. ent 1 1 led "Critical Review of Sodium Hydroiide 
fierosol Toiicity. " designated HSPH/EHS {NUflEOI-BaO. 

LEVINE. S. Office of Nuclear Regulatory Research. 78/03/24. 3pp. 


— 7?12140&17 HSPH/EIIS(NUReOJ-B80 

"Critical fiewieu of Sodiura llydrocide Aerosol Tocicity. “ 
COOPER. D H. . UNDERHILL. 0 W. . ELLENDECKEB. H. Harvard Univ. 
ATl4fl-24)-D300. 77/12/31. it-pp. 


79iaMosia niL'OiH 

Research Info Ltr IB transmits results of completed research 
on development of FRANTIC computer code to calculate sys 
unava i 1 abi 1 i t ios. Forwards user's manual tNUREG-0193) 8< 
descriptive rept.U/o end. 

LEVINE. S. OfFice of Nuclear Regulatory Research. 77/11/09, 


Spp. 


7912170337 "Sandia Core Melt !< 
llT for Oct 1979. 

BERHANiH. Sandis Laboratorii 


Separate Effects Pr 
rs. 79/11/30. Spp. 


.gram. " monthly 


7912170359 "Neutron Dosimitry at Commercial 
root at Sites E. F fi 0. 

ENURES. C. H. B. . ALDRICH. J. M. . OR IFF ITH. R. V. 
Institute. Pacific Northwest Laboratory. 
49pp. 


Nuclear Sites. “ preliminary 

Dattelle Memorial 
FIN D-2202. 79/12/17. 


79I2I70422 "Environ Assessments of Fuel Cycle 
progress rept for Oct 1979. 

ZITTEL.H.E. Dal Ridge National Laboratory. 
aRNL/ED/EIS-103. 79/10/31. 6pp. 


Facilities." month 1 y 
FIN D-0279. 


79121B0143 "LHH Prassoro Vessel Irradiation Program," foreign trip 

ctSm m amm. f il Oak Ridge National Laboratory. FIN D-0415. 
oaM-/nn-76i. 79/n/o6 lopp. 


7912100146 "UWR Source Term Measurements 
progress rept for Nov 1979. 

HANDLER. aH. EO 6 0. Inc. FIN A-607S. 


Program, " Informal 
79/11/20. 4pp. 


month ly 


7912140519 BlL-023 

Research Info Ltr 23 transmits results of completed research 
on development of graphics display version of EASI estimate 
of adversary sequence interruption nedel. Forwards 
SAND7e-OI12,SAND76-0500.SAND76-0597 V. SAND77-OOB2. H/ o end. 

LEVINE. S. Office of Nuclear Regulatory Research. 70/04/10. Spp. 


7913140520 RIL-019 

Research Info Ltr 19. transmits research results on 
assessment of GO - methodology for perfoTinlng reliability 
evaluations of sys 5 subsys H/o end 

LEVINE. S Office of Nuclear Regulatory Research. 78/01/31. 2pp. 


7912140521 RIL-024 

Research Info Ltr 24:transmilB results of completed research 
by Bandia Lab on FfSEM forcible entry effectiveness model. 

LEVINE, B. Office of Nuclear Regulatory Research. 7Q/04/10. Spp. 


7912140522 RIL-033 

Researcn Info Ltr 33 transmits documented results from 
research program to design, develop t< test PAl-1 Po package 
per criteria in NUHEG-036O. Forwards SAND7B-0724i "Pu 
Accident Resistant Container Project" fc NUREO /CR-OOSO. 
LEVINE. S Office of Gtandards Development. 7B/0D/03. 8pp- 


—7912140524 SAND7fl-0724 

"I'u Accident Resistant Container Project." 

ANDERSEN, J. A Sandia Laboratories. 70/05/31. 2app. AvallaHe at 
NTIS 


--7912140526 NUREG/CR-0030 

"PARC IPu Accident Resistant Container) Program Research. 
Design tf Deve I o(ifnent. 

ANDERSEN, J A.. DVFFEY.T A . DUPREE. B. A. Bandla Laboratories. 
SAHD76-587 70/07/31. 397pp. Available at N71B. 


7912140523 RlL-02n 
Research info Ltr 2 
into physical prote 
continuous research 
protect ion. 

LEVINE. S. Office o 


O.iT'ansmits results of completed research 
ction equi pment. Study is Phase I of 
effort rc insp methods for physical 

f Nuclear Regulatory Research. 78/01/24. 


2pp. 


7912IB01S2 "Radiation Streaming Study," informal monthly progress rept 
for Oct 1979. 

CIHEN.H.ai Mathematical App 1 icat ions. Inc. FIN B-6206. 79/11/20. 

4pp. 

791318015B “Ejperimental Criticality Data for Code Validation." 
progress rept for Nov 1979. 

BIERHANjSR Dattelle Memorial Institute. Pacific Norlhuieat 
Laboratory. FIN D-2094. TDO-777. 79/12/03. 2pp. 


7912100169 "Investigation of Pos t-Cr lllcal Heat Flux Heat Transfer for 
Uatar Coaled Reactor Application t> Development of Two-Phase 
FID» Instrumentation." monthly progress rept for Nov 1979. 

CHEN.J.C.. aUNDARAM. R.K. . NIJHAWAN.S. Lehigh Unlv. FIMA-4095, 
79/1S/06. Spp. 

791219IS44 "Chemical Effluents in Surface Haters from Nuclear Power 
Plants." quarterly progress rept for Apr-June 1979. 

llARniBOd. F. L. Lauranco Livermore Laboratory. FIN A-0119. 79/08/13. 

15pp. 


7912190946 "Threadfin Shad Imp Ingement; Papula tl on Response." quarterly 
progress rept for Apr-June 1979, 

VAN UINKLE. U. I MCLEAN.H.V. Oak Ridge National Laboratory. FIN 
B-041)6. 79/06/30. 3pp. 

7918190547 "Sediment 6 Radionuclide Transport in Rivers Field Bampllng 
Program Cattaraugus Buttermilk Creeks, NY. " quarterly 
progress rept for Apr-June 1979. 

• Dattelle Memorial Institute, Pacific Northwest Laboratory. FIN 
B-2275. 79/06/30. IBpp. 


7912190992 "Kinetics of Chlorine-Ammonia Reactions 
quarterlii progress rept for Api — June 1979. 
.AIKMSm, J. D. . INMAN, O.H. North Carolina, Univ, 
NRC-04-77-119. 79/06/30, 9pp. 


in Sea Ua ter, " 
f, FIN D-624D. 


7912190957 "Mathematical Simulation of Sediment 6 Contaminant Transport 
in Surface Maters," quarterly rept for Apr-June 1979. 

* Dattelle Memorial Institute, Pacific Northwest Laboratory. FIN 
B-227i. 79/06/30. I6pp. 


7912140540 "Code Ascussment t Applications Program, Addl Audit 
Calculations for Westtnghouse PWR Small Breaks," preliminary 
assessment rept fur Nov 1979. 

FLETCHER. C. D. EO t. 0, Inc FIN A-6047. EOQ-CAPP-9053. 79/11/30. 
D3pp. 


7912190561 "Threadfin Shad Imp Ingemont ; Caosos & Ecoioglcal Iirpl 1 eatloni 
in Boutheastern Reservior. " 

HCLEAN.R.O-T GRIFFITH, J. 3. . MCOEE.M.V. Oak Ridge National 
Laboratory. FIN D-0406. 79/06/30. 34pp. 


7912170167 "Div of Reactor Safety Research - OBNL Programs." csontlilq 
highlights for Oct 1979. 

MYNATTpF.R. Dak Ridge National Laboratory. FIN 0-0413. 
aRNL-«l-S9-55-l. 79/11/13 30pp. 


7918190967 "LOFT Experimental Program Division," pretest prediction 

. SHINKO,M.S- EO 5 0, Inc. FINA-6040. DE-ACO7-76rD0l0. 
79/11/30. 77pp, 


7918170174 "Safeguards Analysis for Byproduct Matls 6 Small Quantities 
of SNM. " monthly progress rept for Oct 1979. 

CHESTER.R. 0. , KANAK.K.K.. RANDOLPH, M. L. Oak Ridge National 
Laboratory. FIN 8-6100. ORNL/HAGRD-57. 79/11/13. 6pp. 


7912190970 “Code Assessment 6 Applications Program," preHninary 
assesenent rept for Nov 1979. 

DAV1S.C.B-, FLETCHER, C.D. EO 6 0. Inc. FIN A-6047- 
DE-ACO7-76ID0I9. 79/11/30- 43pp- 


7912170194 "SemiscalB Program. " summary rept for Oct 1979. 

CQZZUDL. J. M. . flOQERS. 0. II fcO I, 0. Inc. FIN 6-6033. EOO-BEMI-901D. 
79/10/31. 72pp. 


7912170320 “Integration of NDE INordestruc t ive Examinalionl Reliability 
& Fracture Mechanics," monthly progress rept for Nov J979. 

BECKER. F.L. Dattelle Memorial Institute. Pacific Morthuest 
Laboratory. flN 0-2209 79/12/10. 4pp. 


7912800279 "Fission Product Transport Analysis," monthly ltr for Del 
1979. 

0IE8EKE.J. A. Battelle Memorial Institute, Columbus Laboratories. 
NHC-O4-76-293-0S. 79/11/27. Spp, 
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7913310033 “Biocide DgproductE in Aquatic Environs." quarfcerlq progress 
repfc for Apr-Juno 1979. 

ANDERBON. S. R. . DEAN.R., OIDSON.C. Dattolle Henorial Institute. 
PaclFlc Northwest Uaboratory. FIN 0-3093-9. PNL-3034. 79707/31. 

7pp. 


7913040179 Advises Dept of Conservation that St Patrick Hasp b Teiatope 
Pharmacy received lCc-133 shipments Prom nonapproved supplier 
lORNL) in FV78. Review of license conditinn uionJing 

requested. 

NEAR* 0 H. Assistant Director for State Agreements Praorams. 
79/11/15. 3pp 


REVIEU ORP NRC RESEARCH REVIEU OROUPS 


7912140353 Summary of 791101 meeting u/vendors. utils b licensees re 
cladding rupture temp. cladding strain b assembly flow 
bloc kage. 

DENI&E. R-P. Assistant Director for Reactor Safety. 79/11/20. 
64pp. 


79IS190090 Notifies of fuel code progrom review meeting to be held 
B00103 in Silver Spring. HD. Oi scussions will be held re 
status of FRAP-T b FRAPCOM fuel codes b severs fuel damage 
•odellng requirements. 

MARIWOiO. P. Fuel Behavior Branch. 79/12/03. 3pp. 


7913190273 Notifies of informal meeting w/Hatl Ueathor Sve to discuss 
USB of NOAA weather radio for early warning b notlflcatian 
criteria. 

AXELSON. H. L. Emergency Preparedness Task Force. 79/11/19. Ip. 


7912040163 Advises Dept of Health that Hethadist Hasp b Teiatope 
Pharmacy received Xo— 133 shtpnaents from nonapprovod supplier 
(OftNLI in FY7B.Revieui at license condition vording 

requested. 

KEARpO.U. Assistant Director for Skate Agreemonts Programs 
79/11/13. 2pp. 


7912040192 Advises Dept of Health b Social Sves that Holy Family Hosp b 
Univ of UA received Xe-133 shipments from nonapproved 
suppliar lORNL) In FV70. Review of license condition wording 

requested. 

KERR. O. U. Assistant Director for State Agreements Programs. 

79/11/15. 2pp. 


791S040199 Advises NV State Energy Ofc that Sloan-Kettering Inst 
received Xo-133 shipments from nonapproved supplier lORML) 
lit FV76. Review of wording in license condition requested. 

KERR. O. if. Assistant Director for State Agreements Programs. 
79/11/13. tp 


7912190276 Summary of 791103-OB review of facility emergency plan b AH 
radiological emergency plans. 

AXELSONi H, L. Emergency Preparedness Task Force. 79/11/IS. 9pp. 


7912I902Q1 Suggests agency contact Federal Emergency Hgt Agoncy nail 
ofc b request adequate radiological instrumentation for 113 
Coast Ouard emergency teams. 

AXELSONiU. L. Emergency Preparedness Task Force. 79/11/19. tp. 


6ECY POSITION PAPERS BEFORE THE COHHISSION 


7912J700S4 Transcript of 791203 discussion in Nash Ing ton. DC on SECV-79- 
S9J. "Plans for Coping w/Emergencieo at Production & 
irti 1 liatl on Faci 1 Itles. '■ Pp 1-Sl. Summary end. 

ERDUNiC.H. Office of the Secretary of the Commission. 79/12/03. 
93pp.. 


7912200087 Discussos delegation of authority to director of NHS3 to 
approve actions under Public Law 93-604 <SECy-79-4D4>. 

Ackions re concurrence same as performed In licensing actlvo 
mills. Concurrence actions b Title 1 activities lists end. 

SIRCHS. U. J. Office of Nuclear Material Safety b Safeguards. 
SECY-79-4a4. 79/12/07. 7pp. 


STATE PROO STATE PROORAHS 


7713030299 Commente on emergency preparedness section of TKI lessons 
learned rept. in response to 791017 memo. 

HYAN.R.O, Office of State Programs. 79/11/06. Ip. 


7912040012 Comments on draft rept on lessons learned from TKI. Suggests 
Ofc of Bids taka lead In coordinating changes in emergency 
preparedness plans. 

RYAN.R.O. Office of State Programs. 79/11/06. 2pp. 


7912040D6S Notification of housing arrangements for 791203-07 Fedsral 
Interagency course in Uildwood.FL for radiological 
emergency response coordinators. 

COLLIMS.H.E. Office of State Programs. 79/11/16. Ip, 


7912040068 Forwards draft copy of SANDl 8AI contract statanient af work 
4c eierclse scenario. Funds not available for continued 
euppart of technical assistance for state programs. 

COLLlNSrll.E. Office of State Programs. 79/11/07. tp. 


7912040146 Forwards special insp repts to MA Dept of Social b Health 
8vca. In Aug 1979.NRC conducted special insps of Nuclear 
Engineering Co burial sites in UA b NY to observe arrivals 
af raduaste shipments from TMI-2. U/o end. 

KERRaO.U. Assistant Director for State Agreements Programs. 
SA/JOU. 79/11/00. Ip. 


7912040171 Advises Dept of Public Health that CO Springs Memorial Hoapi 
Denver Mini-Base Labs b CO Springs Penrose Hasp received 
Xa-133 from nonapproved supplier <ORNL) in FV7B. Requests 
Tivlau of license condition wording. 

KERRi 0. H. Assistant Director for State Agreements Programs. 

BA/ECA. 79/11/19. 2pp. 


7912D40303 Advises Div of Facility Bve that Duke Univ received Xe-133 
shipments from nonapproved supplier (ORNL) in Fy7D. Review of 
wording in license condition requested. 

KEJtR.O.If. Assistant Director for State Agreements Programs. 
79/11/15. Ip. 


79I20S0S&5 Notifies that on 79071 Lr Chairmanship of Federal Interagency 
Central Coordinating Committee passed to Federal Emergency 
Hgt Agency. 

RYANifl.O. Federal Interagency Central Coordinating Committee. 
79/11/19. Ip 


— 7912050371 Notifies that on 790911 Chairmanship of Federal Inloragenty 
Central Coordinat iiig Committee passed to Federal Emergency 
Mgt Agency. 

HEMDRIEvJ.H. Commission. HACYv^f.H. Federal Emergency Management 
Agency. 79/10/31. tp. 


”7912050373 Notifies that on 790911 Chairmanship of F'odcral InteraqeiiLii 
Central Coordinating Committee passed to Federal Emergency 
Kgt Agency. 

MENDRlEiJ.l1. Commission. HACV-J.M. Federal Emer gency Honagemont 
Agency. 79/10/31. Ip 


~-791S0S0578 Notifies that on 790911 Chairmanship of Federal Interagency 
Central Coordinating Connittee passed to Federal Emergency 
Hgt Agency. 

HENDRlEi J. t1, Commission. MACV. J. U. Federal Emergency Hanogement 
Ajancy- 79/10/31. tp. 


— 79120505B1 Notifies that on 790911 Chairmanship of Federal Interagency 
Central Coordinating Cnmmlttee passed to Federal Emergency 
Hgt Agency. 

lENDRIErJ.M. Commission. MACVjJ.tJ. Federal Emergency Management 
Agency 79/13/31. Ip. 


7912030995 Requests that comments on NDRE0-O62S be sent to HR Denton b 
RO Ryan by 791122. 

RVANt R. O. Federal Interagency Central Coordinating Coauslttea. 
79/11/06. Ip. 


791206(^98 Discusses Nestern Interstate Energy Board decision to join 
Task Force on Emergency Planning for Transportation 
Accidents. 

RVANiH.O. Office of State Programs. 79/11/09. Ip. 


7912100379 Forwards NRC b EPA emergency planning guidance publications 
b regulations. W/o end. 

COLLINB^N.E. Assistant Director for Emergency Preparedness. 
79/11/2B. Ip. 


7912100331 Notifies of forthcaning draft of example plan for response 
to radiological accident by fictitious towni of Brounvillo. 

Requests evaluation using NYREC-73/111 criteria. 

COLLINSiH.E. Assistant Director For Emergency Preparedness. 
79/11/28. Ip. 


7912100382 Requests addl PA Emergenci| Mgt Agency brochures. "Uhat You 
Should Know About Nuclear Radiation Incidents." 

COLLINS.H. E. Assistant Director for Emergency Preparedness. 
79/li/28. Ip. 
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7912110039 ForuiardB tapy of catalog portions pertaining to agraenant 
oatl licences b anends to tOCFDTl.U/o ends. 

ASHLEY. E.C. Office of State Programs. 79/11/23. Ip. 


79121I00S3 Notifies of 791210-14 revieu of TN radiation control 
progran. including field evaluations by state inspections. 
Suggests suomar I tat ion of results on 791214. 

KETIR.e.U. Office of State Programs. 8A/KNS. 79/11/23. tp. 


7912I100A3 Discusses 791210 telcon re revieu of HA raiFlatioci control 
progran. Suggests sumniari t ation of results on 791224. 

KEBR.O.H. Office of State Programs. BA/JDL- 79/11/23. Ip- 


7912110242 Foruiards draft catalog of training prograns on radiological 
emergencij response planning b preparedness r« 790B17 
request. H/o cncl. 

COLLINS. HE. Assistant Director for Emorgoneg Preparedness. 
79/11/28- Ip. 


7912120091 Responds to 790814 Itr b forwards info re measuretnents nade 
to deteraina time raduaste matl mag be disposed of as 
regular trash, 

KERfi.O.H. Office of State Programs. 79/11/05. Ip. 


79121201B3 Forwards dlscrepancg rspt re raduaste shlpmant from 
FL shipper to Barnwell site. U/o end. 

KERR.O.U- Office of State Programs. 79/11/05. Ip. 


7912120371 Fowards comments on 790907 draft of ’Ny Regulations for 
Control of Radiation.* Stronglg urges some additions t 
corrections, U/o enc 1. 

KERR.D.U. Assistant Director for State Agreements Programs. 
79/11/23- tp. 

7912170103 Forwards list of approved state govt attendeee for 791128- 
1207 radiologlCBl emergeneg response operations course for 
sccuritg requirements tt recordlteplng. 

COLLINS.HE. Office of State Programs. 79/11/21. Ip. 


7912170392 Eipressas appreciation for NRC 791029 Itr. describing vieit 
b Investigation of radiation control program. Concurs 
u/findlngs b suggestions. 

TRAYLOR. F. Colorado. State of. 79/11/09- Ip. 


7912180101 Eipresses appreciation for arranging for TERA Corp to 
microfiche radiolog ica I 'eeiergencg response plans. 

OAUT.lt. Office of State Programs. 79/11/23. Ip. 


7912180104 Details progress made on providing potasslun Iodide for 
large scale radiological accident at nuclear pouer plant. 

GREEH.K. Office of State Programs. 79/11/09. 2pp. 


7912180300 Responds to 79tl0h Itr re resamreh programs In eaergencu 
planning b preparedness, Suggestions on needed research 
end. 

DIRCK9. U. J. Office of Nuclear Haterial Safetg b Bafaguards. 
79/12/03. 2pp. 


7912190037 Discusses potential for conflict of Interest In util 
emergency planning far state b local jurisdictions. 

Opinion requested. 

RVAN.R.O. Office of State Programs. 79/il/2B. 2pp. 


79121900&B Discusses options for financial assistanca to state b local 
governments for emergency preparedness programs. in addition 
to federally administered fund suggested in NUflEO 0953. 
fiVAN.R, e. Office of Nuclear Reactor Regulation. 79/11/21. 8pp. 


7912190101 Responds to request for revieu of LABL ’Statement of Worl 
for Technical Assistance in Implementing Emergeneg 
Preparedness Requirements.'* Document does not overlap w/ 

Standard Order for DOE work {INED. 

COLLINS.HE, Assistant Director for State Agreements Programs. 
79/11/27. Ip. 


7912190111 Forwards matls requested by OK State Civil Defense re 
thyroid blacking b NRC training program. W/o end. 

COLLINS. H.E. Assistant Director for State Agraemente Programs. 
79/11/20. Ip. 


7912210019 Discusses aiembershlp b history of Interorganliational 
Advisory Committee on Radiological Emergency Response 
Planning b Priparedness. Act AV Godwin participation. 

RVAN.R.O. Office of State Programs. 79/12/07, Ip. 


7912210036 Notifies there arc no instances where emergency plan 
concurrence aipected to pose difficulty provided current std 
far concurrence (NUREO-791 used.Addl requirements may raise 
problems. 

CQLLINStH. E. Assistant Director for Emergency Preparedness. 
79/11/39. Ip. 


7912260023 Foruiards comiaents on draft City of Drownsville. TX B>amplc of 
radiological emergency response plan for nuclear facility 
accident.Plan not consistent u/NUREO-79/11 1. 

RVAN.R.O. Office of State Programs. 79/12/04. 7pp. 


7912360123 Designates HE Senders as Acting Assistant Director 791219- 
1222 . 

COLLIHS.H. E. Assistant Director for Emergency Preparedness. 
79/12/14. tp. 


7912260263 Forwards cemmants on French amirgeney planning dacumente 
requested by French Civil Defense Director. Documents fall to 
give clear guidance for emergency planning procedures. 

CDLLINSrH. E. Office of State Programs. 79/11/27. 7pp. 


791^70037 Outlines history of Intarerganiiatlonal Advisory Committee 
on Radiological Emergency Response Planning b Preparedness, 

Ack participation of LJ Daly. 

RVAN.R.O. Office of State Programs. 79/12/07. Ip. 


7912270042 Outlines history of Interorgani lat lonal Advisory CosMslttea 
on Radiological Emergency Response Planning b Preparedness. 

Ack perklclpation of MN Djarenson. 

RYAN.R.e. Office of State Programs. 79/12/07. ip. 


7912270046 □utlines history of Intcrorganiietional Advisory Committee 
on Radiological Emergency Response Planning b Preparedness. 

Ack participation of TA Mack. 

RVANtR.C. Office of State Programs. 79/12/07. ip. 


7912370074 Outllnas history of Interorganiiatlonel Advisory Comnittse 
an Radiological Emergency Response Planning b Preparedness. 

Ack participation of JL Montgomery. 

RYANiR. O. Office of State Programs. 79/12/07. tp. 


791227007b Outl ines history of Interorganliatlonat Advisory Committee 
on Radiological Emergency Response Planning b Preparadnets. 

Ack participation of OH Drawer. 

RYAN.R. B. Office of State Programs. 79/12/07. Ip. 


7912270079 autlines history of Interorgani latlonal Advisory Coaaittea 
on Radiological Emergency Response Planning b Preparedness. 

Ack participation of JJ Kearns. 

RVAN.R.O. Office of State Programs. 79/12/07. ip. 


7912270086 Outlinas history of Intsrorganizatienal Advisory Commlttae 
on Radiological Emergency Response Planning b Preparedness. 

Ack participation of B Davies, 

flVMI,R.O. Office of State Programt. 79/12/07. Ip. 


7912270094 Outl InvB history of Interorganizationel Advisory Committee 
on Radiological Emsrgancy Response Planning b Preparedness. 

Ack participation of EE Jones. 

RVAN^R.8. Office of State Programs. 79/18/07. ip. 


7912270103 Outlines history of Intsrorganlzatlonal Advisory Caisalttea 
on Radiolagical Emergency Response Planning b Preparedness. 

Ack participation of DJ McClelland. 

RYANiR.B. Office of State Programs. 79/12/07. ip. 


7912270112 □utllnes hlstary of Interorganizatlonal Advisory Committee 
an Radiological Emergency Response Planning b Praparadnass. 

Ack participation of F Hancuso. 

RVAH>R.a. Qffica of State Programt. 79/12/07. ip. 


7912270129 Forwards AR Emergency Operations PlaniAnnez O-Radiolog leal 
Incident Rasponse. w/790937 transmittal itr. U/o end. 

CLElS-ANDiR. Aesistant Director for Emirganey Preparadnoso. 
79/13/06. Ip. 


7912270197 Dutllnee hiatory of Interorganizatianal Advisory Commlttea 
an Radiological Emergency Raspante Planning b Preparadnets, 

Ack participation of JH Proctor. 

RVAN.R.O. Offlco of Stata Programs. 79/12/07. Ip. 


79122^9613 Forward B TUI task action plan resource requirements in 
response to 791214 request. U/o end. 

RVANiR.«. Office of Stata Programs. 79/12/20. ip. 



iMONDOCKETED ITEMS 


- 7912380624 Forwarili list of NRC approvad itata govfc attondaai 
(•twdantil far 80009-18 radlalogical eaargencu raipanis 
■ piratlona eourta. 

COt-LlMfl# H- E. Aaalatant Diractor for Enaraancu Fraparadnaii 
T9/1S/20. Ip. 


7919010185 Conflrnt dlicusilons follaulng ravitui of Stata of TX 
radiation control progran. NRC program for ragulatlon of 
agraaaint oatl it adaituata to protact public haaltri li 
■afatg. laprovamant posdfala in budgating. 

RYAHiR.O. Offlea of Btata Program. 8A/LAD. 79/12/13, 2pp. 


7918310327 Forwards CO Dapt of Maalth 790628 Hr raouemting that 
Fodaral Emargancg Hgt Agancy Invantory i. radiitrlbuta Modal 
CDV 700 lurvag matart b CDV 138 doslnatart. Satka vlauis ra 
uaafulnatd b faaalblllty of raguait. 

RVANiR.O. Offica of Stata Program. 79/12/11. ip. 


prlntad daicrlptlonal natl ro mini tarainat data 
COLLINBt R. E. Offica of Btata Programs. 79/12/06, Ip. 


7912310484 Forwards proposad additions to action plan items, Including 
docuasnts covering radiolodina sampling collaction davleas 
U/g fnel. 

COIX I MS, H- E. Assistant Diractor for Emargincu Praaaradnass 

79/IB/OS. Ip. 


IPPREP i^NDOft REPORTS AND REUTED CORRESPONDENCE 


79iM50S09 Subsits results of evaluation of all oparating plants 
J*'^f^**** *^/W««tln9houi* ECCB evaluation no<l>el t# use of 
heatup rata depindent burst inadtl In small break evaluation 
modal. No safatg problems Identified. 

^KHSON, T. H. Uastlnghoute Electric Corp. NS-7TIA-2163 79/11/16 

6pp. 


7918050948 Discusses abnormal event evaluation repts ra nuclear 
supply ays designed by Uestlnghouso. Requests fesdbaci on 
format b contant of repts b racomoiendatiDns re distribution 
Or r«pto. 

A^RBON.T-H, UlstinghouSB Electric Corp., PHR Systems Dlv. 
*y/H/13. 39pp. 


steals 


.fvimuauoov Kiquascs final NRC position 


uri^iBrie tor nare 


I containment long-tsrm program. Plant unique analysis will 
ba suamittsd upon receipt of final resolution of l«C 
acceptance criteria. 

^^9-79. 


'=° calculate cladding hoop stresses at 
perforation. Foruerds SuppI A re CHASTE OS syalllng b rupture 

flOBSls ^ 

8VCHHDL7,R.H. Oeneral Electric Co. MFN-a70-79. 79/11/16. I3pp. 


7918070391 Foruardt Mark 1 contamination program errata to 
^-a4S39-P. “Full Seals Tost Program FinSI R.Jt " 
Proprlatary info withheld (ref lOCFR 8.790). 

BOSON, L.J. Oensrol Electric Co. MFM-aD3-79. 79/11/87. Spp. 


7907860940 Discusses Investigation of posslbla ovsreiposures of faur 
eaployaet to radioaetlvo malls.Cltes ovldenci indicating 
•tpesure valuos reported by Helgeson Nucleer Bves are in 
error. 

RCVNOLOB, L. E. Cham-Nuclear Bystems, Inc. 79/06/14. ip. 


79ISKK10D94 Bumnary of 791028 meeting w/OE b CE owners group in 
■ stbeiifat NO re development of emergency procedures for 
tNlI break l-OCAs b outstanding request for addl info. 

THONASi C. 0. TMI-a Bulletins b Orders, 79/11/16. 18pp. 


79i2MOSOO Foruards proprlatary b nonproprietary versions of CENPD-a63, 
■ATHB Early Verification, “ In raeponse to NRC 790815 Itr re 
(--E NBS9. Proprietary varsien withheld (ref lOCFRa 790) 

Affidavit oncl. 

POINDEXTER, C. H. C-E Operating Plants Owners Oroup. 79/11/38, Spp. 


—7918030805 CENPD-a63^iP 

Monproprletary. version of "ATHB Early Verification, “ in 
• raeponee to NRC 790818 lir ra C-E N86B, 

• C-E Power Systems. 79/li/30. i47pp. 


7912040813 Forwards Revision 
dA Propraa Description. “ 
BREED, A. Osneral Electric 


1 to "Nuclear Energy Oualnees Oroup 
Co. 79/11/89. 2pp. 


BNR 


7912070477 Notification of 791206 meotlng w/SbH to 
support ctr design, including data transmission. 
IElFOflD,J.T. TMI-2 Lessons Learned Task Force. 


discuss technical 
79/11/89. 2|ip. 


791S110388 Forwards std order for DDE work. 

**■ ?' Division of Operating Reactors. FIN A-6265. 

f*wt\ Ir 18s 1^. 


' Bco oravr rtar utib uark; 






Control Byi Support, " Issued to Efl b 0. Inc, 

80-8^9'”' WlO/u'* R'flulAtlon. FIN 6-6856. 


7918110898 BNL-NURE0-a67e9 

"Condensation Indircad Hater Ifammer in Bteam Oenerators, ■ 
prepared for presentation at Joint US-Japan Info Etchangas 
Dynamics, Osaka Uni v, Osaka, Japan, 790801-03, 

Brookhaven National Laboratory. 
BNL-NUREa-367a9. 79/06/30. i9pp. 


7918180108 BNL-NURE0-864S8 

Thermal Hydraulic Analyste: Impact of Float Traniport 

HADNl, l.K., ADRAHAL. A, K. Brookhavan National Laboratory. 79/ia/H. 


■7918040838 NEOO-1 1209-04A 

"NueUar Energy Business Oroup BHR OA Program DaBcription," 
Havlsion 1. 

• Oenaral Eloctrlc Co., Nuclear Energy Products Dlv. 79/11/89. 


7912040300 "Review of LLL Draft Btlsmic Haiard Analysis." 

* Md/John A. Blume b Aeeoc. Engineers (subs, of UR8). 79/10/31 

Bpp. 


^iodeli** ^“"'**'''1 791113 neeilng w/Nestlnghause re LOCA cladding 

DENISE.R.P. Assistant Director for Reactor Safety. 79/11/16. 


791B1S01S1 BNL-NURE0-a6464 

■Inception b Oivelopment of Voids In Flashing Liquids," 
prapared for pretsntation at Joint US Japan Info Eichange 

Dynamics. Osaka Unlv. Dsaka, Japan. 790801-03. 
JONEBiO.C. Brookhavan National Laboratory. 79/06/30. 3Spp. 


7912040356 Submits results of evaluation of fuol rod heatup rata sMoi 
id burst. hfo safety problem for Wesiinghousa plants 
Identified b all plants are in conformance w/NRC 
r djul atlone. 

AIBERBON, T. H. Uestinghouse Electric Corp, NB-TKA-8163. 79/11/16 

»ff- 


7718180187 BHL-NUHE0-a6572 

■Feedback Control Bys for Nonlinear Blmulatlon of 
Qparational Transients in LMFBRs. “ 

KHATIB-RAHBARIM, AORAHAL. A. K. , SPIMIVABAN, E. 8, Brookhavan National 
Labnraiary, 79/12/11. 42pp. 


7918040357 Confirms 791108 telcon re nonconservetlve femture In 
HdSklnghouit lerga break ECC8 avaluation modoli. Overall 
. evaluatlen planned. 

;■ AfOERSON, T. H. Heitlnghouse Electric Corp. NB-TMA-aisa. 79/11/16. 


79120403^ eukmlts evaluation of NUTECH 791003 ropt,BSP-Ol-001, "Bmoke 
fiwlatlen Prototype Test Conducted at Yankee Rowe Nuclear 
riant." Tracir gat technique feasible for study of smoke 
' advament. 

i VOCCIO.J. Brookhavan National Laboratory. 79/11/30. 18pp. 


7918130003 Forwards IIAH-10122A, 
TAYU}R,J.H. Babcock b Hllcot 


"Nornal Operating Controle. ■ 
Co. 77/11/30. 8pp. 


—7912130009 BAH-10122A 

"Normal Operating Controls. * 

HANBONiO.E. Babcock b Hlleai Co. 79/11/30. 78pp. 
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NONDOCKETED ITEMS 


771213014Q Foruiarila "Analysis to Demonstrate Adequate Core Gooling. 
More detailed description of analyses uiill t>e provided by 
771328. 

BUCHHOl.Z. n. II. Oeneral Electric Operating Flant Owners Group. 
hFN-290-79. 79/11/30. Ip. 


7912180151 Responds to FOIA request for info re higher fuel turnups in 
coMercial LWRs. Forwards documents listed In App A.Addl info 
can be found in proceedings of 790429 t 0503 AN8 topical 
meeting in Portland. OR published by ANS. 

CARR.J. C. Division of Rules and Records. 79/12/06. 2pp. 


--7912130152 "Analysis to Uemonstrate Adequate Core Cooling." 

• Oeneral Electric aperating Plant Owners Group. 79/11/30. 

400pp. 

791QI30244 Notifies of programmatic changes to topical rept. before 
implementation of change. Forwards revised Pages 19 i 21 of 
"QA Program For American Inst of Steel Const Nuclear Qualitg 
Certification Program. '■ 

PEShEK.C- American Institute of Steel Construction. Inc. 79/12/04. 
3pp. 


7912130447 Sotimils C-E pre-test analysis of Semiscale Test B-07-10D 
performed using best-estimate approach w/modif ied version of 
email hreat evaluation model . Anal ys is data withheld 
(ref 10CFR2. 790). 

LIEOLER.O. C-E Operating Plants Owners Group 79/12/03. 2pp. 


79I213033B Informs of delay in responding to 790815 Itr re dc pouler 
source failure for DilR/3 t 4. due to increasing amount of 
high priority TMI work. Response to Homs 1. 1. 1. 2. 1 . 4 E< 2. 1 
will be submitted by 791221 h to remaining items by 800221. 

ENGEL, n. e. General Electric Co. MFN-2ai-79. 79/11/26. Ip. 


7912130342 Forwards notice of intention to change App D of QA Proapa® 
Topical ilept Nil QA-1. Revision 3A. Change updates commitment 
from ANSI N4S. 2. 12 to Reg Guide 1. 144. 

COl/NSIL.H. 0. Harlheast Utilities. 0A-3S6I. 79/12/Oi. 2pp. 


7912130563 Notifies that NTiC 790815 request for addl info re CEffi»B“178i 
"Structural Analysis of Fuel Assemblies for Combined Seismic 
t LQCA Loading" is under review. Duo to oitent of request.no 
schedule possible until Feb 1980 

eCllERERiA. E- C-E Power Systems. LD-79-069. 79/12/04. 2pp- 


7912130566 Informs of availability of NeDE-2S16a. "Lab Eianinatlon of 
Garlgliano Secondary Oteam Ceneratur □ Core Samples." Rept 
contains proprietary inf o. Af f i dawi t for withholding 
(ref lOCFRO. 7901. 

WATANABEiH. T. Oeneral Electric Co. I1FN-292-79. 79/12/06. App. 


7912180523 Responds to NRC 791017 telcon re small break accident 
guidelines in NEDO-2470a. Gui dellnea structured so that 
aisdiagnosis mill not lead to inappropriate action for 
actual break loca tinn. Di scusses symptom differences. 

STAHK.8.J. General Electric Co. MC 682. 79/13/13. 3pp. 

7912180S34 Forwards ETR-1001. "Nuclear QA Program Manual." Revision B. 
TENZER/B.E. Ebasco Services. Inc. (subs, of Ensereh Corp. >. 
79/12/14. 2pp. 


— 7912I0OS41 "Nuclear OA Program Manual. "Revision 8. 

a Ebasco Services. Inc. (subs, of Ensereh Corp. ). 79/12/14, 

42pp. 


7912180574 Forwards documentation to support 791116 meeting on power 
generation control camples cable connector requirements L 
proposal for supplementing NED0-10466A. "Power Generation 
Control Comploi Criteria !< Safety Evaluation." 

BTHOUPE^E. P. Oenoral Electric Co. MFN 300-79. 79/12/13. Ip. 


79121B05B7 Subfflite info re flow path between control vol representing 
core/upper plenum L control vol representing upper head. in 
response to NRC 791120 request for addl info. 

REEDiC. HustinghousB Operating Plants Owners Group. 79/12/10. Ip. 


7912190097 Haquasts addl info re geometry of upper head region of 
reactor vessel to compleio evaluation of Hostlnghouse small 
break LQCA analyses presented in lJCAP-9600. 

R08B.B.F. TMl-2 Bulletins t< Orders. 79/11/20. 4pp. 


7912190209 Ack receipt of 790720 request for withholding info re mobile 
radwaste solidification sys topical ropt from public 
disclosure. Request granted (ref 10CFR2. 790). 

BAER.R. L. Light Hater Reactors Branch 2. 79/12/05. 2pp. 


7912190416 Forwards HCAP-7a00. Revision SA. " 
Plan." nonpraprletary version. 

AHKRBON.T.M Uastlnghouse Electric Corp. 
Ip. 


'Hucloar Fuel Div QA Program 
NS-TMA-2 1 76. 79/12/12. 


7912140251 Forwards proprietary rept NEriE-24196. '’Basis for DHR/A 0*S 
Fuel Thermal Analysis Applicattnn " Affidavit re wlthholditig 
proprietary info end. Documen t withhold (rof lOCFfi2. 790), 

DUCHHOLZ. H. H. General Electric Co. HMa-065-79. 79/12/10. 6pp. 


•7912190424 HCAP-7SOO RSA 

"Nuclear Fuel Div OA Program Plan." Revision SA. 
nangropr ie tary version. 

HODRE>«J.S. HestinghousB Electric Corp. 79/11/20. 79pp, 


7912140258 Notifies of organ! ja tional change for QA dept L Site Const 
manager re 790702 approval of topical OA rept. 

UIIRIO.n E. Florida Power 6 Light Co. L-79-337- 79/12/07. tp. 


7912170023 Discusses 791120 meeting in Lynchburg. VA w/D61J to disevss 
pre-tost calculation for LOFT L3-1 oiper iraent. Meo ting 
minutes attached. 

NORIAN.P.E. TMI-2 Dul letins L Orders. 79/11/21. Ip. 


— 7912170027 Summary of 791120 meeting w/BLH in Lynchburg. UA re pre-teel 
calculation for LOFT L3-1 eeperimeiit. Mee t ing minutes 
attac hed 

NORIAN.P-E. TI1I-2 Bulletins & Orders. 79/11/20. 2pp. 


— 7912170030 "Preliminary Craft2 Model of LOFT L3-1 EsperlniEnt - 
Presented to P Norian t J Outtman. " 

SAVAMI.N.K Babcock b Hilco* Co. 79/11/20. 21pp. 


791217012B Requests evaluation of NUTECH test method be prepared by 
J Doccioi 1 Asp.O Kievan I. T Pintel 1. submitted by 791203. 
Evaluation should state whether prototype satisfies In situ 
testing critorla 

FEROUBQN.R.L Plant Systems Branch. 79/11/07. 2pp. 


7912180022 Responds to 791116 Itr re evaluation of mods of small break 
LOCA guidelines contained in Revision 1. NEDQ-24700. Mod s 
accep table. 

RQSa.D.F. TMI-2 Oulletlns b Orders. 79/11/2B. 24pp. 


7912190509 Forwards discussion of criteria for use in local power range 
sionitors In average powor range monitor sys of aperating 
BHRs.per 791106 commitment. 

DitU(K£iR.O. Oeneral Electric Co. MFN 304-79. 79/12/14. 9pp. 


7912190558 Responds to NRC 791108 Itr re NUflEG-0630. "Cladding Ewelling 
tc Rupture Hodois for LOCA Analysis. " Rept appears to be 
tharough compilation of recent csperlmental data on cladding 
defor-ttation. 

BCHEHEBiA. £. C-B Power Systems. LD-79-070. 79/12/11. 10pp. 


7912190568 Responds to NRC 790215 request for summary of reasons for 
concluding that containment. NSSS L balanee-of-plant 
equipment can accomodate effects of ATH3 requiring boron 
injection for mitigation. Specif ic answers end. 

BUCIbflILZ. R. K. General Electric Co. MFN-303-79, 79/12/14. 19pp. 


7912190573 Responds to NRC 791100 Itr re NUHEO-0630. "Cladding. Swel 1 Jng 
b Rupture Models for LQCA Analysis." Vendor recommends 
evaluation of all cladding data accumulated since Issuance 
of lOCraSO. 46i App K. Industry committee is proper forum. 

TAYLQRrJ.M. Babcock 6 Wllcoi Co. 79/12/10. 3pp. 


7912190597 Forwards HCAP-9639. "Ropt on Small Break Accidents for 
HBstlngbouse NSBB w/Upper Head Injection." nonproprietary 

ANOERBON. T. H. Uestingtiouse Electric Corp. N9-TMA-2177. 79/12/13. 

tp. 


7912180024 Approves of 791031 changes to D!.R-002A. Revision 3 "OA 
Program for Nuclear Power Plants. " 

MAASS.H-P. Quality Assurance Branch. 79/11/21. Ip. 


7912180156 NEnQ-21660 

"Ejperlence U/BUR Fuel Through Dec 1976. " 

ELKINS. R.B.. DAVIES. J.H . KQUTZCLAW. K. M. General Electric Co. 
77N£Di20. 77/07/31. tOpp. 


•7912190601 WCAP-9639 

"Rept on Small Dreak Accidents for Uestlnghouse NSSS u/Upper 
Head Injection." nonproprietary version. 

DOHERTY. P. J. . 0RE6HAM. J. . ANDERSON. T. M. Mestinghouse Elsctric 
Corp. 79/12/31. 63pp. 



IMONDOCKETED ITEMS 


7912170599 Forwards response to WIC 791100 Itr re WUnEG-Oi30< 
'OSaddlngi Suiel 1 ing !< Rupture Models for LQCA Analysis.'' 

Ceonents on model representatloni location of c urvest industry 
stdiECCS tnodelf sensltivi ty studies t< future programs. 

DUCHliOL?. R. H. Oeneral Electric Co. MFN-294-79. 79/12/07. Bpp. 


7912190639 Forwards responses to NHC 791100 Itr re NUnEO-0630. 
*C ladding. Bwel 1 ing !< Rupture Models for LOCA Analysis. “ 
Concludes that rupture blockage data supports conservatistn 
of current vendor rupture blockage model. 

OWSLEYiO. F. Elion Nuclear Co. i Inc. (subs, of Eiion Corp > 
79/12/10. 7pp. 


7912SOO330 Forwards summary of Mestinghouse investigation re cracting 
In noiile region of French fabricated reactor vessels 
fifceerved by French licensee. 

AHDEfiSON. T. M. Hestinghouse Electric Corp. NS-TMA-217a. 79/12/13. 
9pp. 


7912SOO301 Responds to NRC 791030 Itr re request for addl info oit 
f£S0-23632 concerning analysis of DNR-6 std plant malnstean 
bead fitting analysis documentation. 

CEBiB.j ESSUEIN.O.A. Oeneral Electric Co. 79/12/13. 3pp. 


7912300919 "flliH LOFT L3-1 Prediction Dec 1979." 

TAYLOR. J.H. Babcock U Ullcox Co. 79/12/31. 21Bpp. 


791S20C631 Affirms acceptance of 791103 revised pages re guidelines Fdp 
emergency operating procedures for nominal 1400 psl range 
safety injection pump plants. Copy of approved guidelines 
encl.H/o end. 

RQBB.D.F. TMI-2 Bulletins & Orders. 79/12/06. App. 


7912200ii39 Identifies lead plants U dates for audit of implementatlcm 
of guidelines for emergency operational procedures ro smalt 
break LOCAi, Auditors will represent operator liceiislnoi 
reactor sys. IE & project mgt disciplines. 

ROSB.n.F. TMI-2 Bulletins & Orders. 79/12/06. 9pp. 


7919200630 Confirms plens to audit certain OE BUR licensee emergency 
procedures Ti operator retraining ro small break LOCAs. 

Mantlfles plants & dates for audit. 

nOSB.D.F. THI-2 Bulletins b Orders. 79/13/04. 3pp. 


7913200697 Forwards proposed IE bulletin re OE cable saparatlen 
violation. 

EISENHOT. 0. 0. Division of Operating Reactors. 79/11/23. 3pp. 


79I82I01I7 Forwards completed LUL/ARAC questlnnalre in response to 
79113B request, Recommends questionalre be sent to Fodoral 
Enirgincy Mgt Agency. U/o end. 

CtSLLIWOi H. E. Assistant Director for Emergoncy Preoarodness. 
79/12/07. Ip. 


7912310347 Forwards BO-TOP-li Rev! s ion 3. "QA Program for Nuclear PoBer 
PI ants. " 

DAVtBiH.A. Bochlel Power Corp. (subs, of Bechtel Corp.). 79/12/13. 
If 


—7912210393 DQ-TQP-l 

•OA Program for Nuclear Power Plants." Revision 3. 

» Bechtel Power Corp. (subs, of Bechtel Corp. 1. 79/10/31. 106pp. 

7912260012 Forwards minutes of 791119 mooting in Nindsor.CT re status 
of C-E LDFT L3-I pretest calculation. 

NCHIAN.P. E. TMI-2 Bulletins b Orders. 79/11/Sl. ip. 


— 79S2260017 Summary of 791119 meeting w/C-E b C-E owners group in 
Windsor. CT re status of LOFT L3-1 pretest calculation, 

RORIANtP.E. TMl-2 Bulletins b Orders. LOMOO. J. Combustion 
Engineering. Inc. OAQPER.J, CrE Operating Plants Owners Group. 
79/11/19. 3pp- 


7912360020 Discusses Racammondation S. l.7a of Denton 791030 Itr to all 
licsmees re automatic initiation of auxiliary feeduiator 
f lots. Licensees ' responses revealed generic issue involving 
unrevleueif safety question. Meeting will be held. 

HOSSiD.F. THl-2 Bulletins b Orders. 79/11/20. 2pp. 


7912360126 Discusses 791109 meeting w/C-E b C-E owners group re draft 
of proposed rept on ATWS in C-E p Ian ts. Agenda end, 

PARCZEWSKl.K. 1. Reactor Oafety Branch. 79/12/07. 31pp. 


7912260291 Forwards "Mods to Hestinghouse ECCS Evaluation Model for 
Tiro Loop Upper Plenum Injection Plants " Document ulthheld 
(rif 10CFR2. 790). 

ANDERSONj T. M. Hestinghouse Electric Corp. NS-TMA-2172. 79/13/0& 


7912370109 Foruards results of baiJ-off rate ana 1 u ses . c ontrol rod drivu 
pump Mteup capability use for plants nut previously 
addressed 4 draft procedure for optimiiing control rod drive 
ptinp flow to reactor. 

BHERKWID. G. B General Electric Co MFN-2nS-79 79/'ll/27 7pp 


7913370162 Foriuards topical repts re radwasto solidification sys.i 
response tn 791I&1 request. H/o encE. 

DAER^R.L. Light Hater Reactors Branch 2. 79/12/11. 2pp 


7913270300 Forwards rept- "Wes t inghouso Prediction for LOFT Nuclear 

Eiperiaent 13-1. " 

REED.C. ComanonuBallh Edison Co. at5-26 79/lD/lS, ip. 


— 7913270307 "Hestinghouse Prediction for LDFT Nuclear Etporiment L3-1 
• Hestinghouse Electric Corp. 79/13/S5. Bdjip. 


7913370292 Foruards pretest predictions for two small break tests to bo 
performed In two-taop test appara tus. Provides bads bo be 
used to evaluate validity of assumptions applied in 
preparing operator guidelines for small break accidents. 

BUCfMDLZ. R. H. Oeneral Electric Co. RHU-071-79. 79/12/10. IDpp 


7912370546 Discusses fuel pellet/clad interaction analyses, in response 
to NRC request for topical r ep t. Concltidons of previous 
761310 study remain va 1 id. obvi a t ing new affort at present 

tine. 

ANDERSON. T. n. Hestinghouse Eloctrlr Corp. -NS-TMA-SITI . 79/12/04 

IP- 


7912370601 Responds to NRC 790902,13 b 1030 itrs re completion date 
for esialyaes of transients b accid ent s. Has t i nghousu owners 
group will submit analysis by 000331. per NIJtlEG-057a. 

REEDrC. Hestinghouse Operating Plants Duincrs Group. 79/12/20. ip. 


7913200063 Transmits memo forwarding BNL repts on iodine monitors b 
Dandia Labs rept an accident descriptions. H/o end. 

CQLLIHS* II. E. Assistant Director for Emergency Hr eporednoss. 

79/13/04. Ip. 


79133B0S17 Forwards GAI-TR-106. "QA Program for Nuclear Power Hl.siits." 
RevialDii S.Revisions reflect or gan i lat ional ctiang »s. Add I 
changes for clarification b update are marked in margins. 

DARKER. If.H. OilSer fc/Commonwea I th Cos. 79/12/lU. Ip. 

— 7913380530 OAl-Tfl-106 

"OA Frogran for Mocloar Power Plants." rtovioion 2 
BARI^.N.R. Gilhort/Cottimonuealth Cos. 79/11/30 115pp. 


7918300547 Forwards propplclary errata b addondo to App D of 
NEDE-3401 l-P-A. "Osneric Reload Fuel App 1 1 ca t i on. " Document 
withheld <ref lOCFRD. 790) 

ENOEL.R.E. General Eloctrtc Co,. Nuclear Enorgy Products Dlv 
HC-683. 79/13/14. 2pp. 


79133B0969 Forwards proprietary updates to notes on 791030 presentation 
to electric util e i-ccutivss. LP disc Insp rept b discussion 
of Mthod For sotting priorities of units. in rospunse to 
791217 requests. Info withhold (ref 10CFR2 790). 

ANDERSON. V. S. Hss t in gliouso El o c tr i t Corp. 79/12/20. 2pp. 


7913310014 Notifies of complotion of review of BAH-1556. "Evaluation of 
Atypical Weldment." Requests re-issuance uF rept according 
to provisions of NRC topical rept program 

RUaCHSTCIHiL. S- Light Hater Reactors Dranch 4. 79/12/12 3pp. 


— 7913310034 Topical rapt evaluation of QAH-15S6, "Evaluation of Atypii.a 
Weldment.” Ropt acceptable. 

* Engineering Dranch. 79/12/12. Dpp. 


7913310119 Forwards evaluation rn areas of diaagreemunt in HCAP-V157. 
Includaa aathod of calculating qualified life of resistance 
teisp dstectors 4 qualification of remote bollous sensing 
pressuro transmitters. Enel withheld (ref IOCFn2.790). 

STOLZiJ.F. Light Hater Reactors Branch i. 79/11/16 Ip. 


79133101^ Initiates now generic task to develop NRC position 
establishing water shields that protect sensitive electrical 
equipwont From water damage. Forwurds NRC draft position on 
HotoT shiolda 4 portion of Dentan memo to Bradford. 

FERGUSOMr R . L. Plant Systems Dranch. 79/13/12. 6pp. 
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NONDOCKETED ITEMS 


791S3103S3 Notification of 791212 meeting u/SanitU Lab in Betheid«>KD 
to revieu procedure* for evaluating fault trees using sot 
eguation transfornatlon sgs. 

ftNeeL.Q- J Light Hater Reactors Branch 1. 79/12/05. 2pp. 


7912170047 Respond* to Technical Asetstance Renoest 5331 re Union 
Carbide U tailings retention at Uravan project. In*p has 
revealed alaraing sign* of retention dam instability. 

Unscheduled safety revieu not possible. 

KERRiO.H. Assistant Director for Engineering. 79/11/21. 2pp, 


79123103B9 BVTR-l-0 

Revised pages for "OA Program Description. 
B Qlacl & Veatch. 79/12/04. 150pp. 


HASTE MQT NUCLEAR HASTE HANAQEHENT 


7912170100 Responds to 791025 request for draft EIB re proposed Haunt 
Taulor project U mill tailings impoundment. No EIB ulll be 
prepared since NRC does not have direct licensing authority 
over U Mill boilings. 

TRAflERiE.A. Uranium Recovery Licensing Branch. 79/11/21. ip. 


7912030026 Foruards uater quality analytical data collected fron 
Jul-Oct 1979. 

HAlXNERiR.D. Cotter Corp. 14530. 79/10/04. 11pp. 


7912170109 Notifies that request for hansen project environ rapt should 
have been directed to Cyprus Mines Carp. NRC ulll forward 
request. 

HILLERiH.J. Uranium Recovery Licensing Branch. 79/11/23. ip, 


7912050574 Notifies that Civil Sys. Inc 790910 drauingi "Dokrun Resourcas 
CorpiMarquei U Hill Tailings Disposal Area - Conceptual 
Design Solid tt Liquid Haste Disposali" has been forwarded 
in response to NRC 790911 request. 

TOPP.A. A. Neu Heiico. State of. 79/10/11. Ip. 


—7912050500 Forwards requisite number of documents re Bokum Resources 
Corp application. 

TOPP.A.A. New HeiicD, State of. 79/10/12. Ip. 


79121701BB Forwards request for addl Info to perform radiological 
assessaents of ore-upgrading operations !■ tailings disposal. 
HILLERiH.J. Uranium Recovery Licensing Branch. 79/10/16. 7pp. 


79121702BO Exprissss appreciation for participation on Hansen project 
tour. Forwards atrial photograph of mill tailings area ti 
app to Habler rspt on Hansen project tailings Impoundmant & 
raffinate pond. U/o end, 

THOKPSOiiH. A. Cyprus Mines Corp. 14B02. 79/11/09. Ip, 


—7912050565 Forwards "Designers Hemorandum BiDesign Concepts for Solid 
Haste Disposal Trench 1 For Bokun Resources CorpiBante Ftc 
NM. ° RL Volpe 790926 Itr to Bokum Risourcts Corp enel.U/o 
end. 

TOPP.A.A. New HtxlcQ, State of. 79/10/12. Ip. 


79121SOOSO Forwards background info for uss In praparing for 790403 
aeetlng re technical assistanca to State of KB re Lyons KB 
salt alna uaata facility. 

KEHIitO.H. Assistant Director for State Agraamenti Frograni, 
79/03/23. 2pp. 


— 7912 050589 "Designers Memorandum 4>0eneral Design Concepts for Solid 
Haste Disposal." prepared for Bokun Resources Corp. Santa Ft. 

NK, 

* Civil Systems. Inc. 14600. 79/09/24. 12pp. 


— 7912050601 "Designers Kemorandun 5. Rsvegetation Program: Harquet Mill." 
prepared for Bakun Resourcas Corp. Santa Fi. Ntf. 

■a Science Applications. Inc. 14600. 79/09/24. 14pp. 


—7912050604 "Designers Memorandum 6. Oeomorphology Coni Idaratlons: Ptarquoi 
Mill." prepared for Bokum Resources Corp.Sante Fe. NM. 

< Science Applicatlont. Inc. 14600. 79/09/24. Spp. 


—7912050607 "Designers Metiorandum 7tAnalysls of Capillary Rise Abova 
Burled Tal lings: Marque t Hill." prepared for Bokum Resources 
Corp.Santa Pa.NM. 

• Science Applicatians. Ine. 14600. 79/09/24. 10pp. 


—7912050610 "Designers Memorandum B.Design Concepts for Solid Haste 
Disposal Tranch 1." prepared for Bokum Resources Corp.Santa 
Fe.NM. 

• Civil Systems. Inc. 79/10/10. 21pp. 


— 7912050613 "Designers Memorandum 9. Design Concepts for Completion of 
Stege I Dan." prapartd for Bokum Resources Corp.Santa Fe.NM. 

• Civil Systems. Inc 14600. 79/10/12. 9pp. 


7912060368 Submits outline for soil sampling program review. 

EADlEiO.O. Uranium Recovery Licensing Branch. 79/10/25. 2pp. 


7912120573 Notification of 791211 meeting u/AZ Atomic Energy 
Commission. NM Environ loprovemsnt DlviEPA Rtgions 6.8 ti 9 b 
Navajo Nation in Albuquerque. NM to discuss cd programs for 
public re U development on Navejo land. 

SCARANO.R.A, Uranium Recovery Licensing Branch. 79/12/03. Ip. 


7912140102 Porwerds "RadioLog leal Dose Assessment of Church Rock U Kill 
Tailings Dam Paliure, " 

EADIE.O. Uranium Recovery Licensing Branch. 79/11/26. 2pp. 


79121S0053 Forward* most recent Info re state of KB request for 
assistance for Rickano Corp application for low levil 
waste facility at Lyon.KS. 

KERR.O.H. Assistant Dlrictor for State Agreements Programs. 
79/10/11. Ip. 


— 7912tS0060 Forwards State of KB Bureau of Radiation Control 790935 Itr 
to Rickano Corp requesting addl info re proposal to operate 
low level waste facility at Lyons. KB. Requests comment. 

BOCH£RTiH.R. Kansas. State of. 79/09/10. Bpp. 


-7912180067 Statsment of cooperation between State of KB.Agrtsmsnt 
Stata.Hina Safety & Health Administration fa NRC. 

ALLEN. O.H.. ORAY.M. K. . 8TQLTENBER0. 0. Kansas. State of. 79/09/25. 


79I21BD072 Forwards Info re proposed salt mine storage application in 
Lyons.KS in view of announced cloeing of nuclear waste 
burial sites in Beatty. NU fa Hanford. HA. Forwards Rickano 
Carp 791113 response to State of KS 79090S quastlons, 

BEIERLE.F.P. Rickano Corp. 79/10/27. 240pp. 


791219D0S8 Advises that request for denial of byproduct matl license 
for Hansen project has bein forwarded to state of CO watte 
control offices. 

SCARAfm.R. A. Urenlum Recovery Lleenting Branch. 79/11/23, Spp. 


7912190070 Forwards risponse to request for Info re lleenting euthorltu 
fa raquirenents for propoeed Haneen project. Permits 
applicable to Cyprus Hines Corp tncl. 

eCARMlO.R.'A. Uranium Recovery Licensing Branch. 79/11/23. 3pp. 


7912190184 Submits dose estimates from ingestion of Church Rock 
llveatock. 

EADIEtO. Uranium Recovery Licensing Branch. 79/12/02. Spp. 


—7918190225 Submits preliminary radionuclide reaulte re tissue samples 
from Church Reek livistack. 

DQUn.M>R. L. Environmental Protection Agency. 79/10/12. iOpp. 


— 7912140121 "RadiDlogicel Doss Assessment of Church Rock U Mill TaillnfS 
Dan Failure. " 

GNUONOLI.O.N. , EADIE.O.O,. MILLER, H.J. Uranium Recovery 
Licensing Branch. 79/10/31. ESpp. 


79121^959 Forwards comments re "Draft EIB for Mgt of Commercially 
Oenerated Radwastes. Apr 1979." 

HART1M.J.B. Division of Haste Management. DOE/EIB-0046-D. 
79/10/25. 4pp. 


7912140536 "Oround Mater Discharge Plan Using Below Grade Tailings 
Dlspasal:HaTquf t Hlll.NM, " 

Applications. Inc. 79/10/22. pp. 


'avanmllt tailings status.dua 
rssment states. 

d bs verified. 

ng Branch. 79/11/16. Spp. 


—7918190266 "Comments on Draft EI8 for Mgt of Commercially Oenarated 
RadtMstas.Apr 1979," 

« Conmlsiion. DOE/EI8-0046-D. 79/10/31. 9app. 


7918190285 "Designer Memo 12:0enaral Design of Evaporation Ponds for 
Liquid Haste Disposal." prepared for Bokum Reeources Corp. 
a Civil Systems, Inc. 79/10/19. 250pp. 



NONDOCKETED ITEMS 


7918190288 BuMar« of 79102i dlicuaslon u/Kantitako r» dtopmoJ 
atitiiaint ttudiii for delinaotlng gaologle ti ligdrolootc 
condition* at Sit* B of bolow grade diipasal area. 

ROBINETTE' H. 8. Uill laoit-Roblnc tta t< Ai«oclata*> Inc 14B03 

4pp. 


7912200171 Racommend* sesipling locations 
•rrOct» on drinking water oP facility 
alachargea. ^ 

aTU9>H.r.L. Envlronmontal Protection 


for monitoring program re 
spill ti Rio Puerco 

Agency. 79/03/18. 10pp. 


7912190380 Formardt ravUtd radioactive license application n 
Oralgnar Haido 12 b Bokum Resourcas Corp “Oround Hater 
Discharge Plan Using Bslou Oradt Tailings Disposal-Harquer. 

** U/o tnc 1. 

TOPP<A.A. Niw Haiiee. State of. 14366. 79/10/23, ip. 


7912190338 Sumaarg of NRC 790911 slta visit rt proposed U atll 
BlifosBl iche«e>at alternative to origlnel design. 

KRUOilI.E. Uranium Racovarg Licensing Branch. 79/lQ/lA. 


tailinga 

3pp. 


—791219033? “Conceptual Design Rept.Dalou Oredi 
Karqgex U Hill Bite." Ovarstie draining end 
* Civil Bgsteais. Inc. 79/10/16. 9pp 


Tailings Disposal at 


‘7912S80177 Foruiard I list of 
tailings spill, for use in 
BTUMPH/T.L. Envirofifflental 


const! t uents 
monitoring p 
Protection 


possiblg 

rograiB. 

Agencg. 


present at fecllitg 
79/IO/10. 3pp. 


1 ‘ I«»sing or iivssttock specimens 

results oipected early In Oct 1979. 
HOFFMAN. H. New Msslco. State of. 79/09/13, Ip. 


--7913280192 Submits sstlmates of 
Racommsnds refraining from eat 
anlntals. 

EADlEiO. Uranium Recovery 


livestock radiation dose ingestion, 
ing possibly contaminated 

Licensing Branch. 79/12/02. 3pp. 


7912190783 Dltcussas NHC 791120 taleon u/Bokum Resourcas Cora re 
Tsdiological questions on rsvltad "Orounduiatsr Dlscharaa 
Plan Using Bolou-Orad* Telling* Disposal- for Bokum Mafquai 
Hlll-Stfawarg of questions & answers and. 

KHUOjM. e. Uranium Racovcpy Licensing Branch, 79 / 12 / 04 . 3pp. 

79122^44 Forward* Ulllian Hatotan I. Atsoclatts, Inc drawing. "Hill 
Mul Road li Tailings Area: Eidusion Arte from Juan. Tafoya. 
Orant.MeKlnlag. Sandoval li Valencia Countiee, '• re fiokun 
Naseurcss Carp application. 

TOPF.A.A. New Heslco. State of. 14082. 79/11/23 Ip 


•7918200433 "Mill.l^ul Road b Talllnga Area: Eidusion Area from Juan. 
Tafoya. Orant. HcKlnleg. Sandoval h Valencia Counties." 

Sheat 8. 

HATOTAN. H. I, H«. Hatotan ti Associatai. Inc. 14SB2. 7B/07/ai 

*P- 


7912200360 Confirms 791026 taleon re NRC b state agency 791105 tour of 
IMfVttn ri*OJtCt lltt. 

Cyprus Hines Corp. 


Proji 
TTiOHPaON.H. A. 


14B01. 79/10/29. 2pp. 


7918300613 Forward* 791106 FR notice of withdrawal of NRC Intent to 
prepare draft EI8. draft low b high level waste mgt programs, 
draft 0EI8 re U milling li Intsregineg Review Oroup rept to 
Prsiident re nuclear waste mgt In response to 791030 itr. 

' eCARANO.R. A. Uranium Recovery Licensing Branch. 79/11/21. 2 pp. 


7918210091 Rsquest by State of CO Dept of Health for Acre* American 
rift to Union Carbide including critarla, inglntarlng design 
ipeea. itabilikatien work b criteria b design estimates for 
Phase IT atabllliatlon work. essimatei for 

HAILE.A.J. Colorado. State of. 79/11/88, 8pp. 


7912870184 Forwarda list of outstanding geotschnlcal tnglneerlng safati 
isauii ri raviaed design of Church Rock tailing* dam Shleh 

fAtlVt IT) wUl ItZt. 

79/W/lo" ^6pp *■ Environmental Analysia. 


7912^1W Forwards mill watar faalanca calculations. Natl Nlldlifa 
Fidiration Appeal ii Forast Bve responsive itatamant rt 
approval of Homaataka oparatlng plan. FES Is still Inadequate 
4 approval of oparatlng plan 1* not within law. 
aiHCHUK. 0. Homastake Hlnlng, Co. 14776. 79/10/19 40pp 


I 7918880133 Forwards compilation of documants rt facility U mill 
I talllngi dam failure. 

EAOie.0.0. Uranium Recovery Licensing Branch. 79/12/07, 2 pf, 


•791B880139 Summarizes facility environ Impact asaasamant effortt 
EAOIEiO. 0. Uranliin Recovery Licensing Branch, 79/12/07. Spp. 


•7918^148 Advioa* of results cf rsviiw sffart* to dits ra facllitu 
taSllnga Impoundmant failure. ^ 

79/08/83*’' '^9pp°*^^'* ***" Eiscutlva Director for Oparatlons. 


'—7912880168 Forwarda procedures for sampling Rio Puarco strsam bad 
SampUiig to be cemplatad 791004. 

UOLFF.T. A. New Heiico, State of. 79/09/24. Spp. 

— WISasOIA? Submit* outline providing general guidance re faEiUty aoll 
, ; aaapling program review. * 

EAOIE.0.0.' Uranium Recovery Licensing Branch. 79/12/03. 2 pp. 




H#alth*H samples collactid by Indian * 

DOUOLASrR.L. Environmental Protection Agency. 79 / 10 / 12 , 11pp. 


"^D^ailur3“”“’‘''®‘“* °°** FaelUty U Mill Tailing* 


791B29D6B4 Forward* "Fraoperati 
PragrmnrAuropa Joint Venture 
cemmanta sncl, 


anal Environ Data Collactlon 
Project," Jul 1979. DOE 


HCORATHiE. J. McOrath. E. J, 14361. 79/09/25, 4 pp, 


- 7913230687 "Prsoperat Iona 1 Environ Data 
•Mint Venture Project." 
a Placer Amei, Inc. 79/07/31, 42pp, 


Collection 


Program: Aurora 


slrim HO meeting w/Utll Hast. Hgt Oroup In Silver 

rSIillttonl """'*"** NRC hlgh-levsl waste mgt 

7^/09;®'spp. ‘^**** Management Branch. 


XPGRTLIC EXPORT AND IMPORT LrCENBEB 


-iTr "•■Ponsa to Coitunltalon 791019 order raqueatlng viewa on 
nucumr r.actor export to Phi I Ipp ine*. Request, hearing o^ 

3:c‘XS::n*::cl" *=“ ‘nt.rv.n..Bupp2rt?ng 

i^e.^Phil iSSm. ''“ABSER!'l"r"A.h»if^!'il. , 79/i 1 


Inlx^trle*. Inc for license to 
2.96 g 0^3, contained In 50 g U oilde. to Japan. End uaa 
•net. 

COmE.H.J. 8PEX Industries, Inc, 01004. 79/10/01. 3pp, 


eiport 


7918030046 Amend 4 to Trensnuclear. Inc 
atatl mutheriisd for Import to 6,742 
U-^3. 


Ileenss, Increasing quantity of 
kg U. enriched to I.OIX 


R, N. Assistant Director 
Safeguards. 79/11/16, ipp. 


for Eiport/Import & International 


®7Wli/0a' Co. Uubs. of sigma Aldrich Corp. J. D-89. 


791^0038 Application by Mitsui b Co, Inc for license t 
zircaley-S tubs ihsll co-iitruded u/liner made from 
Zirconium sponge to Japan. 

MtWOEN.T. Mitsui b Co. . Ltd. 136136. 79/11/07. 


0 export 


2pp. 


^-^or* r. proposed 
** ? •PP'J'AtJon Oppos** loan to Filipino govt to 

niiclaftr plant. NftC obligtd to ttudu SAfity htjilth & 

•nvlron i«p«cti of facllltv. 

JEFFERSON, K. Affiliation Unbnown. 79/11/19. 


Submit* cogent* on procedural b jurisdictional issues 
iriMlvad in Nsitlnghouse application. NRC has no 
aatrabarpitorial jurisdiction. Htalth. safety I. environ 
FM* cti are rsiponslblUty of reclpisnt country. 

DS'OlX.V.P. Atomic Induitrial Forum. 79/11/16. 


Spp. 
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7912030097 eiecutive Branch position re UestlnshDuas applicabion fop 
license to eiport 1. 130 nicr ograms of Cf-252 to Spain. 

License should be grar^ted. 

HOSENZDtL.V. BtateiDept of. Bureau of Oceans & InternatJ Environ f« 
Scipntific Affairs 79/11/13. 2pp 

791203010B License for Monsanto Research Corp to export 8.500 g Po-338 
to Australia. Austria. Belgium. Canada. Denmar k.Pirl and. Francs, 
blest Gernang. Ire land. Italg.Japan.LusemthOurg. Noruag. The 
Netherlands. Bueden. Sui tier land !< United Kingdom. 

MOORE. R.N. Assistant Director for Ei port / Import 6 International 
Safeguards. 79/11/13. 2pp. 

7912030110 Submits application for amend to WeBtlnghcuse license. to 
include eiport of tuo addl noveaSle incore detectors to 
Belg i urn. 

KEENAN. R-P. Westinghouse Electric Corp.. Nuclear Energij Sgsteias. 
ICg-9374. 79/10/-26. Ip. 


7912030214 Eiecutlve Branch position re Edlou Inti Co application far 
license to eiport 6.5 Cf-252 as cermet ulre to United 
King dom. License should be granted. 

N0SEN70.U.V. State. Dept. of. 79/11/19. app. 

7912030215 Application bg GE for license to export 12.306 bg U dioxide 
pouider to Japan. 

WILSONpB.D. General Electric Co. DOW 79232. 79/lt/Ol. Ip. 

7912030216 Requests Eieculive Branch position ro Edict; Inti Co 
application for license amend increasing amount for export 
to Japan to 60.000 Cl of tritium gas. 

PETERSON. M. R. Assistant Director for E « p ort/lmport V International 
Safeguards 79/11/23. Ip. 

— 791203021B Requests amend to License XB-1005 increasing amount for 
export to Japan to 60.000 Ci tritium gas. 

HARMON. D.W. Edluu International Co. 79/11/13. 2pp. 


7912030243 Forwards application bg DDE for litense to 'export 5 fcg O 
meta I . enriched to 4S'4 U-235. t. 20 Vg U me tal. enrich ed to 
19.75X U-235, to The Netherlands. 

MCDONOUGH. «. 0. EiiPrgg.Dept. of. 79/11/02. Ip. 


— 7913030244 Application bg DDE for license to eiport 5 kg U metal, 
enriched to 45X U-23D, ?. 20 kg U me ta 1 . enri ch od to 19.75X 
U-33Si to The Netherlands, 
a Energg. Dep t. of. 79/I1/U6. 2pp. 

7912030261 License for Mit-.ul ti Co. Inc to export 73.000 Jb of Zlrcaloy- 
2 tube shells to Japan. 

SHEA. J. R Assistant Director fur Export/ Import & International 
Safeguards. 79/11/23. Ip. 


7912040003 Application bg Teledyne Nah Chani) Albany for license to 
eiport Zircalog-2 tube shells to West Germany. 

HArTENBARQER.S. Telodgne Hah Chang Albany. C 1392. 79/lI/lA. Ip- 

7912040037 Requests amend to export licence naming Bristol Aernspace 
as intormcdiate consignee. 

SNVDER.D. K91 Tube Div. 79/11/05. Ip. 

7912040040 License for tiestinghouse to export 1130 micrngrams Cf-SSS. 
contained in tuo prlmarg sources. to Spain. 

PETERSON. M. R. Assistant Director for Export/ Import 8i International 
Safeguards. HNC-NnC-3A. 79/11/23. 2pp. 


7912040041 Amend 1 to Westinghouse license eitendlng expiration dale to 
Q01201. 

PETERSON, M. R. Assistant Director for Ei por t /Impor t & International 
Safeguards. AHN-2E-10I49. 79/11/23. Ip. 


7912040042 Amend 3 to NL Indus tr les, Inc 1 Ic ense. increasing export of 
U metal bg IB. 144 kg t< extending eiplnatien date to 800101. 

PETEHSDM, M. fi. Assistant Director for Ei por t /Impor t i International 
Safeguards. 79/11/23. Ip. 


7912040047 License for Sigma Chemical Co to export 5 Vg deuterium 
oiide. contained In compounds, to India 

PETERSON. M. R. Assistant Director for Eipor t/lmport l< International 
Safeguards. 0-29. 79/11/23. 2pp. 


7912040059 License for Edloui Inti Co. as agent for Rad locbomical Centre 
Limited, to export 6.5 mg Cf~232 to Unitad Kingdam. 

PETERSON. M. R. Assistant Director for Eiport/Import & International 
Safeguards. KC-CA. 79/11/23. 2pp. 


7912040061 License for Isotec Inc to eiport 1 kg d euterlum. contained in 
9 kg deuterium oitde.t 18 bg deuterium as gas to Austria. 

Australia. Belgium. Canada, Denmark. Finland. France. 1 talg. Japan, 

West Germany. Netberland s > Spa in. Sweden L United Kingdom. 

PETEBSDN.M. n. Assistant Director for Eiport/Import & Inlernatioral 
Safeguards. 79/11/23. 2pp. 


7912OS0O77 Response in opposition to Ctr for Development Pollcg, 
Philippine Hovement for Environ Protection et ai 791119 
reciuest that Cemmission waive rules on export proceedings. 

Kelleher rept available to publ ic. Cor ti flea te of 8vc end. 

BECKER. J.M. Office of the Executive Legal Director. 79/11/29. Spp, 


7912050097 Cosments In response to Commission 791019 order requesting 
vIdub on Commission jurisdiction to consider nuclear reactor 
effects in forelg-n country. Proceed ing affects foreign policy 
which NRC cannot formulate. 

SCAROLA.J.A. Ebasco Services. Inc. (subs, of Enserch Corp. 1. 
79/11/19. 17pp. 


7912050206 Forwards revised request for hooring on seven issues 
outlined In 790419 request to intervene. 

ASIER.T.R. Asher, T.R., PC. 79/11/21 ip. 


— 7912090211 Response to NRC 791019 request for views on Philippine 
export proceedings. Hear ing an seven items outlined in 790419 
petltiun tu intervene requested. 

AEHERa T. R. Center for Davelopment Policy. ASHER. T.fl. Asher. T. ft.. 
PC. 79/11/21. 69pp 


7912OS0219 Forwards notes 6 errata sheet to views on procedural & 
jurisdictional Issues re Westinghouse application to export 
nuclear reactor te Philippines. 

PERLAS.J.N. Affl nation Unknown. 79/11/21. epp. 


7912050328 Affidavit of C Planaa on 791119 re Westinghouse application 
to export nuclear reactor to Ph i I ipp ines. Appl icat ion should 
be denied due to health b safety risks 6 high cost of maint. 

PLANAS.C. Affiliation Unknown. 79/11/19. 4pp. 


7912050336 Forwards petition stating views of 16 individuals ti 14 
public Intareot groups re Westinghouse application to export 
nuclear reactor to Philippinos in response to NRC 791019 
request for comments. 

ASHER. T.n. Asher, T.R., PC. 79/11/19. Ip. 


— 7912050343 Urges NRC to undertake examination of health; safety 
environ impacts of proposed Philippines reactor. 

HATTIOON.L. Center for Development Policy. POLLACK. R. Critical 
Mass Energy Project. ALVAREZ, R. Envlrontnontal Policy Center. 
79/11/13. Spp. 


7912050396 Statement of vieue by Natl Power Corp agency of Oovt of 
Philipp Ines, in response to Commission 791019 order. Atomic 
Energy 6 Nuclear Nonproliferation Acts were not promulgated 
to dictate policies on foreign nations, 
e Phillppinea. 79/11/lS. Bpp. 


7912090546 Application bg NORCA Machinery Co for ticonse to export 
2 shear valves to India. 

STERN.R.N. NORCA Hachinerg Co. 79/11/06. Ip. 


7912060174 License for GE to export miscellaneous components. except 
aseamblad pressure vessel s. primary coolant pumps, fuel 
charging 6 discharging machines & control rods, to Italy. 

PETERSmi. N. R. Assistant Director for Export/Import & International 
Safeguards. BDW-79230. 79/11/20. Ip. 


791206017B Submits application to amond 1 icense. adding addl 10.000 Cl 
trltiuni for export to Japan. 

HAnH0H.D.H. Edlow International Co. 79/11/13. 2pp. 


7912060183 Application by Pathfinder Mines Corp for license to expert 
6S.00D kg of yollowcake to Mexico. 

* Pathfinder Hines Corp. 79/11/14. Ip 


7912060187 License for Slgmn Chemical Co to export S kg deuterium 
oxide. contained in compounds. to New Zealand. 

PETERSON.H.R, Assistant Director for Export/Import 6 International 
Safeguards. D-26. 79/il/20. 2pp. 
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791SO£0193 License for Paul-Munros Hydraul ice. Inc to eiport 12 
feUdraulic snutibers to France. 

PETERBON. M. R. Assistant Diroctor for Eiport/Import !• International 
Safeguards. 79/11/30. Ip. 


79120dD199 License for Paul-Hunroo Hydraulics. Inc to eiport 13 
liydra-ullc snubbers to France. 

PETERSONf K. R. Assistant Director for Eiport/Zaport C. Internationa] 
Safeguards. 79/11/30. Ip. 


791S0£02D& License for Signa Chemical Co to export S kg deuteriusi 
ei Idir contained in compounds, to Canada. 

PETERSON, ti. R. Assistant Director for Expor t/Inpor t & International 
Safeguards. D'27. 79/il/20. 2pp. 


7912060320 Forwards application by Paul Munroe Hydraulic s. Inc for 
1 (censs to export hydraulic steel supports to Uest Oeraany. 
SIEOFRlEOtvI. R. Paul Hunroe Hydraulics. Inc. 11NnB-B21S. 79/11/16 

ip. t 


—7912060327 Application by Paul-Hunroe Hydraulics. Inc for license to 
export 20 hydraulic steel supports to West Oeraany. 

SIEGFRIED. J. R. Paul Hunroe Hydraulics. Inc. S760BN. 79/11/13. 

IP- 


7919070181 Submits partial response to FDIA request for documents re 
shipment of spent nuclear fuel fron foreign sources tc 
Savannah River p lant. Foruiards documents listed in app. 

CARRiJ. C. Division of Rules and Records. 79/11/33. 3pp. 


"7912070211 Discusses request for approval of route for imports of 
Irradiated HTR fuel. Approves proposed route on interia 
basis. Requests analysis of alternatives be submitted to NRC 
by 790331. Proposal subj to 10CFR2.790. 

HCCDAKLE. 0. H. Cemaissian. 79/07/23. 2pp. 


791S07O23S License for OA Co to export 390 g U-23S, contained in 1.970 g 
U 6 3. I g tr-S3S. contained In 5. 7 g U. to United Kingdon. 

PETERSCKlj H. R. Assistant Director for Eiport/lmport L International 
Safeguards. TFl-loai. 79/11/20. 2pp. 


7913100216 Application by Edlobi Inti Co for license to export 06 g tf 
as ratural tl powder fc slugs to United Kingdom. 

HMRiKW.D.M. EdJoai Internatianal Co. BN NAT U. 79/11/16. ip. 


79J9100474 Response in opposition to Ctr for Development Policy. 
Pbllipplne Hoveneiit for Environ Protection. Hovement for Free 
Philippines U NJ Perlas 791119 pleading. Uaiver of export 
rules will create uncertainty among Importing countries. 
SETTAUERiR. J. State. Dept, of . 79/11/39. 4pp. 


T912I1D1S6 License for Sigma Chemical Co to export 5 kg deuterium 
oxide contained In compounds to Canada. 

PETERSON. H. R. Assistant Director for Export/Import 6 Intarnotional 
Safeguards. 79/11/30. 3pp. 


7919110160 License for Sigma Chemical Co to export 3 kg deuterium 
Dilde contained in compounds to Brazil. 

PETERSON. M. R. Assistant Director for Export/Import L International 
Safeguards. 79/11/30. Spp. 


7912110163 License for Mitsui & Co. Inc to export 3S0 lb of 2ircaloy-2 
tube shslts co-exbrudad u/iirconiuai sponge liner to Bweden. 

PETEREDHj H. R. Assistant Director for Export/Import b International 
Safeguards. 79/11/30. Ip. 


7912110166 Application by Bigma Chemical Co for license to export 
cmapBunds containing 0 kg deutoriuri to Norway. 

STERN.H.C. Sigma Chenical Co. Isubs. of Signa Aldrich Carp. >- D-30. 

79/il/20. Ip. 


7912110173 Licenso for Thiokol Carp to export 2S0 g deuterium oxide as 
liquid to India. 

PETEHSONi H. R. Assistant Director fnr Export/Import & Internatianal 
Safeguarde. 79/11/23. 2pp. 


79191I02SO Forwards application by DDE for license to export 5 kg tf 
Betal.enrlched bo 49X U-239..b 20 kg U metal, enriched to 
19. 73X U-2as. to The Netherlands. 

HCDOHOUSHi H. D. Energy. Dept. of. 79/10/31. Ip. 


■7912110284 Application by DOE for license to eiport S kg U metal 
enriched to ASX U-233. t< 20 kg U metal, enriched to 17. 75X 
U'23S.tD Tha Netherlands. 

« Energy. Dept. of. 79/10/31. 2pp. 


79I211029S Forwards appl ication by Mitsubishi Inti Coip for license to 
expert 310 kg U-235. contained in 9.324 kg U.tu Japan. 

NATAHAOE. N . Hitsubishi International Corp. (subs, of Mitsubishi 
Curp. J. »1SA-54ao-01. 79/10/29 Spp 


7912110297 Application by Mitsubishi Inti Corp for license to export 
310 kg U-233. contained in 9.B24 kg U. to Japan. End use 
statement end. 

FUHAZMIA.V. Mitsubishi Internatianal Cnrp. (subs, of Hitsubishi 
Corp. >. HSA-SABO-OJ. 79/10/29. 2pp. 


79121103B3 Brief in lieu of pleading. re nuclear reactor export to 
Philippines. Questions ability of less developed nations to 
deal H/nuclear technology issues. Support ing diicumDntatiO]i 
end. 

2ARSKV.L. Affiliation Unknown. 79/ll/l'9. 132pp. 


7912110495 Forwards application for export license for minor nuclear 
e xpo rt. Ltr of assurance required. 

PETESBOH. H. n. Assistant Director for Export/ Irapor t L International 

Safeguards. 79/12/04. Ip 


7912110523 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

PEIERSONi M. n. Assistant Director for Export/Import L International 
Safeguards. 79/12/04. Ip. 


7912110538 Foriiiard a application for export license For minor nuclear 
export. Ltr of assurance required. 

PETERSONrH. R. Assistant Director for Export/Import L In t ornationa 1 
Safeguards. 79/13/04. Ip. 


7912110547 License for Exxon Nuclear Co> Inc to export lircaloy tubing h 
end capsr Inconel plenum springsi alumina insulator disesatie 
plates & skeleton ssts to Uest fieraany. 

PElERSONrH. R. Assistant Director for Export/Import L International 
Safeguards. 79/11/27. Ip. 


7912120143 Amend 1 to GE export license extending expiration dote to 
021201 L removing Condition I. 

PEiERBON. H. B. Assistant Diroctor for Export/Import U International 
Safeguards. 79/12/03. Ip. 


7912120143 Asiend 1 to Hokci Tnc export 1 icense. increasing value of 
eyuipaent to «2:)6i 601. 25. 

PEIEHSONiM. R. Assistant Uireccor for Export/ Impart It International 
Safeguards. 79/13/03 Ip. 


7912120203 Requests Executive Branch puslticTir re Paol-Huriroo 
Hydrauliesa Inc application for license tc export 6 snubbers 
to Republic sf South Africa 

tlQDREiR.M. Assistant Director for Export/Tcpcr t Si International 
Safeguards. 79/11/13. Ip. 


■7912120203 Forwards application by Paul-Munroe Hydraul Ice. Inc for 
license to export 6 snubbers to Republic of South Africa. 
S1E0^R1ED«U. Paul Hunroe Hydraullcsi Inc. 79/10/30. ip. 


7912120407 Amend 1 to CE export license extvndiny expiration date tu 
810201. 

PEIER93H> H. R . Assistant Diroctar for Export/Import 6 International 

Safeguards. 79/12/03. Ip. 


79I212Q49A Requests Executive Brunch position re Norca Machinery Co 
application for license to export two pieces of shear valve 
ti» India. 

MDQIEjR. M. Acslstant Director for Eiport/Impor i U International 
Safeguards. SC-B3S2. 79/11/19. Ip. 


—7912120462 AppllcatioM by Norra Machinery Co for license ku export two 
shear valves to India. 

STERN.R.N. HORCA Machinery Co. SC-S3S3. 79/11/06. Ip. 


7912120468 Requests Executive Branch position re CE application for 
license to export J2.306 kg Uranrichod to 3. IX U-33Si to 
Japan. 

HSOREfR.N. Office of International Prograns. 79/11/13. ip. 


—7912120476 Application by GE for license to export 12j306 kg Ui 
enriched to 3 IX U-335. to Japan. 

• Qeneral Electric Co. B!)W-7923a. 79/11/01. ip. 


7912120S37 License for Uestinghouse to import 1305 kg U< enriched to aai 
SX U-235i from Sweden. 

PETERSQNi H. R. Assistant Director for Export/Import ti International 
Safeguards. 79/12/05, 2pp. 
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79121B0539 License for Hestingtiause to e»por 
Innliatlon chambres to France. 

PETEflBONi M. R. Assistant Director for Ecp 
Safeguards. 79/'13/05. Ip. 


t four coaipensated 
ort/lBiport & International 


791S140O13 Reauests Eiscotive Branch 
applicotien for Ucensa to aiport 
Kino fan. 

PETEBStWi M. 8. Assistant Director 
Safogvards. 79/13/03, Ip. 


position re Edlow Inti Co 
he>af luorlde to United 

for Eiport/Import li International 


7913120S42 License for Paul-Monroe Hgdrau 1 Icst Inc to esporfc 20 
hgdraulic sniibtors for steasi generator & prlmarg pump 
seismic ti accident restraint to West Qermang. 

PETERSONi M. R. Assistant Director for Esport/Import fc International 
Safeguards. 79/13/05. tp. 


7913120547 License for Taledgne Uah Chang Albang to espor 
jircalog. contained In two tube shtllB>tD West Oermang. 
PETERSON. M. R. Assistant Director for Eiport/Inport *< 
Safeguards. 79/13/OS. ip. 


t SiiOQO lb 
International 


79I2120S51 Submits application to anend llcensa to extend expiration 
date to 830101. „ ^ ^ 

WILSON. B.D. General Electric Co,. Nuclear Energg Products Div. 
BDM-79243. 79/11/16. Ip. 


7912120569 Amend 1 to Edlou Inti Co export I Icense. authorix ing 
re-export of matl to Japan. 

PETERBON.H.R. Assistant! 

Safeguards. 79/13/03. Ip. 


re-export of matl to Japan. ... • 

PETERSON. M. R. Assistant Director for Export/Import it International 


7912120573 Forwards application bg Harobenl America Corp for license to 
export 20 g Pu & 6 g Pu sulfate tetrahgdrate to Japan. 

OKUDA.H. Marubeni Artorlea Corp. <siibs. of Marubeni Corp.). 
HAl-KD-5976. 79/11/01. Ip. 


— 7912120576 Application bg Marubeni America Corp for license to espart 
20 g Pu l> 6 g Pu sulfate tetrahgdrato to Japan. 

MAMIYA.B- Marubeni America Corp. (subs, of Marubeni Corp. i. 

7H-0119. 79/11/06. 2pp. 


7912130040 Application bg Kauieckl Berglco I ndustrl es^ Inc for lieonsi 
to export 164 ft of ZIrcalog 11 toamlese tubing to West 
Oeraanu, 

BHYDER.B. KDl Tube DiV. 79375. 79/11/21. 2pp. 


7912130087 Forwards application for liconee amend 
export. Ltr of assurance required. 

HQOftE.R.N, Office of International Programs. 


for minor nuclear 
79/11/13. ip. 


•7912130102 Requests license amend to Include tuo addl ooviiblo imcora 
detectors for expert to Delglum, 

KEENAN. R.P. Hestlnghouse Electric Corp. 77/10/26. Ip. 


7912140017 Requests Executive Branch position re Doeing Co eppllcation 
for Amend S to export license. add Ing airlines In Thallond. 
Philippines *1 Indonesia, to list of ultimate conslgnoes to 
receive emergeflcg aircraft counterweights. ^ ^ 

FETESaDN. «. R. Assistant Director for Export/Ieiport h International 
Baftguarde. 79/12/03. Ip. 


7913140061 Requests Executive Branch position re DRO Inti. Inc 
application for license to export SNM to Soviet Union. 
pgl^SDN.M. R. Assistant Director for Export/Import h International 
Safeguards. 79/12/04. Ip. 


7912140111 Executive Branch position r# Mestlnghouse applleatien for 
licsnse to txport 2. B74 kg U-a3S. contained In 82.086 kg U. 
to yugoilavia, Ltr of assurance encl.Lleonie should be 

M^NZoiL-V. State. Dept. of. Bureau of Oceans 6 Internatl. Environ. 6 




•»£>/» I tnn 


7912140119 Amsnd 1 to export license for Paul-Monroe Hgdreulics. lne> 
adding intermediate consignse. ^ c, 

PETERaONi M. fl. Assistant Director for Export/Import tc Internatlenel 
Safeguards. 79/11/27. Ip. 

7918140118 Submits request to amend export 1 Ictnta. adding tntermsdiate 
aiEOFHIEoij. R. Paul Munrot Hgdraulies. Inc. 79/11/27. Ip. 

7912140123 Submits application to amand license. increasing amount 
exported to 10. S kg U. containing 0.073 kg U-239. 

HARHQN.D. Edlow International Co, 79/11/26. Ip. 


7912140139 Forwards applleatien for export llcensa for minor nuclear 
eiport.Ltr of assurene# required. ^ ^ 

PETERSON. M. R. Assistant Director for Export/leipert Ic International 




7912140141 Executive Branch poeltlon re BfcH application for licenai to 
export 60 kg U-235. contained in 1.900 kg U. to United 
Klngdofl.Since application has besn ulthdrawn.no action will 

hlQB^ZO?i.. V. State. Dept. of. Bureau of Oceans & Internatl. Environ. I> 
Bcientlflc Affairs. 79/11/21. Ip. 


7912130109 Application bg Dresser Industr les. Inc for llcenoe to expert 
2 Cl Cs-137.0.0002 mCl radium. 10 Cl Am-24l-BB U 375 mCl 

AII-241-B# to Boviot Union. 

HILSIIN.D.J. Dresser Industries. Inc. B-194/1-007. 79/H/16. Ip. 


7912140146 Submits application for amend to export lieanea. extend Ing 
expiration date to 810201 . 

MIl^ON.B. D. Oeneral Electric Co.. Nuclear Energg Products Div. 
8DH-79249. 79/11/26. ip. 


7912130123 Requests Executive Drench position re Marubeni America Corp 
application for license to export NDS stds containing 22 g 
Pu to viepan. t 

HOOREiR.N. Aseistant Director for Export/lnport It Internaeional 
Safeguards. 79/11/13, Ip. 


7912140149 Executive Branch position re Edlow Inti application for 
license te export 68.900 kg U to Switzerland via France. Ltrs 
of eseurance and. License should be granted. 

MDSENZO.L..V. State. Dept, of . Bureau of Oceana fc Internatl. Environ. » 
Scientific Affairs. 79/11/27. 23pp. 


--7918130129 Application bg Marubeni America Corp for license to expert 
MBS stda containing 22 g to Japan. 

MAMIYA.S, Marubeni America Corp. {subs, of Marubeni Corp. >. 

ZH-0119, 79/U/06, 3pp. 


7912140193 Foruardi application for export license for minor nuclear 
export. Ltr of assurance required. . . . , 

PETERSON. M.R. Axsletant Director fer ExporV/Import »i Interretional 
Safeguerds. 79/12/03, Ip. 


7912130124 License for Tube Div of Kauockl Berglco Induetries.ini: fee 
export 164 ft Zlrcalog II eeemlesi tubing te West Oerneny. 

PETERSON. M. R. Asxistent Director for Export/Import h International 
Safeguards. 79/11/27. tp. 


7912130139 Application bg Blgma Chemical Co fer license to export 3 kg 
deuterium oxide liquid to Australia. 

STERN. H.C. Sigma Chemical Co. (lubs. of Sigma Aldrich Corp. I. D-31. 
79/11/20. Ip. 


7912140176 Requests Executive Branch position re Metl, Bellows Corp 
application for lietntt to export nuclear reactor components 

PE^^BMM.R. Assistant Dlractor for Export/Import h International 
Safeguards. 79/12/03. Ip. 

7912170338 Forwards application bg Traninuclaar. Inc for llcipse to 
Bxpert 3.008 kg U. inriched to 93. SOX U-833. to Tha 
Nstheplands. 

KATBQN.V. Transnucleer. Inc. 79/11/16, ip. 


7912140004 Subalts application for amend to export license. increasing 
value, 

BRU8H.P.N. Hoke. Inc, 79/11/19. ip. 


7912140010 Requests Executive Branch position re Uesbinghouit 
application for license te export proportional countar to 
Philippines. 

PETERSON. H. R. Aftiitant Director for Exporb/Iisport 4s Internetienal 
Safeguarde, 79/12/03. Ip. 


•7918!70343 Application bg Trantnucltar. Ine for llcenee to iiport 
3.008 kg U. enriched to 93. SOX 0-239. to The Natherlande. 

End uaa statement and. _ 

e Trantnucloar. Ine. NUK 307. 79-319, 79/11/16. 3pp. 


7912170348 Forwards application tag Boaing Co for Ueansa to export 
depleted U exempt counterweights to China. 

HOT0AN.U.E. Boeing Co. 79/11/21. Ip. 


— ^7918170393 Application bg Boeing Co for license te expoVt depleted W 
exempt counterweights to China. 

MOROAM.M,E. Boeing Co, DOC# 40-7783. 79/11/21. 2pp. 
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3^i9i7039& ForMsrdi application by Transnuclsar< Inc for llcinae to 
■ ■port 34i 901 kg U haiafluoridai ■nrlchad to 3. 39X U-SaSrto 
Wilt OirMtiy. 

lUTSDMaV. Traninucltar, Inc. 79/11/07. Ip. 


— ■7918170363 Application by Traninucltar, Inc for llctnio to aaport 
34,901 Ig U htkaPlooridt, tnrichtd to nia> 3, 35X 0-839. to Mait ’ 
fiarAany.End uit itataittnt and. 

• Traninirctiar. Inc. nBU30979-307/01. 79/11/08, 3pp 


7918190794 Application by Appleton Pepara, Inc for license to aiport 
one ilBctron capture detector unit containing Ml -63 source 
to Soylet Union. 

SRAINICH, V. A. Appleton Paperc. Inc. 73/77420-4,3,19. 79/11/30. 


Mlthdrauis application for export License XCOH-0318. 
mAr.J.Q. ITT Orlnnell. 79/1S/06. Ip, 


T9iai70364 Forwards application by Transnuclaar. Inc for license to 
- •apart 17,400 kg U, tnrlchad to 3. 3SX U-S39, to Hast OerAanv 
r PWI80N>V. Trananuclear. Inc. 79/11/07. tp. 


I 

^ —7918170366 Application by Trananuclear. Inc for lleinse be export 
kg U, enriched to 3. 39X U-S39/ to Meat Oernany.End use 
■ atateaent end. 

• Traneniielear, Ine. RBU 306 79-30B. 79/11/08, 3pp. 


17e4DO 


Notifies of waiver oP 15-day vaitlng period for Issuance of 
license due to urgent renulrement re export dP Zircalou-II 
••aaleas tubing to Uett Oermany, 

= l, international 


7918S0O8B3 Application by Mltaul & Co. Inc 
16 Zlrealay-S tube shells to Japen. 
HOHBEM.T. Hitsul t Co, , Ltd. 136133. 


for license to export B. 900 
79/13/04. Ip, 


! 7918170369 Application by Edlou Inti Co for license to export 
i 13,000 kg tails depleted U hexafluoride to United Klngdon. 

I KARKM.p^U, Edlow Internetional Co. 79/11/31. ip. 


7918170371 Application by ReOter-Btokes Inc for license to export U-833 
•tpa«ited as U dioxide on internal surface of nodal 
AS-CA-OaOl-aSl radiation detector, to Franca. End utc 
•tateaant and. 

SKARLPA,0.0. Reuter-Stokas. Inc. V-B374. 79/11/07. 4pp 


79iaa00a6 Forwards revised and use statenents & research 
raactor directories to be Included In export license 
applications. Amends quantity of U-839 on License XBMM-1949 
froa, 34. 29B kg to 24.360 kg. 

_KAT8IM,V. Transnudear. Inc. 79/11/20. IQpp. 


training tast 


7918^0310 Bubnlta application to amend 
Austria as intereiad late consignee in 
TAVkJOft.R.fl, Hensanto Co. 79/11/37, 


license adding 
foreign country. 
Ip. 


IAEA. Vienna. 


7918176374 Application by Hawlatt Packard Co for licsnte to export HP 
Hodol 9736A gat chromatograph equipped w/elcctron capture 
•etactor 187134.19 aCi Ni-63 plated part. to China. 

IUMAfMlA,0. Hewlett - Packard Co. 1B30-016S3. 79/10/14. ip 


7918301X131 Amend 1 to Honianto Ra search Corp license, addlne 
interasdlate consignee. 

PETERB016 11 R. Assistant Director for Expart/lmport fa Int 
Safeguards. 79/13/07. ip. 


IAEA as 
arnatlonal 


7918170376 Application by Hestlnghouse for license to export one 
coapensatid lenixatlon chamber ULBIOB to Hist Oermany. 

POCHALrH.F. Hfstinghousa Electrize Corp. ZE-10369. 79/11/86. ip. 


by Oe for license to export 119,000 kg U dioxide 
SHR fuel bundles to Spain. 

UILSONiB. General Electric Co. 79/H/30. ip. 


7918100008 Application by Hatheson Oas Products for license to export 
3«000 lltars diuterlum to Taiwan. 

UOOOfL.D. Hathfson Oas -Produets, 79/18/04. 3pp. 


7918180003 Application by Isotope Products Labs for license to expert 
1 aCl Cu-a44 to The Netherlands. 

hELfl.K. Isatope Products Laboratories. 79/13/04, Ip, 


7918180039 Application by Hastlnghouae for license to export two 
uncaapensatad lenixatlon chambers to Belgium. 

POCKAL, H. P. Hestlnghouse Electric Corp. 79/13/09. Ip. 


7918180046 Licanaa for Edlou Inti Co to export 0.6 mlcrogramt Pu-S48 to 
PJnlend. 

PETERSON, N, R. Asalatant Director for Eiport/lmport fa Inbarnatlenal 
Bafeguardt. 79/13/10. 3pp. 


7918180061 Amend 3 to license for OE,exttndlng expiration data from 
800101 to 830101 fa removing Conditions 1 fa 9. 

perERSON.N, R. Assistant Director for Eiport/Import fa International 
Saliguarda. 79/13/10. Ip. 


7918180079 Application by Bandia Labs for llcsnss to expert 
4.4iig Batch 1 U.enrlchad 30X to U-339,to Meet Oermany. 
HALXERiJ.V. Bandia Laboratories. 79/11/13, ip. 


appras 


79la20M97 Submits appl icat ion to amend license changing Licensee 
name & address, ultimate & Intermediate consignees in forelpn 
country fa description of matls exported. 

HlLGttdiB.O. Cinerai Electric Co. 79/11/29. Spp. 


*“ 791036 Ur confirming authoriiation of Korea 
elactrac Co to recolva & possess ton pieces of in-core 
datectsr. 

PARKrS. Korea, Republic of (South Korea). 79/11/15, ip. 


791SSM407 Bubmltf application to amend 1 i cense. RaUex BA of Madrid, 
Spain, Importing two detectors for transshipment to Union 
Electrlca but ulll not take posiesaion of matl. 

CERAOHTV.C, Reuter-Btoksa, Inc. 79/11/39, ip, 


7918880413 Requests Executive Branch position re Spsx Disc, Inc 
applleatlan for licanst to ixpert 8NH to Japan. 

PETCR8aH,H. R. Assistant Dirsetor for Export/Import fa International 
Bafeguards. 79/12/06. Ip. 


7918800497 License for Transnuclaar, Ine to export 3,17 a U -333 
containsd la 8 g U as NB3 stda U-009, U-005, U-iOO, U-SOO & 

U-930 fa4.S9 g Pu as NDB stdl &RM946. 947. 948, 949d, to France 
PETERSON, H.R. Assistant Director far Eiport/lnport fa International 
Bafegoards. 79/18/10. 3pp. 


79I81B0096 Requests termination of License XBNM-19e4 due to 
(•ncallatlon of commercial contract. Returns Llcsnss I8NH- 
790916. Notification is presented on behalf of DfaH. 
HAMONtD.H. Edlow International Co. 79/11/13. ip. 


7918180106 Raturns License 18NM-79016 fa requests withdrawal of 
Llcsnss XOfM "£984 due to cancelation of cammtrelal contract. 
Hellflcakion is pressntsd on behalf of BfaU. 

MARNONfD^W. Edlow International Co. 79/11/13. ip. 


Tfjai90199 Forwards statements pressntsd to Philippine Conmlsslon an 
nuclear reactor plants, 

LAPLEUlrJ.D, Office of Intsrnatlonsl Programs, 79/11/19. Ip, 


79181^18 Submits application to amsnd export lletnsa extending 
• ipiratian data to saisoi. . 

IdtLSpN.B.D. Beneral Electric Co., Nuclear Energy Products Oiv. 
8066-79848. 79/11/16. Ip. 


7918190789 ForeMrds application by Appleton Papers, Ine for llcsnss to 
iigert alectron capture dstector unit containing Nt-63 
•awree to Savlot Union. 

CHAINlCHrV. A. Appleton Papers, Ine. 79/11/81. Ip. 


7918200901 Llcsnss for Hestinghouss to export 0.0410 g 11-839, 
eonlaintd In .0440 g U.to South Korea. 

PETERSON, H. R. Assistant Dirsetor far Export/Imporl fa International 
Bafagvards. 79/18/10. 2pp. 


7918800392 Requests Executive Branch position re Transnuc lear. Inc 
application for license to export BNH to Brazil. 

OOSBICKiL. V. affles of the Executive Director for Opsrations. 
79 / 18 / 10 . 1 ^. 


791S00994 Requests Eieeutlve Branch position re GE application for 
llcansa to expert BNH to Spain. 

TS/la/Jo**" '^1 *^^**^* Executive Director for Operations. 


7918800998 Requests Executive Branch position re Transnuc lear, Inc 
applleatlan for llcsnsa to export ENM to Canada. 

OOBSlCKiL.V. Offict of the Executive. Dlracter for Operatlono. 
79/18/10. Ip. 
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7912210018 Requests EiecutiVB Branth position re Transnucleap. Inc 
application for license to eipor> SUM to The Nethorlantfs. 
G0S31CK.L. W Office of the Eiecutive Director For Operations. 
79/12/06. Ip. 


•7912210173 "Technical Assistance In QA li MonDestriictlve Testing" ' Field 
Rept 3.79t»10-1110. ^ , 

Ai nFBT.u e. International Atomic Energij Agency {Austria). 

PHI/9F/0<i-B 79/11/30. 30pp. 


7912210027 Submits application to amentf 1 icense. setting raai isotope 
weight at 3 oicrograms. 

JOHNSON. N Eberline Instrument Corp 79/11/28. Ip. 


-7912210173 "Technical Assistance In QA h NonDostructivo Testing." Field 
Rept 2,790010-1110. 

ai mrn x.ij B International Atomic Energij Agency (Austria). 

PHI/9F/0i-H 79/11/30. 30pp. 


7912210064 Notifies of cancellation of 701002 application due te error 
in spec t end user stateaent. Selshin Trading Co. Ltd 
subnitted corrected application on 790605. 

COYNE. M.j. SPEX Industries. Inc. 79/11/16. 3pp. 


79122101S7 Forwards Itr from ITT Grinnell Valve Co. Inc. ui thdraulng 
licence request for valve eiport to Spain. U/o end. 

PET^WWItK.H. Office of International Programs. 79/12/14. Ip. 


7912210070 Advises that 791002 eiport license application 
cancel led. 

PETERSON. M- R. Assistant Director for Eiport/lmport t 
Safeguards. 79/12/10. Ip. 


I has been 
Internabional 


79123&001} Advises of waiver of IS-day waiting period before issuance 
of eiport license to Din-Rad Labs. 

PETEIifflJN, H. R. Assistant Director for Eiport/Import b International 
Safeguards. 79/12/03. Ip. 


7912210077 Requests Eiecutive Branch position re Uoeing Cn 
applicatlor for license to eiport depleted U contained in 
counterweights to China. 

PETERSON. M. R. Assistant Director for Eiport/Import U International 
Safeguards. 79/12/10. Ip. 

7912210082 Advises of ulthdrauial of eiport license application by 
Edlow International Co 791113 Itr. 

PETERSON. M. R. Assistant Director for Eiport/Ioport & International 
Safeguards. 79/12/10 Ip. 


791S2&0014 License for Dlo-Rad Lobs to eiport 1 tg deuterium oxliia, 

contained in compounds, to The Netherlands, 

PETCRStBi. M. R. Assistant Director for Eiport/Import & 
International Safeguards. 79/12/03. Ip. 


79122AO0&O Forwards application for eiport liconse for minor nuclear 
aaLl.Ltr of assurance required. 

PETERam. M. R. Assistant Director for Eiport/Import b International 

Safeguards. 79/12/06. Ip. 


79122100B6 Forwards 791113 Itr from Reuter-Stokes, Inc. uithdrawlng 
eiport license applications XCOM-0206 b XCDM-0213 for eiport 
of conponents to Pakistan. H/o end. 

PETERSON, M- R. Assistant Director for Eiport/Import b International 
Safeguards. 79/12/10. Ip. 


7912210092 Advises of applicant end use of NES Bids for NDS BFIM 946-949 
under eiport license application XSNH-1617. 

PETERSON. f1. R. Assistant Director for Eiport/Import b International 
Safeguards. 79/12/11. Ip. 

7912210099 Requests amend of export license application XSNH-1S93 
revising quantity of eiported mail. 

HERSCH.M.M. Hestinghouse Electric Corp. rCB-9479. 79/11/26. Ip. 


7912210104 Corrects physical form of SNH b requested delivery date in 
791126 eiport license application XBNM-1355. 

HATSON.V. Transnucleer, Inc. 79/12/04. Ip. 


7912260067 Forwards application for eiport llcenso For minor nuclear 
natl.Ltr of assurance required. 

PET^SON>n.n. Assistant Director for Eiport/Import b International 
Safeguards. 79/12/10. Ip. 


7912260073 Forwards application for eiport license for minor nuclear 
matl.Ltr of assurance required. 

PETBlSDN.H.fl. Assistant Director for Eiport/Import b Internal Iona 1 
Safeguards. 79/12/10. Ip. 


7912260161 Forwards end use statement for U hexafluoride stds being 
purebasmd by Power Reactor b Nuclear Fuel Development Corp. 
HCALDUFF. H. J. Energy. Dept. of. 79/11/29. Qpp. 


"7912260163 Advises that total mai elemont weight for 791101 license 
application is 1.410 g. 

IWUDAjH. Marubeni America Corp. (subs, of Marubeni Corp.). 
tlAl-5ra9. 79/11/15. Ip. 


791221012B Ltr of assurance in support of Transnucloar Inc 790B27 
application to eiport 19 NQS stds w/total of 3. 07B430 g 
U-23S b 4.25 g Pu to France. 

GDPPEL.n. European Communities. Com, mission of. 79/11/20. Ip. 


7912210130 Forwards ltr from Edlow Inti Co requesting amend to export 
license application Increasing quantity of depleted U to 
10. 5 kg. 

PETERSON. H.R. OFfice of International Programs. 79/12/14. ip. 


— 7912260168 Forwards application by Marubeni AraarlcsiCorp for llcanie to 
eiport 1.049.011 g U hexafluoride to Japan. 

imiD)A.H. Marubeni America Carp. (subs, of Marubeni Corp. >. 
IIAl-l»-3977. 79/11/01. 2pp. 


— 7912260174 Application fay Marubeni America Carp for license to eiport 
ta049.011 g U heiafluoride to Japan. 

[SmDAjH. Marubeni America Corp. (subs, of Marubeni Corp. >. 

79/11/01. 2pp. 


79I22I0139 Requests withdrawal of 79030D b 28 applications to eiport U 
to Pakistan. 

OERAGHTY.C. Reuter-Stokes, Inc. 79/11/15. Ip. 


7913260189 Forwards applicaton by Transnucloar. Inc for license to 
export 16.242 kg U In form of U hcialuoridei enriched to 
aas asSX U-233> to Draiil. 

HATS1»,V. Transfluclear. Inc. 79-320/01. 79/11/29. tp. 


7912210141 Forwards IAEA safety eiper- 
HAUBER.R.D. Office of Internationa 


— 7912210160 "Technical Assistance In 
Rept 1,790710-0810. 

ALBERT.U. 0. International Atomic 
PH1/9F/0A-B 79/08/31. Bpp 


— 7912210160 "Technical Assistance In 
Rept 1, 790710-0810. 

ALBERT.U. 0. International Atemic 
PHI/9F/06-D. 79/08/31. Bpp. 


--79122I0160 "Technical Assistance In 
Rept 1.790710-0810. 

ALBERT.U. G. International Atomic 
PHI/9F/06-B. 79/08/31. 8pp. 


t repls b cover Hr. 

1 Programs. 79/12/05. 8pp. 

OA b NonDestructive Testing." Field 
Energy Agency (Austria). 

QA b NonDestructive Testing." Field 
Energy Agency (Austria). 

QA b NonDestructive Testing." Field 
Energy Agency (Austria). 


—7912260196 Application by Transnucloar. Inc for license to expert 
16.242 kg U in form of U hexafluoride, enriched to max 3. BSX 
U-1Q9< to Braiil.End use stateaent end. 

HAT80N.V. Transnuclear. Inc. 79/11/30. 2pp. 


7912S&020S Advises that physical form of matl listed on 791126 license 
application should bo corrected to total of 191 kg U ao U 
aetal.AECL requested delivery of matl in early Nov 1980. 
nAT^.V. Transnuclear. Inc. 79-231/01. 79/13/04. Ip. 


—791K60S0D Forwards application by Transnucloar. Inc for license to 
export 191 kg U in form of U metal, enriched to max 93. 3X 
to Canada. 

nATBDN.V. Transnuclear. Inc. 79-231/5/01. 79/11/26. Ip. 


—7912260212 Application by Transnuclear. Inc for license to export k?l kg 
I) in forai of U metal, enriched to max 93. 3X U-23Si to Canada. 

HATa}N.V. Transnuclear. Inc. 79/11/26. 2pp. 


—7912210173 "Technical Assistance In QA & NonDestructive Testinq." Field 
Rept 2.790810-1110. 

ALBERT.U. 0. International Atomic Energy Agency (Austrlal. 

PHI/9F/06-B. 79/11/30. 30pp. 


7912260232 Amend 1 to License X8NK-i502 to increase amount of U-23S In 
0.0132 g III enriched to 94X w/o max. Commission of European 
Communities 791207 ltr to DOE requesting increase in amount 
of U end. 

PETERSON. H.R. Office of International Programs. 79/12/11. 2pp. 



NONDOCKETED ITEMS 


375 


7918B0OOSO Foru/ards Transnuc Icar. Inc Itr trancmi 1 1 ing addl info r« 
ecport license XSNn-t543i to be considered y/790737 
application. 

cbsSCCKfU.V. office of the Executive Director for Operations 
79/!B/14. Ip. 


— 791S2BD0&3 Application bg T* Nutlear Division for license to e.porl J q 
of Po-23BaBe, contained in sealed sooice. to Brarll Fiid use 
statenent end. 

HENGRICK. U. 0. Texas Nuclear Div. (subs, of Kamsau Enq Co ) 

T-9S09 79/11/06. 3pp 


7918230069 Discusses Hestinghouse 791026 application to import 1.309 kg 
Cl. enriched to 2'/i U~235> from Suieden. License should be tssuod 
fiOORE.R. N. Office of International Programs. 79/13/05. Ip. 


7913SS0I16 Forwards end use statement by Ministrg of Trade b Indwstru 
of Finland re eiport license application for transfer of 
Pu*242 to be used as callbr std. 

HAKIPENTTl. I. Finland 79/11/29. 3pp. 


791S230I53 Forwards license for Wostlnghouso to export two 
urconpensated ionliation chambers to Belgium. 

PETEIISOM.M. R. Assistant Director for Export/Import t Intarnational 
Safigusrds, 79/12/11. ip. 


— 791SSB0I56 License for Hestinghouse to export two urve nmoensafced 
jonliatlon chambers to Dolglum. 

PETEBBON. M. r. Assistant Director for Export/ Impor fe b 
International Bafeguards. 79/12/11. Ip. 


79J22B0677 Application bg Spei Disc, Inc For license to eiport 
lf-2aSrContained in 12 g of U ojitlc.to Japan. End use 
statenent end. 

CaVflE.n.J. Spex Disc. Inc lOl 79/09/26. 3pp 


0 036 II 


7912310117 Forwards Transnuc 1 e.ir, Inc 79JiaB It 
application b renuasls increase in quantity 
exported. Requests consideration of Itr in to 
w/appllcatlon forwarded or V90727 U/o end 
OOSSICK.L.V. Office of the Eieculive Direct 
79/12/10 Ip. 


r re addl info on 
of LI-235 to be 
n June t ion 

or for (Jperations. 


lie enso 


7912310122 Forwards request to amend application for export license 
for Binor nucleor eipor t. dec r easing quantity of matl 
exported. iiequoBts Japanese embassy advised. 

PETERSON. H. R. Assistant Director for Eippr t/ Impor t b International 
Safeguards. 79/12/tO. ip 


79I22S0692 Application by Uestinghouse for license to export one 
piece proportional counter WL22793 to Philippines. 

PDCHALiH. F. Hestinghouse Electric Corp. ZE-60160 . 79/11/26. 


7912310176 Faruards application for Amend 5 to export I icenso, e i tending 
license period for two yrs t. adding throe ultimate 
consignees. 

W]neAN.H.E. BoetTig Co. 4- 1635-79H -031 7 79/11/20. ip 


79122806S6 Forwards application by TX Nuclear Division for license to 
exports 9 of Pu-23Bai!o, contained in sealed source, to 
Braiil. 

HENDRICK. M. 0. Texas Nuclear Div. <subs. of Ramsay Enu. Co ) 

T-9S09. 79/11/06. ip. 


7912310180 Appltiation by Boeing Co fur Amend 5 to export license, 
extending license period for two yrs 6 adding three ultimate 
consignees. 

M0RCAN.H.E. Deelng Co DDC 40-77a3. 79/11/20. app. 


791231054? Application by Mitsui 6 Co for license to eiport 
lirconlua 2.5 niobium pressure tube samplei to Japan. 
KONDEN.T- Mitsui 1> Co . Ltd 79/12/10 ip. 
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The subject category column in this index gives the docket 
number and the symbol for the category of infoimation 
whhin that docket; for example, 5O-320P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed Items are also entered 
in this column by symbol: for example, ACRS. These cate- 
gorles are defined In Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to anotiier 
document. To obtain the accession number of the principal 
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index titled "Cross Reference of Enclosures to Principal 
Documents." 
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7912120311 

50-332 

Q 

□ OYER. V. B. 

7912070151* 

50-352 

Q 

BOYER. Y. S. 

7912310190 

REOGD 


BOYHIN, J. T 

7912200376* 

50-339 

A 

BOVl-E. «. L. 

7912310377* 

50-338 

0 

BQYTEH.T. A. 

7912200456 

50-320 

0 

BRADFORD. D. 

7912100286 

50-340 

0 

BRADFORD. U. H. 

7912070097* 

50-348 

a 

BRADFORD. W H. 

7912070020 

30-348 

8 

BRADFORD. H. H, 

7912070030 

50-348 

0 

BRADFCfflD. H. H. 

7912070063 

50-348 

B 

BRADFORD. P. A. 

7912200406* 

50-320 

P 

BRADLEY. R. D. 

7912210051 

50-400 

8 

BRADLEY. R. D. 

7912060669 

50-400 

8 

BRAOBKAU. J L. 

7912130410 

50-339 

H 

ERADSKAK. J. L. 

7912200370* 

50-339 

A 

BRADY. E. 

79123101 13 

50-522 

0 

BRAMLETT. L. 8. 

7912170335* 

50-313 

n 

DRAMLETT. L, S, 

7912260274* 

50-313 

B 

branaqan. d. n. 

7912130353* 

50-320 

U 

BRANAOAM, E. F. 

7912130363* 

50-320 

U 

BRANOB.F. U. 

7912100267 

50-27 

F 

BRALR.. H J. 

7912310513* 

50-255 

P 

BREED. A. 

7912040213 

rOPREP 


BRICKLEY. R. II. 

7912140543* 

QA999 


BRtCKLEY. R. H. 

7912110052* 

0A999 


BRICKLEY. R. H. 

7912260206* 

QA999 


BRICKLEY, H. H. 

7912100409* 

QA999 


BRIGQB.L. 

7912030256* 

50-219 

Q 

BIRIGOS.L. 

7912200213* 

50-219 

Q 

BRICHTiR. H. 

7912040441 

50-302 

P 

BHieHT.R. M, 

7912040499 

50-302 

P 

BROCKETT. J. 

7912200298 

I&E 


BHOCKETT, T. W. 

7912200476 

50-293 

9 

BROOESKY. N. 

7912310078 

SO-3 

0 

SRODKAR.R. 

7912200316* 

50-320 

H 

BROEin.. D. J. 

7912120321* 

50-344 

0 

SROElifL.D. J. 

7912180618 

50-344 

9 

DROEHL. D. J. 

7912180127* 

50-344 

0 

BROEKLiD. J. 

7912190379 

50-344 

P 


AUTHOR 

ACCESaiOH 

KUHBED 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DRQEHL.O. J. 

7912270163 

90-344 

P 

DRUNNER. E. J. 

7912260301 

50-29 

Q 

BROEHL. D. J. 

79122701S! 

50-344 

P 

DRUNNER. E. J. 

7912310041 

50-31B 

a 

DRQOK9. E.I1. 

7912310333* 

50-281 

Q 

DRUNNER.E. J. 

7912310054 

50-323 

Q 

DROUDV. P. 

7912140137 

PR 


BRUNNER. E. J. 

7912130056 

50-309 

0 

DROWN. P. 0. 0. 

79I220027A* 

SO-3 

0 

DRUNNER. E. J. 

7912200303 

SO-220 

0 

DROWN. P. 0.«. 

7912200270 

50-3 

8 

BRUNNER, E. J. 

7912210096 

50-286 

Q 

DROWN. H. H. 

7912170012 

50-275 

S 

DRUNNER, E. J. 

7912260113 

50-213 

Q 

DROWN, U. J. 

7912260097 

50-133 

0 

DRUSH, P. H. 

7912140004 

TPQRTLIC 


DROWN. C. 0. 

DROWN. H. H. 

7912200029* 

7912030107 

7I-6SBi 

50-312 

0 

DRYAN, R. H. 
DRVANT.F. S. 

79122S0645* 

7912190473 

27-10 

71-368 


DROWN. H. H. 

79120301 13* 

50-313 

0 

BRYANT. F. S. 

7912180100 

71-350 


DROWN. KH. 

7912030117* 

50-312 

0 

BRYAN. J. K. 

7912180535 

S0-4B3 

H 

DROWN. H.H. 

7912070171 

50-279 

0 

DRYANT. J, C. 

7912200016 

50-404 

B 

DROWN, H.H. 

7912170012 

60-275 

0 

BRYANT. J. C. 

7912060390* 

S0-39S 

Q 

DROWN, a. F. 

7912130490 

PR 


DRYANT. J. C. 

7912060669 

80-400 

8 

DROWN, a F. 

79121B0097 

PR 


BRYANT, J. C. 

7912200462 

50-395 

R 

DROWN. US. 

79121303B0* 

50-315 

B 

DRYANT, J. C. 

7912060657* 

50-339 

Q 

DROWN. D.H. 

7912270999* 

50-346 

a 

DRYANT. J. C. 

7912050394* 

SQ-416 

Q 

DROWN, S. C. 

7912210330 

30-404 

3 

BRYANT, J. C, 

7912310288* 

50-389 

a 

DROWN. S.C. 

7912060377 

50-338 

B 

DRV.ANT. J. C. 

7912170016* 

50-364 

Q 

DROWN. 8. C. 

7912130434 

50-339 

B 

DRYANT, J. C. 

7912130100* 

50-491 

a 

DROWN. S. C. 

7912040349 

50-404 

S 

QUCHHOLZ.R. H. 

7912060321 

TOPREP 


DROWN, a. C. 

7912200307 

50-404 

8 

DUCHHOLZ.R. H. 

7912310182 

REOOD 


DROWN, S. C. 

7912040407 

50-339 

a 

QUCHHOLZ.R. H. 

7912100330* 

50-3 

p 

DROWN, a.c. 

7912070398 

50-339 

s 

BUCHHOLZ, R, H- 

7912190399 

NUREO 


DROWN, S. C. 

7912190663 

50-339 

a 

BUCHHOLZ.R. H. 

7912140251 

TOPREP 


DROWN. B. C. 

7912071X393 

50-339 

a 

DUCHHOLZ.R. H. 

7912190568 

TOPREP 


DROWN, B. C. 

7912310299 

50-338 

0 

BUCHHOLZ. R. H. 

7912270292 

TOPREP 


DROWN. B. C. 

79l2tB093B 

50-339 

a 

BUCHHOLZ. ft. H. 

7912130148 

TOPREP 


DROWN. 8. C. 

7912180960 

50-339 

a 

OUCHORN.P, 

7912130467 

30-490 

0 

DROWN, B. C. 

7912200391 

50-339 

a 

DUCHORN.P. 

7912130467 

50-49B 

0 

DROWN. B.C. 

7912260316 

50-338 

p 

BUCKLEY. D. M. 

7912120132 

NUREO 


DROWN, a. C. 

7912360299 

SO-339 

A 

BUCKLEY.D. C. 

7912060652 

50-461 

A 

DROWN, a. C. 

79I22BD941 

50-339 

a 

DUCKLEY.D. C. 

7912310172 

50-275 

A 

DROWN. 8. C. 

7912270348 

50-338 

p 

auERCKLIN. J. E. 

7912180069 

50-556 

Q 

DROWN. S. C. 

7912270366 

50-339 

A 

DUI, J. 

791217041B> 

50-lSS 

0 

DROWNLEE.V. L. 

7912110914* 

90-261 

Q 

BURCHETTE, U. H. 

7912260360 

30-445 

H 

DROWHLEE.V. L. 

7912060990* 

90-395 

Q 

QURCHETTE, M. H. 

7911300277 

50-445 

H 

DROWN. R. A. 

79I220039S* 

27-47 


BURCHETTE, W. H. 

7912260360 

50-445 

M 

DROWN, R. A. 

7912260145* 

27-47 


BURDETTE, T. E. 

7912310288* 

50-389 

a 

DROWN. R. A. 

7912310230* 

27-47 


aURDETTE.T, E. 

7912060590* 

50-395 

Q 

DROWN. 0. D. 

7912210405* 

FOIA 


BURDETTE. T. E. 

7912200462 

50-395 

S 

DROWN. 0. D. 

7912280360* 

40-2259 


□UROER. A. 

791206017S 

50-29 

P 

DROWN, a. D. 

7912030231* 

40-3453 


DUROER, A. 

7912190703 

50-29 

P 

DROWN, R.L. 

7912110133* 

0A999 


BURKE. D. J. 

7912050467* 

SD-2Q0 

Q 

DROWN. R. L. 

79121B0I42* 

04999 


DURKE. 0. J. 

7912050624* 

50-280 

Q 

DROWN. R.L. 

7912200196* 

06999 


BURNETT. P. T. 

7912030065* 

50-327 

Q 

DROWN, R. L. 

7912200499* 

0A999 


auSNETT.P. T. 

7912070105* 

50-395 

Q 

DROWN. C. H. 

79121700S4 

lOCFR 


aURHETT.P. T. 

7712060215* 

50-369 

Q 

DRUQOER.R. H. 

7912030220* 

50-106 

Q 

BURNETT. P. T. 

7912060235* 

50-200 

0 

BRUOOE.R. □. 

7912190509 

TOPREP 


BURNETT. P. T. 

7912180121* 

50-302 

0 

DRUNNSR.E. J. 

7913260010 

SO-272 

a 

BURNETT. P. T. 

7912210069* 

50-83 

Q 

DRUNNER.E. J. 

7913200496 

50-317 

s 

BURNETT. P. T. 

7912310353* 

50-201 

Q 

DRUNNER.e J. 

7912070300 

30-32S 

Q 

BURNETT. R. F. 

7912070192* 

FOIA 


DRUNNER.E. J. 

7912200942 

50-309 

a 

BURNETT. R. F. 

7912070199* 

FOIA 


DRUNNER.E. J. 

7912060662 

30-29 

a 

DURBTEIN.N. H. 

7912310031 

REGOD 


DRUNNER.E. J. 

7912030114 

50-286 

a 

nURBTEIN.E, 

7912110195 

PR 


DRUNNER. E. J. 

7912030104 

30-245 

a 

BURBTEIN.B. 

7912030172 

50-266 

P 

DRUNNER.E. J. 

7912180309 

50-245 

a 

BURDTEIN.8. 

7912040419 

50-502 

I 

DRUNNER.E. J. 

7912050331 

50-307 

a 

nURBTEIN.8. 

79120404B6 

50-266 

P 

DRUNNER.E. J. 

7912050088* 

50-333 

Q 

DURSTEIN.8. 

7912040247 

50-266 

P 

DRUNNER.E. 0 . 

7913030241* 

50-272 

Q 

DURBTEIN.S. 

79121B0449* 

50-266 

R 

DRUNNER.E. J. 

7912070132* 

50-293 

0 

BURBTEIN.a, 

7912120230 

50-266 

F 

DRUNNER.E. J. 

7912060314* 

50-334 

0 

BURBTEIN.8. 

7912140422 

50-266 

P 

DRUNNER.E. J. 

7912100197* 

50-213 

Q 

BURBTEIN.a. 

7912160446 

50-266 

R 

DRUNNER.E. -J. 

7912260118* 

50-213 

Q 

BURBTEIN.a. 

7912260534 

50-266 

P 

DRUNNER.E. J. 

7912050179* 

50-247 

Q 

BUR8TEIN.B. 

7912270206 

50-266 

P 

DRUNNER.E. -J. 

7912030059 

50-272 

0 

BURBTEIN.E, 

7912260601 

50-266 

P 

BRUNNER. E. .J. 

7912060003 

50-309 

0 

DURSTEIN.8. 

7912270492 

50-266 

P 

DRUNNER. E. -J. 

791206006B 

50-272 

Q 

BURSTEIN.B, 

7912200606 

50-266 

P 

DRUNNER. E. J. 

7912210103* 

S0-2B6 

Q 

BURT. L. 

7912070142 

50-471 

0 

DRUNNER. E. .r. 

7912S00318* 

50-220 

Q 

BURT. L. 

7912070146* 

30-471 

0 

DRUNNER. E. J. 

7912090390 

50-309 

0 

BURT, L. 

7912070132* 

30-471 

0 

DRUNNER.E. J. 

7912060191 

50-334 

0 

BURT, L. 

7912110276 

30-471 

0 

DRUNNER.E. J. 

7912100193 

50-213 

Q 

BURT, U. 

7912040481 

30-443 

0 

DRUNNER.E. J. 

7912070123 

50-293 

0 

BURT. U. 

7912110477 

30-443 

0 

DRUNNER.E. J. 

7912030249 

SO-219 

Q 

BURT, L. 

7912110460 

30-443 

0 

DRUNNER.E. J. 

7913190787 

50-213 

Q 

BURTON. L. D. 

7912S 10529 

NUREO 


DRUNNER.E. J. 

7912200094 

50-247 

0 

DUBCENI. 0. 

7912200461* 

30-320 

H 

DRUNNER.E. J. 

7912100270 

50-271 

Q 

BUSSELHAN. 0. J. 

7912260240* 

30-244 

P 

DRUNNER.E. J. 

7912300206 

50-219 

Q 

DUTCHER, E. 

7912190634 

PDR H18C 


DRUNNER.E. J. 

7912200043 

SO-272 

Q 

DUTZEL. A.K. 

7912050451* 

30-549 

0 

DRUNNER.E. J. 

791221039? 

50-244 

Q 

DUTZEL. A.K. 

7912050447 

50-349 

0 

DRUNNER.E. J. 

7912310125 

50-286 

0 

DUTZEL. A. K. 

79120S04S1* 

50-349 

0 

DRUNNER.E- J. 

7912050164 

50-247 

0 

BYRON. B. B. 

7912120335* 

50-320 

u 



380 


AUTHOR 

ACCESSION 

NUHOER 

SUBJECT 

CATECQRV 

CABA. E. 

79!ai30375f 

50-346 

R 

CAHILLiU. J. 

791213021S 

50-3 

a 

CAHILL.H. J. 

7912190295* 

FQIA 


CAHILL, H. J, 

79l21902eA* 

FOIA 


CAHILL, U. J. 

7912190253* 

FOIA 


CAHILL,U. J. 

7912190242* 

FQIA 


CAHILL.U. J. 

7912190236* 

FOIA 


CAHILL.U, J. 

7912190226* 

FOIA 


CAHILL.U. J. 

7912190204* 

FOIA 


CAHILL.U. J. 

7912030172* 

50-247 

0 

CAHILL.U. J. 

79121701B6 

50-3 

Q 

CAHILL.U. J. 

7912060611 

PRM 


CAHILL.U. J. 

79I204046S 

50-247 

Q 

CAHILL.U. J. 

7912040470 

50-247 

P 

CAHILL.U. J. 

7912040466 

50-247 

P 

CAHILL. U. J. 

7912130204 

50-3 

P 

CAHILL. H. J. 

7912130291* 

50-3 

P 

CAHILL, H. J. 

791212046S 

50-247 

S 

CAHILL, H. 0. 

7912130667 

50-247 

P 

CAHILL.U. J. 

7912140410 

50-247 

a 

CAHILL.U. J. 

7912180561 

50-3 

p 

CAHILL. U. J. 

7912170245 

50-247 

H 

CAHILL, H. J. 

7912170302 

50-3 

R 

CAHILL.U. J. 

7912270232 

50-247 

P 

CAHILL.U. J. 

7912270339 

50-3 

P 

CAHILL.U. J. 

79122701BO 

50-247 

P 

CAHILL. U. J. 

7912310303 

50-247 

P 

CAHILL.U. J. 

7912310101 

50-3 

P 

CAHILL.U. J. 

7912310403 

50-247 

3 

CAHN.A. L. 

7912190210* 

50-482 

a 

CAHN. A. L. 

7912110500 

REOOD 


CAIN. C.L. 

79122B0360* 

40-2259 


CAIN. C.L. 

7912310449* 

40-4492 


CALCAQHO. L. 

7912280379* 

50-320 

H 

CALOHELL, U. E. 

7912190367* 

FOIA 


CALDUELL. U. E. 

7912190347* 

FOIA 


CALDUELL, R. A. 

7913050600* 

30-120 

0 

CA'-HQUH. J. R. 

7912070306 

71-9079 


CALHOUN, J. R. 

79I2040301 

50-259 

s 

CALHOUN, 0. R. 

7912040477 

50-260 

s 

CALHOUN, J. R. 

7912180615 

SO-239 

s 

CALHOUN. J. R. 

7912180623 

30-259 

s 

CALHOUN. J. R. 

7912270473 

50-296 

B 

CALHOUN. J. R. 

7912270564 

30-296 

O 

CALHOUN, J. R. 

7912270299 

50-260 

S 

CALHOUN, J. R. 

79132Q0SO3 

30-296 

s 

CALHOUN, d. n. 

791228050? 

30-259 

s 

CALVARU30, 0. 

7912280373* 

50-320 

H 

CANFIELD, R.J. 

7912060367 

30-443 

M 

CAMPBELL, P. 

7912280470* 

50-320 

H 

CAMPBELL. S. E. 

79122603S3* 

50-373 

0 

CANDV.J. V. 

7912050005 

NUREO 


CANDV.J. V. 

7912120139 

NlfflEO 


CANFIELD. K. S. 

7912130031 

PROJ 


CANFIELD, K. 8. 

7912120046 

PROJ 


CANNADY.F. X. 

7912120153* 

40-0663 


CANNADY.F. X. 

7912120137* 

40-0663 


CANRTELL, F. S. 

79120600B9* 

30-S66 

Q 

CANTRELL, F. S. 

7912200400 

50-390 

8 

CANTRELL. F. 8. 

7912310039 

50-510 

S 

CANTRELL, F. 8. 

7912070149 

SO-43? 

6 

CANTRELL. R. S. 

7912200471 

50-424 

S 

CANTRELL. F. S. 

7912060299* 

50-390 

a 

CANTRELL, F. S, 

7912070067* 

50-390 

Q 

CANTRELL. F. 8. 

79120S04B9* 

50-327 

Q 

CANTRELL. F. 8. 

7912060594* 

50-553 

0 

CANTRELL, F. 8. 

7912260306* 

50-327 

Q 

CAPHTON. D. L. 

7912050395* 

50-309 

0 

CAPHTON.D. L. 

7912050341* 

50-307 

Q 

CAPHTON. D. L. 

7912260122* 

50-213 

a 

CAPHTON. D. U. 

7912050192* 

50-247 

0 

CAPHTON. a. L. 

7912070202* 

50-322 

0 

CAPHTON, 0. L. 

7912060017* 

50-309 

0 

CAPHTON. ». L. 

7912200332* 

50-220 

0 

CAPHTON. D. L. 

7912310047* 

30-310 

a 

CAPHTON, D. L. 

79I23100SB* 

50-322 

Q 

CARACO, I. R. 

7912110041* 

0A999 


CARACO, I. R. 

7912110024* 

0A999 


CARBON. H. U. 

7912180522* 

ACR8 


CARBON. H. U. 

7912190375* 

ACRO 


CARBON, H. U. 

7912170097 

ACRS 


CARBON. N. U. 

7912210049 

ACRS 


CARBON. H. U. 

7912170096 

ACRS 


CARBON. N. U. 

7912140544 

ACRO 


CARBON. N. W. 

7912170080 

ACRS 



PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

CARBON, K. M. 

7912170107 

ACR5 


CARBON. H. 

7912100029 

ACRS 


CARBON, H. 

7912100034 

ACRS 


CARFAOND, S. P. 

7912120558 

FOIA 


CARLSON, fl. T. 

79120S0072* 

50-443 

0 

CARLSON. R.T. 

7912060664* 

50-289 

Q 

CARLSON. R. T. 

7912060656* 

50-209 

0 

CARLSON. R. T. 

7912060022 

50-317 

0 

CARLSON. R. T. 

7912030045 

50-333 

0 

CARLSON. R. T. 

7912030054 

50-336 

a 

CARLSON. R. T. 

7912200286 

50-239 

Q 

CARLSON. R. T. 

7912060194 

50-387 

0 

CARLSON. R. T. 

79122B033D 

50-320 

Q 

CARLSON. R. T. 

7912050001 

SO-206 

0 

CARLBON. R. T. 

7912120142 

50-482 

8 

CARLBON. R. T. 

7912120175 

30-311 

8 

CARLBON, R. T. 

7912140128 

30-311 

8 

CARLBON. R. T. 

7912140533 

50-311 

S 

CARLBON. R. T. 

79I20S0007 

30-333 

0 

CARLBON. R. T. 

79121304S6 

50-354 

8 

CARLBON, R. T. 

7912140042 

50-413 

8 

CARLSON, R. T. 

7912200379 

50-330 

Q 

CARLSON, R. T. 

7912050062 

50-443 

Q 

CARLSON, R. T. 

7912130335 

50-387 

B 

CARLSON, H. T. 

7912200521 

30-433 

a 

CARLSON. R.T. 

7912200159 

50-247 

0 

CARLSON, H. T. 

7912200466 

50-286 

0 

CARLBON. R. T. 

7912210319 

50-318 

a 

CARLSON, R.T 

7912200449 

50-410 

0 

CARLBON, R.T. 

7912260296 

50-352 

Q 

CARLSON. R. T. 

7912260051 

50-289 

a 

CARLSON. R. T. 

7912060643 

50-289 

a 

CARLSON, R. T. 

7912070144 

50-352 

0 

CARLSON, R. T. 

7912310206 

50-413 

8 

CARLBON. R. T. 

7912210019* 

30-3B7 

0 

CARLBON, J. D. 

7912050316* 

80-187 

Q 

CARNEY. J. A. 

7912130337 

50-445 

H 

CARNEY. J. A. 

7912130361* 

30-443 

M 

CARNEV.J. A. 

7912130366* 

50-443 

M 

CARNEY. J. A. 

791213037B* 

50-445 

M 

CARNEY. J. A. 

7712270104 

50-443 

M 

CARNEY. J. A. 

7912130337 

50-445 

M 

CARNEY. J. A. 

7912130361* 

50-445 

M 

CARNEY. J. A. 

7712130366* 

50-445 

H 

CARNEY. J. A. 

7912130378* 

50-445 

M 

CARNEY. J. A. 

7912130337 

50-445 

H 

CARNEY, d. A. 

7912130361* 

50-443 

M 

CARNEY.d. A. 

79121S0366* 

50-448 

M 

CARNEV.d. A. 

7912130370* 

50-443 

M 

CARNEY. J. A. 

7912130337 

50-443 

H 

CARNEY, d. A. 

7913130361* 

50-445 

H 

CARNEY, J. A. 

7912130366* 

50-443 

M 

CARNEY, d. A. 

7912130370* 

50-443 

M 

CARNEY. J. A. 

7912130337 

30-445 

M 

CARNEY, d. A. 

7912130361* 

30-445 

M 

CARNEY, d. A. 

7912130366* 

50-445 

M 

CARNEY, d. A. 

791213037B* 

80-445 

H 

CARNLEV. -J. a. 

7912130553 

30-371 

P 

CARR. H. 

7912190045* 

50-373 

H 

CARR. B. E. 

79I2C60I76* 

CONTRACT 


CARR.d.C. 

7912060558 

FOIA 


CARR.d-C. 

7912060571 

FOIA 


CARR.d.C. 

79120S063S 

50-142 

P 

CARR. d. C. 

7912070324 

FOIA 


CARR. d. C. 

7912070263 

FOIA 


CARR. d.C. 

7912070291 

FOIA 


CARR. d. C. 

7912050471 

70-3305 


CARR.d.C. 

7912170175 

FOIA 


CARR. d.C. 

7912070229 

FOIA 


CARR.d.C. 

7912070250 

FOIA 


CARR. d. C. 

7912100480 

FOIA 


CARR.d.C. 

7912170200 

FOIA 


CARR. d.C. 

7912070181 

FOIA 


CARR. d.C. 

7913100484 

30-375 

A 

CARR.d.C. 

7913070366 

30-461 

A 

CARR.d. C. 

7913170181 

FOIA 


CARR.d.C. 

7913100363 

FOIA 


CARR. d. C. 

7912120338 

FOIA 


CARR.d.C. 

7912170380 

FQIA 


CARR. d.C. 

7912110086 

FOIA 


CARR.d.C. 

7912140174 

FOIA 


CARR.d.C. 

7913140181 

FOIA 


CARR.d. C. 

7913180383 

FOIA 


CARR.d, C. 

7913180382* 

FOIA 


CARR.d.C. 

791S120166 

FOIA 




ACCESSION 

BUajECf 

AUTHOR 

NUMBER 

CATEGORY 

CARR. d. C. 

791S130310 

FOIA 


CARR. d. C. 

7913140312 

FOU 


CARR. J. C. 

791S170394 

FOIA 


CARR. d. C. 

7912170409 

FOIA 


CARR. J. C. 

791S190433 

FOIA 


CARR. d. C. 

7912120483 

FOIA 


CARR.d.C. 

7912130146* 

FOIA 


CARR. d. C. 

7913130160 

FOIA 


CARR.d.C, 

7912180640 

FOIA 


CARR. d. C. 

7912170191 

FQIA 


CARR.d, C. 

7912190096 

FOIA 


CARR. J, C. 

7912170170 

FQIA 


CARR. d. C. 

7912180131 

FOIA 


CARR. J. C. 

7912180131 

FQIA 


CARR, d. C. 

7912190187 

FOIA 


CARR. J. C. 

7912180116 

FOIA 


CARR. d. C. 

7912100277 

FOIA 


CARR. J. C. 

7912180302 

FOIA 


CARR. d. C. 

7912180369 

FOIA 


CARR. J. C. 

7912180300 

FOIA 


CARR, d. C. 

7912190410 

FOIA 


CARR.d.C. 

7912180409 

FOIA 


CARR, J. C. 

7912190467 

FOIA 


CARR.d. C. 

7912210394 

FOIA 


CARR, d. C. 

7912310402 

FOIA 


CARR, d. C. 

7912280664 

50-498 

0 

CARR, d, C. 

79122700SS 

FOIA 


CARR, d, C, 

7912280657 

30-193 

R 

CARR.d.C. 

7912370032 

FOIA 


CARR. d. C. 

791237003B 

FOIA 


CARR, J. C. 

7912280673 

FOIA 


CARR. J. C. 

7912380603 

30-358 

0 

CARR. J. C. 

7912370044 

FOIA 


CARRIER. E. D. 

7912130296 

POR HI8C 


CARROLL. D. E. 

7912190503 

ono 


CARTER. R. A. 

7912280132* 

NUREO 


CARTER. P. D. 

7912180544 

50-808 

J 

CARTER. D. 

7912050443 

40-8725 


CARTER. R. S. 

79121401SS 

71-9853 


CARTER. R. a. 

7912100363 

30-104 

F 

CARTER, H. L. 

79120S02BO* 

50-313 

0 

CARTHRIGHT. U. H. 

7912040316* 

30-338 

a 

CARTURIOHT, U. R. 

79120703B6* 

30-338 

a 

CARTURIOHT, H. R. 

7912070368* 

90-338 

a 

CARTWRIGHT; H.R. 

791207C409* 

50-338 

a 

CARTURIOHT. U. R. 

7912120311* 

50-338 

3 

CARTWRIGHT. W. R. 

7912180570* 

90-338 

s 

CARY, C. N. 

7912310202 

NUREO 


CASCIATO.P, A. 

7912130332 

PRM 


CASE. E. 0. 

7912170021 

50-546 

A 

CASE, E. 0. 

7912170026* 

50-546 

A 

CASE. E. 0. 

7912200068 

50-366 

0 

CASE, E. 0. 

7912200072* 

50-366 

0 

CASE, E. 0. 

7912200074* 

50-366 

0 

CASE, E. 0. 

7912200079* 

50-366 

0 

CASE. E. 0. 

7912200642 

50-339 

0 

CASE, E. 0. 

7912200645* 

50-329 

0 

CASE. E, 0. 

7912370004 

50-329 

0 

CASE. E. 0. 

791237000B* 

50-329 

0 

CATCHPOLE. G. d. 

7912210106 

40-8745 


CATCHPQLE, 0. d. 

7912130402 

40-8745 


CATCHPOLE, 0. d, 

7912200616 

40-8743 


CATTON. I. 

7912190304* 

ACRS 


CATTON. I. 

7912180394 

ACRS 


CAVANAUGH, W. 

7912040107 

50-368 

p 

CAVANAUGH, W. 

7912070424 

50-368 

p 

CAVANAUGH, W. 

7912130349 

SO-313 

p 

CAVANAUGH, U. 

7912140327 

50-313 

p 

CAVANAUGH, U. 

7912310342 

50-313 

p 

CAVAZOB. E. C. 

7912180355 

FOIA 


CERNE.A. C. 

7912200457* 

50-410 

Q 

CKADWELL, H. M. 

7912040430* 

50-316 

8 

CHADWELL, H. H. 

7912070356* 

50-316 

a 

CHADWELL. H. H. 

7912070377* 

50-313 

s 

CHALK, W. 8. 

7912280608 

50-139 

8 

CHANANIA, F. D. 

7912130236 

50-445 

H 

CHANANIA.F. D. 

7912110345 

50-350 

H 

CHANANIA, F. D. 

7912360001 

50-445 

H 

CHANANIA, F, D. 

7912360044 

50-443 

M 

CHANANIA, F. D. 

7912360361 

50-445 

H 

CHANDLER, L. d. 

7912880463 

50-330 

4 

CHANDLER. U. d. 

7912130030 

50-445 

0 

CHANDLER, L. d. 

7912070170 

50-330 

4 

CHANDLER, L. d. 

7912280319 

50-330 

T 

CHANDLER, L. d. 

7912SS04S6 

50-330 

4 
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ACCESSION SUQJECT 
AUTHOR NUHBER CATEOORY 


CKWIDLERiL. J. 

791SS00&32 

30-440 

H 

CKMNQFF’O. 

7918880499* 

90-320 

0 

CKMMOFFrO. 

791S8B04S9* 

90-320 

0 

CHMtIOFFrO. 

791S0900B7 

50-266 

0 

<4UUMMtYjS.K. 

7918SB0301V 

90-320 

0 

CHECKUP, e. 

791S190060 

90-193 

p 

CHEN^J.C. 

CTCBTER.R.O. 

CHTAfWl.N.U. 

7918180169 

7918170174 

7918130986 

RES 

RES 

90-261 

8 

CNTANOI.N. J. 

7918130448 

BO-400 

8 

CHrAPWIiH.U. 

7918880989 

90-261 

8 

CHILMiU.V. . 

7912130494* 

90-333 

8 

CHILM^U.V. 

7912040313* 

90-333 

8 

CHILM^H.V. 

7912110888* 

90-333 

8 

CHILM.H.V. 

7912110389* 

90-333 

6 

CKItM.H.V. 

7912110347* 

90-333 

8 

^ILDe.U.V. 

7912110399* 

00-333 

8 

CHILDS. H.V. 

7912140449* 

90-333 

8 

OiILD8.U.V. 

7912180999* 

90-333 

8 

CHILIM.U.V, 

7912210382* 

90-333 

8 

CHILD6.U.V. 

7912210336* 

90-333 

8 

CH1LEB.L. 

7912170399 

90-290 

U 

CHILKiS. 0. 

7918060229 

90-279 

0 

CHILHiS. 0. 
CHILKiS. J. 

7918110099* 

7918190018* 

FOIA 

90-879 

H 

CHILK.6. 0. 
CHILKiS.-J. 

7912130020* 

7912100348* 

PR 

90-916 

0 

CHILK.e. 0. 

7918800102 

90-988 

0 

CHCLK.B. 0. 

7918170019* 

90-889 

0 

CHILK.B. 0. 

7918090168 

90-982 

0 

CHILK.B.O. 

79IS090439 

90-879 

0 

CHtLK.B. 0. 

7918040083 

00-380 

P 

CHTLHtB. 0. 

7918090099 

90-982 

0 

CHILH.B. J. 

7918090069 

SO-SBO 

0 

CHtLKifl. J. 

7918100336 

90-408 

0 

DHILMiB. J. 

7918100132 

90-922 

0 

CHlLMi 6. U. 

7918110396 

90-346 

H 

CHILH. fl. J. 

7918190239 

80-3 

0 

CHTLKifl.O. 

7918200917 

90-546 

0 

CHILKiS. J. 

7918360369 

S0-9S2 

0 

CHlLKi S. J. 

7918860369 

90-443 

0 

CHlLKi 6. J. 

7918260367 

90-880 

0 

CH18H0U1>U.R. 
CHCWiH. V. 

7918200173* 

7918180144* 

CONTRACT 

90-97 

Q 

<H0LI.E8.H.C. 

7918260105* 

90-882 

Q 

CHOWiE. T. 

7912050039* 

90-309 

Q 

CTWIHTHAN. J. N. 

7912140148 

90-338 

0 

CmiSTnANiU. N. 

7912140178 

90-338 

0 

CHniSTNERiR. 8. 

7912310343 

30-334 

I 

CHHISTHARiO. N. 

79121S016V 

90-338 

0 

CHRISBOTIHOB.N, 

79121S00S4 

90-294 

8 

ClANliP. 

CIE8ZKIENICZ.6. 

7918030180 

7912180386* 

40-8677 

90-10 

R 

CLARKE. E. T. 

CLARK. L. 

7912310018 

7918060146* 

REOOD 

90-20 

0 

CLARKE. U. L. 

' 7912110938* 

90-299 

0 

CLARK. H. H. 

7918370262* 

90-299 

P 

CLARK. A, T. 

CLARK. R. 

7918130149 

7912140188 

PROJ 

90-277 

P 

CLAYTONi F. L. 

7912170006 

90-364 

a 

CLAVTONi F. L. 
CLAVTON. F. L. 

7912100PS4 

7912030183 

71-9026 

90-348 

8 

CLAYTON, F. L. 

7912140473 

90-348 

0 

CLAVTON, F. L. 

7912140931 

80-348 

0 

CLAVTON, F. L. 

791204036S 

90-348 

8 

CLAYTON, F. L. 

7912110339 

80-34Q 

8 

CLAYTOHi F. L. 

7912310025 

90-348 

a 

CLAYTON. F.L. 

7912120426 

90-348 

8 

CLAYTON, F. L. 

7912180397 

90-348 

p 

CLAYTON, F. L. 

7912810170 

90-348 

Q 

CLAYTONi P.L. 

7912310274 

90-348 

Q 

CLAYTON. F. L. 

7912180409 

90-340 

P 

CLAYTCW, F. L. 

7912210010 

90-348 

Q 

CLAYTON. F. L. 

7912180942 

90-348 

P 

CLAYTON, P. L. 

7918190990 

90-348 

F 

CLAVTON, F. L. 

7912310019 

90-364 

0 

CLAYTON, F. L. 

7918190956 

90-348 

P 

CLAYTON, f . L. 

7912270386 

90-348 

R 

CLAYTON, F. L. 

7912310424 

90-348 

R 

CLAYTON, F. L. 

7912270218 

50-348 

8 

CLAYTON, F. L. 

7912310448 

90-348 

B 

CLAYTON, E. D. 
CLEARY, P. 

CLBPEKT. C. H. 

7912200019* 

7912110884 

7912070309* 

71-6981 

NUREO 

90-336 

8 

CLBCNBON.F. 

7912170237* 

90-344 

0 



ACCESSIW 

SUBJECT 


AUTHOR 

NUMBER 

CA7EO0RV 

CLEMONS, P. E. 

7912090663* 

70-6B7 


CLEMONS, P.E. 

7912060340* 

so-aoL 

0 

CLEM0N9,P. E. 

7912060110* 

70-020 


CLEVELAND. R. 

7912270129 

Sta-t* Proa 

CLOUSH. R. i- 

7912310193 

NUREO 


CLDUTIER. R. 

7912120339 

90-277 

p 

COaQi J. N. 

7913310913* 

9D-29S 

p 

CQBBiL. 1. 

7913100063* 

50-286 

p 

COCHRAN. T. H. 

7913170160 

FQIA 


COCHRAN. T. D. 

7913160369 

FOIA 


COCHRAN. T. B. 

7913270031 

POIA 


COCHRAN. B. J. 

7912060399* 

90-390 

4 

COEN, K.B. 

7912190249* 

50-279 

0 

CDOOIN.C. L. 

79121 10333* 

90-321 

B 

C04SIN.C. L. 

7913110373* 

90-366 

8 

cooam.c. L. 

7913130436* 

90-321 

8 

CDOOIN.C.L. 

7912370477* 

90-321 

8 

CQ00IN.C.L. 

7912310430* 

90-321 

8 

COHEN. H. O, 

7912160193 

RES 


COHEN. 8. 

7912120170* 

FOIA 


COHEN. H. ({. 

7912090233 

50-289 

« 

COHEN. U. If. 

7912160163 

80-289 

0 

COHEN. H. H. 

7912180193 

90-289 

0 

COHEN. 1. 

7912200088* 

70-371 


COHEN. 1. 

7912070273* 

70-371 


COHEN. 1. 

7912360063* 

70-820 


COHN, N. D. 

7911190930* 

90-322 

0 

COLE, R.F, 

7912310278 

00-313 

0 

COtEKAN.H. 

791»l003m* 

90-339 

A 

COLL, TLA. 

7912130090 

90-290 

0 

COLL, N. A. 

7912140014 

SO-250 

0 

COLL, N. A. 

7912130090 

50-290 

a 

COLL. N. A. 

7912140014 

90-250 

0 

COLLINS, B. H. 

7912030066 

KPORTLIC 


CQLLtN3,V. P. 

7912140161 

PR 


COLLINS. H. E. 

791204 006S 

Slat* Prog 

COLLINS. H. E. 

7912040069 

Btaie Prog 

COLLINSiH. E. 

7912170103 

State Prog 

COLLINS. H. E. 

7912190004 

PDR HI8C 


COLLINS, H. E. 

79121 700D9 

NUREO 


COLLINSiH. E. 

7912170094 

90-320 

H 

COLLINSiH. E. 

791236(063 

Stat* Prog 

COLLINSiH. E. 

7913310334 

State Prog 

COLLINSiH. E. 

7912100379 

Btate Prog 

COLLINSiH. E. 

7912100381 

State Prog 

COLLINSiH. E. 

7912100382 

State Prog 

COLLINSiH. E. 

7912110343 

Btate Prog 

CDLLINSiH. E. 

7913210096 

State Prog 

CDLLINBiH. E. 

7913380681 

NUREO 


COLLINSiH. E. 

7913380063 

TQPREP 


COLLINSiH. E. 

7913310404 

State Prog 

COLLINSiH. E. 

7913300419 

90-3 

P 

COLLINSiH. E. 

7912310119 

TOPREP 


COLLINSiH. E. 

7918260183 

Btate Prog 

COLLINSiH. E. 

7913300634 

Btate Prog 

COLLlNa.H. E. 

7912190111 

State Prog 

COLLINSiH. E. 

7912190101 

State Prog 

COLLlNS.a T. 

7913040083 

90-320 

8 

COLLINBiJ. T- 

7912100091 

90-320 

S 

COLLINDi P.F. 

771212(»32* 

go-320 

U 

COLLI NS, P.F. 

7911030L80 

SO-279 

V 

COLL! NS, P. F. 

7912170102 

Nl^EO 


COLLINS.P.F. 

79122601KI 

50-83 

p 

COLLINS, P, F. 

7912370017 

80-73 

p 

COLLINS. H. 

7912300033 

50-3 

F 

COLL INS. J. T. 

7913040084 

90-320 

P 

COLLINS. J, T. 

7912040099 

90-320 

P 

C0LL1N8.J. T. 

7912200466 

50-320 

H 

COLLINS. J. T. 

7913040060 

90-320 

H 

COLLINS. J. T. 

7912040077 

90-320 

P 

COLLINS. J. T. 

7913040101 

90-320 

H 

COLLINBi J. T. 

7912040116 

90-320 

P 

COLLINS. J. T. 

79120400^ 

90-320 

H 

COLLINS. J. T. 

79130400:^ 

90-320 

P 

COLLINS, J.T. 

7713040096 

30-320 

P 

COLLINS. J. T. 

7912040067 

90-320 

P 

COLLINS. J. T. 

7712040090 

90-320 

R 

COLLINS. %». T. 

7912300351 

90-320 

P 

COLL INS. a T. 

7918300362 

90-320 

P 

COLL I NS. a T. 

791231<»94 

50-320 

H 

COLLINS, J.T. 

7912310999 

00-320 

H 

COLLINS. J.T. 

7712200369 

90-320 

P 

C0LL1N9.U.T. 

7912^0493 

50-320 

P 

COLLINB.,;. T. 

791280 D4IS 

50-320 

F 

COLLINS. U.T. 

7912800430 

90-320 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

COLLINS. J. r. 

7912280444 

90-330 

P 

COLLINS. J. T. 

7912170381 

37-47 


COLCMIBO.R.H. 

7912070430* 

50-312 

S 

COLOHBD.fl.H. 

7912110327* 

50-312 

8 

COLOHBO. R. H. 

7912180641* 

90-313 

a 

COLOMBO, R. U. 

7912170278* 

50-312 

R 

COLOMBO. R. U. 

7913140497* 

50-312 

a 

COLOMBO, R. U. 

7913180955* 

50-313 

s 

COLOMBO, fi. U. 

79122&0229< 

50-313 

s 

COLOMBO. R.H. 

7913360217* 

90-312 

8 

COLOMBO. R. U. 

7912360283* 

90-313 

B 

COLOMBO, R.U. 

7913360277* 

50-313 

S 

COHOS, C. 

7913200198* 

CONTRACT 


COMBS, T. R. 

7912110089* 

FOIA 


COMPTON. R. M. 

7912070113* 

50-280 

0 

COMPTON. R. M. 

7913090633* 

90-280 

0 

CONOEL. F. J. 

7913130393* 

50-320 

u 

CONQEL. P. 0. 

7912130363* 

90-320 

u 

CONLDN. T. E. 

7913110247* 

30-370 

0 

CONLON, T. E. 

7913200621* 

50-438 

0 

CONLDN, T. E. 

7913030996* 

50-416 

0 

CONLON, T. E. 

7912180367* 

50-389 

0 

CONLDN. T. E. 

7913180174* 

90-413 

0 

CONLON. T. E. 

7913110334* 

50-400 

0 

CONLON. T. E. 

7913310331* 

50-395 

0 

CONLON, T. E. 

7913310333* 

50-327 

0 

CONLON, T. E. 
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79122Q0299 

50-320 

U 

C053ICK. L. V. 

7912120023 

PRM 


enssicK. L. V. 

791212fl02Q» 

PRM 


&OBSICK. U. V. 

79122B0411 

50-320 

U 

&03SICK. L. V. 

79122B0471 

50-289 

U 

OOBBICK. L. V. 

7912100250 

PDR MIBC 


C-OSBJCH, L. V. 

7912120501 

FOIA 


OOeSICK. L. V. 

7912210018 

XPORTLIC 


»OSSICKi L.V. 

79122a0&66 

□RO 


D09BICK. L. V. 

7912200593 

XPDRTLIC 


OOBBICKr U V. 

7912200594 

XPORTLIC 


OOSaiCK. L. V. 

7912200598 

XPORTLIC 


frOBBICH. L. V. 

7912310117 

XPORTLIC 


eosaiCKr L. V. 

7912280050 

XPORTLIC 


OCBBICK, L. V. 

7912310029 

PRN 


«OUGE. M. J. 

7912050489* 

50-327 

Q 

oouce.M. j. 

7912060089* 

50-566 

Q 

ooi>fi£. n. j. 

7918260306* 

50-327 

Q 

C0H6R.0. C. 

7912200298 

IbE 


oowen.o. c. 

7912200476 

50-293 

8 

OOI^R. 0 . C. 

7912380640 

27-10 


ORACE. R. H. 

7912140252 

50-29 

Q 

ORAIIAH. E.7. 

7912270304* 

50-293 

8 

SRAHAM.E. T. 

79182Q0475 

50-293 

8 

ORAttAH, J. 

7912280479 

30-289 

T 

ORAHAM.P. D. 

7912260122* 

50-213 

Q 

ORAHAH. P. D. 

7912200332* 

50-220 

0 

ORAIHBYr H. U. 

7912260372 

50-443 

0 

ORAHT.H. B. 

7912170103* 

40-2061 


ORAHTi P. 

7912050322 

50-10 

P 

0RAVE9. R.H. 

7912040301 

30-213 

8 

0HAVE8, R.H. 

7912180437 

50-213 

R 

ORAVES. R.H. 

7912260262 

50-213 

6 

ORAYr J. a. 

7912200044 

XPORTLIC 


ORAYrH. K. 

7912180067* 

WASTE MOT 

ORAVr J, n. 

7912060094 

50-344 

0 

ORAYi J. R. 

7912130074 

50-285 

0 

ORAYt J. R. 

7912130081 

50-885 

0 

CRAY, J. R. 

7912190168 

50-344 

0 

ORAY. J- R. 

7912050142 

50-344 

0 

CRAY. J. R. 

7912100186 

50-344 

0 

ORAYj j. R. 

7912120303 

00-344 

0 

ORAY. J. R. 

7912140542 

50-344 

0 

CRAY. J. R. 

7912170218 

50-344 

a 

ORAY. J. R, 

79121904BQ 

50-344 

0 

ORAY. J. R. 

7912280130 

50-344 

0 

OREEH.M. U. 

7912310501* 

50-855 

p 

OREEH.H. U. 

7912310473* 

50-155 

p 

OREEH.D. 0. 

7911300031 

50-445 

M 

OREEK.O. e. 

7912210429* 

71-364 


OREEN. D. 

7912140393* 

50-259 

R 

OREEN.K. 

7912180104 

Btat* Prog 

OREOER.L, R. 

7918210081 

60-346 

a 

OREOER.E-. R. 

7912040016* 

70-925 


ORENDON. A. 

7912180258 

ACRB 


ORESHAK. .1. 

7912190601* 

TDPREP 


OREM.P.C. 

7912130333 

PR 


OREM.P C. 

7912130530 

PR 


OREU. P.C. 

7918180015* 

PR 


OREM.P.C. 

7912180009 

PR 


ORIBBON. D. H. 

7912110430 

50-250 

M 

ORIBBON. D. H. 

7912110438 

50-250 

M 

ORIDER.M, 9. 

7912140381 

50-294 

J 

DRIEH.B. H. 

7912030251* 

50-219 

Q 

OniER.D. H. 

7912210011 

50-293 

0 

ORIER.B. H. 

7912060049* 

50-277 

0 

OniER.B. H. 

7912060153* 

50-20 

a 

CRIER. D. H. 

7912040166 

50-380 

n 

ORIER.B. H. 

7912100236* 

50-334 

a 

ORIER.B. H. 

7912030836 

30-272 

a 

ORIER.B. H. 

7918050074 

50-333 

a 

ORIER.B. H. 

7918060033 

60-277 

0 

ORIER.B, H. 

7918060131 

50-20 

0 

ORIER.B. H. 

7912100819 

50-334 

Q 

ORIER.B. H. 

7918100402 

50-320 

a 

ORIER.B. H. 

7912120101 

70-364 


ORIER.B. H. 

7912050017 

50-293 

a 

ORIER.B. H. 

7912050021 

50-317 

Q 

ORIER.B. H. 

7912050023 

60-3 

a 

ORIER.B. H. 

7918050024 

. 50-213 

Q 

ORIER.B. H. 

7912050026 

60-334 

0 

ORIER.B. H. 

7918050029 

50-412 

0 



ACCEBBKM 

SUBJECT 


AUTttOR 

NUMBER 

CATCOORV 

ORIER.B. a 

7912090030 

50-363 

Q 

QRIER.Q.H. 

79I20S0032 

90-219 

Q 

ORIER.B. a 

79I20S0036 

50-322 

a 

ORIER. D.a 

79I20S003B 

SO-309 

0 

QRIER. D.a 

79120S0039 

50-249 

a 

ORIER. B. a 

7912090040 

90-220 

□ 

ORIER.B. a 

7912030044 

50-410 

a 

ORIER. D.a 

7912030045 

50-333 

Q 

ORIER.B. a 

7912050047 

50-296 

Q 

ORIER.B. a 

79120S0049 

50-277 

0 

ORIER. B.a 

7912090051 

SO-3B7 

Q 

ORIER.B. a 

7912090055 

50-272 

Q 

ORIER. D.a 

7912050057 

90-311 

Q 

QRIER. B.a 

79120900 58 

90-443 

0 

ORIER. B.a 

7912090061 

90-244 

0 

ORIER. n.M. 

7912050064 

90-4B9 

0 

ORIER. B.a 

7912090065 

50-271 

0 

ORIER. a.H. 

7912090067 

50-29 

Q 

ORIER. B.a 

7912090225 

90-293 

0 

ORIER. B. a 

7912090230 

90-317 

Q 

GRIERiB.a 

7912090234 

50-3 

Q 

ORIER. B.a 

7912090239 

90-213 

Q 

ORIER. B.a 

7912050241 

30-412 

Q 

ORIER.B. a 

791205024S 

90-334 

Q 

ORIER. B.a 

7912090250 

50-363 

0 

ORIER. B.a 

7912090253 

50-219 

0 

ORIERiB.a 

7912090256 

50-322 

Q 

ORIER.B. a 

7912050260 

50-209 

a 

ORIER.B. a 

7912090264 

90-309 

a 

ORIER. B. a 

7912050266 

90-245 

a 

CRIER. B. a 

7912050271 

90-410 

0 

ORIER. B.a 

79120S0274 

90-220 

0 

QRIER. D.a 

7912050278 

90-333 

G 

ORIER. B.a 

7912050281 

50-286 

Q 

GRIER. B.a 

7912050286 

50-877 

Q 

ORIER. B.a 

7912090289 

50-392 

0 

ORIER.B. a 

7912090295 

50-307 

0 

ORIERiB.a 

7912090297 

90-272 

<1 

ORIER. B.a 

7912090298 

90-311 

Q 

QRIER. B.a 

7912090302 

90-443 

0 

ORIER.B. a 

7912090304 

90-244 

0 

ORIERiB.a 

7912090306 

90-485 

<1 

ORIER. B.a 

7912090309 

90-271 

Q 

ORIER.B. a 

7912090311 

30-29 

0 

ORIERiB.a 

7912100107 

50-293 

0 

ORIER. D.a 

7912100109 

30-317 

a 

ORIER.B.a 

7912100113 

90-3 

a 

ORIER.B. a 

79121001 IS 

90-213 

a 

ORIER.B. a 

7912100117 

90-412 

Q 

ORIER.B. a 

7912100118 

50-334 

Q 

ORIER.B.a 

7912100120 

90-219 

a 

ORIER.B. a 

7912100122 

90-363 

a 

ORIER.B.a 

79I2100L24 

90-322 

Q 

ORIER.B.a 

7912100127 

30-289 

a 

ORIER.B.a 

7912100129 

50-309 

a 

ORIER.B.a 

7912100131 

90-243 

Q 

ORIER.B. a 

7912100133 

90-410 

a 

ORIER.B.a 

7912100134 

90-220 

a 

ORIER.B.a 

7912100136 

50-333 

3 

ORIER.B. a 

7912100138 

90-206 

Q 

ORIER.B.a 

7912100140 

30-392 

8 

ORIER.B.a 

7912100144 

90-277 

a 

ORIER.B.a 

7912100143 

30-387 

a 

ORIER.B.a 

7912100146 

90-311 

a 

ORIER.B. a 

7912100148 

90-272 

0 

ORIER.B.a 

7912100190 

90-443 

0 

ORIER.B. If 

7912100192 

30-489 

0 

ORIER.B. a 

7912100159 

50-244 

Q 

ORIER.B. a 

7912100196 

90-271 

Q 

ORIER.B. a 

7912100197 

90-29 

Q 

ORIER.B.a 

7912100409 

SO-3S2 

Q 

ORIER. B.a 

7912200266 

90-209 

a 

ORIER. B.a 

7912110389 

50-293 

0 

ORIER.B.a 

7912110394 

90-317 

Q 

ORIER.B. a 

7912110396 

90-3 

Q 

ORIER. B. a 

7912110400 

90-213 

Q 

ORIER.B.a 

7912110404 

90-334 

Q 

ORIER.B.a 

7912110405 

50-412 

Q 

ORIER. B. a 

7912110409 

90-219 

0 

ORIER.B.a 

7912110411 

30-363 

Q 

ORIER.B. a 

7912110413 

90-322 

Q 

ORIERiB.a 

7912110415 

80-289 

Q 

ORIER. B.a 

7912110419 

90-309 

Q 

ORIERiB.a 

7912110422 

50-249 

0 

ORIER. B. a 

7912110449 

90-410 

Q 



ACCESSION 

SUBJECT 


AUTHOR 

NUMB ER 

CATEGORY 


7912110449 

90-220 

a 

ORIER.B. H. 

79121 10458 

SO-333 

Q 

ORIER. B.H. 

7912110453 

50-286 

0 


7912110456 

50-352 

a 

ORIER. B. H. 

7912110498 

50-277 

0 

ORIER. B. H. 

7912110461 

50-387 

a 

ORIER, 0. H. 

7912110466 

50-311 

Q 

ORIER. a. H. 

7912110468 

50-272 

Q 


7912110470 

50-443 

0 

ORIER.B. H. 

7918110473 

50-244 

Q 


79181 10478 

50-485 

n 

ORIER. a. H. 

79121 104Q7 

50-271 

0 

ORIER.B. H. 

79121 10490 

50-29 

0 

GRIER. B. H. 

7918130073 

50-309 

0 

ORIER. B. H. 

7912050213 

50-293 

0 

ORIER. B. H. 

7912050217 

50-317 

0 


7912050221 

50-3 

Q 

ORIER, Q. H. 

7912050226 

50-213 

Q 

QRIER. B. H. 

7912050228 

50-334 

Q 

ORIER. B. H. 

7912050233 

50-412 

0 

QRIER. B. H. 

7918050235 

50-363 

0 


7912050237 

50-219 

Q 

ORIER. B. H. 

7912050243 

50-322 

Q 

CRIER, 6. IL 

7912050248 

50-209 

Q 

ORIER, D. H. 

7918050251 

50-309 

0 

GRIER. B. H. 

7912090255 

50-336 

0 


791209025B 

50-245 

0 

QRIER.Q.H. 

7912090261 

50-410 

a 

QRIER. B. H. 

7912090263 

50-220 

Q 

QRIER, B. H. 

7912030267 

50-2S6 

Q 

QRIER, Q. K. 

7912090269 

50-333 

□ 


7912050273 

50-352 

Q 

ORIER. B. H. 

7912050277 

50-277 

0 


7912030202 

50-307 

0 

ORIER. Q. H. 

7912050287 

50-311 

Q 

ORIER. D. H. 

7912050291 

50-272 

0 

QRIER. B. H. 

7912030327 

50-443 

0 

CRIER. B. H. 

7912050330 

50-244 

Q 

ORIER. B. a 

7912050332 

50-4B9 

0 

GRIER, D. a 

7912090335 

50-271 

0 


7912050337 

50-29 

0 

GRIER. B. H. 

7912260332 

50-307 

0 

ORIER.B. H. 

7912060564 

50-293 

D 

ORIER.B. H. 

7912060S65 

50-317 

Q 

ORIER.B.a 

7912060566 

50-3 

G 

QRIER.Q.H. 

7912060967 

50-213 

Q 


7912060370 

50-334 

0 

ORIER.B. H. 

7912060573 

50-219 

G 


7918060574 

30-322 

Q 

GRIER.B, H. 

7912060576 

S0-2B7 

0 

ORIER. B. H. 

7918060577 

50-309 

0 


7912060579 

SO-245 

0 

ORIER. B. H. 

7912060SB0 

50-220 

0 


7912060502 

50-333 

0 

ORIER. D. H. 

79 12060 9 B3 

50-286 

G 


7912060504 

50-277 

0 


7912060586 

50-307 

0 

ORIER. B. H. 

7912060588 

SO-272 

0 

ORIER. B. H. 

7912060596 

50-413 

a 

ORIER. B. H. 

7912060597 

50-244 

0 

ORIER. D. H. 

7912060599 

50-271 

Q 


7912060600 

50-29 

Q 

ORIER. B. H. 

79121 10022 

50-293 

Q 

ORIER.B. H. 

7912110027 

50-317 


ORIER. B. H. 

7912110031 

50-3 

Q 

ORIER. D. H. 

7912110035 

SO-213 

Q 

ORIER. B. H. 

79121 10037 

50-334 


ORIER.B. H. 

7912110044 

SO -412 


ORIER.B. H. 

7912110047 

50-363 

Q 

ORIER. B. H. 

7912110048 

90-219 


ORIER. 0. H. 

7912110091 

50-322 

a 


7912110054 

50-209 


ORIER, D. H. 

79121100S6 

50-309 

a 


7912110060 

90-245 

a 

ORIER. B. H. 

79121 10064 

90-410 

a 

ORIER. 8. H. 

7912110066 

50-220 

0 

ORIER. 8 . K. 

7912110067 

50-206 


ORIER. 8 . H. 

7912110069 

50-333 

a 

QRIER. B.H. 

7912110073 

50-277 


ORIER, B. H. 

7912110079 

50-352 



7912110077 

50-387 

Q 

QRIER, 8 . H. 

7912110079 

50-272 

a 

ORIER. B.H. 

7912110000 

50-31 1 


QRIERrB.'H. 

7912110003 

50-443 

a 

ORIER.B. H. 

7912110087 

50-485 



PERSONAL AUTHOR INDEX 


AUTHOR 


CRIER. B. H. 
CRIER. S. H. 
CRIER. B.H. 
CmiER.B.H, 
CRIER. B.H. 

ORIER.B. H. 
OniER, B. H. 
CRIER. B. H. 
CRIER, a. H. 
(ffilER. B.H. 

CRIER. B.H. 
CRIER. B. H. 
CRIER. B. H. 
CRIER. B. H. 
CRIER. B.R 

CRIER. B.H. 
miER.B. H. 
CRIBI. B. H. 
CRIER. B.H. 
CRIER. B.H. 

CRIER. B. H. 
CRIER. B.H. 
CRIER. B. H. 
CRIER. B. H. 
CRIER. B.H. 

CRlQI.a. H. 
CRIER. B.H. 
CRIER.B.H. 
CfitER.B. H. 
CRIER. B.H. 

CRIER. B. H. 
CRIER. B.H. 
CRIER. B.H. 
CRIER. B.H. 
CRIER. B.H. 

CRIER, B. H. 
CRIER, B.H. 
CRIER, B.H. 
CRIER, B.H. 
ORIER.B. H. 

CRIER. B.H. 
ORIER.B. H. 
CRIER. B. H. 
CRIER, B. H. 
CRIER. B. H. 

ORIER.B. H. 
ORIER.B. H. 
ORIER.B. H. 
CRIER. B. H. 
ORIER.B. H. 

CRIER. B. H. 
CRIER.a. H. 
ORIER.B. H. 
OftlER.B.H. 
CflIER.B. H. 

CfilER.a. H. 
CRIER.B.H. 
CRIER. B. H. 
ORIER.B. K. 
CRIER, fi. H. 

CRIER, B. H. 
ORIER.B. H. 
CRIER.B.H, 
CRIER.B.H. 
CRIER. B. H. 

CRIER.B.H. 
CRIER, B. H. 
ORIER.B. H. 
CRIER.B.H. 
ORIER.B, H. 

ORIER.B. H. 
CRIER.B.H. 
CRIEN.B. H. 
CRIER, B. H. 
CRIER, B. H. 

CRIER. B. H. 
CRIER, S. H. 
ORIER.B. H. 
CRIER.B.H, 
CftXBI.B. H. 

ORIER.B. H. 
CRIER. B. H. 
CRIER.B.H. 
ORIBI.B. H. 
CRIER.B.H. 


ACCEBBIOH 

NUHBER 


alec 


SUB (EC T 
CATEODRY 


ACCEBSION 

MIHBER 


SUBJECT 

CATESDRY 


791S1 10091 
7912110094 
7912110096 
7912310009 
7912310007 

7912310022 

7912190011 

7912190017 

791219001B 

7912190020 

7912190021 

7912190022 

7912190027 

7912190031 

7912190034 

7912190036 

7912190039 

7912190041 

7912190044 

7912190049 

7912190038 

7912190059 

7912190063 

7912190065 

7912190071 

7912190075 

7912190076 

7912190087 

7912190069 

7912190094 

7912190095 

7912190099 

7912310204 

7912310305 

7912310209 

7912310210 

7913310211 

7912310213 

7912310216 

7912310219 

7912310220 

7912310224 

7912310226 

7912310228 

7912310232 

7912310234 

7912310235 

7912310237 

7912310241 

7912310242 

7912310244 

7912310246 

791231024B 

7912310250 

7912310252 

7912310253 

7912310254 

7912190533 

7912190731 

7912190734 


50-244 

Q 

ORIER.B. H. 

7912280186 

SO-3 

Q 



Q 

ORIER.B.H. 

7912260190 

50-213 

0 


50-29 

Q 

ORIER.B.R 

7912260193 

50-412 

Q 



Q 

ORIER.a.a 

7912260194 

BO-334 

0 


50-272 

0 

ORIER.B. H. 

7912260196 

50-363 

0 

HAOEY, H. 

50-29 

Q 

ORIER.B. a 

7912260199 

SO-219 

Q 



a 


7912260200 

90-322 

Q 



0 

ORIER.B.H. 

791228IK204 

50-289 

0 




ORIER.B.H. 

7912260205 

50-309 

0 



0 

ORIER.B.H. 

7912260207 

50-245 

Q 

HAIRSTON, a 0. 

50-334 

0 

ORlER.B.a 

7912260212 

50-410 

Q 



0 

ORIER.B.H. 

7912260215 

50-220 

0 




CRIER. B. H. 

7912mni7 

SO-206 

a 



0 

ORIER.B.H. 

79182e{H80 

50-333 

Q 





7912260324 

50-352 

0 

HAIRSTON. U. 0. 

50-309 

0 

ORIER.B. a 

791Kie0227 

50-277 

Q 





7912860230 

90-307 

0 




ORIER.B.H. 

7912260234 

50-272 

0 

HAIRBTON, H. 0. 



DRIER, B. a 

7912380236 

50-311 





ORlER.B.a 

791238(»42 

50-443 

6 

HAIRSTON, M. 0. 

90-333 

Q 

ORIER. B.H. 

791^0244 

50-244 

0 





7912360246 

50-465 





ORIER.B.H. 

79123B024B 

50-271 





ORIER. B.H. 

7918880252 






ORIFFIN.a 

7918130611 

Pfl 


HALE, C. J. 

30-354 

Q 

ORIPFiaU. 

7912130619* 

PR 





ORIFF1TK8.R. 

7918040374 






ORIFFITH.R.V. 

7912170359 

RE8 



90-485 


0RIPFITH.J.8. 

7912190961 






oRieo.as. 

7912180217* 

50-486 

0 

HALE, C. J. 

SO-271 

0 

0R1HE8, C. I. 

7912310348 

OEN TEC 





ORIHES.fi.K. 

7912190133 

mfflED 


HALE, C. J. 



ORIHEB.B. K. 

7912310013 

FDR msc 


HALE, C. J, 




7912200022 

50-3 


HALL, R. E. 



cRisHAn.a 

7912120S26* 

NUREO 


HALL, R.B. 


50-213 

50-412 

50-334 

50-219 

50-363 

50-322 

50-309 

50-245 

SO-220 

50-410 

B0-2B6 

50-333 

50-277 

50-352 

50-3S7 


50-311 Q 
50-272 C 
30-443 Q 
50-244 a 
50-485 Q 

50-271 0 
50-29 . 0 
50-293 a 
50-317 0 
50-3 0 


CROCE. R. H. 
CROCE. R.H. 
OROCE. R. H. 
CROCE. R. H. 
OROCE. R.H. 

CROCE, R. H. 
OROCE. R, H. 
OROCE. R.H. 

OROCE, n. a 

CROCE. R. H. 

0R0B3HAH,H. 
CROeSHAN, a 
OROSSHAN, a 
CROSBHAN.a 
CROTEHHUIB.a 

OnOTENHUIBiK 
CROTEMHUIO.H. 
CRUSH, a H. 
CUHBLE, P.H. 

ounauE. F. a 

CIWBLE.F.H. 
CUHBLE, F. a 
OUHOLE. F. a 
OUPPV, >1. 0. 
0U8TAVE, R. P. 


7912120536 

7912O400S7 

7912040019 

7912130086 

7912310472 

7912120210 

7912140370 

7912130096 

7912030175 

7912040a» 

7912060120 

79121003SS 

7912100319 

7912190344 

7912120070 

7912120103 

7912210008 

7912190967 

7912040321* 

7912040369* 

7912110333* 
7912180502* 
7912270S62* 
7912040119 
79121 10003 


50-309 

50-309 

50-309 

30-309 

50-309 

50-29 

80-29 

50-29 

50-27 

50-29 

50-321 

50-402 

50-155 

50-155 

50-250 

50-282 

50-282 
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50-266 

50-286 

50-286 

50-266 

50-286 
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HALLIOAN, T. J. 
HALLMAN, D, 
HAMADA, 0. 
HAHMOMD. E. L. 
HAMHOND, E. L, 

HAMMOND. E. L. 
HAN, J. T. 
HANCOCK, J. A. 
HANCOCK. J. A. 
HANCOCK, J. A. 

HANCOCK. J. A, 
HANCOCK, J. A. 
HANCOCK, J. A. 
HANCOCK. J. A. 
HA.HCaCK, J. A. 

HANCOCK. J. A. 
HANCOCK, J. A. 
HANCOCK, J. A. 
HANCOCK, J. A. 
HANCOCK, J. A. 

HANCOCK, J. A. 
HANCOCK. J. A. 
HANKEV, D. 
HANNON. J. N. 
HANNON. J. N. 


7912190736 

7912190739 

7912190744 

7912190747 

79I219074B 

50-213 

50-334 

50-412 

50-363 

60-219 

Q 

Q 

0 

0 

0 

eUSTAVE.R.F. 
CUTMAN.J. B. 
OUTNAN. J. 6. 
HAAS8. W. P. 
HAASS.a P. 

7912160006 

7912070284 

7912070280 

7918180024 

7918120534 

COTJinACT 

FOIA 

FOIA 

TOPREP 

50-313 P 

HANSEN, L. E. 
HANSEN, L. E. 
HANSEN, L. E. 
HANSELL. D. 
MANSELL, D, 

7912190750 

7912190752 

79121907S3 

7912190754 

7912190786 

50-322 

50-289 

50-309 

50-245 

50-410 

0 

0 

Q 

Q 

0 
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7912190761 
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Q 

a 
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Q 
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7918160378 
7912210033* 

7918130009* 
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50-302 P 
90-302 B 
80-302 P 
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80-302 P 
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80-302 0 

90-302 0 

80-302 R 
90-302 F 

60-302 B 
50-303 P ■ 
50-269 U 
50-293 F 
50-293 P 

71-6981 

71-65B1 

71-6961 

40-2061 

40-2061 

40-2061 
30-292 0 

71-6581 
90-463 8 

50-463 0 

TCPRCT 
90-850 8 

90-339 8 

80-343 a 
CONTRACT 

XPORTLIC 

XPOfiTLlC 

XPDR-n-IC 

XPDRTLIC 

XPORTUIC 

XPOflTLIC 
XPORTLIC 
71-9009 
50-336 8 

50-336 6 



Avmw 


MUtRIBONiF. L. 
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HMRTOKf J. J. 
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HEADr J. T. 
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HEIBEL.R.P. 
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HEJBHtWI. R. F. 
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HE I 8 HHAN. R. F. 
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HE ISHHAK. R. F. 
HEISHKAN. R. F. 
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»£ietMAN> R. F. 
HEiettMAN. R. F. 
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FEISHHAN. R. r. 
HEIBHHAN. R.F. 
HEIBHttAN. R. F. 
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FCLLEfil.L. hi. 
HEtXEA. L. M. 
HEUI 4 K. 

HELKSi J. 
HENDERBOM. B. A. 

KENDRICK. H.O. 
HENDRICK. U. 0. 
FCNDflICKB. D.U. 
HENDRIE. J. li. 
HENDRIE. J. M. 
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HENDRIE. J. N. 

7912170013 

90-70 

0 

HERSLOFT. L. H. 

7912270252 

40-0452 


791S1102B6* 

90-946 

0 

HENDRIE. J. H. 

7912060839* 

FOfA 


HEBTERMAN, I.F, 

7912200019 

30-298 

a 

7912280360* 

40-2299 


HENDRIE. J. H. 

79122700» 

C0HM1EBI0N 

HEhlARD.R.N. 

7912280437* 

50-320 

P 

791231029B 

ILE 


HENDRIE. J. H. 

7912090971* 

Btat* Prog 

HEUARD.R. H. 

7912130441* 

50-320 

P 

79111909SB 

SO-322 

0 

HENDRIE. J. n. 

7912090573* 

State Prog 

HIATT. J. H. 

7912090315* 

50—264 

Q 

7912200170 

71-9937 


HENDRIE. J. R. 

7912090978* 

Btat* Prog 

HIATT. J. H. 

7912070270* 

30-10 

O 

79120703S7 

30-313 

J 

HENDRIE. J. N. 

7912090581* 

State Prog 

HICKEY. C. R. 

7912180207 

NUREO 


7912130410 

50-339 

H 

HENDRIE. J. H. 

7912130241 

90-320 

U 

HICKIN. R. A. 

7912180019* 

CONTRACT 


7912200370* 

90-339 

A 

HENDRIE. J. M. 

7912130314* 

90-320 

U 

MICKLE. B. J. 

7912140352* 

30-285 

R 

7912210141 

XPORTLIC 


HENDRIE. J. H. 

7912310126 

CtDRliaSIQN 

HICKS. K. M. 

7912310360 

RECOD 


7912040179* 

90-320 

Q 

HENDRIE. J.tL 

791K00034 

COMMISSION 

KIQOINS. J. C. 

7912070202* 

50-322 

0 

7912280114 

PR 


HENDRIE. J. H. 

7912270122 

COMMISSION 

HILL.O, F. 

7912130324 

PR 


79121102S6* 

80-946 

Q 

HENDRIE. sJ. H. 

791227012S* 

COMMISSION 

HILL.O. F. 

7912130326* 

PR 


7912130136* 

90-946 

Q 

HENDRIE. J. M. 

7912270131* 

COHMISaiON 

HINCKLEY, hi. U. 

7912100386* 

CONTRACT 


7912110378 

90-874 

0 

HENDRIE. sf.H. 

7912270139* 

COMMISSION 

HIND. J. A. 

7912120068 

90-10 

8 

7912140229 

90-280 

S 

HENDRIE. J.H. 

7912270149* 

COMMISSION 

HIND. J. A. 

7912170166 

50-10 

8 

7912030263* 

50-329 

a 

HENDRIE. J. a 

7912270194* 

COMMISSION 

HIND. J. A. 

79121B0027 

50-440 

8 

7912110286* 

90-846 

0 

HENDRIE. J. K. 

7912270198* 

COMMISSION 

HIND. J. A. 

7912030109 

30-461 

3 

7912130136* 

90-946 

a 

HENDRIE. J. a 

7912270160* 

COMHtSSIDH 

HIND. J. A. 

7912130679 

SO-IO 

0 

79121B0236* 

90-299 

0 

HENORIE.J. H. 

7912270163 

COMMISSION 

HIND. J. A. 

7912110275* 

70-36 


7912210031* 

90-237 

0 

HENDRIE. J. M. 

79122701TC 

COMMISSION 

HIND. J. A. 

79121200S3* 

50-303 

0 

7912090052* 

90-440 

0 

HENDRIE. J. M. 

7912870110 

CQKHI88I0N 

HIND.J. A. 

7912110222 

70-36 


7912120443 

90-206 

F 

HENDRIE. J.a 

7912270117* 

COMMISSION 

HIND. J. A. 

7912120079 

50-305 

0 

7912140340 

SO-206 

P 

HENDRIE. J. a 

7912200334* 

50-339 

A 

HINES, E. 

7912120562* 

50-341 

Q 

7912060030 

PROJ 


HENDRIE. J. a 

791220 (»45* 

90-339 

A 

HIRATA, Y. 

7912210210* 

QA999 


7912210091 

UASTE HOT 

HENDRIE. J. a 

7912270083 

COMMISSION 

HIRATA. V. 

7912210201* 

0A977 


7912210142 

90-206 

0 

HENDRIE. J. H. 

7912270080 

COMMISSION 

HIRBCa D. 0 . 

7912170105* 

50-142 

e 

7912040468 

80-206 

3 

HENDRIE. J. H. 

7912270108 

COMMISSION 

HJELMFELT.D. C. 

7912190232 

50-348 

M 

7912040397 

90-206 

8 

HENDRIE. J.H. 

7912870107 

COMMISSION 

HJELMFELT. D. C. 

7912190344 

50-346 

M 

79121B092B 

SO-206 

S 

HENDRIE. sf. a 

7912270089 

90-330 

P 

HLOMATY.R. 
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50-320 

M 

7912170292 

90-206 

a 
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7912270092 

30-330 

P 
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90-206 

Q 
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P 
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0 
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8 
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F 

HOEFLINO. R. K. 

7912100137 
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0 
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A 

HERBEIN. J.O. 
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50-289 

P 
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7912100143* 

30-312 

0 
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90-346 

8 

HERBEIN. J.O. 

7912060340 

90-839 

P 

HOEFLINO. R.K. 
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30-312 

o 
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30-331 

B 

HERBEIK. J.e. 

7912060346 

50-289 

P 

HQEFLINO. R.K. 

7912100153* 

50-312 

Q 
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HERBEIN. J.e. 
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P 

HOEFLINO. R. h. 
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HOEFLINO. R. K. 
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50-312 

e 

7912200964 

30-346 

a 

HERBEIN. J.e. 
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50-289 

P 

HOEFLINO. R. K. 
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0 
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HERBEIN. J.O. 
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HOEFLINO. R. K. 
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P 
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0 
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P 

HOEFLINO.R. K. 

7912170266 
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o 
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HERBEIH.J. D. 

7912310382 

50-2B9 

F 

HOEFLINO.R. K. 
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HERDT. A. R. 

7912060486* 
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0 

HOFFMAN. R. 
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HASTt IWI 
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HERDT. A. R. 
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0 

HOFFMAN, D, P. 

7712060210 
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u 
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HERDT. A. R. 
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HOFFMAN. D. P. 
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HERDT. A.R. 
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KEPPLER. J. 0. 
KEPPLER. J. O. 

KEPPLER, J. e. 
KEPPLER, J. O. 
KEPPLER, J.O. 
KEPPLER, J. O. 
KERR, H. 

KERR.H. 

KERR, U. 

KERR.O. W. 
KERR.O. U. 
KERR.O. M. 

KERR.O, U. 
KERR.O, U. 

KERR, 0. U. 
KERR.O. U. 
KERR.O. U. 

KERR.O. W. 

KERR, 0. M. 
KERR.O. ». 
KERR.O. H. 

KERR. 0. H. 

KERR.O, U. 

KERR. 0. U. 

KERR, 0. H. 

KERR, 0 H. 
KETCHEH, E. O. 

KETZLACH. W. 
KGTZLACH.M. 
KETZLACH, N. 
KETZLACH, N. 
KHATIB-RAHBAR.N 

KIDD.H.S 
KINDER, E, T. 
KINDER, E. T. 
KINOSLEV. a. S. 
KINOSLEV. S. S. 

KINNEY. U. U. 
KINNEY, H. W. 
KINNEY, W. H. 
KINNEY. U. U. 
KINTNER,1_. L. 

KINTNER.t. U. 
KIRKPATRICK. D. 
KIRSCH. D. r. 
KIHBCH.D. F. 
KIRSCH. 0. F. 

KIRBHEN.A.HL 
KIRSHEN. A. H. 
KIRQHEN.A. If. 
KIRSHEN, A. H. 
KISSEL, 6. J. 

KISTER.H, B. 
KISTER.a B. 
KI8TER.H. B. 
KLEINSORfiE. H. P. 
KLIE, T. 

KLINE. J. A. 

KLINE. J. A. 

KNAPP. D, 
KNIOHT.C.F. 
KNICHT.J. E. 

KNIOHT.J. P. 
KNIOHT.J. P. 

KNOLL, H. 

KMOP.R. C. 
KNOP.R.C. 

KMQP, R. C. 

KNOP.H. C. 

KNOP. R. C. 

KNOP.R. G. 

KNOP. R. C. 


7912200109 

7912200112 

7912200115 

7912200117 

7912200123 

7912200127 

7912200130 

7912200134 

79t220013& 

7912200141 

7912200144 

791220O14B 

7912200193 

7912200153 

7912100029 

7912100034 

7912210331 

7912120091 

7912120183 

7912110053 

7912110063 

7912180050 

7912180093 

7912040131 

7912040140 

7912040146 

7912040171 

7912040175 

7912040189 

7912040192 

7912040199 

7912040209 

7912120371 

7912170047 

7912260371 

7913110S44> 

7912090093 

7912170043 

7912280594 

7912120129 

7912060114* 

7912130970 

7912130578> 

7912ieol07» 

7912190479» 

7912(»010Bb 

7912310320* 

7912120393* 

7912060674 

7912270178* 

7912270035 

7912190237* 

7912110493* 

8001110502 

7912120S0S* 

7912050599 

7912060612 

7912090599 

7912060612 

7912170036* 

7912050131* 
791 2060058* 
7912180274* 
7912050599* 
7912280537* 

7912070171 

7912170012 

7912170389 

7912200071* 

79121702^* 

7912070030* 

7912180309 

79122B09S1* 

7912180378 

7912260137* 

7912070033 

79122100^* 

7912260169* 

7912260091* 

7912170416 


50-329 O 
90-409 0 

50-341 a 
50-331 Q 
30-461 a 

90-319 0 

50-367 a 
50-263 0 

SO-SQO a 
50-546 a 

90-346 0 

90-4B3 a 
50-266 Q 
90-305 a 
ACRS 

ACRB 

ACRB 

Stats Prog 
Stats Prog 
Stats Prog 

State Prog 
WASTE MOT 
WASTE MOT 
90-320 a 
90-320 0 

State Prog 
State Prog 
State Prog 
State Prog 
State Prog 

Stat* Prog 
State Prog 
State Prog 
WASTE MOT 
70-2623 

70-27 

70-27 

70-27 

70- 27 
TOPREP 

50-33B Q 

PH 

PH 

71- 358 
71-358 

70-1143 
70-820 
70-1143 
70-1143 
SO-364 A 

50-341 A 
50-275 0 

50-SOB Q 
50-908 S 
90-500 0 

50-285 0 

90-285 e 
90-285 0 

90-289 0 

SO-289 0 

90-033 Q 
90-277 0 

50-271 Q 
50-281 0 

SO-320 0 

90-27S 0 

90-279 0 

PRDJ 

50-289 0 

90-344 O 

90-273 A 
PDR nisc 
SO-320 H 
30-483 8 

SO-329 Q 

50-483 8 

50-483 Q 
80-367 a 
90-461 a 
90-329 a 


KNUTH, 0. F. 
KNUTH, D. F. 
KNUTH, 0. F. 
KNUTH, D. F, 
KNUTH. 0. F. 

KNUTH, D. F. 
KOCH, U. 

KOCHER. 0. C. 
KDCK, L. J. 
KODNER, J. L. 

HODNER, J. L. 
KODNER, J. L. 
KODNER. J. L, 
KODNER. J. L. 
KODNER, J. L. 

KODNER. J. L. 
KODNER. J, L. 
KODNER, J. L. 
KODNER. J. L. 
KODNER. J. L. 

KOEPKE, H. 
KOESTER.O, L. 
KOESTER.O. L. 
KQESTER, 0. L. 
KOESTER.O. L, 

KOHLER, J. E. 
KOHLER, J. E. 
KOHLER, J. L, 
KOHLER, J. E. 
KOHN. B. 

KQLTAY.P. 
KOLTAV, P. S, 
KONKLIN, J. E. 
KONKLIN. J. E. 
KOPECK, J. 

KORCHYNSKV. M. 
KORCHYNSKY, M. 
KOTSCH. J. L. 
K0UT8, H, J, C. 
KOUTS.H. J. C. 

KOUTS. H, J, C. 
KOUTB, H. J. C. 
KOWALSKI. J. 0. 
KRAMER. K. 
KRANISH. A. 

KREBS. A. H. 
KRESS. T. S. 
KREY8A. F. J. 
KRDEHN. T. A. 
KRUESI.F. E. 

KRUO. H. E. 

KRUO, H. E. 
KUHLMAN, C. M. 
KUMP, R. 

KUNZE, U. E. 

KUSEK.L. T. 
KU5HNER, U. L. 
KHIRANT. E. M. 
KYGER, 0. A. 
L'HEUREUX. J. 

LADIR4. n. 

LADUN, R. H. 
LADUN. R. 
LAFLEUR. J. D. 
LAFOLLETTE.B. C. 

LAOIEUBKI, J. B. 
LAOIEUSKI.J. 8. 
LAOIEUSKI.J. S. 
LACOHARSINO. R. 
LASOHARSINQ.R. 

LAOOMARBINO, R. J 
LAODHARSINO. 8. J 
LAOOMARSINO.R, J 
LAORANOE. R. 0. 
LAINA8, O. 

LAINA8. 0. 
LAINAS.O. 
LAINAS.O. 

LAIHA8. 0. 
LAINAS.O, 


7912190201* 

7912190171* 

7912190179* 

7912140440 

7912190391* 

7912190338* 

7912200064* 

7912120033 

7912040278 

7912260354* 

7912130294 

7912130117 

791213D120* 

7912130121* 

7912130128 

7912140295 

7912130117 

7912130120* 

7912130128 

7912140299 

7912190210* 

7912060962 

7912070140 

7912070174 

7912270200 

7912050066* 

7912060634 

7912060650 

7912180090 

7912280660 

7912280301* 

7912050004* 

7912210059 

7912200007 

7912190327 

791214Q469* 

7912180399* 

7912120375 

7912140410 

7912140420 

7912140424 

7912140433 

7912060333 

7912130918 

79121B0I09 

7912100091* 

7912120170 

7912200662 

79I21D0585* 

7912190360* 

79121903S5 • 

7912190785 

7912070342* 

79122B0321* 

7912110036* 

7912110366* 

7912200100* 

7912070903 

7912050009 

79121Q0035 

7912260119* 

7?120S0036> 

7912100057* 

7912190159 

7912060610 

7912310357* 

7912180602* 

7912180619* 

7912040126* 

7912210228* 

7912210030 

7912130206 

7912180468 

7912110081* 

7912110577 

7912180083 

7912260082 

7912180037 

7912180117 

7912180317 


FDIA 

FOIA 

FOIA 

RE8 

FOIA 

FOIA 

50-320 H 
NUREO 
90-461 F 
30-373 0 

50-999 0 

50-599 0 

50-599 0 

30-599 0 

50-599 0 

50-599 0 

50-599 0 

50-599 0 

90-599 S 
30-399 0 

50-482 Q 
50-482 F 
50-483 8 

50-403 8 

50-482 A 

50-295 0 

50-293 8 

50-304 S 
90-295 3 

FOIA 

50-320 a 
50-286 0 

50-440 S 
50-440 8 

PDR HIOC 

30-237 S 

50-249 S 

40-229 

RES 

RE8 

RES 

RES 

71-9035 

Pft 

FOIA 

CONTRACT 
NUREO 
71-6400 
50-409 D 
FOIA 

HASTE MOT 
HASTE MOT 
FOIA 

50-320 H 
CONTRACT 

so-sas a 

70- 135 

71- 6717 
NUREO 
71-494? 

30-277 0 

50-104 0 

70-820 
SfPORTLlC 
PHM 

50-317 B 
50-317 a 
50-317 a 
50-320 U 
50-279 U 

50-279 U 
50-275 U 
50-279 U 
QA997 
50-340 P 

50-321 P 
50-346 0 

50-317 P 
50-333 P 
SO-269 P 



PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

LAIMAS.O, 

7912050146 

50-263 

P 

LAIHAB.e. 

79121B0319 

50-324 

P 

LAIKAS.O. 

7912190123 

50-271 

P 

LAIKASi 0. 

79121 B0259 

50-219 

F 

lAIHASrfr. 

79121B0335 

50-153 

F 

LAIHAS. 0. 

7912150198 

50-368 

P 

LAIKAB. 0. 

79I21S0200 

50-313 

P 

LAIKAS.O. 

7912190046 

50-272 

P 

LAIHASi 6. 

7912190163 

50-336 

P 

LAtHAg.e. 

7912260227 

50-243 

P 

LAINASiO. 

7912200114 

50-305 

F 

LAINAS.O. 

791220012S 

50-153 

F 

LAtNAS. 0. 

7912200139 

50-289 

P 

t-AtHA9.0. 

7912260131 

50-321 

P 

LACKASiC. 

79122000S7 

50-409 

F 

LAINASiO. 

7912200062 

50-317 

F 

LATNA8.0. 

7912190057 

50-244 

P 

LArNAS.O. 

7912190069 

50-285 

P 

UA1HAS>0. 

7912310470 

50-317 

P 

LAINAS.O. 

7912310148 

50-333 

P 

LAiNA8>0. 

7912310144 

□RO 


LAiNAB.O. 

7912310217 

50-266 

F 

CAINAS.C. 

7912310392 

50-245 

F 

t-AENAfi.O. 

790B010339 

50-29 

P 

LAMCABTER. J. L. 

7912170254 

50-261 

J 

LANCASTER. K. F. 

7912030157* 

50-302 

3 

LANCASTER. K. F. 

7912110331* 

50-302 

S 

LANCASTER. K. F. 

7912260243* 

50-302 

8 

LANGKER.R. R. 

79121303S0* 

50-264 

Q 

LANCSTOHrN. 

7912050469 

50-313 

I 

LANPHER.L. C. 

7912140054 

50-312 

0 

UAHPHERiL.C. 

7912170005 

50-312 

0 

LARSON. L.H. 

7912030027 

50-312 

0 

LARSON. L.K. 

7912030034* 

50-312 

0 

LARSON. L.K. 

7912140015 

50-312 

0 

LARSON. L. K. 

7912140023* 

50-312 

0 

LARSON. L. K. 

7912140033 

50-312 

0 

LARSON. L. K.. 

7912140041* 

50-312 

0 

LARSON.L. K. 

7912140124 

50-312 

0 

LARSONrL. K. 

7912140159* 

50-312 

0 

LARSON. U. C. 

7912190212 

40-8745 


LARSON. L. K. 

7912030027 

50-312 

0 

LARSON. L. K. 

7912030034* 

50-312 

0 

LARSON. L. K. 

7912140015 

50-312 

0 

LARSON.L. K. 

7912140023* 

50-312 

0 

LARSON. L.K. 

7912140033 

50-312 

0 

LARSONiL.K. 

7912140041* 

50-312 

0 

LARSON. L.K. 

7912140124 

50-312 

0 

LARSON.L. K. 

7912140159* 

50-312 

0 

I.AURN.V. N. 

7912190230 

50-275 

0 

LAWRENCE. L. I. 

7912130393* 

50-298 

8 

LAWROBKI.8. 

7912190352* 

ACRB 


LAMROBKIiS. 

7912190336* 

ACRS 


LAWSON. K 

79121B0616* 

50-224 

P 

LAZARUS. N. 

7912100199* 

50-213 

Q 

LAZARUS. W. 

7912190797* 

50-213 

Q 

LAZARUS. W. 

7912060662 

50-29 

B 

LAZARUS. U. 0. 

7912260302* 

SO-29 

0 

LAZO. R. H. 

7912110367 

50-263 

0 

LAZO. R. N. 

7912050692 

50-482 

G 

LAZO. R. H. 

7912050433 

50-312 

0 

LAZO. R. H. 

7912130277 

50-309 

G 

LEACH. C.E. 

7912280222* 

50-244 

P 

LEAR. 0. 

7912180650 

50-448 

A 

LEAR. 0. 

7912050637* 

50-142 

F 

LEAR. 0. 

7912050640* 

50-142 

P 

LEASE. R. S. 

7912170271* 

50-316 

a 

LEE. Q. 

7912190504 

ono 


LEE. S. 

7912190190* 

POIA 


LEE. a. R. 

7912180062 

50-267 

a 

LEE. E. M. K. 

7912180342* 

50-373 

a 

LEE. E. H. 

7912200589* 

50-484 

a 

LEE, J, T. 

79122B0336 

50-289 

p 

LEE, M. F. 

7912160478 

50-213 

p 

LEECH. K. 

79181B0370* 

50-254 

8 

LEEO. R. M. 

7912U0267 

50-522 

G 

LEEO.R.H. 

7912140025 

50-522 

0 

LEFEVRE. H. 

7912170226 

27-47 


LENAHAN. J. J. 

7912180367* 

50-389 

a 

LENM^AN.O. J. 

79121 10334* 

50-400 

Q 

LEHTSCH. J.U. 

791203047B 

50-344 

p 

UEOKARD.J. D. 

79120SOOB4« 

50-333 

0 

LEONARD. J. 0. 

7912120003 

80-333 

0 

leokard, j. S. 

7912130200 

50-333 

Q 

L£ONAR0>0. S. 

7912120504 

50-333 

G 



ACCE8BI0N 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

LEONARD. J. 0. 

7912120128 

50-333 

S 

LEONARD. J. D. 

7912140298 

50-333 

0 

LEONARD. J. D. 

7912170214 

50-333 

0 

LEONARD. J. D. 

7912260053 

50-333 

0 

LEONARD. J. 0. 

7912260057 

50-333 

0 

LEONARD. J. D. 

7912130449 

50-333 

S 

LEONARD. 0. D. 

7912040308 

50-333 

s 

LEONARD. J. 0. 

7912110277 

50-333 

8 

LEONARD. J. D. 

7912110328 

50-333 

8 

LEONARD, J. 0. 

7912110343 

SO-333 

8 

LEONARD, J. D. 

7912110355 

50-333 

8 

LEONARD. J. D. 

7912110250 

50-333 

n 

LEONARD, J. D. 

7912140438 

SO-333 

8 

LEONARD, J. D. 

79121B0S73 

50-333 

P 

LEONARD. J. D. 

7912180594 

50-333 

s 

LEONARD, J. D. 

7912210316 

50-333 

8 

LEONARD. J.O. 

7912210327 

50-333 

s 

LESSOR. L.C. 

79121303B7 

S0-29B 

8 

LESSOR. L.C. 

7912130391 

50-298 

a 

LESSOR. L.C. 

7912310435 

50-298 

S 

LESSOR. L.C. 

7912310447 

50-298 

8 

LESSOR. L.C. 

7912140395 

50-298 

n 

LESSOR. L.C. 

7912310459 

50-298 

s 

LESSOR, L.C. 

7912310442 

S0-29B 

s 

LESSOR, L.C. 

7912310438 

50-298 

8 

LESSY.R. P. 

7912060009 

50-445 

H 

LE83Y.R. P. 

7912050098 

50-346 

M 

LESSY.R. P. 

7912130236 

50-445 

M 

LESSY.R. P. 

7912260044 

30-445 

M 

LESSY.R. P. 

7912260361 

50-445 

M 

LET ARTE. H. 

7912060135 

50-155 

0 

LETTIERI.V. 

7912100001 

RES 


LEVIN. C. 

7912140530 

50-IS5 

U 

LEVIN. K. A. 

7912180307* 

FOR HISC 


LEVIN.K, A. 

7912180312* 

FDR HISC 


LEVIN, H. A. 

7912110412 

50-^06 

P 

LEVIN. H. A. 

7912170411 

50-29 

P 

LEVIN. H. A. 

7912110398 

50-10 

P 

LEVINE. 8. 

7912140522 

RES 


LEVINE. S. 

7912140499 

RES 


LEVINE. 8. 

7912140447 

RES 


LEVINE. 8. 

7912140512 

RES 


LEVINE. 3. 

7912140475 

RES 


LEVINE. 5. 

7912140471 

RES 


LEVINE. B. 

7912140464 

RES 


LEVINE. 8. 

7912140488 

RES 


LEVINE. 8. 

7912140480 

RES 


LEVINE. 8. 

7912140506 

RE6 


LEVINE. S. 

79121 40519 

HE8 


LEVINE. S. 

7912140493 

RES 


LEVINE. 8. 

7912140509 

RES 


LEVINE. B. 

7912140511 

RES 


LEVINE. 8. 

7912140523 

RES 


LEVINE. 8. 

7912140520 

REE 


LEVINE. 8. 

7912140454 

RES 


LEVINE. S. 

7912140515 

RES 


LEVINE. B. 

7912140519 

REB 


LEVINE. B. 

7912140521 

RES 


LEVINE. 8. 

7912140474 

RES 


LEVINE, 8. 

7912140514 

RES 


LEVINE. B. 

7912140495 

RES 


LEVINE. S. 

7912140497 

RES 


LEVINE. 8. 

7912140502 

RES 


LEVINE. 8. 

7912140507 

RES 


LEVINE. 8. 

7912200042 

pn? HISC 


LEVY. A. 

7912280479 

50-209 

T 

LENALD.G.H. 

7912210100 

50-471 

0 

LENALD.O.H. 

7912210100 

50-471 

0 

LEWIS. N. 1. 

7912040092* 

50-320 

H 

LEWIS. K. L. 

7912120238 

PRQJ 


LEWIS, n. 1. 

7912130502 

PR 


LEWIS. B. E. 

7912170360 

PROJ 


LEWIS. H. 1. 

7912200419 

REOGD 


LEVilB.K. 1. 

7912270095 

50-289 

0 

LEWIS. M.J. 

79122B04BB 

90-352 

H 

LEWIS.R.A. 

7912030118 

PROJ 


LEWIS. B. R. 

7912070442* 

50-287 

8 

LEWIS. 6. R. 

7912110389* 

50-287 

s 

LEWIS. 8. fl. 

7912270509* 

9D-270 

S 

LEWIS. R. A. 

7912030118 

PROJ 


LEWIS. B.K. 

7912050242 

50-312 

0 

LEWIS. B. H. 

7912100475 

50-482 

0 

LEWIS. B.H. 

7912170072 

50-312 

0 

LEWIS. B. H. 

7912170082 

50-312 

0 

LEWIS. B.H. 

7912170216 

50-312 

0 


AUTHOR 

ACCESSIDN 

NUMBER 

SUBJECT 

CATEGORY 

LEWIS. 8. H. 

7912170149 

50-596 

Q 

LEWIS.S. H. 

7912060024 

50-312 

G 

LEWIS. S. H. 

7912170266 

50-312 

G 

LEWIS. 6. H. 

7912180048 

50-312 

O 

LEWIS.S. H. 

7912210431 

50-312 

G 

LEWtS.R. C. 

7912070103 

50-287 

S 

LEWIS.R. C. 

7912060254* 

50-333 

0 

LEWIS.R. C. 

7912070163* 

50-324 

0 

LEWIS.R. C. 

7912050632* 

50-324 

a 

LEWIS.R. C. 

7912030456* 

50-280 

Q 

LEWtS.R. C. 

7912110S02* 

50-261 

Q 

LEWIS.R. C. 

7912050605* 

50-327 

0 

LEWIS.R. C. 

79 12050 111 

50-261 

0 

LEWIS.R. C. 

7912020061 

50-327 

0 

LEWIS.R. C. 

7912060192* 

50-369 

0 

LEWIS, R. C. 

7912060663* 

50-302 

0 

LEWIS.R. C. 

7912070039 

50-348 

a 

LEWIS.R. C. 

7912070099 

50-395 

0 

LEWIS. R. C. 

7912050060 

30-302 

0 

LEWtS.R. C. 

79120S0627 

50-327 

0 

LEWIS. R. C. 

7912060223 

S0-2B0 

a 

LEWIS.R. C. 

7912090366 

30-2S9 

0 

LEWIS.R. C. 

7912090623 

50-2B0 

Q 

LEWIS.R. C. 

7912060100 

50-33B 

Q 

LEWIS.R. C. 

7912060249 

50-333 

Q 

LEWIS.R. C. 

7912120264 

90-33B 

0 

LEWIS.R. C. 

7912180149 

50-327 

0 

LEWIS, n. c. 

7912180337 

90-324 

Q 

LEWIS.R. C. 

7912180114 

50-302 

Q 

LEWIS. R. C. 

7912180125 

50-327 

Q 

LEWIS.R. C 

7912280152 

90-399 

0 

LEWIS.R. C. 

7912310349 

50-281 

Q 

LEWIS, n. c. 

7912100154 

50-269 

0 

LEWIS.R. C. 

7912310307 

90-390 

0 

LEWIS.R. C. 

7912310336 

90-302 

0 

LEWIS.R. C. 

7912050597 

50-327 

Q 

LEWIS.R. C. 

7912050626 

50-324 

0 

LEWIS.R. C. 

7912060661 

90-302 

0 

LEWIS.R. C. 

7912070158 

50-324 

0 

LEWIS.R. C. 

7912210061* 

90-83 

0 

LEWIS.R. C. 

7912050446 

90-280 

Q 

LEWIS.R. C. 

7912280163* 

90-369 

0 

LEWIS. R. C. 

7912060182 

50-369 

a 

LEWIS.R. C. 

7912110486 

50-261 

0 

LEWIS. R. C. 

7912210052 

50-83 

a 

LEXA. A. F. 

LIBARKIN. M. W. 

7912310513* 

7912190270* 

30-aS5 

ACRS 

p 

LIBERMAN. 0. 

7912170080 

50-445 

0 

LIBERMAN. D. 

791217OOD0 

50-445 

0 

LIBRIZZI, F. P, 

7912030190 

50-272 

s 

LIDRIZZI. F. P. 

791204031 1 

50-272 

S 

LIBRIZZI. F. P. 

7912040330 

30-272 

8 

LIDRIZZI. F.P. 

7912040359 

50-272 

S 

LIDRIZZI. F. P. 

7912040306 

50-272 

s 

LIDRIZZI. F. P. 

7912040402 

50-272 

8 

LIDRIZZI. F. P. 

7912040414 

90-272 

S 

LIDRIZZI, F. P. 

7912050407 

50-272 

F 

LIDRIZZI. F. P- 

7912040410 

50-272 

P 

LIDRIZZI, F.P. 

7912060310 

90-272 

P 

LIDRIZZI, F. P. 

7912040504 

50-272 

P 

LIDRIZZI. F. P. 

7912050422 

50-272 

8 

LIDRIZZI. F. P. 

7912110296 

90-272 

S 

LIDRIZZI. F. P. 

7912140304 

50-279 

P 

LIDRIZZI, F, P. 

7912190569 

50-272 

H 

LIBRIZZI. F. R. 

7912190577 

50-272 

P 

LIBRIZZI, F.P. 

7912200527 

50-272 

P 

LIDRIZZI, F, P. 

7912280538 

50-272 

P 

LIBRIZZI. F. P. 

7912270206 

50-272 

S 

LIBRIZZI. F. P. 

7912270504 

50-272 

8 

LIDRIZZI. F. P. 

7912270395 

50-272 

3 

LICITRA. E. A. 

7912190627 

50-928 

I 

LICITRA. E. A. 
LIEQLER. 0. 

7912310089 

7918130447 

50-493 

TDPREP 

F 

LIEBLER. 0. E. 
LIEDERBACH.F. J. 

7912180350 

7912060007 

50-309 
PDR HIBC 

P 

LIKE. I. 

LIKOFF.W. 

7912060079* 

79120602S9* 

50-322 

70-1362 

G 

LIHOER.F, 

7912130006 

90-409 

0 

LINOER.F. 

7912130407 

50-409 

P 

LINOER.F. 

7912040418 

90-409 

s 

LINDER. F. 

79120S0493 

SO-409 

P 

LINDER. F. 

7912100318 

50-409 

p 

LINDER. F. 

7912110240 

SO-409 

p 

LINDER. F. 

7912210174 

50-409 

a 

LINOER.F, 

7912100242 

50-409 

p 
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LINDEH, F. 

7912110206 

50-409 


LINDER. F. 

7912100189 

50-409 

P 

LINDER. F. 

7912120265 

50-409 

P 

LINDER. F. 

7912200427 

50-409 

P 

LINDER. F. 

7912200560 

50-409 

S 

LINDER. F. 

7912140416 

50-409 

P 

LINDER, F. 

7912200464 

30-409 

B 

LINDER. F. 

7912270350 

50-409 

P 

LINDER. F. H. 

7912270486 

30-409 

S 

LINDER. F. 

7912310497 

50-409 

8 

LINDER. F. U. 

79I21304I9 

50-409 

P 

LINDER. F. U. 

7912110230 

50-409 


LINDER, F. U. 

7912170287 

50-409 

B 

LINEMAN, J. J. 

7912170099 

40-7869 


LINEMAN, U. J. 

7912170114 

40-4492 


LINEMAN. J. J. 

7912310445 

40-4492 


LINZER. M. 

7912050002 

NIMEO 


LIOTTA, R. 

79122804Q7* 

50-320 

H 

LIPPOLO, W. J. 

7912260064* 

50-317 

8 

LITTLE. D. S. 

7912070355 

50-522 

O 

LITTLE. D. S. 

7912100473 

50-522 

0 

LITTLE. D. S 

7912170020 

50-522 

e 

LITTLE, D. S. 

7912170041* 

50-522 

O 

LITTLE, D. S. 

7912I7004B* 

S0-S2Q 

0 

LITTLE. D. 3. 

7912030007 

50-522 

0 

LITTLE, D. 3. 

7912070355 

50-532 

0 

LITTLE, D, 8 

7912100473 

50-532 

0 

LITTLE. I>. S. 

7912170020 

50-522 

0 

LITTLE. D. B. 

7912170041* 

50-522 


LITTLE,®. S. 

7912170040* 

50-522 

0 

LITTLE. 1.. U. 

791227001 1 

50-2B9 

0 

LLOYD. R. C. 

791220001 5* 

71-6501 


LO. R. 

7912050322 

50-10 

p 

LOCMSTET, W. A. 

79121302B7 



LOCHSTET.H. A. 

7912060002 

PROJ 


LQCHSTET, U. A. 

7912130489 

PROU 


LOCKE. R. F. 

7912050347 

50-133 

o 

LOCKE, R. F, 

7912050351* 

50-133 

G 

LOCKE. R. F. 

7912060251 

50-133 

0 

LOEFFLEfl. T. 

7912270039* 

PDR MISC 

LOFY. H. A. 

7912100105* 

CONTRACT 

LOOIUDICE. J. M. 

7912110541* 

CONTRACT 

LONG, C. 

7912110158 

50-313 

P 

LONOMIRE.U. E. 

7912310145 

50-339 


LONOO. J. 

7912260017* 

TOPREP 


LOOMIS. J. S. 

7912200151 

REOGD 


LODMIS, P. A. 

7912200479 



LOUDENSLAGER. T. 

7912060SOB 

50-155 


LOUERRE, R. U. 

79121D033B 

50-466 

0 

LOWERRE. R. U. 

7912130342 

PR 


LONERRE, R.U. 

7912130344* 

PR 


LDHRV. L. M. 

7912120645 

NUREO 


L OVSEN. P. 

7912070360* 

FOIA 



7912070300* 

FOIA 



791 2040064 

71-9070 


LUKENS, T. H- 

791211051B* 

50-295 


LUNDVALL, A. E. 

7912110559 

REOCD 


LUNDVALL, A. E. 

7912040463 

50-317 


LUNDVALL, A. E. 

7912120274 



LUNDVALL, A. E. 

7912120269 

50-317 

p 

LUNDVALL, A. E. 

7912200010 



LUNDVALL, A. E. 

7912190364 

50-317 


LUNDVALL. A. E. 

7912190403 

30-317 


LUNDVALL. A. E. 

7912190497 

50-317 


LUNDVALL. A. E. 

7912190571 

50-317 

Q 

LUNDVALL, A. E. 

7912270404 

50-317 

P 


7912270416 

50-317 


LUNDVALL. A. E. 

7912260220 

50-317 

F 


7912310388 

50-317 


LUOMA, C. R, 

7912210439 

50-305 

P 

LUQUE. N. 

7912190140 

50-445 



7912100332 

50-490 


LUQUE. N. 

7912170130 

50-445 

M 


7912310137 



LVNCH. M. D. 

7912120322 

50-397 

A 

LYNCH, M. D. 

7912120329 



MACARTOR.U, D. 

7912130463 



MACDONALD. C. E. 

7912100330 



HACDONALD. C. E. 

7912050461 



HACDimALD. C. E. 

7912050455 

71-9085 


MACDONALD. C. E. 

7912160060* 



MACDONALD. C. E. 

7912210293 

71-9932 



7912210296* 

71-9932 



7912040023* 

71-6 


MACDDNALD.C.E. 

7912040035* 

71-335 
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MACDONALD. C. E. 

7912200105 

71-5980 

MACDONALD. C. E. 

7912040072* 

71-193 

HACDONM.O. C. E. 

7912200132* 

71-349 

MACDONALD. C. E. 

7912040076 

71-9089 

MACDONALD. C.E. 

7912040060 

71-9010 

MACDONALD. C. E. 

7912040178 

71-9010 

MACDDNALD.C.E. 

7912040183 

71-9096 

MACDONALD. C.E. 

7912040168 

71-9001 

MACDONALD, C. E. 

79120601IB 

71-5939 

MACDONALD. C.E. 

7912060124 

71-6357 

MACDDNALD.C.E. 

7912060196 

71-6400 

MACDONALD. C. E. 

79I206O19S 

71-9006 

MACDONALD. C. E. 

7912060202 

71-9096 

MACDONALD. C. E. 

7912060207 

71-6568 

MACDONALD. C. E. 

7912060216 

71-5939 

MACDONALD. C. E. 

7912060638 

71-6568 

MACDONALD. C.E. 

7912070107 

71-9019 

MACDONALD. C. E. 

7912070117 

71-6400 

MACDONALD. C. E. 

7912040018 

71-2Se 

MACDONALD, C. E. 

7912040020 

71-6 

MACDONALD. C. E. 

7912040027 

71-9053 

MACDONALD. C. E. 

7912040030* 

71-9053 

MACDONALD. C. E. 

7912040032 

71-3S5 

MACDONALD. C. E. 

7912040071 

71-193 

MACDDNALD. C. E. 

7912040089 

71-9010 

MACDONALD. C. E. 

7912060144 

7t-seos 

MACDONALD. C. E. 

7912060150 

71-9028 

HACOONALO. C. E. 

791206D501 

71-6400 

MACDDNALD. C. E. 

7912060642 

71-5450 

MACDONALD. C. E. 

7912060647 

7I-910a 


MACDDNALD.C.E. 79120A0A4B 71-91H 

MACDONALD. C.E. 7912070312 71-Ai44 

HACDQNALD. C. E. 7912100142 71-1)349 

MACDDNALD.C.E. 7912100149 71-9891 

MACDDNALD.C.E. 7912100396 71-9094 

MACDDNALD.C.E. 7912100399 7I-S026 

MACDONALD. C,e. 7912110008 71-9094 

MACDDNALD.C.E. 79121103S3 71-9079 

MACDDNALD.C.E. 7912140036 71-6400 

MACDDNALD.C.E, 7912060140 71-6 

MACDDNALD.C.E. 79t2060147« 71-6 

MACDONALD. C.E. 7912O60IS1 71-79 

MACDONALD. C.E. 7912060160> 71-79 

MACDDNALD.C.E- 7912060209 71-121 

MACDDNALD.C.E. 7712060211 71-248 

MACDONALD. C.E. 7912060217* 71-248 

MACDONALD. C. E. 7912060219 71-5395 

MACDDNALD.C.E. 7912060222* 71-3395 

MACDDNALD.C.E. 7912110050 71-9070 

MACDDNALD.C.E. 7912110301 71-9113 

MACDDNALD.C.E. 7912110531* 71-9113 

MACDDNALD.C.E. 7912070010 71-3796 

MACDONALD. C. E. 7912070017 71-9077 

MACDDNALD.C.E. 7912100371 71-9119 

MACDDNALD.C.E. 7912100373* 71-91J9 


MACDONALD. C. E. 

7912100378 

71-6717 

MACDONALD. C. E. 

7912100460 

71-9111 

MACDDNALD.C.E. 

7912100462* 

71-9111 

MACDDNALD.C.E. 

79I210046S 

71-5768 

MACDONALD, C. E, 

7912100466* 

71-5768 

MACDDNALD. C. E. 

7912110057 

71-6144 

MACDONALD, C.E. 

7912110059 

7I-62B0 

MACDONALD, C. E. 

7912110062* 

71-6280 

MACDDNALD.C.E. 

7912120568 

71-6386 

MAC DDNALDrC.E. 

7912120571* 

71-6386 

MACDONALD. C. E. 

7912280241 

71-5796 

MACDONALD. C. E. 

7912280622 

71-5939 

MACDONALD, C.E. 

7912120510 

71-199 

MACDONALD. C. E. 

7912120512* 

71-199 

MACDONALD, C. E. 

7912I20S16 

71-347 

MACDDNALD, C. E. 

7912120517* 

71-347 

MACDONALD, C. E. 

7912120519 

71-349 

MACDONALD. C. E. 

7912120521* 

71-349 

MACDONALD. C. E. 

7912120525 

71-26 

MACDONALD. C. E. 

7912120527* 

71-26 

MACDONALD. C. E. 

7912120529 

71-345 

MACDONALD, C.E. 

7912120533* 

71-345 

MACDONALD. C. E. 

7912130016 

71-225 

MACDONALD. C. E. 

. 7912130019* 

71-225 

MACDDNALD.C.E. 

7912140210 

71-5059 

MACDONALD. C. E. 

7912140215* 

71-5059 

MACDDNALD.C.E 

79121B0144 

71-357 

MACDDNALD.C.E. 

7912180153 

71-239 

MACDONALD. C. E. 

7912180159* 

71-239 

MACDONALD, C.E. 

7912180164 

71-356 
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SUBJECT 

AUTHOR 

NUMBER 

CATEODRY 

MACDONALD. C. E. 

7912100169* 

71-356 


MACDDNALD.C.E. 

79122I0I49 

71~96 


MACDONALD, C. E. 

7912260032 

71-24 


MACDDNALD.C.E. 

791226003S* 

71-24 


MACDONALD, C, E. 

7912270037 

71-9132 

MACDONALD. C. E. 

7912210299 

71-5641 


MACDONALD, C. E. 

7912310061 

71-6306 

MACDONALD, C. E. 

7912190469 

71-00 


MACDONALD. C. E. 

7912190474* 

71-00 


MACDONALD. C. E. 

7912200555 

71-9035 


MACDDNALD, C. E. 

7912210341 

71-50B6 


MACDONALD, C. E. 

7912210346* 

71-5006 


MACDONALD, C. E. 

7912260040 

71-6078 


MACDONALD, C. E. 

7912260041* 

71-6070 


MACDDNALD.C.E. 

7912260045 

71-9001 


MACDONALD, C. E. 

7912260049* 

71-9001 


MACDONALD, C. E. 

7912270050 

71-6 


HACDQNALD. C. E. 

7912270248 

71-350 


MACDONALD. C. E. 

7912270253* 

71-350 


MACDDNALD. C. E. 

7912310099 

71-9019 


MACDONALD, C. F. 

7912200037* 

71-6690 


MACDONALD. C. E. 

7912200030* 

71-6693 


MACMILLAN. J. H. 

7912310227* 

ACHS 


MACY, J, W. 

7912050571* 

State Prog 

MACY. J. W. 

7912050373* 

State Prog 

MACY, J. W. 

7912050570* 

State Prog 

MACY. J. M. 

7912050501* 

State ProD 

HADDEN, J. L, 

7912170413 

PROJ 


HADDEN. U. 

7912260071* 

70-1 143 


HADDEN, U. 

79I21B0041 

50-213 

8 

MADISON, Q. R. 

7912170227 

50-322 

0 

MADISON. N. R. 

7912140390* 

50-33B 

R 

MADNI, I. K. 

7912120100 

TOPREP 


MADSEN. 0. L. 

7912310055 

50-267 

S 

MADSEN. 0. L. 

7912310069 

50-313 

0 

MADSEN, 0. L, 

7912310073 

50-313 

s 

MADSEN. 0. L. 

79123100S4 

50-360 

s 

MADSEN, G. L. 

7912050326 

50-313 

Q 

MADSEN. 0. L. 

7912120196 

50-302 

0 

MADSEN, 0, L. 

7912130359* 

S0-13I 

Q 

MADSEN. G. L. 

7912130356 

SO-131 

0 

MADSEN, 0. L. 

7912120223* 

50-267 

Q 

MADSEN. 0. L. 

7912120212 

50-267 

0 

MADSEN. 0. L. 

7912120239* 

50-14B 

0 

MADSEN. 6. L. 

7912120229 

50-140 

Q 

MADSEN. 0. L, 

7912O306S0* 

50-120 

Q 

MADSEN. G. L. 

7912030675 

50-123 

a 

MADSEN, G. L. 

7912050604 

50-313 

a 

MAGNO, P, J, 

7912070305* 

FOIA 


MAOROM.R. 

7912140430* 

50-249 

s 

MAHLER, J. 

7912260363 

50-454 

0 

MAHLER, J. 

7912260363 

50-454 

0 

MAIXNER.R.D. 

7912030026 

WASTE HOT 

MAKEPEACE, J, M. 

7912120469* 

50-247 

g 

MAKEPEACE. J. H. 

791214041 1* 

50-247 

8 

MAKEPEACE, J. M. 

7912310406* 

50-247 

Q 

MAKEPEACE, J, M. 

7912310410* 

50-247 

S 

MAKIPENTTI. I. 

7912200116 

JfPORTLIC 


HALLER, A. H, 

7912140303* 

CONTRACT 


MALMHOS, M, H. 

7912060123* 

50-344 

0 

MALONEY. 0. P, 

7912140043 

50-315 

0 

MAMIYA, B. 

7912120576* 

XPORTLIC 


MAMIYA, S. 

7912130129* 

XPORTLIC 


HANDLER, J.U. 

7912100146 

REB 


MANOELBDDRF, H. 

7912190330* 

ACRS 


HANRV, M, 

7912130426 

50-321 

s 

MANRY.M. 

7912050450 

50-321 

s 

MANRY.H. 

79121.0320 

50-321 

s 

MANRY, M. 

7912050440 

50-366 

s 

MANRV, M. 

7912070445 

50-366 

s 

MANRY, M. 

7912110368 

50-366 

E 

MANRY.M, 

7912130424 

SO-321 

0 

MANRY, M. 

7912130304 

50-366 

s 

MANRY, M. 

7912130394 

50-366 

8 

MANRY, M. 

7912130404 

50-366 

6 

MANRY, M. 

7912130412 

50-366 

B 

MANRY.M. 

7912140429 

50-321 

S 

MANRY. M. 

7912140441 

50-366 

S 

MANRY, M. 

7913180430 

50-321 

R 

MANRY, H. 

7912160430 

50-366 

R 

MANRY. M. 

7912170306 

50-321 

B 

MANRY, M. 

7912170319 

50-321 

0 

MANRY, M 

7912180635 

50-366 

a 

MANRY. M. 

7912260221 

50-366 

0 

MANRY, M. 

7912260247 

50-321 

8 
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79122&026S 

50-366 

S 

HAWY>H. 

7912270472 

50-321 

S 

HMWV.H. 

7912270462 

50-321 

B 

HANRY.Ji. 

7912310429 

50-321 

B 

MMAY.ti. 

7912310462 

50-366 

S 

HAWY^ti. 

7912310415 

50-321 

S 

HANSCRiU-C. 

791226017S» 

70-143 


KANZER.R. 

79121B0507* 

50-275 

u 

KARCIELLOr J. H. 

7912070459 

50-123 

p 

KARCHELLOjU. H. 

79122004Sa» 

50-123 

p 

JrMRDOUSKLF. J. 

7912280222* 

50-244 

p 

KARIM. e.P. 

7912190090 

REVIEU CRP 

KARR.C. 

7912100029 

ACRS 


KARK.C. 

7912100034 

ACRS 


KARK.J. C. 

7912140211 

ACRS 


KARA. J. C. 

7912210351 

ACRS 


HARKLEY. R. A. 

7912200SB4* 

50-537 

A 

HARADUSKI.R. 

7912070139* 

50-293 

Q 

KARAOHSKi.R. S. 

7912210363* 

50-244 

Q 

nARKOrsKl.R- 

7912060058* 

50-277 

O 

HARMS. H.L. 

7912120233* 

50-209 

U 

HARKHDRTII.A. J. 

7912120645 

NUREO 


^VARRA.^E.J. 

7908290534 

50-320 

U 

MARSHALL. U. H. 

7912120247 

PROJ 


MARSHALL. U. H. 

7912120254* 

PH 


MARSHALL. U. H. 

7912310187 

PROJ 


KARSH. R. J. 

7912070026 

50-395 

S 

MARTINO. I. 

7912140425 

50-224 

O 

MARTIN. D. L. 

7912140171 

FOIA 


MARTIN. T. J. 

7912130464* 

50-354 

s 

MARTIH, T. J. 

7912140537* 

50-311 

s 

MARTIN. T. J. 

7912140267 

50-354 

a 

MARTIN. T. J. 

7912170234 

50-354 

o 

MARTIN. T. J. 

7912140289 

50-354 

0 

MARTIN. T. J. 

7912180435 

50-311 

a 

MARTIN. H. 0. 

7912200552 

50-334 

8 

MARTIN. H. 0. 

7912200S7S 

50-247 

S 

MARTIN. H. e. 

7912200493 

50-272 

s 

MARTIN. U. 0. 

7912200490 

50-247 

e 

MARTIN. U. e. 

7912200444 

50-247 

s 

MARTIN. U. e. 

7912200073 

50-247 

s 

MARTIN. T. T. 

7912060662 

50-29 

B 

MARTIN. M. 0. 

7912180041 

50-213 

S 

MARTIN. M. 0. 

790B010163* 

FOIA 


MARTIN. U. 0. 

7912120549* 

70-020 


MARTIHiU. 0. 

7912200433* 

70-135 


MARTIN. W. 0. 

79120S0127* 

70-135 


MARTIN. U. G. 

7912040121* 

50-334 

a 

MARTIN. W. S. 

7912100211* 

50-220 

0 

MARTIN. H. 0. 

7912200081* 

70-371 


MARTIN. H. Q. 

7912260115* 

50-277 

0 

MARTIN. H. e. 

7912260068* 

50-54 

0 

MiARTIN. H. Q 

7912200475* 

50-29 

Q 

MARTIN. U. 0. 

7912190775* 

70-1 too 


MARTIN. H. 0. 

7912070269 

70-371 


MARTIN, U. 0. 

7912200095* 

70-135 


MARTIN. U. 0. 

7912050252 

50-293 

0 

MARTIN. U. 0. 

7912050079 

50-104 

0 

MARTIN. U. e. 

7912050120 

70-135 


MARTIN. H. B. 

7912120531 

70-820 


MARTIN. H- 0. 

7912040097 

50-334 

o 

MARTIN. H. S. 

7912050374 

70-1143 


MARTIN. M. S. 

7912070085 

70-2756 


MARTIN. N. Q. 

7912100049 

70-820 


MARTIN. U. e. 

7912100205 

50-220 

o 

HAATIH. W. e. 

7912200296 

70-33 


MARTIN. M. 0. 

7912260092 

50-333 

o 

MARTIN. U. 0. 

7912200317 

70-371 


MARTIN. W. 0. 

7912200530 

50-334 

o 

MARTIN. M. B. 

7912200510 

70-364 


MARTIN. U. B. 

7912260050 

SO-220 

Q 

MARTIN. H. e. 

7912260330 

50-134 

Q 

MARTIN. U. 0. 

7912260059 

70-820 


MARTIN. W.B. 

7912260066 

70-1143 


MARTIN. U. 0. 

7912270173 

70-1143 


MARTIN. W, 0. 

7912260043 

70-371 


MARTIN. U. B. 

7912200474 

50-29 

0 

MARTIN. M. S. 

7912190768 

70-1100 


H.ART1N.U. 6. 

7912200076 

70-371 


MARTIN. U. 6. 

7912200092 

70-135 


MARTIN. U. 0. 

7912200426 

70-133 


MARTIN. U. 6. 

7912260054 

50-54 

0 

MARTIN. U. 6. 

7912260109 

SO-277 

0 

MARTIN. R.D. 

7912070050 

50-348 

a 

MARTIN. R. 0. 

7912070063 

50-34H 

S 


ACCESSION SUBJECT 


AUTHOR 

HUKSER 

CATECCRY 

NARTIN. R. 

7912L70402 

50-237 

a 

MARTIN. R. D. 

7913070097* 

50-340 

Q 

KARTIM, J.B. 
MARTIN. J.B. 
MARTIN. U.B. 

HARTDRE, ,1. A. 
HARTORE. J. A. 

MASR I . S. F. 

79I219D2S9 

7912260603 

7913260672 

7912IB0307* 

7912ie<»12* 

7913180223 

NASTE HOT 
ORO 

27-48 

pm HISC 
pm HIBC 
NUREB 

NASSE. R.E. 

7913110271* 

50-315 

Q 

HATERS, D.R. 

7913190520 

50-341 

H 

HATIEWB. E. R. 

791314(057 

50-305 

R 

HATHEUS. E. R. 

7913040211 

50-305 

a 

HATIEUS.E.R. 

791317%10 

50-305 

a 

HATHEUS.E.R. 

7913200089 

50-305 

a 

HATHEUS. E.R. 

7913120363 

50-305 

p 

MATHEMS.E.R. 

7913180481 

50-305 

p 

HATMEtlS. E.R. 

7912180501 

50-305 

p 

HATHEU5. E. R. 

7913180621 

50-305 

p 

HATIFU3.E.R. 

7913190420 

50-305 

p 

HATICU3.E.R. 

7912210325 

50-305 

p 

HATH I a. C. J. 

7912070393* 

50-293 

a 

HATHia. C. J. 

7913260281* 

50-293 

a 

HATHIS.C J. 

7912270316 

50-293 

a 

HATHia. C. J. 

7912280577 

50-293 

a 

HATH IS. C. J. 

7912310454* 

50-293 

S 

HATaTAN.H. I. 
HAT50N. V. 

HATSOH. V. 

HATSON. V. 

HATSON. V- 

HATSON. V. 

HATSOH. V. 

HATSm. V. 

HATSON. V. 

HATSON. V. 

HATSON. V. 

MATT.P. R. 

HATT.P. H. 

MATT. F. K. 
MATTHeUS.C.U. 

HATTISON.I-. 

7913300453* 

7912170356 

7913170364 

7912170338 

791^60208* 

7912260212* 

7912200286 

791226Q1B9 

7912260196* 

7912310104 

791326(SQS 

7912050609 

7912060016 

7913060016 

7913ta}2&6* 

79130S0343* 

NASTE HOT 

XPCRTLIC 

XPORTLIC 

XPtStTLIC 

XPORTLIC 

XPORTLIC 

XPmXLIC 

XPORTLIC 

XPCRTLIC 

XPORTLIC 

XPORTLIC 

PROJ 

PROJ 

PROJ 

CONTRACT 

XPORTLIC 

HATTISON.!^ 

7913050343* 

50-574 

o 

HATT1KIE.J. J 

7912310155* 

50-206 

o 

HATTlHOEr J.-J. 

7913040392 

50-312 

p 

HATTIlfOE. J. .7. 

79ia»484?a 

50-313 

p 

KATTIHOE. J. O'. 

7918090500 

50-313 

J 

HATTIHOE. 

79ia>70426 

50-313 

s 

KATTIHOE. J.U. 

7912110325 

50-312 

s 

KATTIHOE. J. 

79l2iaU3a 

50-313 

s 

HATTIHQE. J. .J. 

7913110319 

50-313 

p 

HATTIHOE.J. J. 

7912140450 

50-312 

a 

HATTIHOE. J. J. 

791970462 

50-312 

p 

HATTIHOE. J. J. 

7913160551 

50-312 

5 

KATTIMQE. J. J. 

7912100607 

50-312 

P 

HATTIHOE. J. J. 

7912200575 

50-313 

P 

KATTIHOE. J. 

7913370246 

50-313 

Q 

KATTIHOE. J. J. 

791226(B15 

50-312 

5 

KATTIHOE. U.J. 

7912260279 

50-312 

S 

HATTIHOE. J. J. 

791^:nQ29 

50-312 

a 

HATTIHOE. J. J. 

7912310358 

50-313 

p 

KATTIHOE. J.J. 

7913260273 

50-313 

a 

KATTIHOE. J. J. 

79im6m30 

50-313 

F 

KATTIHOE. J.J. 

7913300505 

50-313 

P 

KATTIHOE. J. J. 

7918260226 

50-312 

F 

HATTIHOE. J.J. 

7913280467 

50-312 

P 

KATTinOE. J. J. 

7913200496 

50-313 

P 

HATTIHOE. J. J. 
HAmA.H. J. 
HATTIA.H. J. 
KATT1A.H. J. 

HATTIA.H. J. 
KATTIA.H. J. 
HAmA.H. J. 
HATTIA.K. J. 
KATTtA.M. J. 

HATTIA. n. J. 
HATTIA. H. J. 
HATTIA. H.J. 
HATTIA. H.J. 
HATTIA.H. J. 

791^10453 

791000182* 

7913200037* 

7912200198* 

7912110185* 

7913140294* 

7912140303* 

7913070492* 

791^10383* 

791210387* 

7913300175* 

7912170408* 

7912200163* 

7913180026* 

50-313 

CONTRACT 

CONTRACT 

CONTRACT 

CCMTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

0 

HATTIA. J. 

7912050076* 

50-443 

e 

HATTIA. J. 

HATTSQN. R. J. 
MATTSON. R. J. 

7913260298* 

7912280630 

7913070321* 

50-352 

KXFR 

FOIA 

Q 

HATTSQN. R. J. 

7912070102* 

50-155 

C 


AUTMJR 

ACCESSION 

NUKBER 

SIAJECT 

CATEBORY 

HATTSOK. ft. J. 

7913040122 

50-320 

P 

MAUPIH.H.U. 

7913120169 

50-338 

6 

HAUtA. F. A. 

IMXUELL. J.C. 

79123101S4* 

7912180264 

50-373 

ACRS 

Q 

HAXUELL. e. F. 

79120SOSS4* 

50-454 

Q 

HAY, E. L. 

7913100296* 

50-29 

8 

HAY. E. I_ 

7913110293* 

50-29 

a 

KAYER.E- 0. 

7912<H030I 

50-282 

p 

HAVER. L. O. 

7913030197 

50-306 

a 1 

KAYER.I- 0. 

7912(H0343 

50-263 

p 

HAVER, L. 0. 

7913070431 

50-263 

F 

HAVER. I_ Q. 

7913100369 

50-263 

F 

HAVER, L D. 

7913120244 

SO-2B2 

F 

KAYER.I- 0. 

7913070434 

50-282 

Q 

HAVER. L. D. 

7913110307 

50-282 

P 

HAVER. I- O. 

7913110310 

50-263 

P 

KAYER.t-a. 

7913120364 

50-263 

P 

HAVER. L.O. 

7913140259 

50-263 

P 

HAVER. L. D. 

7912140367 

50-263 

R 

HAVER, i- 0. 

7913200414 

50-263 

P 

HAVER.!- 0. 

79121B0620 

50-282 

R 

HAVER. [-0. 

7913190167 

50-263 

F 

HAVER. L. a 

7913170304 

50-263 

F 

KAYER.I- a. 

7913190354 

50-263 

F 

KAYER.I- 0. 

7912200432 

50-202 

P 

HAVER. L. 0. 

7912200369 

50-263 

P 

HAVER. L. a. 

7912200385 

50-282 

P 

HAVER. L. 0. 

7912270S6B 

50-263 

a 

HAVER. L. 0. 

7913270333 

50-263 

s 

HAVER. 1- 0. 

7913270471 

50-282 

a 

KAYER.I- 0. 

7913270540 

50-263 

p 

KAVER.L. 0. 

7913310473 

50-283 

a 

HAVER. 1- 0. 

7912310365 

50-263 

F ■ 

HAVER. L. 0. 
nCALDUFF. H. J. 

7912310432 

7912260161 

50-263 

XPORTLIC 

a 

nCBREARTY. R.A. 

791303004B* 

50-333 

a 

HCBREARTY. R. A. 

7913200473* 

50-286 

a 

HCCABE.E.C. 

7913070139* 

50-293 

0 

nCCABE. E. C. 

7913060171* 

50-20 

a 

MCCABE. E. 

HCCAIM.R. 

7912200313* 

7913070165 

50-219 

FOIA 

0 

nCCARIKV. R. H. 

7913270605 

50-286 

J 

HCCAUCHY.R. U. 

7913040082 

50-320 

s 

HCCLAREN. S. A. 

7913130175 

50-289 

0 

FKCLAIN. C. H. 

HCCLINTOCK.R.O. 
HCCLIHTDCKr R. O. 
HCCLINTOCK. R.O. 
nCCLINTDCK. R. O. 
HCCLINTOCK. R.O 

HCCLINTOCK. R. O. 
HCCLINTOCK. R.O 
HCCLINTOCK. R.a. 
HCCLINTOCK. R. O 
HCCLINTOCK. R.O. 

HCCLINTOCK. R. □. 

7913210310* 

7913310121 

7913310329 

7913060269* 

7912030324* 

7913040038* 

79121101B2 

7913110175* 

7913(MCK>31 

7913030321 

7912060240 

7912110159 

50-219 

I«£ 

16E 

70-1362 

40-1386 

40-341 

40-8631 

40-7344 

40-341 

40-1386 

70-1362 

40-7344 

R 

HCCORKLE.B. A- 

7913120006 

50-466 

b 

l1CC(nHLJE.B. A. 

7912310155 

50-466 

6 

HCCORHMK. J. E- 
HccmnicK. R.O. 

7913190383* 

7913070203* 

FOIA 

FOIA 


HCCWHLE. B. U. 
HCCORKLE.B. U. 
nCCORKLE.e. M. 
HCCOIKLE. B. U. 
ncconoE. b. u. 

HCOIARHID. R. C 
nCDEARMID. H.C. 
HCOIARHID, R.C. 

7912270003 

7913130172 

7912310082 

7913310166 

7912070211* 

7912030042 

7913130446 

7913140226 

50-267 

70-B 

70-1300 

70-754 

FOIA 

PROJ 

PROJ 

PROJ 

P 

HCDIARNIO. R.C. 

79131304B3 

50-445 

H I 

HCOIARKID.R.C. 

HCOIARHID, R.C 
nCDlARHID. R.C. 
MCDONOUGH. H.D. 
HCOONaUCiH. H. D. 
MCDaUELL-BOYER 

79131304B3 

7913030042 

7913120446 

7912110280 

7913030343 

7912110465 

50-445 

PROJ 

PROJ 

XPORTI.IC 

XPORTLIC 

RES 

M i 

MCDUFFIE, n. A. 

7913380555* 

50-400 

A i 

MCDUFFIE. H- A. 

7912170142 

50-400 

O : 

MCDUFFIE. Mu A. 

7912170161 

50-400 

0 1 

MCDUFFIE. H. A- , 

7912120392 

S0-400 

A : 

MCDUFFIE. K. A. 

7912130416 

50-400 

A 1 

HCDUFFie. H. A. 

7912280546 

50-400 

A 

MCDUFFIE, n. A. 
MO^ADDEN. J. R. 

7912270342 

7912110167* 

50-400 

40-7344 

A 

HCFARLMO. C. R. 

7912060657* 

50-339 

B 

HCFARLANO. C. R. 

7912060657* 

50-399 

a 1 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MCFARLAND, C-fi. 

7913510051 

50-400 

E 

HCOAUOHV. R. 

7915050078* 

50-443 

0 

MCOAUOHV.R- H. 

791SO&0200* 

50-307 

0 

MCOAUOHY.R. H. 

791SS004S7* 

50-410 

a 

MCOAUOHY.R, U. 

791SS5029B* 

50-352 

Q 

MCOAUOHY.R. H. 

7915310024* 

50-307 

0 

MCGEE. M. V. 

7915190561 

RES 


MCGOVERN. J. 

7915070086* 

70-637 


MCGOVERN, J. J. 

791SO7OO0B* 

70-607 


MCGOVERN. J. J. 

79I205064G* 

70-687 


MCOOVERN.J. J. 

7912260061* 

50-54 

Q 

HCeOVERNiK. 8. 

79121401 IS* 

70-2623 

MCGOVERN. K. S. 

7912130450 

PR 


MCGRANERY.J. P. 

7912130267 

PR 


MCORANERY.J. P. 

7912130267 

PR 


MCGRATH. E. J. 

7913280684 

HASTE MOT 

MCGREGOR, L. 0. 

7912050412* 

50-305 

o 

MCGUIRE. P. J. 

7912040359 

50-293 

p 

MCGUIRE. P. J. 

79120403B7 

50-293 

s 

MCGUIRE. P. J. 

7912050448 

50-293 

n 

MCGUIRE. P. J. 

7913070390 

50-293 

s 

MCGUIRE. P. J. 

7912200372 

50-293 

R 

MCGUIRE. P. J. 

7912110311 

50-293 

6 

MCGUIRE. P. J. 

7912110370 

30-293 

S 

MCGUIRE. P. J. 

791S1B0630 

50-293 

S 

MCGUIRE. P. J. 

7912200353 

50-293 

s 

MCGUIRE. P. J. 

7912270182 

50-293 

s 

MCGUIRE. P. J. 

7912260270 

50-293 

s 

MCGUIRE. P. J. 

7915310413 

50-293 

n 

MCGUIRE. P. J. 

7912310453 

50-293 

s 

MCGUIRE. U. F. 

7915370369 

50-490 

A 

MCGURREN. H. J. 

791S0606H 

50-490 

e 

MCOUftflEN, H. J. 

7912050615* 

50-490 

0 

MCGURREN. K. J. 

7912070343 

50-382 

0 

HCOURREN.H. J. 

7912070248* 

50-302 

0 

MCOURREN.H. J. 

7912180087 

50-490 

8 

MCGURREN. H. J. 

7912260006 

50-309 

0 

HCOURflEN.H. J. 

7913260292 

50-309 

Q 

MCHENRY. T. J, 

79120S0119* 

50-261 

0 

MCHENRY. T. J. 

7912310346* 

50-302 

Q 

MCINTYRE. J. 

7912110108* 

ACR0 


MCKEOUN.L. H. 

7912040129* 

50-334 

0 

MCKEONH. L. H. 

7912050086* 

50-104 

Q 

MCKINLEY. J. C, 

7912110090* 

ACRS 


MCLEAN. R. V. 

7912190546 

RES 


MCLEAN. H.B. 

7912190561 

RES 


MCMAHAN. J. 

7912180393 

FQIA 


MCMULLEN. R. B. 

7912260375* 

50-443 

G 

MCNAMARA. A. E. 

7912180351* 

50-244 

R 

MCNATT. T. 

7912060221* 

50-334 

0 

MCNEILL, H. M. 

7912130428* 

QA999 


MCNEILL, H. H. 

7912110506* 

QA999 


MCNIEU,M. 

7912200SQ6 

50-339 

H 

HCNULTV. A. 

7912100449 

CONTRACT 


MCNULTY, A. 

7912110040 

CONTRACT 


MECCA. J. E. 

7912270215 

50-523 

A 

MECCA, J. E. 

7912270512 

50-522 

H 

MEDLOCK, fi. L. 

7912200604 

40-8452 


MEDROU. L. A. K. 

7912170401 

CONTRACT 


MEDROH. L, A, K. 

7912140288 

CONTRACT 


MEOROM. L. A. K. 

7912140297 

CONTRACT 


MEIEROTTO.L, B. 

7912060204 

PRDJ 


MEIBS, R. L. 

7912170251 

PROJ 


MEISS.R. L. 

7912170251 

PROJ 


MENARD, H. M. 

7912310515 

40-0745 


HEHCIER. g, R. 

7912170414 

CONTRACT 


MERRILL, J. 

7912190415 

FOIA 


MERROg, R. J. 

7912030322* 

40-1306 


MERSON, B. D. 

7912310416 

50-317 

R 

HERS0N.3. D. 

7912310418* 

50-317 

R 

MERSON. a. D. 

7912280523 

50-318 

R 

MERSON, 8. 0. 

7912280527* 

50-318 

R 

HERTZ. L, R. 

7912140143 

71-160 


METZENBAUM.H, H. 

7912120563* 

30-346 

U 

MEYER, R. 

7912190458 

FOIA 


MEYER, M. 

7912070152* 

50-471 

0 

MICHEL80N.C. 

7912310239* 

ACRS 


HIDURA.H. J. 

7912040511 

30-272 

R 

MIDURA. H. J, 

7912040521 

30-272 

R 

MIDURA.H. J. 

7912040493 

50-272 

R 

MIDURA. H. J. 

7912180379 

50-272 

R 

HILLER. 0.8. 

7912130316 

PR 


HILLER. 0. 6. 

79121 10418* 

50-309 

0 

MILLER. 0. S. 

7912110425* 

50-309 

0 

MILLER. E. F. 

7912180011* 

CONTRACT 



ACCESSION SUB^yECT 


AUTHOR 

NUMBER 

CATEGORY 

MILLER. H. 1. 

7912190163 

50-389 

0 

HILLER. H. 1. 

7912170058 

50-155 

0 

MILLER, M. 1. 
HILLER, L. C. 

7912310339 

7912210020* 

50-329 

04999 

0 

HILLER. M. I. 

7912170179 

50-155 

G 

MILLER, H. 1. 

7912170058 

50-159 

0 

MILLER, B.H. 

7912120340 

50-580 

P 

HILLEN.C.K. 

7912170201 

50-267 

0 

MILLER, L.K, 

7912180383* 

50-278 

R 

MILLER, K. E. 

7912260088* 

50-445 

H 

MILLER.M. E. 

7912040075 

50-320 

0 

HILLER, H. E. 

7912040079 

90-320 

o 

MILLER, M.E. 

7912280310 

50-320 

0 

MILLER.M. E. 

7912120030 

50-344 

e 

HILLER. H, E- 

7912180203 

50-449 

M 

HILLER, M. E. 

7912180209* 

50-44S 

H 

MILLER.M, E. 

7912IBD231* 

30-449 

H 

HILLER. n. E. 

7912180240* 

50-449 

H 

MILLER.M. E. 

7912180252* 

50-445 

M 

MILLER.M. E- 

7912180262* 

50-445 

M 

HILLER.M. E. 

7912180272* 

30-445 

H 

HILLER. K. E. 

7912180281* 

50-449 

H 

MILLER.M. E. 

79121802B9* 

50-445 

H 

MILLER.M. E. 

7912180297* 

50-443 

M 

MILLER.M. E. 

7912180306* 

50-445 

H 

MILLER.M. E. 

791218031 1* 

50-445 

H 

MILLER.M, E. 

7912180320* 

50-445 

H 

MILLER.M. E. 

7912180329* 

30-445 

H 

MILLER, H. E. 

7912180340* 

30-445 

H 

MILLER.M. E. 

7912180349* 

50-445 

H 

MILLER.M, E. 

7912180360* 

30-445 

H 

MILLER, M. E. 

7912180372* 

30-449 

H 

MILLER, M.E. 

7912180381* 

50-445 

M 

MILLER.M. E. 

7912180395* 

50-445 

M 

MILLER. M E. 

7912180404* 

30-445 

H 

MILLER.M. E. 

7912180414* 

S0-44S 

M 

HILLER, H. E. 
MILLER, M-E. 

7912180423* 

7912140108 

50-449 

70-2623 

H 

MILLER.M. E. 

7912270103 

S0-44S 

H 

MILLER, M.e. 

7912270137 

50-445 

H 

HILLER. W.O. 
MILLER, H. 0. 
HILLER, H, 0. 
HILLER. H. 0. 
MILLER.M. O. 

MILLER, g. D. 
MILLER. U. O. 
MILLER.M. 0. 
MILLER. U. a 

MILLER, g. 0. 

7912100079* 

7912120038 

7912120050 

7912100350 

7912100353 

7912110115 

7912110288 

7912120045 

7912120052 

7912120252 

50-286 

70-B 

70-734 

70-754 

70-1237 

40-1163 

70-27 

70-734 

70-8 

70-27 

P 

MILLER.M. □. 

7912040022 

50-201 

F 

MILLER, g. □. 

7912100022 

50-286 

P 

MILLER.M. Q. 

7912180283 

50-346 

P 

MILLER.M. 0. 

7912170132 

50-200 

P 

HILLER, W- a. 

7912190326 

30-293 

F 

MILLER.M, O.' 

7912170048 

90-159 

P 

MILLER, g. 0. 

7912170071 

50-318 

P 

MILLER, U. a. 

7912170123 

50-344 

P 

MILLER, g. 0. 

7912190158 

50-289 

P 

MILLER, W, q. 

7912190327 

50-346 

P 

HILLER, g.O. 

7912190337 

50-289 

P 

MILLER, g. Q. 

7912190617 

50-889 

P 

MILLER, W. 0. 

HILLER. U. 0. 

7912200674 

7912360256 

50-3^ 

70-1100 

P 

HILLER, M.a. 

791227O0BB 

50-10 

F 

HILLER, g.O. 

7912210131 

90-313 

P 

MILLER.M. 0. 

7912280060 

90-247 

P 

MILLER.M. 0. 

7912280064 

90-293 

P 

MILLER.M. D. 

7912280147 

90-244 

P 

HILLER. L.F. 

HILLER, H. J. 

MILLER. H. J. 

7912050076* 

7912040029 

7912170034 

50-206 

40-8102 

PROJ 

0 

MILLER. H. J. 

MILLER. H, J. 

7912170188 

7912180394 

WASTE HOT 
40-8728 

MILLER, H.U. 

7912140121* 

HASTE HOT 

MILLER. H. J. 

HILLER. H.J. 

HILLER. H.J. 

MILLER, H. J. 

MILLER, H. J. 

MILLER. W.a 

MILLER, H.U. 

HILLER. H.U. 

HILLER. H.J. 

7912280210* 

7912040033 

7912130214 

7912170189 

7912200893 

7918170181 

7918170109 

7918870067 

7918070189 

hj«te hot 

PR 

PDR HI8C 

40-8745 

40-8728 

70-1257 

HASTE HOT 
40-8749 

PROJ 

HILLER, U.R. 

7918120448* 

90-516 

0 



ACCESSION 



NUMBER 

CATEGORY 

MILLB.L. M. 

7912140255 



7910310325 

50-327 



7912040448 

50-327 



7912090602* 




7912040192 

PR 


MILLS, L. H. 

7912110202 


4 

MILLS, L. M. 

7912200661 



7912130429 

50-553 



7912130501 


8 


7912310020 

REOOD 

HILLS. L. M. 

7912130520 

50-327 



7912200268 




7912200289 

REOOD 



7912280027 




7912200173 

REGGD 


MILLS, L. M. 

7912280907 




7912050907 

50-327 



7912050513 




7912050917 

50-438 



7912050922* 

S0-43B 

B 

MILLB.L. M. 

7912090924 




7912050941 

50-566 



7912190970 

30-566 



7912030199 

50-566 



7912190692 

30-566 

S 

MILLS, L. M, 

7912090477 




7912040439 

50-259 



7912090404 




7912090508 

50-259 



7912200003 

50-390 

Q 

MILLS, L. H, 

7912130521 




7912140232 



MILLB.L. M. 

^912190620 

50-390 



7912050071 

50-430 



7912060525 

50-327 

A 

HILUa.L. H. 

7912060522 

50-327 



7912110369 

50-327 



7912120422 

50-327 

8 


7912120477 

50-337 



7912130250 

50-390 

R 

MILLS. L. H. 

7912130402 

30-359 



7912100359 



MIULB.JL. M. 

7912100361* 

50-327 



7912170313 

50-390 



7912170317 

50-390 

8 

MILLS, L. M. 

7912170323* 

50-390 



7912170324 

30-390 



7918310008 

50-327 

0 


7912190574 

50-327 



7912210348 

SO-327 

A 

MILLS. L. M. 

7912270289 

50-327 



7912200503 

50-327 


MILLS. L. M. 

7912280544 

50-327 

8 


7912270251 

50-269 

P 


7912270424 

50-553 

A 

MILLS, L. M. 

7912280557 

50-438 



7912200501 

50-327 



7912270473 

50-327 

3 


7912270400 

50-390 



7912270356 

50-390 

A 

MILLS, L. M, 

7912270527 

50-259 



7912270533 



MILLB.L. M, 

7912200493 

50-438 



7912270363 



MILLS, L. M. 

7912310352 

50-327 

A 

KILLSAP, M. J. 

7912100070* 

70-824 


MILLSAP.H. J. 

7912200612* 

70-27 


HILLTEB. 0. 0. 

7912110400 



MILNS, M. C. 

7908000606* 

SO-31 1 

0 


7912140470 

50-331 

S 

NINECK. D. L. 

7912140479 

50-331 



7912170213 



MINECK, D. L. 

7912170224 

50-331 


HINECK. D. L. 

7912180518 

50-331 

0 


7912190398 

50-331 

R 

MINOOUE.R. B. 

7910010SS0 

50-259 


HINOOUE, R. B. 

7912120221 

POR HI8C 



7912120162 

PRM 


MINOeUE. R. B. 

7912280474 

50-320 

T 

MITCHELL. R. 

7912180058* 

50-387 

0 

MITCHELL, C, D. 

7912100276* 

CONTRACT 



7912130479* 

50-289 


MITCHELL. D. 0. 

7912270328* 

50-289 

8 

MITTL.R.L. 

7912180530 

50-311 


MITTL. R. L. 

7912270367 

50-354 

A 



PERSONAL AUTHOR INDEX 
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-AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HODENOS. L. 

HQDEHQSi L. 
no DEMOS. L. 
K>DEH09.L. 

nceu-ER. 0. w. 

7912050305* 

7912050622* 

7912110001* 

7912100409* 

7912190341* 

50-327 0 

50-280 0 

QA999 

QA999 

ACRE 

MCX.ELLO, S. A. 
MONDEN. T. 

MOHOeN. T. 

HCPOIEM.T. 

HGNRDE. e. E. 

7912130089 

79120300SB 

7912200233 

7912310549 

7912180208 

NUREO 

XPORTLIC 

XPORTLIC 

XPORTLIC 

FOIA 

MONTI. W. A. 

MOODY. R. 

MOODY. D. e. 
MUDYrO.E. 
mODY. D. E. 

7912140333 

7912160510* 

7912140016 

7912260222 

7912180337 

50-3 ft 
30-275 U 
50-309 0 
30-309 P 
50-309 ft 

MOODY. D. E. 

MOODY. 0. E. 

MOODY. D.E. 

MOODY. D. E. 

MOODY. D.E. 

7912030006* 

7912170365 

7912140260 

7912130018 

7912180433 

50-271 Q 
50-271 a 
50-271 0 
50-271 P 
50-271 0 

KKIOY. D. E. 

MOODY, s. e. 
HDODViD. E. 

MOODY. D. E. 

MOODY. D. E. 

7912100238 

7912100402 

7912310341 

7912060105* 

7912110314 

50-271 P 
30-271 R 
50-271 P 
50-29 a 
30-29 P 

MOODY. D. E. 

MOODY. D. E. 

MOODY. D. E. 

MOODY. D. E. 

MOODY. D.E. 

7912120299 

7912130230 

79121B0611 

7912180341 

7912270532 

50-29 P 
50-29 P 
50-29 P 
50-29 R 
50-29 P 

MOODY. D. E. 
HOON.R.E. 

MOON.R. E. 

MOON, 8. T. 
HODM.C-H. 

7912310556 

7912120098* 

7912120083* 

7912200174* 

7912070469 

50-29 P 

QA999 

QA999 

50-369 0 

50-466 F 

hOON.C.U. 

nooN.c.H. 

MOON. C.N. 

MOCMI.C. W. 

MOORE. R. E. 

7912110435 

7912110447* 

7912110463* 

7912110475* 

7912110105* 

50-454 A 
50-494 A 
50-454 A 
50-454 A 
CONTRACT 

- HOORE. J. 8. 

MOORE. J. S. 

MOORE. J. a. 

MOORE. e.H. 

MOORE, a. U. 

7912190424* 

7912050099* 

7912050005* 

7912040439 

7912040443* 

TOPREP 
70-1143 
70-1143 
50-334 ft 
50-334 ft 

MOORE. 0. C. 

MOORE. 0. C. 
MOORE. S.C. 
MOORE. O.C. 
MOORE. 0. C. 

7912100114 

7912110351 

7912120200 

7912310010 

7912310533 

go-302 a 
50-302 P 
50-302 P 
50-302 a 
50-302 F 

MOCKE.J.E. 
MOORE. R. N. 
MOORE. R. N. 
MOORE. R.N. 
MOORE. R. N. 

7912030211 

7912120466 

7912130087 

7912280069 

7912030108 

50-250 S 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

M80HE.R.N. 
MOCRE.A.N. 
MOORE. R. N. 
MOORE. R. N. 
MOORE. J. E. 

7912120203 

7912130123 

7912030046 

7912130456 

7912130106 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
50-272 a 


MOORE. J. E. 

MOORE. J. E. 

MOORE. 0. E. 
hCKKE. J. E. 

MOORE. J. E. 

7912070344* 

7912040078 

7912070076 

7912190206 

7912190310 

50-195 0 
50-3 6 
50-155 0 
50-159 G 
50-155 0 

MOORE. J. E. 

MOORE. J. E. 

HOORE. J. E. 

MOORE. D. E. 

MOORE. D. E. 

7912260368 

7912310132 

7912070008 

7912210283* 

7912030100 

50-3 0 
50-272 0 
50-159 0 
50-269 0 
I6E 

MOORE. D. E. 

MORAN. R.O. 
MORGAN. D. U. 
MORGAN. M.E. 
MORGAN. H. E. 

7912030093* 

7912110215* 

7912310223 

7912310176 

7912310180* 

50-335 a 
50-206 R 
50-297 a 
XPORTLIC 
XPORTLIC 

MORGAN. N. E. 
MORGAN. U. E. 
MORGAN. R. 
MORGAN. R. 
MORGAN, R. 

7912170348 

7912170353* 

7912200388* 

7912200312 

7912120096 

XPORTLIC 
XPORTLIC 
50-339 A 

50-339 A 
NUREO 

MORRILL. P. J. 
MORRILL. P. J. 
MORRILL. P. J. 
MORTON. K.V. 
MORTON. R. V. 

7912060104* 

7912070198* 

7912050316* 

7912070169* 

7912110036* 

50-275 a 

50-89 0 

90-187 0 

CONTRACT 
CONTRACT 


AUTHQB 


MORTON^ K. V. 
MORTDN.K. V. 
MORTON. K.. V. 
MORTON. K. V. 
MORTDN.K. V. 

MORTON, K. V. 
MORTOM.K- V. 
MORTON. K.V. 
MORTDN.K. V. 
MORTON. K. V. 

HORTON. K. V. 
MORTON. K.V. 
MORTON. K.V. 
MORTON. K.V. 
MDRTQH.K. V. 

MORTON. K. V. 
HORTON.R.V. 
MORTON. K.V. 
MDSELEY.W. C. 
MOSS. D. J. 

MOTT.J. e. 
MOTUI.BKV. A. 0. 
MOTULSKV. A.O. 
MOWDOiaBE.R.tt 
HOWRY. H. R- 

MOWRV. W. R- 
MUCKHICKI.E. D. 
MUELLER. E. F. 
MUIR. J. F- 

HULERO. J.C. 

HULREV.M, E. 
MULKEV.H.E. 
MULREV.H.E. 
HULREY.M. E. 
MULHIM.B. 

MULLER. D. R. 
MULLER. 0. R. 
MULLER. D-R. 

MULLER. 0. R. 

MULLER. D- R- 

HUNNERY, H. J. 
MUNrffiRV. W. J. 
MUNRO. J. U. 
MUNRO. J-J. 
HUNRO. J. U. 

MUNRO. J.-J. 
MUflPHV.P. H. 
HURPHY.C. E. 
HURPHV. C. E. 
MURFHY.C.e. 

MURPHY. C.E. 
MURPHY. C. E. 
MURPHY. C. E. 
murphy. C. E. 
MURPHY. C. E. 

MURPHY. C. E- 
MURPHY. C.E. 
MURPHY. C.E. 
MURPHY. C. E. 
MURPHY.C.E. 

MUflPHYrC. E. 
MURPHY.C.E. 
MURPHV.C.e 
fttJRPHY.C.E. 
MURPHY.C.E. 

MURPHY. C. E. 
MURPHY. C. E. 
MURPHY. C. E. 
MURPHY.C.E- 
MURPHY. C. E. 

MURPHY. O.E. 
MURPHY.C.E. 
MURPHY. C.E. 
MURPHY.C.E. 
MURPHY.C.E. 

MURPHY.C.E. 

MURPHY.C.E. 

MURPHY.C.E, 

MURPHY.C.E. 

MURPHY.C.E. 

MURPHY. C. E. 
MURPHY. C. E. 
MURPHY. C. E. 

murphy, c. b. 

MURPHY. C. E. 


ACCE6S10H 

NUMBER 

7912110004* 

7912110002* 

79iall00(l9« 

Tviatiooiv* 

79I21S0073* 

7912120310* 
7912100091* 
79121 10S41* 
79121200B6* 
79121202&&* 

7912IB0037* 

7912100125* 

791206017&* 

791210010S* 

7912180019* 

7912I0033&* 

7912100394* 

7912180011* 

7912050284 

7912140403* 


SUBJECT 

CATEOORV 

CONTRACT 

CtMYTRACT 

CONTRACT 

CmTRACT 

CONTRACT 

CIWTRACT 

CiWnfiACT 

carTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTACT 

CtSiTRACT 
CIWTfiACT 
CraiTBACT 
PDR MISC 
RES 


AUTHOR 


MURPHY.C. E. 
MURPHV.C.e. 
MURPHY.C. E. 
MURPHV.C.E. 
MURPHY.C. E. 

MURPHY.C.E, 
MURPHY, C. E. 
MURPHV.C.E. 
MURPHY. C. E. 
MURPHY.C.E. 

MURRAY. T. T>. 
HURRAY. J.-O. 
MURRAY, T. D, 
MURRAY. T. D. 
MURRAY. T. D. 

MURRAY. T. B. 
MURRAY. T. D. 
HURRAY. T. D. 
MURRAY. T. D. 
HURRAY. T. D. 


79121 1032&* 

79122700S6* 

7912270059* 

7912130533 

7912120012 


SO'335 P 
50-522 0 

50-522 0 

PR 
PR 


MURRAY, T. D. 
HURRAY. T.D. 
MYNATT, F. R. 
MVRABO. A.L. 
NACHTER.L. J. 


791207022A 

7912130311 

7912180227 

7912140499* 

7912310509 


71-6300 

PR 

50-466 0 

RES 

WASTE MOT 


NAOAIi V. 
NAOAt. Y. 
NAOAI. V. 
NAIDU.K. ft. 
NAIDU.K. R. 


ACCESSION 

HIGHER 

7912010325 
7912310326 
7912130093* 
7912110220 
79121 10193 

7912060266 

7912060531 

7912210016* 

79121B0047 

7912210135 


SUBJECT 

CATEQOfiY 

SO-395 Q 
50-327 0 
50-491 0 
50-370 0 
50-369 0 

30-390 0 
50-395 0 
S0-34B 0 
50-339 a 
50-491 a 


7912100279 

7912130476 

7912130373 

7912170295 

7912170300 


50-346 3 
30-346 S 
50-346 fl 
50-346 S 
50-346 S 


7912170305 

7912260234 

7912260253 

7912270594 

7912270395 


50-346 S 
50-346 B 
SO-346 S 
50-346 B 
SO-346 B 


7912270402 

7912270413 

7912170167 

7912140374* 

7912270545* 


50-346 3 
50-346 B 
REE 

50-263 R 
50-263 P 


7912O4035B 

7912040327 

7912270644 

7912030263* 

7912260137* 


50-219 P 
50-219 P 
50-219 P 
50-329 Q 
50-329 Q 


7912190606 

7912130130 

7912310120 

7912310I3B 

7912190113 

7912110126* 

7912130070* 

7912200168* 

7912200069 

7918I9(S92 

7912130496 

7912130490 

7912100293 

79122I<S89 

7912200461 

7912200619 

79I20SDS39 

7912200016 

7912110233* 

7912060287* 

7912110203* 

7912060631 

7912070056 

7912050386 

7912060479 

7912060490 

7912050380 

7912030562 

791Z0S0616 

7912060587* 

7912070108 

7912050083 

7912050323 

7912050486 

79120SOS50 

79120S0621 

7912060077 

7912060592 

7912210152* 

791209052B* 

7912180357* 

7912200617 

7912180141 

7912180166* 

79I231D093 

7912310107 

7912050636* 

7912210203 

7912310281 

7912310270 

79121 1<^1« 
7912170010* 
7912210292 
7912260147 
791^60303 


90-289 0 

50-269 0 

50-2B9 0 

50-289 0 

70- 754 

50-3 0 

SO-279 0 

50-275 0 

PDR MIBC 
PDH MISC 

PR 

PR 

71- 9028 
71-9137 
71-9027 

71-6144 
S0-4S6 0 

50-404 B 
, 50-370 0 

SO-390 0 


NAIDUiK. n. 
KAUOHTONi W. F. 
NAUMAN. 0. 
NAVARRO. J. P. 
NAYLOrt. R. H. 

NAYLOR, n.M. 
NAYLOR. R. W. 
NEEL. J. N. 
NEELY, D. R. 
NEELY. 0. R. 

NEELY. D. R. 
NEieHBOftS. D. 
NEIBLER.J. H. 
NEIBLER. J. H. 
NELBDN, J. D. 

NELSON. 8. M. 
NELeON. P.R. 
NELSON. P.R. 
NELSON. P. R. 
NEUMANN. M. R. 


79121B0236* 

7912210349 

7912260355* 

7912270517 

7912100233* 

7912130486* 

7912170309* 

79122B0674* 

7912030256* 

7912040179* 

7912310065* 

7912190200 

7912070162* 

79121B0342* 

7912310169 


50-295 0 

50-10 P 
50-373 <3 

50-322 a 
50-346 3 

50-346 9 

50-346 S 
27-48 
50-219 Q 
50-320 0 

50-219 0 

50-280 P 
50-373 0 

50-373 a 
40-6631 


7912280645* 

7912070368* 

7912070335* 
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6SRABIAN.J. A 
SEWELL, R.O, 
SEWELL. R.B. 
SEXTON, R. 

SEYFHIT. K. V. 

SEYFRIT, K. V. 
SEVFRIT. K. y. 
SEYFRIT. K. V. 
SEVFRIT. K. V. 
SEYFHIT. K, V. 

SEYFftlT, K. V. 
ffiVFRIT.K. V. 
BEYFRIT.K. V. 
SEYFfllT.K. V. 
SEYFRIT, K.V. 


ACCESSION 

NUMBER 

79I2050I74 

7912030175 

7912050176 

791205017B 

7912050131 

79120301B3 

7912050196 

7912050187 

7912050193 

7912050194 

7912050199 

7912100403 

7912170029 

7912100410 

7912100411 

7912100163 

7912100179 

7912100180 

7912100246 

7912130415 

7912170015 

7912100266 

7912100260* 

7912130060 

7912130071* 

79131300S0* 

7912100174 

7912040108 

7912040124* 

7912040137* 

79121B0346 

7912210126 

7912210134 

7912310505 

7912200609 

7912210121 

7912310199 

7912310159 

7912270010 

7912270021* 

7912270024* 

7912200041 

7912260449* 

7912060002 

7912140218 

7912120479 
79121700:15 
7912180170 
7912I202S3 1 

7912120260* I 

7918060028 ‘ 

7912200429 f 

7912030226 £ 

7912050596 ' 

7912050463 ” 

7912030011 S 

79I22B0322 5 

7912200361* 5 

7912070231 F 

7912120557 3 

7912310340 S' 

7912200456 5. 

7912140151 5( 

7912140151 5( 

7912280456 5( 

7912190163 5{ 

7912190186* SC 

7912200649 5C 

79121305B2 Pfl 

7912130590* PR 


SUBJECT 

CATEGORY 

50-250 P 
SO-315 p 
50-232 p 
50-244 P 
50-286 P 


SUBJECT 

CATESORY 


SEVFHIT.R. V. 
SEYFRIT, K. V 
SEVFRIT. K. V 
SEYFRIT. K. V, 
SEVFRIT. K. V 


50-344 

P 

SEYFRIT.K. V 

50-272 

P 

SEYFHIT. K.V 

50-306 

P 

SEYFRIT.K. W 

50—266 

P 

SEVFftlT.K. V 

50-305 

P 

SEYFRIT.K. V. 

50-280 

P 

SEYFBIT.K. V 

50-334 

P 

SEVFftlT.K V 

50-280 

P 

SEYFHIT, K.V. 

50-273 

P 

SEVFRIT. K. W 

50-338 

P 

SEVFftir. K. V. 

50-344 

P 

SEVFRIT, K. V 

50-272 

P 

SEYFHIT, K.V. 

50-272 

0 

SEVFRIT. K. V 

50-250 

P 

SEYFftlT. K. V. 

50-303 

F 

SEYFRIT. K. V. 

50-250 

P 

SEYFRIT.K V 

50-346 

P 

SEVFftlT.K. V 

50-348 

P 

SEYFRIT. K. V 

50-261 

P 

SEYFRIT, R. V. 

30-261 

P 

SEYFRIT. K. V. 

50-261 

P 

SEYFRIT. K. V 

50-230 

P 

SEYFRIT, K. V 

50-272 

P 

SEYFRIT. K. V 

50-272 

P 

SEYFftlT. K. V 

50-272 

P 

SEYFRIT.K. V 


7912050116* 

7912200032 

7912280009* 

7912100301 

7912260146* 

7912200339* 

7912260130* 

7712280335* 

7912380303* 

7912210219* 

7912140078 

7912140094 

7912140103 

7912140133 

791204002B 


30-277 Q 
40-8674 
40-B674 
50-339 H 
0A999 

40-2359 

QA999 

40-2259 

40-8259 

QA999 


SEVFRIT.K V 
SEYFRIT. K. V 
SEVFftlT.K. V. 
SEVFftlT.K. V 
SEYFRIT, K.V. 

SEYFftlT, K. V. 
8RYFRIT.H. V 
SEYFRIT, K. V. 
SEYFHIT, K. V 
SEYFRIT. K. V. 

SEYFRIT. K. V 
SEYFftlT. K. V 
BEYFHIT.K. V. 
SEVFftlT.K. V 
SEYFftlr.K. V. 

SEVFftlT.K. V 
EEYFRIT.K. V 
SEYFRIT, K. V 
SEYFniT.H. V. 
SEYFRIT.K, V. 

BEYFRIT.K V 
SEYFRIT. K. V 

SEVFftlT.K V 
SEYFHIT. R. V 
SEVFftlT.K. V. 

SEVFHfT.K. V. 
SEYFftlT, R. V 
SEYFftlT, K.V 
SEYFRIT.K- V. 
SEVFRIT. R. V, 

SEYFRIT, K. V 
SEVFftlT.K V 
SEYFRIT.K. V 
SEYFRIT.K. V. 
SEYFRIT. R. V. 

SEYFRIT.K. V, 
SHACKLEFORD, B. M 
BHACKLETON.O C 
SHALLEH, D. V. 
SHALLER, D. V. 

SMALLER, D. V. 
SMALLER, D. V 
SMALLER. D. V 
SHALLER, D. V 
SMALLER. D.V. 

SHALLER. D. V 
SMALLER, 0, V 
SHALLER, D. V 
SMALLER, D, V, 
SHALLER, D. V. 

SHALLER. D.V 
SHALLER, D, V 
SHALLER, D. V. 
SHALLER, D. V. 
SHALLER, D, V. 


ACCESSION 

NUMBER 

79I2I2056I 

7912120564 

7912120565 

7912120566 

7912100257 

7912100258 

7912100261 

7912100264 

7912100265 

7912110S26 

7912110530 

79I21IOS33 

7912110535 

7912110537 

7912190026 


7912190028 SO-269 

7912190030 50-267 


7912190033 

7912120530 


50-313 Q 
50-313 0 


7912120553 50-298 

7912120555 50-285 
7912120559 50-267 
7912110278 50-458 
7912110279 50-498 
7912110201 ao-4as 


7912110285 60-445 O 
7912110467 50-313 0 
7912110472 50-458 (1 
7912110476 50-498 0 

7912110480 50-482 0 
7912110483 50-382 0 
7912110484 50-293 Q 
7912110485 50-285 0 
7912110489 S0-2A7 Q 

79J2110491 50-445 0 
7912100055 50-302 Q 
7912190040 S0-4Se 0 
7912190043 30-498 Q 
7912190050 30-482 0 

7912190056 50-445 0 
7912190141 50-298 fl 
7912190169 50-313 Q 


7912190174 

7912190177 

7912190180 

7912190181 

7912190185 

7912190ISS 

7912190189 

7912190193 

7912310260 

7912310261 

7912310264 

7912310263 

7912310267 

7912200210 

7912200212 

7912200215 

7912200219 

7912200222 

7912280502 

79I22SOS05 

7912230566 

79(2280589 

79123B0S92 

79122602B0 

7912120305* 

2280524* 

7912040384 

7912040363 

7912040375 

7918040424 

7912070351 

7918070371 

7912070378 

7912100277 

7912130312 

7912130330 

7912170238 

7918170260 

7912170270 

7912270890 

7912270337 

7912880521 


50-458 0 

50-498 Q 


50-445 a 
S0-4SB Q 
50-490 0 
50-482 a 
50-382 □ 


50-316 3 
50-316 S 
50-316 S 
SD-01S S 
50-315 8 

50-316 S 
SO-315 fi 
50-316 S 
50-316 Q 
50-313 R 


SHALLER, D. V. 
SMAHEL, W. H. 
BHANBAKV, M. 
SHANDAKV, M. M. 
SHANNON, P. C. 

SHANNON. P. C. 
SHANNON, R. 
SHAPAH, H. K. 
SHAPAH.H. 
SHAUB.E. T. 

SHAW, H, E. 

SHEA. D. F. 

SHEA, J. fi. 

SHEA. J, J. 

SHEA, J. J. 

SHEA, J. J, 
SHELDON, K. P 
SHELDON, K. P. 
SHELDON, K. P. 
SHELDON, K. P. 

SHELDON. K- P 
SHELDON, K. P. 
SHELDON. K. P. 
SHELDON, K. P. 
SHELDON. K. P. 

SHELDON, K. P. 
SHELDON, K. P. 
SHELDON, K. P. 
SHELDON, K.P 
SHELDON, K.P. 

SHELLEY, W. J 
SHELLEY, W. J. 
SHEPHERD, A. M. 
SHEPHERD, ft. E 
SHEPHERD, ft E. 

SHERLOCK, P. 
SHERMAN, F. L. 
SHERWOOD. 0 . a. 
SHERWOOD, 0. a 
SHERWOOD, a. 0. 

SHIELDS, B. W. 
SHIELDS, S. W. 
SHIELDS. S. W. 
SHIELDS, S. W. 
SHIELDS, S. W. 

SHINKD, M. S, 
SHIVELY, C. N. 
SHIVELY, C.N. 
SHIVELY, C. N. 
SHIVELY, C. N. 

SHIVELY, C.N. 
SHIVELY, C.N. 
SHIVELY, C.N 
SHODLOBKY, T. 
9HQLLY, S. 

SHOLLV, B. C 
SHON. F. J, 

SHDN.F- J. 

SHORT, H, H. 
8HRIVER, B.L. 

SHRIVER, D. N. 
SHULTZ, a. R. 

SHUM, E. Y. 

SHUSTER, B. 
SIEOFftlED, J. 

BIEOFRJED, J. R. 
SIEGFRIED, J. R, 
SIEGFRIED, J. R. 
SIUBERO, J. E. 
SILDERO, J. E. 

BII.DERO, J. E. 
BILBERO, J. E. 
SILVER, R.O. 
SILVER, H. 

9IMCHUK. 0. 

SIMMONS, J. U. 
SINGER, L, N. 

SINKIN, L. A. 
SINKIN.L.A. 
SINKIN, L. A. 

SINKIN. L. A. 
SI8ESTA, J. 

SJOGREN, R.H. 
SJOGREN, R. M. 
SJOGREN. R.M. 


ACCESSION 

NUMBER 

7912310345 

7912310493* 

7912260013 

7912860339* 

7912130410 

7912200370* 

7912110325* 

7912280486* 

7912280474 

7912260095* 

7912190220 

7912210104 

7912030261 

7912040144 

7912060170 

7912060117 

7912130546 

7912130483 

7912060640 

7912070344* 

7912130469 

7912060238 

7912060242* 

7912130026 

7918060238 

7912060242* 

7912130546 

7912I304BS 

7918060640 

79121J0469 

7912030017 

7912190101 

7912210320 

7918200073 

7912100215* 

7918190678* 

7912040093 

7912200143 

7912270109 

7918130493 

7918030301* 

7912060057 

7918070411* 

7912050424* 

7918120398 

7912190567 F 
7912170864* £ 

7912170269* • 

7912170281* £ 

7912310384* E 

791P3I0393* S 
7912310399* 5 

7912310409* 5 

7912030104 5 

7912210068 H 


SUBJECT 

CATEOOflV 


30-275 
PER MIBC 
XPORTLtC 
50-244 
SO-206 


50-289 0 

PR 

PR 

50-155 0 

PR 

40-B027 
40-0727 
50-443 A 
50-847 S 
50-220 Q 


7912210422 

7912190344 

7912310278 

7912180120* 

7912130041 


50-239 0 
50-153 T 
50-313 0 
50-344 0 
NUREG 


7912210038* 

50-68 

0 

7912110161 

50-387 

S 

7912190320 

70-1113 


7912120250* 

50-289 

U 

7912120205* 

XPORTUIC 

7912060327* 

XPOHTLIC 

7912060320 

XPOHTLIC 


791214011S 

XPOHTLIC 


7912050321 

50-402 

0 

7912270096 

50-397 

a 

7912050381 

50-492 

0 

7918130246 

50-387 

0 

7912190708 

50-213 

p 

7918050033 

50-289 

p 

7912280100 

WASTE HOT 

7912190461 

NUFIEO 


7912120582 

50-289 

a 

7912120071* 

50-498 

V 

7918170334 

50-498 

0 

7912I703S5* 

50-496 

0 

7912280669 

FOIA 


7918040333* 

50-397 

s 

7918180389* 

50-309 

ft 

7918160407* 

50-271 

ft 

7912180345* 

50-89 

R 




ACCESSION 

SUBJECT 


AinilOR 

NUKBER 

CATECORY 

SKAHITHA. J. 

791220O213« 

50-244 

P 

SKARUPAi J. D 

7912170371 

XPORTLIC 


SXOLDSj j. l. 

7912070167* 

50-324 

0 

SKOLDS. J. L. 

79122QD157* 

50-398 

0 

SKDROHAD. P. H. 

7912210433 

71-363 


SKOVHOLT. D. J. 

79i20506&5> 

50-142 

P 

SHRAQLE. K. II. 

7912U0S3S 

RECCD 


BLAP.A 

79122e0459* 

50-320 

0 

BLAP.A. 

79I22B0459S 

50-320 

e 

SMITH. J. L- 

791231O006* 

50-206 

0 

SMITHi J R. 

7912110002* 

CONTRACT 


SMITH. R L. 

7912170310 

SO-271 

P 

&1ITH. I. H. 

7912030i>9S 

50-289 

0 

SMITH, r. H. 

7912100314 

50-361 

e 

SMITH. I. U. 

79t21S0C02 

50-239 

0 

nr. I. M. 

7912270011 

50-209 

0 

SMITH, a. H. 

7912070093* 

50-272 

c 

SMITH. D M. 

7912040118* 

50-320 

u 

SMITH, a. M 

7912130106 

50-272 

e 

SMITH, a. H. 

7912110124 

50-471 

0 

SMITH. Q. H. 

7912040074 

50-3 

e 

SMITH, e. H. 

7912100329 

50-272 

e 

SMITH. B. M 

791210D337 

SO-471 

Q 

SMITH. 0. 

7912260013 

50-272 

9 

&.MITH. 0. H 

7912260009 

50-146 

s 

SMITH. C. H. 

7912310329 

IbE 


SMITH. T. H. 

7912060017* 

50-309 

Q 

SMITH. R. H. 

7912070091* 

70-27S6 


SMITH. 0 H. 

7912120340 

70-1143 


SMITH. 0. 

7912200934* 

50-334 

0 

SMITH. 0. H. 

7912060674 

70-1143 


SMITH. Q. H. 

7912210024* 

50-387 

e 

SMITH. O. H. 

7912120147* 

50-57 

Q 

SMITH. 0. H. 

79120S0103* 

70-1143 


SMITH. 0. H. 

7912070095* 

70-687 


SMITH. 0. H 

7912030655* 

70-687 


KMI1H. 0. H 

7912050095* 

70-1143 


BHITH.O. H. 

7912030089* 

50-271 

0 

SHITH.C H. 

7912060233* 

50-201 

Q 

SHITH.O. H 

7912120110* 

70-364 


^ITil.C. H. 

7912060199* 

SO-29 

0 

SMITH. 0. H. 

7912090107* 

50-277 

0 

S.MITH.O. H. 

7912060096* 

70-920 


SMITH.O. H 

7912310304* 

70-820 


SHITH.C. H. 

7912260339* 

50-387 

0 

SMITH.O. H 

79120S0030 

70-1143 


SMITH.0. H. 

7912070077 

70-687 


H, 

7912120141 

50-S7 

Q 

&iITH,0. H. 

79I20300BO 

50-271 

a 

SMITH.O. H- 

7912050642 

70-697 


SMXTH-C. H- 

7912050101 

50-277 

a 

SMITII.C. H. 

7912060177 

50-29 

Q 

SMITH, e. H. 

7912060209 

50-201 

0 

SM ITH. 0, H. 

7912310060 

50-219 

a 

SMITH, a. H. 

7912060095 

70-820 


SMITH. 0. H. 

7912310291 

70-820 


SMITH. O H. 

7912310011 

50-293 

p 

SMITH.O. C. 

7912050141* 

70-135 


SMITH. O. C. 

7912050383* 

70-1143 


SMITH. 0. 

7912200333* 

70-371 


SMITH. R. D. 

7912210110* 

27-48 


SMITH. R. D. 

79I2210IOS 

27-48 


SNACEit. II. S. 

7912130459 

PR 


SMIEIEK. J. 

7912200022 

50-3 

F 

SNOVJ.B. A. 

7912130526 

50-244 

S 

SMOM. D. A. 

79121B0348 

50-244 

R 

SMOU. B. A. 

7912270603 

50-244 

S 

&NVIKR. D. 

7912040037 

XPORTLIC 

SHYBER. 0. 

7912130040 

XPORTLIC 

SOBOH. L. J. 

7912070391 

TOPREP 


BOBOHi L. tl. 

7912050559 

TDPHEP 


SOPER. G. A. 

7912200011* 

71-6581 


GOFER. 0. A. 

7912280240* 

50-244 

P 

BCBIINKl. S. H. 

7912190192 

50-466 

Q 

GGHINKI.S. H. 

7912050132 

50-466 

e 

BOHIHXl.S. H. 

7912100479 

50-466 

0 

BOniHKl. S. H. 

7912100482* 

50-466 

0 

GCHIIHKI. 3. H. 

7912170207 

50-466 

c 

SOKIHKI.S. n. 

791217020B* 

50-466 

0 

GQHIHKl. 3. H. 

7912170212* 

50-466 

0 

EOHINKI.B- h. 

7912170215* 

50-466 

0 

BOHINHl.S. H. 

7912170221* 

50-466 

0 

BOMIHKI. S. H. 

7912170225* 

50-466 

Q 

SOHTNKl. S. H. 

7912170165 

50-466 

0 

BOHIHKI.8. H. 

7912170173 

50-^466 

c 


PERSONAL AUTHOR INDEX 


AUTHIBt 

MCESSltlN 

NUMBER 

SUBJECT 

CATEGORY 

SQHINKI.B. n. 

7912190303 

50-466 

0 

SOHIWI.S. It. 

7912190523 

50-466 

0 

BOHINXI.S. N. 

7912260266 

50-466 

0 

B0H1NKI.8. H. 
SCKERVILUr. K. C. 

7912310135 

7912190373 

50-466 

40-8300 

B 

SOUOERr J. L. 

7912200233 

50-289 

P 

SOUCER. J.L. 

7912200243 

50-312 

P 

SPACKNAN^ T. 

7912100107*- 

50-277 

H 

SPALLONE. K. 

7912100014 

SO-337 

S 

SPANGLER. R. 6. 

SPANGLER . M. B. 
SPAIM.4US.U. 
SPENCER. H. A 
SPENCER. K A. 
SPENCER. H. A 

SPENCER. H. A 

7912120iZig* 

7912190302* 
79121 S0590* 
79121 902S1 
7910001-46 
7912190254* 

7912200154* 

50-148 

PDR MISC 
PR 

7I-3S7 

71-199 

71-357 

71-199 

Q 

SPENCER. H. C. 

79123102G0 

50-280 

Q 

SPENCER. U. O. 

7913130536 

50-280 

0 

SPENCER. 11. C 

7913310390 

50-280 

P 

SPENCER. O. 8. 

7913110401* 

50-3D€ 

0 

SPENCER. 6. 5. 

7913130707* 

50-361 

Q 

SPENCER. O. 8. 

791306D01S 

50-361 

Q 

SPENCER, e. S. 

7912060DS6 

50-275 

Q 

SPENCER, a. 8. 

7912060035 

50-528 

0 

SPENCER. 0. 8. 

7912110462 

50-508 

0 

SPENCER. 0. S. 

7912130700 

50-36! 

0 

SPENCER, e. 8. 

7912140476 

50-361 

Q 

EB>£NCER. Q. S. 

7912140492 

50-275 

Q 

SPENCER, a. G. 

7912100437 

50-528 

0 

SPENCER, a. S. 

79I2S70072 

50-275 

0 

SPESSARO.R.L. 

7912260364 

50-331 

5 

SPESSARD. R.L. 

7913OS0O37* 

SO-IO 

Q 

SPESSARD. R.l_ 

7912050066* 

50-295 

Q 

SPESSARO.R.L. 

7912310045 

50-29S 

B 

SPESSARD. R. L. 

7912070143 

50-249 

S 

SPESSARD. R. 

7912030000 

50-10 

0 

SPESSARD' R- L. 

7912060694 

50-255 

s 

5P£SSAR0.R.I- 

79120606^ 

50-304 

fj 

SPESSARD.R. 

7912200546 

50-237 

s 

SPESSARD. R. 

7912170390 

50-10 

8 

SPESSARD. R.L. 

7912170410 

50-254 

S 

EPINELLX.D. J. 
SPINIVASAK.E.S. 
SPISAK. J.F. 

SPIBAK. J.F. 

7912310517* 

7912120129 

79S231037S 

7913a3<Ut2 

50-255 

TOPREP 

40-4492 

40-4492 

p 

SPITZHOCLE. A. 

7913100369* 

30-334 

R 

SPtTZBERa.O. S. 

791203 OKIS* 

50-382 

a 

SPRAUL. J.e. 

7912130023 

50-259 

p 

BPRAIA. J.S. 

7912210067 

PM HIGC 

SPRAUL. J.a. 

7913210(^7 

FDH HISC 

STAEHLE.R. 

7913110S42* 

50-295 

0 

STAHL. D. 

79130 50^33 

50-445 

M 

STAHL. D. 

7912130057 

30-445 

f1 

STAHI.. D. H. 

7913370101 

50-498 

H 

STAHL. D.H. 

7912280670 

50-445 

H 

STAHL. 0. 

7912050603 

50-445 

M 

STAlfl-. 0. 

79121(ra3O0 

50-445 

H 

D. 

791313(»S7 

50-445 

H 

STAHL. D. 

7913130057 

SO-445 

H 

STAHL. D. 

791213tK>57 

50-445 

K 

STAM-.D 

7912130057 

30-445 

H 

STAHLG.C. B. 

7912210003 

50-327 

A 

STAIR. J. R. 

7912200368* 

50-289 

R 

STAU.INaB.C.K. 

7913120449 

50-338 

P 

STAU-lNOS.C.n 

7913QS0493* 

50-280 

Q 

ST/LLINCa.C. H. 

7912120059 

50-330 

S 

STALLIMOS. C.M. 

7912040399 

50-280 

F 

STALL1N09. C.H. 

791214(»3a 

50-280 

0 

STALLIHCS. C. K 

7912040496 

50-338 

p 

STALLINSS. C.M. 

7912190668 

50-33Q 

3 

STALLIHaS<C.H. 

79I2I00201 

50-280 

P 

5TALLIN0S. C.H 

7913030209 

50-338 

P 

STALLH4BS.C.II. 

7912040312 

50-330 

a 

3TAU.1H8SpC.K. 

7913040376 

50-336 

F 

BTALL1H8S. C. H. 

7912050570 

50-338 

F 

STALLINC3.C.a 

79130S0576 

50-280 

F 

STALL INOS. C.H 

7912S00097 

50-280 

8 

8TAlJ.INeS.C.«. 

79122M107 

50-338 

Q 

BTALLinaB.C.Il 

791«>»1B9 

50-280 

F 

STALLlKaS.C.H. 

7912070131 

50-330 

F 

BTMJ-INaS.C.M. 

7912070380 

50-338 

S 

STALLINeS.C.K. 

7912070407 

50-338 

8 

STALL I M08. C.H 

7912100250 

SO-280 

F 

STALLINBS.C.H 

7912100302 

50-280 

P 

STALLIHB8.C.H 

791M7033a 

50-339 

A 


403 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

STAU.INOS, C. M. 

7912070325 

50-338 

P 

STALLINGS. C. M. 

7912100364 

50-338 

P 

STALLINGS. C. H. 

7912110387 

50-280 

8 

STALLINSS. C.M. 

7912120306 

50-338 

8 

STALLINGS. C.M. 

7912120438 

50-330 

0 

STALLINGS. C. K. 

7912130327 

50-333 

F 

STALLINGS. C. M. 

7912140432 

50-280 

3 

STALLINGS. C.H. 

7912140466 

50-280 

S 

STALLINGS, C. H. 

7912140324 

5O-2B0 

R 

STALLINGS. C.H. 

7912140377 

50-338 

R 

STALLIMOS. C.M. 

7912140336 

30-230 

8 

STALLINGS. C. H. 

79121B0S64 

30-338 

8 

STALLINGS, C. H. 

7912100182 

50-230 

P 

STALLINGS. C. M. 

7912200378 

50-231 

O 

STALLINGS. C.H. 

7912200362 

50-338 

P 

STALLINGS. C.M. 

7712270107 

50-338 

P 

STALLINGS. C. M 

7712260209 

50-338 

P 

GTALLING3.C. M 

791226021 1 

50-330 

P 

STALLINGS. C. H. 

7912260231 

50-280 

a 

STALLINGS. C.H. 

7912260244 

50-280 

o 

STAU-IMGS.C M. 

79122602S1 

30-280 

o 

STALL 1H0S.C. H. 

7912270460 

50-338 

s 

STALLINGS. C. H. 

7912270307 

50-280 

3 

STALLIMOS. C.M. 

7912270421 

50-338 

8 

ST7LLIMBS.C.H. 

7912270441 

50-280 

Q 

STALLIHCS.C. M. 

7912270494 

50-33S 

P 

STALLINGS. C. H. 

7912270547 

50-280 

9 

BTALLIMGS. C. M. 

7912270S82 

50-338 

e 

STALLINGS. C. M. 

7912284490 

50-281 

0 

Sr/UXIHGS. C. M. 

7912280474 

50-280 

0 

STALLINGS. C. H. 

7912310348 

50-338 

Q 

STALLIMOS, C M. 

7912310499 

50-280 

P 

STALLINGS, C. M. 

7912310371 

50-338 

P 

STALLKANN. F. 11 
Sr«?PLJEY.M. L. 

7912180143 

7912030193 

RES 

50-416 

C 

STAHPL£V.N. 1.. 

7912030194* 

50-416 

c 

STAHPLEY. N. L. 

7912060497 

50-416 

K 

STAiyLEY. M L. 

7912310401 

50-416 

K 

STANCAVAOE, P.P. 

7912130500* 

50-447 

A 

STAKLE'/. C. 

7912190210* 

50-482 

0 

STARK. S. J. 
STARKEY.R. B. 

7912180533 

7912030073* 

TOPREP 

50-261 

Q 

STARKEY, ft. D. 

7912050549* 

SO-261 

S 

STAPKEV, ft. D- 

7912Q4042B 

50-26 1 

S 

sT/JiKEV. a. a. 

791E040432* 

50-261 

S 

STARKEY, ft. B. 

7912050534 

50-261 

S 

STARKEY, ft. a. 

7912130283 

50-261 

II 

STARKEY, n. D. 

7912140445 

30-261 

3 

STARKEY, H- H. 

7912140451* 

50-261 

S 

STEED. L. S. 

7912040443* 

50-334 

n 

STEELE. T. A. 

7912180577 

50-409 

n 

STEELE. T. A. 

7912180565 

50-409 

D 

STEINOLER.H. J. 
STELLO. V. 

7912180276 

7911300062 

ACRS 

50-200 

O 

STELLO. V. 

7912130176 

50-312 

P 

STELLO. V. 

7912130181 

50-302 

P 

STELLO. V. 

7912130184 

50-320 

P 

STELLO. V. 

7912130187 

50-346 

P 

STELLO. V. 

7912130190 

50-269 

P 

STELLO. V. 

7912270071 

50-482 

a 

STELLO. U. 

7912230307 

50-443 

A 

STELLO, V. 

7912280312 

50-352 

A 

STELLO. V. 

7912310245 

SD-354 

H 

STELLO, V. 

7912194091 

50-142 

0 

STELLD. V. 

7912190098* 

50-142 

C 

STO-LO. V. 

7912200652 

50-334 

B 

STELLO. V. 

7912200667* 

50-334 

Q 

STELLO. V. 

7912200637 

50-213 

Q 

STELLO. V. 

7912200642 

50-329 

G 

STO.LO. y. 

7912200645* 

50-329 

G 

STELLO, V. 

7912270004 

50-329 

Oi 

STELLO. V. 

79122 7O0DB* 

50-329 

G 

STELLO. V. 

7912270144 

50-293 

P. 

STELLO. V. 

7912280083 

30-329 

C 

STELLO. V- 

7992280086 

50-329 

c 

BTELLO. V. 

7912280318 

50-387 

A 

STEMPLE. P. J. 

7912110004* 

CONTRACT 

STEPHENSON. B.B. 

7912030162 

50-249 

S 

STEPHQ^ON. 9. 9. 

7912030192 

30-237 

8 

SI^KENBOH.B. S. 

7912140462 

30-237 

8 

STEPHENSON. 8. B. 

7912140398 

50-237 

B 

STEPHENSON. S. a. 

7912140421 

50-249 

B 

STEPHENSON, a. B. 

7912140459 

50-237 

S 

STEPHEN90N.B.B. 

7912180419 

50-249 

S 

STEPHENSON, a. B. 

7912180377 

50-10 

R 



PERSONAL AUTHOR INDEX 


AUTHOR 


STEPHENSON, E B 
STEPHENSON. B. 0 
BTEPTOE.P, 
STEPTOE.P, p 
STEPTQE, P. 


STEPTOE, P. p 
STEPTDE, P 
STEPTOE, P. 
STERN, fl. M. 
STERN, R, N, 


STERN. U. C. 
STERN, H. C. 
STERN, W. C, 
STERNBERG, D. 
STERNBERG, D N 


STERNBERG, 0 H 
STERNBERG, D H 
STETKA, T. F. 
8TEVENBON.A. C 
STEVENS, B. 


ACCESSION 

NUMBER 


T'JiaiSOOTE 

7912270354 

7912110503 

7912190015 

7912170179 

7912180330 

7912170179 

791217O0SB 

7912050546 

79t21204£3« 

7912030049 

7912110166 

7912130139 

7912310104 

791206012a» 

7912060104* 
79120 50316»- 
7912060171* 
7912040354 
7912030103 


SUBJECT 

CATEGORY 

SO-249 8 

50-237 8 

50-295 0 

50-295 0 

50-155 0 

50-295 0 

50-155 0 

50-155 e 
XPQHTLIC 
XPORTLIC 

XPORTLIC 
XPORTLIC 
XPORTLIC 
50-344 S 
50-344 Q 

50-275 Q 
50-107 0 

50-20 Q 
50-320 H 
PflOJ 


STEVENS, S. C 
STEVENS, S.C 
STEVENSON, R. L 
STEVENSON, R. L 
STEVENSON, H. L. 

STEVENSON, R. L. 
STEWART. W. P. 
STEWART, H. L 
STEWART, M. J. 
STEWART, W.L. 

STEWART. H. 
STEWART. R, C. 
STILES. H- E. 
STILL. R. C. 
STOHRr J. p, 

STOHR, J. p, 
STOHR, J.p. 
STOHR.J, p, 
STOHR. J, P. 
STOHR, d. P. 

STOHR. J. P. 
STOHR, d. P, 
STOHR.J, P. 
STOHR. d. P. 
STOrCK. A.F. 


7912070406 

7912110360 

7912130527* 

7912170118 

7912100025 

7912100029 

7912190260 

7912110390* 

7912140442* 

7912140477* 

7912200091 

7912120204* 

7912310165 

7912120006* 

7912170421 

7912120150* 

7912030116* 

7912050662* 

7912030096* 

7912060240* 

7912060201* 

7912060110* 

7912310065* 

7912070347* 

7912120150* 


50-305 S 
50-205 0 

70-1131 
70-36 
70-1113 

70-1357 
50-302 P 
30-200 5 

50-200 8 

50-200 S 

S0-4B2 a 
50-302 0 

40-8745 
CONTRACT 
50-372 8 

50-57 a 
30-277 Q 
70-687 
50-271 0 

80-201 Q 

50-29 Q 
70-020 
50-219 Q 
FOIA 
40-0663 


STOrCK.A.F- 
STOICK/A. F. 
STOLTENBERO, 0. 
STOLZ.d. F. 
STOLZ.d. F. 


7912130135 

7912210112 

7912100067* 

7912100410 

79I23I0I19 


40-0663 
40-0663 
WASTE MOT 
50-350 A 
TOPREP 


STOLZ.d, F. 
ST0L2, J, F. 
8T0L2, d. K. 
STONE. C. L. 
STONE. W, A. 


7912130070 

7912190534 

7912310262 

7912120136 

7912210020* 


50-341 A 
50-350 A 
50-358 A 
FOIA 
0A999 


STONE. H. A. 
STONE. R. 
STONE, R. 
BTOODLEY, B, 0, 
STOODLEY, D. 6. 

STOUT, J, H. 
STOWE, R. L. 
STRACCIA, F. P 
STRACCIA, F. p. 
STRAND, N. 0. 

STRAND, d. A. 
STRATTON, H. R. 
STRATTON, W, R, 
STREETER, d. F. 
STREETER, d. F. 

STREETER, d. F 
STREETER, d. F. 
STREETER, d.E 
5TRIN«H,B. K. 
ITHNlSArF. V. 

(TROUPE, E. P. 
ITflWiWABBEH.M. 
ITUMPH. T. L, 
TUMPH, T. L. 
UERHANN. J, F. 

UE8S.H. E. 
ULLIVANrd. W. 
UMMERB, R. T. 
ISHTCRBiR. 
JMMERS, R. 


7912210012* 

7912130022* 

7912270005* 

7912190154 

7912210100 

7912210276 

7912190390* 

7912040069 

7912170123 

7912120470 

7912120641 

7912190323* 

7912190336* 

7912310095 

7912070079* 

7912210154* 
7912050035* 
7912050412* 
79120401 SB* 
7912070319* 

7912100574 
7912060166 
79122eoi71* 
7912200177# 
79120 50SS4* 

7918190279 

7918210396 

7912260331* 

7912200534# 

7912050303# 


aA997 
50-302 U 
PDR MI SC 
50-471 G 
90-471 0 

50-317 B 
50-344 P 
7 1 -9070 
71-9070 
50-508 S 

NUREG 

ACRS 

ACRS 

50-299 S 
50-346 a 

50-373 0 

50-305 Q 
50-305 0 

50-320 H 
FOIA 

TOPREP 

PROd 

WASTE MOT 
WASTE MOT 
50-494 O 

90-397 A 
FOIA 

90-134 0 

50-334 Q 
70:-rll43 


AUTHOR 

SUNDARAM,R.K. 
SUTHERLAND, d. T 
SUTHERLAND, d. T. 
SUTHERLAND. d.T 
SUTHERLAND.d. T. 

BUTHERUND, d. T. 
SUTHERLAND.d. T 
SUTHERLAND.d. T. 
SUTHERLAND.d. T 
SUTHERLAND. J. T. 

SUTHERLAND, d. T 
SUTHERUND, J. T. 
SUTHERLAND, d. T 
SUTHERLAND.d. T 
SUTHERLAND. J. T. 

SUTHERLAND.d T 
SUTHERLAND. J. T. 
SUTHERLAND.d. T. 
SUTHERUND, d. T 
SUTHERLAND. d.T. 

SUTHERLAND, d. T 
SUTHERUND, d. T 
SUTHERLAND. J. T. 
SUTHERLAND.d. T. 
SUTHERLAND, d. T. 

SUTTON. J.W. 
SUTTON, d. W. 
SUTTON. J.W. 
SWANBY, 0. T. 
SWANBY, 0. T. 

SWANBY, 0. T 
SWANBY, O. T 
SWANBY. 0. T. 
SWANSON. N. E. 
SWANSON, D. T. 

SWANSON. D, r 
SWART, F. B 
SWART, F. E. 

SWART, F. E. 

SWART, F. E. 

SWART, F, E. 

SWITZER, O.C. 
SZWAJKOWSKI.R. H 
SZWAJKOUSKI,R.U 
BZWAJKOWSKI.H.M 

SZWAJKOWSKI.R. U 
TAROADA, A. 

TAOSART, D. 
TAMBLINO.T.M, 
TAMBLINO.T, N. 

TAHULINO.T.N. 
TAMBLINO, T. H. 

TAPIA, d.l, 

TAPIA. J. 1. 

TAUB, S. H. 

TAYLOR, L, a. 

TAYLOR. D. R. 

TAYLOR. d.H. 

TAYLOR, d.W- 
TAYLOft, d.H. 

TAYLOR, T. M. 

TAYLOR. R. R. 

TAYLOR. P.A. 

TAYLOR, p. A. 

TELFORD, J, T. 

T£N2ER,B-E. 

TEfiC, N. M. 

TETER, H. M. 

THADANI.A, 

THIE.d. A. 

TH1ELME1ER.L.F. 
THlE8IN0.d.H. 

THIE8. A. C. 

THIES.A.C. 

THIE8, A. C. 

THOn.W. T. 

THOMAS. C. D, 

THOMAS, E. B. 

THOMAS, M. 

THOMAS, 0. 0. 


■WOMPBON.M. A. 
THOMPSON. M. A. 
THOMPSON. D. 
THOMPSON, D. 
THOMPSON. 0. 0, 


ACCESSION 

»M1BER 

7912180169 

7912180355 

7912100455# 

7912100056# 

7912100260 

7912060450 

7912030637 

7912210043# 

7912260070# 

7912060121 

7912120240 

7912100464* 

7912200608 

7912200001 

7912200344 

7912360072 

7912260142 

79122ID0B0* 

7912030060 

7912100046 

7912310230 

7913310076* 

7912100491 

7912310067 

7912210034 

7912030544# 

7912130420# 

7912110128* 

7912030230* 

7912170241 

7912030039 

7912200162 

7912310162 

7912260154* 

7912130103 

7912050015 

7912170206 

7912I909BO 

79121B0S9S 

7912270233 


SUBJECT 

CATEGORY 


AUTHOR 


ACCESSION 

NUMBER 


SUBJECT 


RES 

30-335 

30-335 

70-024 

SO-335 

0 

0 

0 

THOMSEN, F. T 
THOMSEN. F. T 
THOMSEN, F. T 
THOMSEN, F. T 
THOMSEN, F. T, 

7918070472* 

7912030007 

7912070335 

7912170020 

7918170041* 

50-522 

50-522 

50-522 

50-522 

50-522 

30-327 

30-366 

50-62 

27-47 

30-261 

Q 

Q 

0 

0 

THOMSEN. F. T. 
THOMSEN, F T 
THOMSEN, F. T. 
THOMSEN. F. T 
THOMSEN, F. T. 

7912170040* 

7912260039 

7912030007 

7912070355 

7912170020 

50-522 

30-522 

30-522 

50-322 

50-522 

30-327 

80-395 

70-87 

27-47 

0 

0 

THOMSEN. F. T 
THOMSEN, F. T 
THOMSEN. F. T 
TH0NU8, L. H 

7912170041* 

7912I7004B* 

7912260039 

30-522 

50-522 

50-522 


27-47 
27-47 
30-269 C 
50-261 C 
70-824 

27-47 
30-309 0 

50-335 a 
50-389 0 

50-62 Q 

QA999 

0A999 

QA999 

40-3453 

40-3453 

40-3453 
40-3453 
40-3453 
0A999 
50-70 O 


50-289 

50-267 

80-267 

30-267 

50-267 


7912310175 

7912310543 

7912120040 

7912130156 

7912120048 

7912130156 

7912100106* 

7912030158* 

7912310000 

79I20S001B* 

7912100094 

7912200020 

7912200000 

7912050531* 

7912100005 

7912180461# 

7912200410# 

7912130003 

7912190573 

7912200519 

7912100310 

7912200310 

7912100364# 

7912060134* 

7912070477 

7912100534 

7912260339* 

7912100400# 

7912110196 

7912170199# 

7912210105 

7912200477 

7912040512 

7912270399 

7912270451 

7912060470 

7912040094 

7912030198 

7912060899# 

7912030094 


50-267 

50-336 

70-1300 

70-1300 

70-1300 

70-1300 
S0-29S 
50-329 
50-346 
SH-346 

50-346 
50-346 
50-482 
50-302 
40-1341 

ACRS 

50-339 A 
TOSREP 
NUREG 
TOPREP 

50-416 A 
XPORTLIC 
50-335 Q 
50-261 0 

TOPREP 

TOPREP 
50-307 0 

50-275 U 
OEN TEC 18 
ORO 

71-114 
50-289 T 
50-369 A 
50-269 P 
50-269 P 


7912200580 
7912170200 
79121 902IB#' 
7912190297* 
7912200096# 


50-387 0 

50r^ H 
90-341 K 
50-390 0 

TOPREP 

U^E HOT 
WASTE MOT 
FOIA 
ACRB 

50-434 A 


THORNBERHV.H, 

THORNBURG. H P 
THORTON, L. 
THRASH. H. 0 
THULLEN, P, 
TIDDETT8.D. L. 

TIBBITTB, D L 
TIBBITTS.D, L 
TIBBITTS.D L 
TILLMAN, A. 
TILLMAN, A, 

TDALSTON, A. 
TOBIN, W. T. 
TOBIN, W. J 
TOBIN, W. J. 
TOBIN, W. J. 

TODD, 0. A. 
TOKARZ, F. J. 
TDLF, M. L. 
TOLLIBON, A, C. 
TOLLIBON, A. C. 

TOLLISON.A, C 
TOLLISON, A. C. 
TOLLISDN. A. C 
TOLLISON.A, C. 
TOLLIBON, A. C. 

TOLLISON.A. C 
TOLLISON.A. C, 
TOLLIBON, A, C, 
TOLLISON.A. C. 
TOLLISON.A. C. 

TOLLIBON, A. C 
TOLLISON, A. C 
TOLLISON.A. C. 
TOLLISON.A. C 
TOLLISON.A, C. 

TOLLISON.A- C. 
TOLLISON, A. C. 
TOLLISON.A. C. 
TOLLISON.A. C 
TOLLIBON, A. C. 

TOLLISON, A. C. 
TOLLISON, A. C. 
TOLLISON.A. C. 
TOLLISON, A. C. 
TOLLISON.A. C. 

TOLLISON, A. C. 
TOLLISON.A. C 
TOLLIBON, A. C. 
TOLLISON.A, C. 
TOLLISON, A. C. 

TOLLISON, A. C. 
TOLLISON, A. C. 
TOLLISON.A. C. 
TOLLISON.A. C. 
TOLLISON.A. C. 

TOLLISON, A. C. 
TOLLISON. A, C. 
TOLLISON.A. C. 
TOLLISON, A. C. 
TOLLISON.A. C. 

TOLLIBON, A. C. 
TOLLISON, A. C. 
TOLLISON.A. C. 
TOLLISON.A. C. 
TOLLISON. A, C. 


7912200S15* 

7910040479 

7912050109 

7912200401 

7912190703# 

7912030020 

7912140105 

7912190779 

7912310286 

7912030074* 

7912810212* 

7912060406 

7918030100 

7912030074* 

7912030053* 

7912210212* 

7912210235* 

7912210332 

7912310S0B* 

7912030177 

7912130539 

7912050432 

7912050438* 

7912050462 

7912080470* 

7912050475 

79120S0480* 

7912310507 

7912110301* 

7912100477 

7912100482* 

7912100533 

7912100537* 

7912180603 

7912100613* 

7912270279 


50-271 

50-316 

30-324 
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40-3453 
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7912270335 

7912270342 

79132703SB 

7913270300 

7912270380 

7912270303 

7918270406 

7918270414* 

7912270487 

7912270490* 

7912270510 

7913270522 

7912270526 

7912270328* 

7912270529 

7912270534 

7913270535* 

7913270536* 

7912270537 

7912270541* 

7912270548 

7912270549 


50-334 8 
50-325 S 
50-325 8 
50-324 a 
50-400 A 

50-261 p 
SO-324 P 
50-324 p 
50-261 P 
50-324 8 

50-324 8 
50-325 8 
50-323 S 
50-325 8 
50-335 a 

50-334 a 
50-325 8 
50-325 S 
50-261 p 
50-325 S 

50-324 6 
50-335 3 
50-325 8 
50-324 a 
50-324 S 


7912270551* 

7913270556 

7912370558* 

7912270S39 

7912270561* 


50-325 S 
50-323 8 
50-324 3 
50-324 a 
50-324 8 


7912270363 

7912270370* 

7912270571* 

7912270572 

7912270583* 

7912280172 

7912280529 

7912200529 

7912280529 

7912200529 


50-325 S 
50-324 G 
30-325 G 
50-335 8 
50-325 a 

50-361 0 
50-261 8 
50-261 g 
50-261 a 
50-261 3 


7912200529 

7912280529 

7912280546 

7912280546 

7912280546 


50-261 S 
50-261 8 
50-400 A 
50-400 A 
50-400 A 


7912280546 

7912280355* 

7912310053 

7912310149 

7912310266 

7912310266 

7912310282 

7912310500 

7912310500 

7912310507 


50-400 A 
50-400 A 
50-261 8 
50-400 0 
50-324 0 

30-324 0 
S0--^24 0 
50-324 0 
50-324 a 
50-324 a 


Catalqtici Inc. (sub*, of Alp 
Cbealcois. Inc. ) 

Caterpillar Tractor Co. 


Products k 


Center for Development PoUcy 


7912310507 

7912280648 

7912200124 

7912200140* 

7912030023 


50-324 a 
REOOO 

71-349 

71-349 

XPDRTLIC 


Center for Law In th* Public Interest 


Central & Bouthwest Corp. 


7912050211* 

7912050343* 

7912050343* 

7912050046 

7912050117 

7912140011 

7912130057 

7912130337 

7912130337 

7912130337 

7912130337 

7912130361* 

7912130361* 

7912130361* 

7912130361* 

7912130366* 

7912130366* 

7912130366* 

7913130366* 

7912130378* 

7912130378* 

7912130378* 

7912130378* 

7912260297 


XPORTLIC 
XPOHTLIC 
50-574 0 

50-275 Q 
5D-27S 0 

50-275 0 

50-445 M 
50-445 H 
50-445 M 
50-445 H 

50-445 n 
50-445 M 
50-445 M 
50-445 M 
50-445 M 

50-445 M 
50-445 M 
50-445 H 
50-445 M 
50-445 M 

50-445 M 
50-445 M 
50-443 M 
50-445 M 
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AUTHOR 

AFPILIATION 


ACCESSION SUBJECT 

NUMBER CATE8QRY 


Cintral 4 Bouthuiest Services. Inc. 
Central lauia Pouer Cooperative 
Central Power 4 Light Co- 


7912130037 

79122701B5 

7912030603 

7912030663 

7912030663 


30-445 M 
80-331 P 
50-445 W 
50-445 H 
50-445 M 


AUTHOR 

AFFILIATIQM 

C^alitlefi for Nuclear Pouier Plant 
Postp enemant 


CoaUtion for Safe Power 
Colbg-Tlilalaler Testing 


Co. 


Inc 


ACCESSION 

NUMBER 

7912040006 

7912040008e 

7912170272 

7912210163 

79122lOie9» 


SUBJECT 

CATEGORY 


50-2B9 Q 

50-269 0 

50-344 0 

71-114 
71-114 


7912050683 50-445 H 
7912100300 50-445 M 
7912100300 50-445 M 
7912100300 50-445 H 
7912100300 50-445 M 


Cote. Haguli 4 Braveraian 
Collins. U.P. HD 
Celorade State Univ. 
Colorado* State of 


7912070231 

7912140161 

7912310169 

7912060030 

7912170392 


FOIA 

PR 

40-B6B1 

PROJ 

State Prog 


7912130057 50-445 H 
7912130337 50-445 M 
7912130337 50-445 H 
7912130337 30-445 M 
7912130361» 30-445 M 


Colt Industries. Inc. 
Coluiabia Unlv. 

Coabustion Engineerlrfl. me. 


7912210091 WASTE MOT 

7912160256* QA999 

7912160544 50-203 J 

7912210012* QA999 

7912210020* 0A999 


7912130361* 50-445 M 
7912130361* 50-445 H 
7912130366* 50-445 « 
7912130366* 50-445 M 
7912130366* 50-445 H 


CG«a»i-M*n.pt.af. National Dur.au of 
Standards 


7912260017* 

79123l048le 

7912310523* 

7912040109 

7912050002 


TOPREP 
50-255 P 
50-255 P 
50-320 P 

NUREG 


CA etEi-Nuc lear Systems. Inc. 

Chicago Bridge 4 Iron Co. 
Chlekering 4 Gregory 

Christa-Marla 

Cincinnati Oas 4 Electric Co. 


Citiiens Against Nuclear Dangers 
Cititens Against Nuclear Power 


791213037B* 

791213037a* 

791213037B* 

7907260949 

7912140119* 

7912180095 

7912190703* 

7912190707* 

7912100352 

7912100352 

7912130061 

7912130061 

7912140142 

7912060640 

7912070344* 

7912130485 

7912130546 

7912170415 

7912050391 

7912110361 

7912110376 

7912110439 

7912130090 

7912170300 

791220043B 

7912200440* 

7912270336 

7912050207 

7912040455 

7912130117 

7912130117 

7912130120* 

7912130120* 

7912130121* 

7913130121* 

791313012B 

7912130120 

7912130294 

7912140295 

7912140295 


50-445 N 
50-445 H 
50-445 M 
TOPREP 
27-47 

71-6275 
50-219 P 
50-219 P 
50-361 0 

50-361 0 

50-361 0 

50-361 « 

50-361 e 
50-155 G 
50-155 6 

PR 

PR 

50-153 0 

50-353 F 
50-350 6 

60-333 0 

50-338 0 

60-350 G 
50-358 A 
50-353 F 

BO-3Sa F 
50-330 A 
50-3B7 G 
50-295 0 

50-599 G 

50-599 0 

50-599 0 

50-599 G 
50-599 G 
50-599 0 

50-599 0 

50-599 O 
50-599 G 
50-599 0 

50-599 G 


Cltlians Ceneerned About Nuclear Power. 
Inc. 


7912120071* 

7912130467 

7912170354 

7912170354 

7912170355* 


SO-49B U 

50-498 a 
SO-49B 0 
50-498 0 
60-49B 0 


50-104 P 
71-9353 
50-373 0 

50-373 0 

60-373 0 


ComalttB* to Bridge the Oap 


Coatmonuealth Edison Co. 


P 
P 
P 
P 
P 

7912040297 50-10 P 
7912040297 50-10 P 
7912040297 50-10 P 
7912040297 50-10 P 
7912040485 50-10 P 


7912040261 50-10 

7912040265 50-454 

7912040297 50-10 

7912040297 80-10 

7912040297 50-10 


7912260355* 

7912050630 

7912190103* 

7912190119* 

7918030162 

7912030166* 

7912030192 

7912030196* 

7912040011* 

7912040261 


50-373 Q 
FOIA 

50-142 0 

50-142 0 

50-249 B 

50-249 B 
30-237 S 
50-237 S 
50-10 a 
50-10 P 


7912100262 

7912140135 

:o-«itt.. for Application of Nuremberg 7912260354* 
principles to US Nuclear Power a2A0354* 


79120404BS 50-10 P 
7912040485 50-10 P 
79120404BD 50-10 P 
7912040485 50-10 P 
7912050301 50-373 B 


7912060190 50-265 

7912070417 50-10 

7912070417 50-10 

7912070418 50-295 

7912070422* 50-293 


Q 

P 

P 

6 

S 


7912070443 

7912070450* 

7912070453 

7912070457* 

7912100313 


50-254 B 
50-254 S 
50-295 S 
50-295 a 
50-373 A 


7912110219 
7912110219 
7912110223* 
7912110223* 
79121 10309 


50-295 R 
50-293 n 
50-290 n 
50-295 fl 
50-295 P 


Itiztns 

itliens 

Itiiens 


United for Responsible Energy 
for Eyuitahl# Utilities 
for Fair Utility Regulation 


Itliens for a Better Environment 
ivil Systems. Inc. 


Cleveland Electric Illuminating Co. 


Cl*v#land-Cllffs Iron Co. 


7912170355* 

7912280669 

7912260353* 

7912130467 

7912050203 

7912110224 

79120505B9* 

7912050610* 

7912050613* 

7912190205 

7912190359* 
791 2040223 
7912080519 
7912060064* 
7912140364 

7912140364 

7912140371* 

7912140371* 

7912190275 


50-498 0 

FOIA 

50-373 0 

50-493 0 

50-445 G 

NU2E0 
HASTE HOT 
WASTE MOT 
WASTE MOT 
HABTE MGT 

WASTE MOT 
50-440 O 
50-440 B 
50-440 Q 
50-440 8 

50-440 8 

50-440 6 

50-440 S 
40-6200 


7912110309 

791211031B 

7912110318 

7912110380 

7912110380 

7912110380 
7912110391* 
79121 10513* 
7912110513* 
79121 10518* 


50-295 P 
50-295 P 
50-295 P 
50-237 P 
50-237 P 

50-237 P 
50-237 P 
50-295 0 
50-295 0 
50-295 0 


7912110518* 

7912U0525* 

7912110928* 

7912120016 

7912120083 


50-298 0 

90-298 0 

50-298 0 

REGOD 
90-254 P 


7912120323 50-10 P 
7912120327* SO-IO P 
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7912ia033O» 

7912130411 

7912130411 

7912130411 

7912120411 


50-10 p 
50-10 p 
50-10 p 
50-10 p 
50-10 p 


7912120411 

7912120411 

7912120411 

7912120425 

7912120425 


50-10 

50-10 

50-10 

50-10 

50-10 


P 

P 

P 

P 

P 


7912120425 

7912120425 

7912130215 

7912140192 

7912140366 


50-10 p 
50-10 p 
50-3 a 
50-599 Q 
50-10 p 


7912140266 

7912140266 

7912140366* 

7912140372* 

7912140372* 


50-10 

50-10 

FOIA 

FOIA 

FOIA 


P 

P 


7912140376* 

7912140376* 

7912140379* 

7912140379* 

7912140389* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


7912140309* 

7912140390 

7912140400* 

7912140400* 

7912140402* 

7912140402* 

7912140404* 

7912140408* 

7912140408* 

7912140421 

7912140426* 

7912140426* 

7912140430* 

7912140431. 

7912140431. 

7912140435* 

7912140435* 

7912140439* 

7912140439* 

7912140446* 


FOIA 

50-237 8 

FOIA 
FOIA 
FOIA 

FOIA 

50-237 S 

FOIA 

FOIA 

50-249 8 

FOIA 

FOIA 

50-249 9 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


7912140446* 

7912140452* 

7912140452* 

7912140456* 

7912140456* 

7912140459 

7912140460* 

7912140460* 

7912140462 

7912140465* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-237 9 

FOIA 

FOIA 

50-237 8 

FOIA 


7912140465* 

7912140469* 

7912140472* 

7912140478* 

7912140470* 


FOIA 

50-237 8 

FOIA 
FOIA 
FOIA 


7912140481* 

7912140481* 

7912140485* 

7912140485* 

7912140490* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


7912140490* 

7912140491* 

7912140494* 

7912140494* 

7912140498* 


FOIA 

50-237 

FOIA 

FOIA 

FOIA 


8 


7912140498* 

7912140500* 

7912140500* 

7912140504* 

7912140508* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


7912140513* 

7912140513* 

7912180013 

7912180352 

7912180370* 


FOIA 

FOIA 

50-237 

50-254 

50-254 


0 

8 

8 


7912180376 

7912100377 

7912180386* 

7912180386* 

7912180386* 


50-249 

50-10 

50-10 

50-10 

50-10 


8 

R 

R 

R 

R 


AUTHOR 

affiliation 


accession 

NUMBER 


SUBJECT 

CATEGORY 


7912100399* 

7912180419 

7912180431* 

7912180531 

7912100531 


50-249 a 
50-249 a 
50-249 8 
50-237 p 
50-237 p 


7912180531 

79121B0S31 

7912180531 

7912180531 

7912190106* 


50-237 p 
50-237 p 
50-237 p 
50-237 p 
FOIA 


7912190115* 

7912190117* 

791219012a* 

7912190126* 

79I2190I2B* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


7912190138* 

7912190139* 

7912190145* 

7912190152* 

7912190159* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


7912190190* 

7912190194* 

7912190542 

7912190542 

7912190542 


FOIA 

FOIA 

50-237 

50-237 

50-237 


P 

P 

P 


7912190542 

7912190542 

7912190542 

7912190545* 

7912190545* 


50-237 p 
50-237 p 
50-237 p 
50-237 P 
50-237 p 


7912190545* 

7912190545* 

7912190545* 

7912190545* 

7912190622 


50-237 P 
50-237 P 
50-237 p 
50-237 P 
50-249 p 


7912190626* 

7912200404 

7912210169 

7912210349 

7912270200 


50-249 P 
50-265 a 
50-373 a 
50-10 p 
NUREO 


7912270254 

7912270265* 

7912270267 

7912270267 

7912270275* 


50-237 8 

50-237 a 

50-3 p 

SO-3 p 

50-3 p 


7912270275* 

7912270275* 

7912270275* 

7912270343 

7912270345 

7912270345 

7912270394 

7912270394 

7912270459 

7912270459 

7912270464 

7912270469 

7912270469 

7912270469 

7912270469 

7912270469 

7912270469 

7912270469 

7912270470 

7912270470 


50-3 p 
50-3 p 
50-3 p 
50-10 B 
50-10 B 

50-10 B 
50-254 8 
50-254 a 
50-237 p 
50-237 P 

50-295 P 
50-10 p 
50-10 P 
50-10 p 
50-10 P 

50-10 p 
50-10 p 
50-10 P 
50-237 P 
50-237 P 


7912270470 

7912270470 

7912270470 

7912270470 

7912270597 


50-237 P 
50-237 P 
50-237 P 
50-237 P 
50-237 p 


7912280333 

7912280533 

7912280333 

7912280533 

7912280605 


50-237 P 
50-237 P 
50-237 P 
50-237 P 
50-10 H 


7912280605 

7912280605 

7912310348 

7912310348 

7912310348 


50-10 H 
50-10 H 
50-10 P 
50-10 p 
50-10 p 


7912310348 

7912310348 

7912310348 

7912310348 

7912310359* 


80-10 

50-10 

50-10 

50-10 

50-10 


P 

P 

P 

P 

P 
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AFFILIATION 


CoAaunity Bupparted Television LA< 

Cdl ifornla 

Computer Data Syatemsi Inc. 

Concerned Cltitens Reactor Eiport Rovteu 
Hoard 

Connecticut Yankee Atonic Pouer Co. 


Conner.> Moore & Corber 


Consolidated Edison Co. of Neu York 





AUTHOR 

AFFILIATION 

ACCESSION 

SUBJECT 

ACCESSION 

NUHEER 

SUBJECT 

CATECDRV 

NUMBER 

CATEGORY 




— 


7913270190* 

30-347 I* 

79123103&1 

50-10 

P 


7912370232 

50-247 P 

7913310361 

50-10 

P 


7912370267 

30-3 P 

7913310370 

50-237 

P 


7912270267 

50-3 P 

7912070165 

FOIA 



7912270267 

50-3 P 

79132O0I9S* 

CONTRACT 



7913270373* 

50-3 P 





7913270312 

50-347 P 

79121 103B3e 

50-574 

e 


7912270339 

SO-3 P 





7912270339 

SO-3 P 

7913030173 

50-213 

p 


7912200336 

50-599 O 

7912040306 

50-213 

p 




7913040501 

50-313 

s 


7913300326 

50-599 0 

7912070400 

50-313 

p 


7913200257* 

50-599 0 





7912200257* 

50-599 C 

79121O0l96« 

50-213 

Q 


7912310101 

SO-3 P 

7913140305 

50-313 

a 


7913310303 

50-347 f’ 

7913170244 

50-213 

a 




7912170294 

50-313 

p 


7912310403 

50-247 B 

7912170294 

50-313 

p 


7912310406* 

50-247 H 





7912310410* 

50-247 fl 

7912100248 

50-213 

p 

Consumers Pouer Co. 

7912030153 

50-329 C 

7913180437 

50-213 

R 

7912030100 

50-329 d 

7912180441* 

50-213 

R 




7913180476 

50-213 

P 


7912030100 

50-329 C 

7912180478 

50-313 

P 


7913030191* 

50-329 C 





7912030191* 

50-329 C 

7912210109 

50-313 

a 


7912040110 

50-329 n 

7912210288 

50-213 

p 


7913040219 

50-253 0 

7912260116* 

50-313 

0 




7912260262 

50-313 

8 


7912040386 

50-029 A 

7912270403 

50-313 

P 


7912040206 

50-329 A 





7912040447 

50-155 J 

7912270589 

50-313 

P 


7913040447 

50-153 J 

7912110361 

50-359 

O 


7913050497 

50-153 P 

7912120361 

50-416 

c 




7912130090 

50-358 

c 


7912060015* 

50-329 0 

7913130115 

50-395 

e 


7912060210 

50-255 O 





7912060446 

50-135 B 

7912190080 

50-272 

B 


7913060450* 

50-153 a 

7912210403 

50-395 

G 


7912060508 

50-133 H 

7912260290 

27-39 





791204046S 

50-247 

Q 


7913060308 

50-133 II 

7912040466 

50-247 

p 


7913060308 

50-133 II 





791206DS08 

50-135 tl 

7912040470 

50-247 

p 


7912060319 

50-255 K 

7912050172* 

50-247 

0 


7912060520* 

50-255 K 

7912060611 

PRM 





7912120465 

50-247 

8 


7912060034 

50-235 0 

7912120469* 

50-247 

s 


7913060333* 

50-335 0 





7912060621 

50-135 P 

7912130284 

50-3 

p 


7912060621 

50-135 P 

7912130284 

50-3 

p 


7913060622* 

50-155 P 

7912130284 

50-3 

p 




7912130291* 

30-3 

p 


7912060622* 

50-153 P 

7912130291* 

50-3 

p 


7912060623* 

50-195 P 


50-3 



7912060623* 

50-153 P 

7912130291* 

p 


7912060624* 

50-155 P 

7912130306* 

50-3 

p 


7913060623* 

30-155 P 

7913130306* 

50-3 

p 



7912130306* 

50-3 

p 


7912060626* 

50-135 P 

7912130667 

50-247 

p 


7913060626* 

50-155 P 


50-206 

H 


7912060627* 

30-153 P 

7912140127 


7913060627* 

50-153 P 

7912140158 

50-3 

H 


7912060620* 

50-153 P 

79131401BS 

50-3 

H 



7912140333 

50-3 

ft 


791SD60620* 

50-159 P 

7912140410 

50-247 

S 


7912060629* 

S0-1S5 P 

7912140411* 

50-247 

s 


7912060629* 

7912060630* 

30-155 1' 

90-135 P 

7912170186 

7912170245 

SO-3 

50-247 

Q 

R 


7912060630* 

50- 1 35 P 

7912170299* 

7912170302 

50-247 

50-3 

R 

(t 


7912060631* 

7913060633* 

50-193 P 

50-193 P 

7912170302 

7912170302 

7912170307* 

SO-3 

50-3 

50-3 

ft 

R 

R 


7913060632* 

7912060633* 

7912060634* 

50-155 P 
50-103 P 
60-135 P 

79121B0S25 

7912180561 

50-272 

50-3 

P 

P 


7912060634* 

7912060636* 

50-155 P 

50-199 P 

7912180561 

50-3 

P 


7913060636* 

50-159 P 

7912190196* 

7912190304* 

FOIA 

FOIA 



7912060637* 

7912060637* 

50-159 P 

50-159 P 

7913190326* 

7912190336* 

FOIA 

FOIA 



7912060641* 

30-195 P 




7913060641* 

90-193 P 

7912190343* 

FOIA 



7912070120 

50-329 M 

7912190249* 

FOIA 



7913070120 

50-329 M 

7912190253* 

FOIA 



7913070125 

50-155 P 

7912190286* 

7912190295* 

FOIA 

FOIA 



7912070123 

50-155 P 




7912070344* 

50-159 0 

7912190308* 

FOIA 



7912070413* 

50-153 P 

79121903LB* 

FOIA 



7913070414* 

90-133 P 

7912190332* 

FOIA 



7912070419* 

50-153 P 

7912190347* 
79! 2190357* 

FOIA 

FOIA 



7913070421* 

90-153 1* 




7912070423* 

30-153 P 

7912190367* 

FOIA 



7912070429* 

50-133 P 

7912190383* 

FOIA 



7912070433* 

90-195 P 

7912370188 

50-247 

P 


7913070433* 

30-133 P 
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AUTHOR 

AFFILIATION 


grn Belt Powtr Caoperetive 
ornBll Univ. 


attar Cerp. 

ouncll at Energy Resource Tribes 
auncil on Environaintal Quality 

ovington li Burling 
rBara> Inc. 


ACCESSION 

NUMBER 

79lS070t41* 

79I2070449» 

7912070451 

791207045a» 

79120704i>5> 

7912070467* 

7912100374 

7912110303 

7912110350 

79I211036S 

7912110365 

7912110373* 

7912120100* 

7912120397 

7912120432 

7912120436* 

7912130195 

7912130219 

7912130239 

791213027B 

7912130293 

7912130297* 

7912130396 

7912130544 

7912130344 

7912140407 

7912140409* 

7912140412 

7912140413* 

7912140415 

7912170000 

7912170050 

7912170179 

7912170235 

7912100176 

7912100176 

7912100212 

7912180212 

7912100503 

7912100312* 

7912100314* 

7912180517* 

7912100526 

7912100326 

7912180604 

7912190466 

7912200678 

7912210146 

7912210146 

7912210182 

7912270193 

7912270193 

7912270197* 

7912270197* 

7912280403 

7912200483 

7912280499 

7912280522 

7912200322 

7912280560 

7912200560 

7912310296 

7912310344 

7912310355 

7912310364 

7912310373 

7912310417 

7912310425* 

7912310436 

7912310441* 

7912310450 

7912310476 

7912310403 

7912310491 

7912310492* 

7912310517* 

7912190307 

7912100335 

7912200396 

7912030026 

7912060075 

7912200071* 

7912210104 

7912110430 

7912180019* 


SUBJECT 

CATECORY 

50-155 P 
50-155 P 
30-329 A 
50-155 P 
30-153 P 

50-153 P 
30-155 P 
50-255 P 
60-329 S 
50-329 0 

50-329 6 

50-329 S 
30-329 Q 
50-329 A 
50-155 0 

50-155 Q 
50-155 0 

50-329 S 
30-255 P 
PR 

30-255 B 
50-253 R 
PR 

50-329 8 

50-329 S 

50-153 S 
50-155 a 
50-153 0 

60-155 a 
50-255 P 

50-155 G 
50-155 0 

30-153 0 

50-155 P 
50-329 8 

50-329 0 

50-329 H 
50-329 M 
50-255 S 
50-255 S 

50-255 8 

50-235 S 
30-329 6 

50-329 S 
50-155 F 

50-235 P 
50-255 0 

50-155 P 
50-155 P 
50-155 P 

50-329 A 
50-329 A 
50-329 A 
50-329 A 
50-329 S 

50-329 S 
50-255 0 

60-329 R 
50-329 R 
50-329 S 

30-329 S 
50-255 0 

50-255 P 
50-153 P 
50-255 S 

50-235 P 
30-255 0 

50-255 S 
50-253 S 
50-255 8 

50-153 P 
50-285 P 
50-155 8 

REOOD 
50-155 S 

50-255 P 
50-331 J 
50-97 J 
PROJ 

HASTE MOT 
PROJ 

50-209 0 

PDR msc 
50-250 M 
CONTRACT 


AUTHOR 

AFFILIATION 


Critical Hass Energy Praject 
Cyprus Mines Carp. 


DairylanB Pawer Cooperative 


Dallas Pouer E Light Co. 

Daaes & Moore 

OeKalb Area Alliance for Respons 
Energy 


Debevoiee (i Ltberjean 


Delauaret State oP 


Denver<Univ. of 
Detroit Edison Co. 


Doggetti 9. A. 


Daugherty> J. B. 

Douglass E Barham 
Dou Chemical Co. 

Dresser Industrlest Inc. 
Duke Power Co. 


ACCESSION SUBJECT 

NUMBER CATECORY 


7912310202 

NUREO 


7912050343* 

XPDRTLIC 

7912130333 

PHM 


7912170200 

MA9TE HOT 

7913200580 

WASTE MOT 

791204041B 

50-409 

a 

7912040423* 

50-409 

S 

7912050493 

50-409 

P 

7912100242 

50-409 

F' 

7912100318 

50-409 

P 

7912110206 

50-409 

R 

7912110209* 

50-409 

n 

7912110240 

50-409 

p 

7912120265 

50-409 

p 

7912130006 

50-409 

Q 

7912130407 

50-409 

P 

7912140416 

50-409 

P 

7912100189 

50-409 

P 

7912180565 

50-409 

D 

7912180577 

50-409 

D 

7912180590* 

50-409 

D 

7912200427 

50-409 

P 

7912200568 

50-409 

FI 

7912200571* 

50-409 

Q 

7912210174 

50-409 

a 

7912270308 

50-409 

p 

7912270486 

50-409 

8 

7912280464 

50-409 

8 

7912310497 

50-409 

S 

7912310504* 

50-409 

a 

7912280629 

50-445 

M 

7912110246* 

90-409 

p 

791219067Q* 

50-219 

p 

7912260353* 

50-373 

0 

7912260363 

30-434 

0 

7912280627 

50-445 

M 

7912200627 

50-443 

H 

7912280629 

50-445 

M 

7912200629 

50-445 

M 

79120S0491* 

50-272 

F 

7912130463 

PR 


7912070492* 

CONTRACT 

7912030200* 

30-341 

K 

7912040364 

30-341 

A 

7912040500 

30-341 

A 

7912120382 

30-341 

0 

7912120437 

30-341 

Q 

7912120562* 

30-341 

Q 

7912140428 

50-341 

A 

7912100520 

50-341 

II 

7912270440 

30-341 

A 

7912270555 

50-341 

A 

7912270569* 

50-341 

A 

7912310194 

RECOD 


7912200631 

50-466 

0 

7912310160 

50-466 

0 

7912310170* 

50-466 

0 

7912310170* 

30-466 

Q 

7912310103* 

50-466 

0 

7912100374 

FOIA 


7912170008 

30-443 

0 

7912130350* 

50-264 

0 

7912130109 

XPORTLIC 


7911160464 

50-369 

a 

7912040010 

50-369 

<1 

7912040130 

50-413 

0 

7912040293 

50-269 

p 

7912040293 

50-269 

p 

7912040293 

50-269 

p 

7912040355 

30-269 

p 

7912040415 

30-269 

p 

7912040413 

30-269 

p 

7912040418 

50-269 

p 

7912040434 

00-269 

Q 

7912040434 

50-269 

Q 

7912040434 

30-269 

Q 

7912040474 

30-269 

a 

7912040476* 

50-269 

B 

7912040479* 

80-269 

8 

7912040512 

80-369 

A 

7912040512 

80-369 

A 

7912040516 

50-269 

P 

7912040516 

80-269 

P 

7912040316 

60-269 

P 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

CORPORATE SOURCE INDEX 

SUBJECT AUTHOR 

. CATESORY AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



79ia0403te> 

S0-2A9 

P 

















S0-2A9 








7912050503 

50-369 

8 


7712270496 






50-369 



7912270496 

50-488 

A 



79120S051B 

50-369 

Q 


7912270496 









7712270496 






50-369 

S 







7912050594* 

50-369 

8 


7912270496 






50-369 

9 


7912270503 

50-270 

8 



79120A01GB» 

ao-369 

Q 







79i20i>0503 

50-S69 

P 


7912270577 





79120AOS02 

50-269 

P 







79120A0SQ2 

50-B69 

P 







7912060549 

50-269 

0 


7912270577 

50-269 

I 



7912060549 

50-269 

Q 


7912270577 

50-269 

I 



7912060S49 

SO-269 

a 


7912270577 


I 



7912070439 

S0-2B7 

s 


7912270577 

50-269 

I 



7912070442* 

SQ-2S7 

8 


7912200017 

50-269 

O 



7912100165* 

SO-269 

a 


791Q2BOOI7 

SO-269 

a 



7912110229* 

90-370 

a 


7912200017 

50-269 

a 



7912110230 

50-407 

p 


7912200159 

50-36? 

a 



7912110362 

50-207 

s 


79I22B0497 

50-270 

8 



7912110380* 

50-287 

B 


7912310005 

50-269 

a 



7912110565 

REOBO 



7912310005 

50-269 

a 



7912110584 

RECBO 



7912310005 

50-269 

a 



7918120294 

50-269 

S 


7912310022 

50-269 

a 



7912120434 

50-269 

P 


7912310022 

50-269 

a 



7912120434 

50-269 

P 


7912310022 

50-269 

a 



7912120434 

SO-269 

P 


7912310460 

50-369 

A 



7912130030 

50-494 

0 


791231040? 

50-413 

s 



7912130411 

50-369 

8 


7912310469 

50-413 

s 



7912130411 

50-369 

S 


7912310493* 

50-413 

B 



7912130411 

50-269 

8 


7912310493* 

50-413 

3 



7912130419 

50-409 

P 

Du<iu*sn« Light Co. 

7912040105* 

50-334 

a 



7912130430 

50-207 

6 


7912040209 

50-334 

p 



7912130556 

50-207 

a 


7912040379 

50-334 

p 



7912140343 

50-269 

Q 


7912040439 

50-334 

R 



7912140348 

50-269 

a 


7912040443* 

50-334 

R 



7912140348 

50-269 

Q 


7912040522 

50-334 

S 



7912170127 

50-269 

0 


7912050465 

60-334 

P 



7912170127 

50-269 

a 


7912060205* 

50-334 

Q 



7912170211 

50-269 

a 


7912100224* 

50-334 

a 



7912170222* 

50-269 

o 


7912100305 

50-334 

p 



7912170207 

50-409 

8 


7912100311* 

50-334 

p 



7912170209* 

50-409 

8 


7912110340 

50-412 

s 



7912180160 

50-270 

P 


7912110353* 

50-412 




7912180161 

50-413 

a 


7912120312 

50-334 

0 



7912180163* 

90-270 

p 


7912130627 

50-334 

s 



7912180375 

50-269 

R 


7912130634* 

50-334 

s 



7912180375 

50-269 

R 


7912170164 

50-334 

a 



7912180375 

50-269 

R 


7912170102 

50-334 




79I21803B4* 

50-269 

R 


7912170232 

50-334 

a 



7912180334* 

50-269 

R 


7912180362 

50-334 




7912130304* 

50-269 

R 


79121B036S* 

50-334 

R 



7912130533 

50-413 

8 







7912130563 

SO-413 

8 


7912180639* 

50-334 

B 



79121B0S93* 

50-413 

S 


7912370354 

50-334 




7912100593* 

50-413 

8 


7912270370 

50-334 




7912190710 

50-369 

8 


7912270456 

50-334 

P 



7912190710 

50-369 

8 


7912270502 

50-334 

8 



7912190790 

50-269 

0 


7912270506* 

50-334 

8 



7912190790 

SO-269 

Q 


7912270520* 

50-334 




7912190790 

50-269 

0 







7912210075 

50-269 

0 


7912280473 

50-412 

A 



7912210075 

50-269 

0 







7912210075 

SO-269 

0 


79123103BS 

50-334 

8 



7912210148* 

aO-49i 

Q 


. Inc, 7912100310 

50-416 




7912210151 

SO-369 

A 







7912210151 

50-369 

A 

EO 6 0. Inc. 

79120S01S7* 

50-263 

P 



7912210171 

50-369 

F 


7912140296 

REB 




7912210171 

50-369 

F 


7912140300 

RES 




7912210236* 

50-269 

e 


7912140309 

RES 




7912210230* 

SO-269 

a 


7912140314 

RES 




7912210240* 

50-269 

0 


7912140340 

RES 




7912210248* 

50-269 

0 


7912170194 

RES 




7912210240* 

SO-269 

0 


7912180146 

REB 




7912270266 

50-269 

p 


7912190066* 

50-244 

P 



7912270266 

SO-269 

p 


7912190567 

REB 




7912270266 

SO-269 

p 


7912190570 

REB 




7912270327 

SO-369 

A 


7912310154* 

50-335 

P 



7912270352 

30-369 

A 

Eatom 2. 0. • P. E. 

7912190671* 

50-219 

P 



7912270399 

30-269 

P 

Ebasco 8ervlcai> Inc, (cubs. 

of Ensareh 7912050097 

S0-S74 

0 



7912270399 

SO-269 

P 







7912270399 

30-269 

P 


7912110572 

REBOO 



418 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Eberltn« Instruaent Corp. 

Edgeeoab-H^rtln County Elsctric 
Heabership Corp. 

Edison Elfctrlc InstitutB 
Edlow International Co. 


Electric Po»er Research Institute 

Energy Fuels Nuclear. Inc. 

Energy Incorporated 


Energy. Oept. of 


rnergy.Dept-flf. Clinch River Breeder 
Reactor Plant 

:nergy,Dept. of, Idaho Operations Office 
nvironaental Coalition on Nuclear Pover 


ACCESSION 

NUMBER 


79131B0334 
7912180 541e 
791221019de 
791231003A 
7912210037 

7912180301 

7912130481 

79I2030218e 

79120f>0178 

791210021A 

7912140122 

79121703i9 

791218009& 

79t21B010f> 

7912270373# 

7912190010 

79123!0464« 

7912310465# 

7912310469# 

79123t0473e 

7912310487# 

7912310495* 

7912310501# 

7912030243 

7912030244# 

7912050458 

7912060204 

7912110280 

7912H02B4# 

7912130154# 

7912130450 

7912140112# 

7912140116 

79I2170I36 

7912180097 

7912190130 

7912210419 

7912210425# 

7912260161 

7912280233 

7912310247# 
7912110554 

7912200578 
7912310177 
7912140309 

7912060039 
7912060082 
7912110043 
7912120055 
7912120063 


SUBJECT 

CATEOCnv 


TDPREP 
TDPREP 
50-466 A 
RECeS 
XPORTUIC 

50-339 H 

PH 

XPOHTLIC 

XPDRTLIC 

XPCHTLIC 

XPDRTLIC 
XPDRTLIC 
XPDRTLIC 
XPDRTLIC 
50-3 P 

40-8681 
50-155 P 
50-155 P 
50-155 P 
50-155 P 

50-255 P 
50-255 P 
50-255 P 
XPDRTLIC 
XPDRTLIC 

71-5467 

PROJ 

XPORTUIC 

XPDRTLIC 

PROJ 

PR 

70- 2623 

71- 6345 
71-9009 
PR 

71-9853 

71-M67 

71-5467 

XPDRTLIC 

PR 

50-320 H 
RECOD 

50-537 A 

REOCD 

RES 

PROJ 

PROJ 

50-277 0 

PROJ 

PROJ 


ivironaental Policy Center 
wirenaental Policy Institute 


ivJroneental Protection Agency 


roptan CoMunities 
son Minerals Co. , 


• Coaalssion 
USA 


of 


ion Nuclear Co. . 


Inc. (subs, of Etzon 


7912130559 

7912130562# 

7912170095 

7912210423 

7912280614 

7912050343# 

7912050617 

7912050617 

7912130292 

7912180585# 

7912190136* 

7912190144* 

7912190148* 

7912190225* 

7912190452 

7912280114 

7912280171* 

7912280177* 

7912280202* 

7912280203 

7912280676* 

7912210128 

7912130403 

7912170417 

7912190780 

7912200169 

7912200173* 

7912310190 

7912100407* 

7912100456* 


PR 

PR 

50-307 e 
50-289 G 
PR 

XPDRTLIC 

PRDJ 

PROJ 

PR 

50-409 0 

40-8727 
40-8727 
40-8727 
HASTE HCT 
50-272 P 

PR 

UABTE HOT 
HASTE MCT 
HASTE MOT 
PROJ 

27-10 

XPDRTLIC 

PROJ 

PROJ 

40-8102 

40-8102 

40-8102 

40-8102 

so-a p 

50-3 p 


7912120305 

7912130475 


50-261 P 
PR 


AUniOR 

AFFILIATION 


FURCO Consulting 
Federal Aaerican 
Federal Aaerican 


Engineers (> Ooulogists 
Partners 

Partners (Mining) 


ACCESSION 

NUMBER 


7912190639 

7912200000 

7912200011# 

7912200029# 

7912200110 

7912270184 

7912280003 

79122D0006# 

7912280222* 

7912280240# 

7912280571# 

7912070420# 

7912030012 

7912180179 

7912ia0104* 


SUBJECT 

CATEtiOfiV 


NUREO 

71-A9I)1 

71-ASEU 

71-A9ai 

71-AaOl 

71-3 
71-6501 
71-6501 
50-244 P 
30-244 P 

30-3'77 A 
50-10 P 
40-4492 
40-4492 
40-4492 


Federal Eiaargencg Management Agency 


7912310375 

7912050571# 

7912050573# 

7912030S7Q# 

7912050SD1# 


40-4492 
Statu Prog 
Statp Prop 
Stubs Prug 
State Pruy 


Federal Interagency Central Conrdinatinn 7912050565 
Cuoaittee 

7912050395 

Federal Prlsnns Industries 7712210387* 

Finland 7912280116 

Fischer Centrals Cd. . Inc. (subs, of 7912110111# 

Monsanto Co. ) 


Statu Prog 


State Prng 
CONTIIACT 
XPORTLH; 
0A999 


Fleischalerj D. S. 


Florida Cities 
Florida Pmear 6 Light Co. 


7912050046 

7912050117 

7912060600 

7912100483 

7912110432 

7912130160 

7912130160 

7912130168 

7912140011 

7912140011 

7912270064 

7912310437 

7912060020 

7912200207 

7912030146 

7912030149* 

7912030162 

7912030160N 

7918030211 

7918040276 

7912040422 

7912040425* 

7912040430 

7912040444* 

7912060492 

7912070187 

791B1004S3# 

7918110199* 

7912110304 

7918110304 

7918110384 

7918110430 

7918130050 

7912130259 

7912130264* 

7918130440 

7912130457* 

7912130534 

7918130536# 

7912130632 

7918130637 

7912130641* 

7918130647* 

7918130653 

7913130650* 

7918140014 

7918140289 

7912140246 

7918140850 

7912140290 

7912140527 

7912180243 

7918180243 

7918180353* 

7912190580 

7918190588* 

7918200004 

7918800004 


50-273 0 

50-273 0 

70-26 23 
50-273 A 
70-2623 

50-37!) 0 

50-275 0 

50-275 0 

50-273 0 

50-273 0 

50-273 0 

50-273 0 

50-830 M 
DO-OaV H 
50-831 tl 

50-231 0 

50-850 iJ 
50-850 0 

50-230 H 
50-230 P 

50-333 8 

50-333 H 
50-333 0 

50-333 0 

50-333 P 

5O-2J10 p 
50-333 0 

50-309 fl 
50-250 P 
50-850 P 

50-335 P 
50-830 H 
50-230 0 

50-333 P 
50-033 P 

50-333 0 

50-333 n 
50-250 0 

50-850 0 

50-250 0 

50-333 0 

50-250 8 

50-333 n 
50-250 tl 
50-250 8 

50-250 U 
60-850 B 
50-250 |> 

TOPREP 
60-335 f* 

50-389 0 

50-250 P 
50-250 P 
50-389 O 
50-250 Q 

50-250 B 
50-250 a 
50-250 a 


CORPORATE SOURCE INDEX 


419 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

BUOJECT 

CATEOORV 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRy 




P 



7912120476* 

XPORTLIC 





P 



7912130156 

70-1308 




50-389 

0 



7912130493 






P 







79I22703S0 

S0-2S0 

P 












791213053B 

TOPREP 








7912130553 






F 
















7912270313 

50-230 

P 












7912140365* 

50-70 

P 
















7912170108* 






P 







79I2310072» 

90-389 

a 












79121S0S74 

TOPREP 














s 
















7912040499 

30-302 

p 









p 



7912200381 

TOPREP 





Q 



7912200397 


















7912270109 




7912100207 

S 0-302 

0 



7912270292 






S 



7912260143 

REGOD 




50-302 

3 








50-302 

8 

General 

Electric Co.. Nuclear Energy 








Products Dlv. 










791205055? 









7912120551 

XPORTLIC 













50-302 

P 



7912140146 






P 



7912190412 





30-302 

F 



7912260347 




7912140222 

50-302 

P 

General 

Electric Operating Plant Owners 

7912130143 




7912140239 

50-302 

P 



7912130182* 

TOPREP 



7912100271 

50-302 

P 







79121B027S# 

50-302 

P 

General 

Puttie Utilities - GPU Service 

7912040067 





30-302 

R 








50-302 

R 



7912040104 

50-320 








7912040345 

50-289 

I 



50-302 

P 



791205051 1 

50-289 

I 


7912190629 

50-302 

J 



7912130243 

50-289 



7912190795 

50-302 

fk 








50-302 

8 



7912260219 

50-289 

I 




a 



7912260477 

50-289 

T 







7912260479 

50-269 

T 


7912260243 

50-302 

F 



7912310446 

50-320 

P 


7912260254» 

50-302 

F 

General 

Services Ad/ninl s trat len 

7912040036* 

40-341 



7912270375 

50-302 

P 







7912310010 

50-302 

Q 



7912280007 

40-341 



7912310016 

50-302 

a 

Georgia 

Power Co. 

7912040007 

50-321 

0 







7912040007 

50-321 

Q 


7912310010 

50-302 

Q 



7912040443 

50-424 

A 


7912310333 

50-302 

F 



79120S01S0 

50-321 

P 


7912310536» 

50-302 

F 







7912310540e 

50-302 

F 



7912050150 

50-321 

P 


79121404B3* 

RES 




7912050155* 

50-321 

P 







79120S0153* 

50-321 

P 


7912260210 

PR 




79120S0440 

50-366 

8 

Florida) Unlv. af> Gainesville 

79t22t005e» 

50-83 

S 



7912050445* 

50-366 

S 

FoK. Farr & Cunningham 

7912050160 

50-269 

0 







7912180246 

50-209 

0 



7912050450 

50-321 

9 


7912120530 

FOIA 




7912050457* 

50-321 

8 







7912050533 

50-32 1 

P 







7912050533 

50-321 

P 


7912100352 

30-361 

« 



7912070445 

50-366 

B 


7912100352 

50-361 

6 







7912130061 

50-361 

6 



7912070448* 

50-366 

5 


7912130061 

50-361 

e 



7912100139 

50-321 

H 


7912130433 

PR 




7912110055 

50-321 

0 







7912110055 

SO-321 

0 


7912140423 

50-224 

0 



79121 10320 

SO-321 

s 


7912170007* 

30-70 

6 







791226050B 

50-275 

0 



79121 10323* 

SO-321 

s 

Friends of the Filipino People 

79121 10330* 

50-574 

9 



79121 1036B 

50-366 

s 


7911190530* 

30-322 

0 



7912110372* 

50-366 

s 







7912130384 

50-366 

8 

Oeneral Atomic Co. (subs, of Outf Oil 

7912070226 

71-6300 




7912130392* 

50-366 

3 

Co. ) 

7912070360* 

FOIA 




7912130394 

50-366 

s 


7912120012 

PR 




7912130400* 

50-366 

s 


7912030071 

50-574 

A 



7912130404 

50-366 

9 


7912030213 

XPORTLIC 



7912130408* 

50-366 

8 







7912130412 

50-366 

8 


7912040213 

TQPREP 








7912060521 

TOPREP 




7912130421* 

50-366 

9 


7912070391 

TDPREP 




7912130424 

SO-321 

9 


7912100330* 

50-3 

P 



7912130426 

50-321 

S 


7912110167* 

40-7344 




7912130436* 

SO-321 

8 







7912140236 

50-424 

A 


7912110386* 

30-237 

P 







7912110333* 

50-293 

9 



7912140236 

50-424 

A 


7912120048 

70-1308 




7912140321 

SO-321 

P 



18 


CORPORATE SOURCE INDEX 


AinHDfl 

AFFILIATION 

ACCESSION 

miHBER 

SUBJECT 

CATECORY 

AUTHOR 

AFFILIATION 


ACCEB9IDN 

NUMBER 

SUBJECT 

CATEGORY 


791S1B0534 

TOPREP 



7912190639 

NUREO 


79l21B0941e 

70PREP 



7912200008 

71-6581 


79i2210l94s 

50-466 A 



7912200011* 

71-6981 


7912310036 

REOOD 



7912200029* 

71-6581 

Instruaent Corp. 

7912210027 

XPORTLIC 



7912200110 

71-6981 

Igsconli-Hartin County Electric 

7912180301 

50-339 II 



7912270124 

71-3 

lenbership Corp. 





7912280003 

71-6981 

lison Electric l-nstitute 

7912130481 

PR 



7912280006* 

71-6581 

Ilou International Co. 

79120302tee 

XPORTLIC 



7912280222* 

50-244 P 


7912060170 

XPORTLIC 



7912280240* 

50-244 P 


7912100216 

XPORTLIC 










7912280571* 

SO-397 A 


7912140122 

XPORTLIC 

FURGO Consulting Engineers 

ti Oselogists 

7912070420* 

50-10 P 


7912170369 

XPORTLIC 

Federal Aaerlcan Partners 


7912030012 

40-4492 


7912100096 

XPORTLIC 

Federal Aaerlcan Partners 

CMining) 

7912180179 

40-4492 


7912100106 

XPORTLIC 



7912180184* 

40-4492 

ectric Pouer Eeaearch Institute 

7912270373S 

50-3 P 










7912310379 

40-4492 

lergy Fuels Nucleari Inc. 

7912190010 

40-0681 

Federal Easrgency Managsiaent Agency 

7912050571* 

State Prog 

lergy Incorporated 

7912310464* 

50-1 5S P 



7912050573* 

8tate Prog 


7912310465* 

50-155 P 



7912050578* 

State Prog 


7912310469* 

50-155 P 



7912050581* 

State Prog 


7912310473* 

50-155 P 








Federal Interagency Central Coordinating 

7912050565 

State Prog 


7912310407* 

50-255 P 

Cosmlttee 





7912310493* 

50-255 P 



7912050599 

State Prog 


7912310501* 

50-255 P 

Federal Prisons Industries 


7912210387* 

CONTRACT 

lergu* Dept. oP 

7912030243 

XPORTLIC 

Fin land 


79122S01I6 

XPORTLIC 


7912030244* 

XPORTLIC 

Fischar Controls Co. • Inc. 

(subs, of 

7912110111* 

QA999 




Monsanto Co. > 





7912030458 

71-5467 






7912060204 

PROJ 

Fleiscliaker. D. B. 


7912050046 

50-279 0 


79121102B0 

XPORTLIC 



7912050117 

50-279 0 


7912I102B4B 

XPORTLIC 



7912060608 

70-2623 


7912130154* 

PROJ 



7912100483 

50-275 A 






7912110432 

70-2623 


7912130450 

PH 






7912140112* 

70-2623 



7912130160 

50-275 0 


7912140116 

71-6345 



7912130168 

50-275 0 


7912170136 

71-9009 



7912130168 

50-273 0 


79121B0097 

PH 



7912140011 

50-273 0 






7912140011 

50-273 0 


7912190130 

7I-9S53 






791221041? 

7£-M67 



7912270064 

90-273 0 


7?12210423> 

71-5467 



7912310457 

50-275 0 


7912260161 

XPORTLIC 

Florida Cities 


7912060020 

50-290 M 


7912280233 

PH 



7912200287 

S0-3S9 M 




Florida Power & Light Cc. 


7912030146 

S0-2S1 S 


7912310247* 

50-320 M 





ergyi Dept, of 1 Clinch River Breeder 

7912110SS4 

nECOD 



7912030149* 

50-291 B 

eactor Plant 





7912030152 

50-250 8 


7912200570 

50-537 A 



79120301601 

50-250 S 


7912310177 

REGDO 



7912030211 

50-250 B 

erg y. Dept, of • Idaho Operations Office 

7912140309 

RES 



7912040276 

50-250 P 

vironieental Coalition on Nuclear Power 

7912060039 

PROJ 



7912040422 

30-333 S 


7912060082 

PROJ 



7912040429* 

50-339 9 


7912110043 

50-277 0 



7912040438 

90-335 S 


7912120055 

PROJ 



7912040444* 

50-335 S 


7912120063 

PROJ 



7912060492 

60-333 P 


7912130559 

PR 



7912070127 

50-250 P 


7912130562* 

PR 



7912100493* 

50-336 Q 


79I2I70095 

50-387 G 



7912110199* 

90-389 Q 


7912210423 

50-28? 0 



7912110304 

80-250 P 


7912280614 

PR 



7912110304 

50-250 P 

vironnental Policy Center 

7912050343* 

XPORTLIC 



7912110324 

90-335 P 

vlroninental Policy Institute 

7912050617 

PROJ 



7912110438 

50-250 M 


7912050617 

PROJ 



7912130050 

50-250 0 


7912130292 

PR 



7912130259 

50-335 P 

vironnantal Protection Agency 

7912180585* 

50-409 D 



7912130264* 

60-335 P 


7912190136* 

40-8727 



7912130440 

50-335 S 


7912190144* 

40-8727 



7912130457* 

50-335 8 


7912190148* 

40-8727 



7912130S34 

50-250 8 


791219022S* 

UASTE MOT 



7912130536* 

50-290 8 


7912190452 

50-272 P 



7912130632 

50-290 8 


7912280114 

PR 



791213063? 

50-335 8 


7912280171* 

UASTE MOT 



7912130641* 

90-250 8 


7912280177* 

UASTE MOT 



7912130647* 

90-335 8 


7912280202* 

UASTE MOT 



7912130653 

50-250 8 


7912280203 

PROJ 



7912130698* 

50-250 a 


79122e0676> 

87-10 



7912140014 

90-250 0 

ropean Coiuunltiesi Coweisslon of 

79122101 28 

XPORTLIC 



7912140229 

90-250 8 

con Minerals Co.. USA 

7912130403 

PROJ 



7912140246 

50-250 P 


7912170417 

PROJ 



7912140298 

TOPREP 


7912190700 

40-8102 



7912140290 

50-335 P 


7912200169 

40-8102 



7912140527 

50-389 0 


7912200173* 

40-B102 



7912160243 

50-290 P 


7912310190 

40-8102 



7912180243 

80-250 P 

ton Nuclear Co. i Inc. (subs, of Ezion 

7912100407* 

50-3 P 



7912180353* 

50-389 6 

>rp. ) 





7912190920 

50-250 S 


7912100456* 

50-3 P 










7912190922* 

50-250 B 


7913120305 

50-261 P 



7912200004 

50-250 0 


791313047S 

PH 



7912200004 

90-260 a 



CORPORATE SOURCE INDEX 


419 


AUTHOR ACCESSION SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 


7912200403 

50-335 

P 


7912200SOa 

30-250 

P 


7912270090 

50-369 

G 


79122703SO 

50-250 

P 


7912270350 

50-2S0 

P 


7912270357 

50-333 

P 


7912270391 

50-250 

P 


7912270429 

S 0-250 

F 


7912270429 

50-250 

F 


7912270S13 

50-250 

P 


7912270513 

50-250 

P 


7912270524 

50-250 

P 


7912260548 

50-250 

P 


7912260546 

SO-250 

P 


7912310072* 

50-309 

Q 


79123I0I30 

REGOQ 


Florida Pouer Corp. 

7912030154 

50-302 

S 


7912030157* 

90-302 

8 


7912040441 

50-302 

P 


7912040499 

90-302 

P 


7912040502* 

50-302 

P 


7912060666* 

50-302 

Q 


7912070460 

50-302 

P 


7912100114 

50-302 

0 


7912100207 

50-302 

a 


7912100269 

50-302 

s 


7912100275* 

50-302 

8 


7912110330 

50-302 

S 


7912110331* 

50-302 

s 


7912110351 

50-302 

p 


7912110410 

50-302 

p 


7912110417* 

50-302 

p 


7912120266 

50-302 

p 


7912130201 

50-302 

F 


7912140222 

50-302 

P 


7912140239 

50-302 

P 


7912160271 

50-302 

P 


7912160275* 

50-302 

P 


7912160391 

90-302 

ft 


7912160396* 

90-302 

ft 


7912190266 

50-302 

P 


7912190629 

50-302 

J 


7912190795 

50-302 

O 


7912260239 

50-302 

B 


7912260243* 

50-302 

B 


7912260245 

50-302 

F 


7912260254* 

50-302 

F 


7912270S73 

50-302 

P 


7912310010 

50-302 

Q 


7912310016 

50-302 

Q 


7912310016 

50-302 

Q 


7912310533 

90-302 

F 


7912310536* 

50-302 

F 


7912310540* 

50-302 

F 

Florida State Univ. 

7912140463* 

RES 


Florida. State of 

7912260216 

PR 


Florida. Unlv of. Oainesville 

7912210056* 

50-63 

a 

Fo«. Farr l< Cunningham 

7912050180 

50-269 

G 


7912160246 

50-269 

0 

Franklin Institute/Franklin Research 

7912120556 

FOIA 


Center 




Friends of the Earth 

7912100352 

50-361 

0 


7912100352 

50-361 

G 


7912130061 

90-36i 

6 


7912130061 

50-361 

G 


79121304S3 

PR 



7912140425 

50-224 

G 


7712170007* 

50-70 

0 


7912260506 

50-275 

G 

Friends of the Filipino People 

7712110350* 

50-574 

G 

Oage-Babcock Associates. Inc. 

791U90S30* 

90-322 

G 

General Atomic Co. (subs, of Gulf Oil 

7912070226 

71-6300 


Co. ) 





7912070360* 

FOIA 



7912120012 

PR 


General Electric Co. 

7912030071 

50-574 

A 


7912030215 

XPORTLIC 


7912040213 

TOPREP 



7912060S21 

TOPREP 



7912070391 

TOPREP 



7912100330* 

SO-3 

P 


7912110167* 

40-7344 



7912110366* 

90-237 

P 


7912110S32* 

50-295 

Q 


7912120046 

70-1306 



AUTHOR 

AFFILIATION 


Oeneral Electric Co. > Nuclear Energy 
Prodcicts Dlv. 


General Electric Operating Plant Ouineri 
Group 


General Public Utilities - GPU Service 
Corp. 


General Services Administration 


Georgia Pouer Co. 


ACCESSION 

NUMBER 


7912120474.* 

79t21301Sb 

7912130493 

7912130494. 

7912130SOO* 

7912130S3B 

7912I30S53 

7912I3094I& 

7912140243 

7912140231 

79 1 214034.S* 
79!2l70017e 
7913170100* 
79121S015£>* 
7912IS0523 

7912IB0974 

7912190509 

79l219054iB 

7912190399 

7912200329 

7912200331 

7912200397 

79123&024&* 

7912270109 

7912270292 

7912260143 

7912310102 

7912040235* 

7912050559 

7912120551 

79L214014& 

7912190412 

7912280547 

7912130146 

7912130152* 

7912040087 

7912040104 

7912040345 

7912050511 

7912130243 

7912260219 

79122B0477 

7912260479 

7912310446 

7912040036* 

7912260007 

7912040007 

7912040007 

7912040443 

7912050150 

7912050150 

791205OIS3* 

79120S01SS» 

7912050440 

7912050443* 

7912050450 

7912050457* 

79120SQ533 

7912DS0533 

7912070445 

7912070446* 

7912100139 

7912110055 

7912110055 

7912110320 

7913110323* 
79121 1036B 
7912110372* 
7912130384 
7912130392* 

7912130394 

7912130400* 

7912130404 

7912130406* 

7912130412 

7912130421* 

7912130424 

7912130426 

7912130436* 

7912140236 

7912140236 

7912140321 


SUBJECT 

CATESORY 


XPOBTLIC 
70-1306 
50-447 A 
PR 

50-447 A 

TQPREP 
50-271 P 
TOPREP 
30-70 P 
TQPREP 

30-70 P 
30-70 0 

30-293 P 
FOIA 
TOPREP 

TOPREP 

TQPREP 

TOPREP 

NUREO 

XPORTLIC 

TOPREP 
XPORTLIC 
50-293 P 
TQPREP 
TOPREP 

REOOD 

REQOD 

TOPREP 

TOPREP 

XPORTLIC 

XPORTLIC 

XPORTLIC 

TOPREP 

TOPREP 

TOPREP 

50-269 1 

30-320 P 
50-269 I 
50-269 I 
50-269 0 

50-269 I 
50-269 T 
50-269 T 
50-320 P 
40-341 

40-341 
50-321 0 

50-321 G 
50-424 A 
50-321 P 

50-321 P 
SO-321 P 
50-321 P 
50-366 S 
50-366 S 

50-321 6 

50-321 S 
50-321 P 
50-321 P 
50-366 6 

SD-366 8 

50-321 H 
50-321 6 

50-321 0 

50-321 8 

50-321 S 
50-366 a 
50-366 6 

50-366 6 

90-366 S 

50-366 S 
50-366 8 

50-366 a 
50-366 S 
50-366 S 

50-366 6 

50-321 8 

SO-321 6 

50-321 a 
SO-424 A 

50-424 A 
50-321 P 



420 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUKSER 

SUBJECT 

CATEGORY 


7912M0321 

50-381 

P 


7918t40326» 

50-381 

P 


7912l4032i>e 

50-381 

P 


79121403620 

50-484 

A 


79121403620 

50-484 

A 


7912140429 

50-381 

B 


79121404360 

50-381 

S 


7912140441 

50-366 

8 


79121404460 

50-366 

S 


7912170301 

50-484 

8 


7912170301 

50-434 

8 


7912170306 

50-321 

8 


7912170316O 

50-381 

S 


7912170319 

50-381 

8 


79121703210 

50-321 

S 


79121G0430 

50-381 

8 


79121004340 

50-321 

R 


7912100436 

50-366 

R 


7912100443* 

50-366 

R 


7912100639 

50-366 

S 


7912100642* 

50-366 

8 


7918210177 

50-321 

0 


7912210181* 

50-381 

0 


7912210181* 

50-321 

0 


7912210340 

50-424 

D 


7912210340 

50-484 

8 


7912810344* 

50-484 

D 


7912260221 

50-366 

8 


7912260224* 

SO-366 

9 


7912260247 

50-381 

S 


7912860249* 

50-321 

8 


7912260265 

SO-366 

9 


7912260269* 

SO-366 

8 


7912870472 

50-381 

8 


7918270477* 

50-381 

8 


7912270482 

50-381 

9 


7918870409* 

50-321 

9 


7912270919 

50-321 

P 


7912280485 

50-424 

A 


7912260959 

50-381 

F 


7912310415 

50-381 

S 


7912310420* 

50-381 

9 


7912310429 

50-321 

9 


7918310430* 

60-381 

8 


7912310432 

SO-366 

R 


7912310433* 

SO-366 

R 


7912310434* 

50-366 

R 


7912310462 

50-366 

S 


7912310468* 

50-366 

9 

Qeorgiai State of 

79121S0169 

PROJ 


Olbbs t< Hilli Inc. (subs, of Dravo Carp. 

) 7918120315 

50-584 

K 


7912180318* 

50-584 

K 


7918180474 

50-584 

A 


7912310136 

RECOD 


Oi Ibert/CoaunDnuealth Cos. 

7918180426* 

50-244 

P 


7912260318 

REOOD 



79122B0517 

TOPREP 



7912280528* 

TOPREP 


Olllespie b Jones 

7912180345 

50-382 

0 


7918180352* 

50-382 

G 

Ooldborgi Fieldnan b LtthamiF.C. 

7912190832 

50-348 

M 

Coslin-Slrnlnghan Kfg. Co. 

7912040392* 

50-29 

P 

Ooutdi Inc. 

7912180278* 

06999 


fireeno Countgi HV 

7912050491* 

50-549 

0 

Oulf Mucleari Inc, 

7912310032* 

PRM 


eulf Oil Corp. 

791S070300* 

FOIA 


Gulf States Utilities Co. 

7912050393 

30-458 

A 


7912050353 

S0-4SS 

A 


7912050366* 

50-458 

A 




50-458 

A 



50-458 

Q 



50-458 

Q 



50-458 

A 



71-9033 




50-219 

P 



50-219 

P 




MTHOR 

AFFILIATION 


Hirachtop b Orad P. C. 
Kjalafalt. D. C. 
Hddder.H. H. 


Hokdi Inc. 

Honeftake Hlnlng Co. 


HousB nf Rap. 


House of Rep.i Interior tt In' 
Houston Industriest Inc. 
Houston Uiakting b Pouer Co. 


Houstoni Univ. of 


Hubori Magllli Laurtnce b Farrell 
Hunton fc Hilllans 


Hudro-Englnoerlna 
ITT Orinnell 

ITT Orlnnoll Industrial Piplngi 
isubs. of ITT ^innall) 


Idaho National Englneoring Laboratorg 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

7912210201* 

QA999 


7912210210* 

QA999 


7912200410* 

50-339 

A 

7912180344 

50-346 

M 

7912270147 

50-389 

0 

79122701S0* 

30-389 

0 

7912140004 

XPDRTLIC 


7912120046 

PROJ 


7912280100 

WASTE MOT 

7912040126* 

50-320 

U 

7912070256 

30-70 

0 

7912120066* 

50-498 

u 

7912120233* 

50-289 

u 

7912120250* 

50-289 

u 

7912120526* 

NUREO 


7912120S3S* 

50-320 

u 

7912120346* 

PDR HISC 


7912120574* 

50-135 

u 

7912130206 

50-275 

u 

7912130206 

50-275 

u 

7912140528 

50-3 

u 

7912180468 

50-275 

u 

7912180468 

50-275 

u 

7912190107 

50-3 

0 

7912190107 

SO-3 

0 

7912190107 

50-3 

0 

7912190114* 

30-3 

0 

7912190114* 

50-3 

0 

7912190114* 

50-3 

0 

7912200328* 

50-339 

A 

7912200351* 

50-339 

A 

7912200692* 

50-367 

U 

7912210030 

50-275 

U 

7912210228* 

50-275 

u 

7912270039* 

PDR HISC 


7912280313* 

50-320 

u 

7912130377* 

50-320 

u 

7912070375* 

50-498 

A 

7912050092 

50-445 

M 

7912050092 

50-445 

H 

7912050442 

S0-49B 

0 

7912060040 

50-498 

M 

7912060555 

50-499 

Q 

7912060560 

50-498 

A 

7912070361 

30-498 

A 

7912070361 

50-498 

A 

7912070370* 

30-498 

A 

7912070370* 

50-498 

A 

7912100471 

50-466 

0 

7912120056 

50-466 

0 

7912120067* 

50-466 

0 

7912120249 

SO-443 

M 

7912120249 

50-443 

H 

7912130313 

50-498 

M 

7912140005 

50-466 

0 

7912140008 

50-466 

0 

7912140032 

50-466 

0 

7912140168 

50-466 

0 

7912140525 

50-466 

0 

7912170046 

50-466 

0 

7912170246 

30-466 

0 

7912210188 

50-466 

A 

7912210209 

50-466 

D 

7912210211* 

50-466 

B 

7912260286 

50-466 

0 

7912260337 

50-445 

ri 

7912260357 

50-445 

M 

7912270369 

S0-49B 

A 

7912280630 

50-498 

M 

7912120310* 

CONTRACT 


7912120040 

50-596 

0 

7912060074 

50-322 

0 

7912130317 

PR 


7912140148 

50-339 

G 

7912140172 

50-338 

0 

7912170143 

40-2259 


7912060333 

71-9035 


7912200044 

XPORTLIC 


7912260104* 

QA999 


791226012S* 

0A999 


7912260138* 

0A999 


7912260141* 

0A999 


7912140461* 

RES 
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AUTHOR 

AFFILIATION 


Illinois Pousr Co. 
Illinois- State oF 


In-8itu Consulting 

Indiana t< Michigan Electric Co. 


Indiana b Michigan Pouer Co 


ACCESSION 

NUMBER 


79iai40A&ea 

7912140503* 

7912040278 

79120504B3 

7912030024 

79120&002e 

7912120557 

79I21205S7 

7912170180* 

7912190217 

7912310340 

7912310340 

79121902BO* 

7912040234 

7912040404 

7912110308 

7912110312 

7912110312 

7912120404 

7912120404 

7912140043 

7912140504* 

7912170013 

7912180390 

7912180390 

791218043^ 

79I2190S6O 

791220003^ 

791220003A 

7912200509 

7912270258 

7912270284 

7912270431 

7912040257 

7912040257 

7912040365 

7912040371* 

7912040375 

7912040370* 

7912040384 

7912040390# 

7912040424 

7912040430# 

7912040409 

7912070109 

7912070109 

7912070351 

7912070356# 

7912070371 

7912070377# 

7912070370 

7912070379# 

7912100277 

7912100206# 

7912100291# 

7912130312 

7912130322# 

7912130330 

7912130372# 

7912130330# 

7912140349# 

7912140350* 

7912140354* 

7912170238 

7912170252* 

7912170257* 

7912170260 

7912170270 

7912170271* 

7912170274* 

7912200687 

7912200607 

7912270337 

7912270590 

7912270598* 


SUBJECT 
CATE TORY 

RES 

RES 

50-461 F 
50-461 A 
40-2061 

50-367 e 
50-599 O 
50-599 e 
40-2061 
40-2061 

50-599 e 
50-599 6 

40-8200 
50-316 P 
50-316 P 

50-313 P 
30-315 P 
50-315 P 
5Q-3I5 P 
50-315 P 

50-313 8 

FOIA 

50-31 5 P 
50-31 S P 
50-31 5 P 

50-316 P 
50-3! 5 P 
50-31 5 a 
50-315 0 

50-316 P 

50-315 P 
50-316 P 
30-315 P 
30-315 P 


50-315 

P 

50-315 

S 

50-315 

s 

50-316 

B 

50-316 

S 

50-315 

s 

50-313 

s 

50-316 

B 

50-316 

s 

60-313 

p 

50-315 

a 

50-315 

0 

50-316 

s 

50-316 

B 

50-315 

S 

50-315 

s 

50-316 

8 

50-316 

S 

50-316 

8 

50-316 

8 

50-316 

8 

50-316 

3 

60-316 

S 

50-315 

S 

50-315 

s 

50-315 

s 

FOIA 

FOIA 

FOIA 

50-315 

s 

50-315 

8 

50-315 

8 

50-316 

8 

50-315 

R 

50-316 

8 

60-315 

R 

50-315 

8 

50-315 

a 

50-316 

o 

50-316 

8 

50-316 

8 


7912270602# 50-316 8 
7912270604 30-315 I 
79122B0521 30-315 R 
7912280521 50-315 R 
7912200524* 50-315 R 


Industrial Bio-Test Laboratories. Ine. 
Institute of Eloctrieal 6 Eleetronlc 
Engineers 


7912310345 50-316 8 

7912310350* 50-316 8 

7912190112* FOIA 
7912310031 BEC9D 


AUTHOR 

AFFILIATION 


Intarlari Dept. of. U. 8. Geological 
Survay 

Inberlar. Dept, of 

Interior. Oept. of. Bureau of Indian 
Affairs 

Interior. D*pt. oft Bureau of Land 
Manageaent 


Interior. Dapt. of. Bureau of Hines 
Interior. Dept. of. Fish b Hlldlife Service 


Interior. 0*pt. of . Geological Survey 


International Atonic Energy Aganeii 
(Austria! 

Iowa Electric Light & Pouer Co. 


Iowa Public Interest Research Group 


Iowa. State of 
Isbaa. Lincoln & Beale 


Isotope Products Laboratories 
JI Casa Co. 

Jersey Central Power ti Light Co. 


ACCE881CM 

NUMBER 

7912140423* 

7912190086 

7912190170 

7912190206 

7912130133* 


7912190212 

79I21B0GBS 

7912310165 

7912190791 

7912310515 

7912210160* 

7912210173# 

7912040350 

7912050472 

7912050505 

7912060364 

7912070141 

7912110340 

7912130229 

7912140470 

7912140479 

7912140482# 

79121404B9# 

7912170213 

7912170219* 

7912170224 

7912170231* 

7912180518 

7912180614 

791219039B 

7912190405* 

7912200633 

7912280611 

7912310369 

7912130098 

7912130090 

7912140034 

7912140034 

7912170403 

7912180123 

7912060307 

7912030004 

7912050539 

7912050683 

7912110503 

7912130057 

7912130278 

7912130328 

7912130337 

7912130337 

7912130361* 

7912130361* 

7912130366* 

7912130366* 

7912130378* 

7912130376* 

7912130396 

7912140192 

7912170006 

7912170056 

7912170179 

7912160230 

7912190013 

7912190162 

7912260297 

7912270049 

7912270101 

7912270104 

7912280226 

7912280226 

7912230257* 

7912280257# 

7912280670 

7912310339 

79121BD0D3 

7912180059 

7911200385 

7912030248* 

7912040327 

7912040331* 


SUBJECT 

CATEGORY 


RES 

40-1341 
30-275 A 
40-B745 

40-8721 


40-8745 
40-1341 
40-8745 
50-206 P 
40-8745 

XPORTLIC 

XPORTLiC 
50-331 F 
50-331 P 
50-331 B 

50-331 0 

50-331 P 
50-331 S 
50-33 1 Q 
50-331 S 

50-331 S 
50-331 9 

50-331 B 
50-331 8 

50-331 S 

50-331 B 
50-33 1 B 
50-33 1 8 
50-331 S 
50-331 B 

50-331 R 
50-331 O 
50-331 Q 
50-331 P 
50-599 0 

50-599 O 
50-599 0 

50-599 0 

FQTA 
FOIA 

NUREG 
50-556 0 

50-456 0 

50-445 M 
50-295 0 

50-445 M 
PR 

50-445 M 
50-445 M 
50-445 M 

50-445 M 
50-445 M 
50-445 « 

50-445 H 
50-445 H 

50-445 M 
PR 

30-599 G 
50-155 0 

50- 1 53 0 

50-155 0 

50-295 C 
50-295 O 
50-329 0 

50-445 M 

50-599 0 

50-49B M 
50-445 H 
50-599 Q 
50-599 0 

50-599 0 

50-599 0 

SO-445 M 
50-329 O 
XPORTLXC 

71-206 
50-219 P 
50-219 0 

50-219 P 
50-219 P 


7912040334* 50-219 P 
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AUTHOR 

AFFILIATION 


ACCtSSION SUBJECT 

NUMHER CATEODRY 


Jd Daviess County Ad Mne Cornmittsa on 
Nuclear Energy InTarraotion 
Jonas> Droun !< CIlPFori) 

Jus tice. Dept of 


Hfll Tube Div. 

KMC. Inc. 

Kansas tias & Electric Co. 


Kansas. State oT 


Kerr-McOee CbeinUat Corp. (subs, of 
Kerr-McGee Corp. 1 
Kerr-McGee Carp, 


Keystone Center for Continuing Education 

Kinetic ftesearcb. Inc. 

Kirshen. A- if, 

Knupp & Andreuis 
Kodner. J, L. 


Korea. Republic of (South Korea) 
Kvdiu A1 1 ianc e 

Labeshor* Citizens for Safe Energy 


Laurence Livermore Laboratory 


7912040336* 

7912040359 

7912040506 

7912070333 

79120703S7 

7912070326* 

7912070333 

7912070334 

7912070340* 

7912070345* 

7912070350 

7912070359 

7912070364* 

7912070363* 

7912070404* 

7912! 10360 

7912110315 

7912110317* 

7912140209 

7912140417 

7912140419* 

7912160401 

7912190564 

7912190631 

7912190693* 

7912210306 

7912210310* 

7912210338 

7912210354* 

7912270394 

7912270544 

7913260015 

7912130066 

7912260097 

7912100307 

79121(50307 

7912100307 

7912100307 

7912100332 

7912120043 

7912170069 

7912170139 

7912190140 

7913190140 

7912190140 

7912190140 

7912270123 

7912310137 

7912040037 

7912130040 

7912210033 

7912050321 

7912060562 

7912070140 

7912070174 

7912070175* 

7912270280 

7912160060* 

7912160067* 

7913260002 

7912070009 

7912030017 

7912030103 

7912190131 

7912100453* 

7912190415 

7912050599 

7912060612 

7912060066 

7912130117 

7912130117 

7912130120* 

7912130120* 

7912130129 

7912130129 

7913140295 

7912140295 

7912200402 

7912120224 

7912130479 

7912140535 

7912050005 

7912120139 


50-219 

P 

30-219 

P 

50-219 

P 

30-219 

S 

50-219 

P 

30-219 

B 

50-219 

8 

50-219 

S 

50-219 

S 

50-219 

s 

50-219 

8 

50-219 

S 

50-219 

8 

50-219 

S 

50-219 

P 

50-219 

P 

50-219 

8 

50-219 

a 

50-219 

p 

50-219 

p 

50-219 

p 

50-363 

Q 

50-219 

P 

50-219 

P 

50-219 

P 

50-219 

R 

30-219 

R 

50-219 

Q 

50-219 

5 

50-219 

P 

50-219 

P 

50-219 

a 

50-599 

Q 

30-133 

G 

50-445 

H 

50-4 45 

M 

50-445 

M 

50-445 

H 

50-499 

M 

50-445 

hi 

50-445 

N 

50-445 

M 

50-44 5 

M 

30-445 

M 

50-44 5 

M 

30-44 5 

H 

50-445 

M 

50-445 

K 

XPORTLIC 

XPORTLIC 

NUREO 

50-482 

G 

50-482 

K 

50-482 

S 

50-482 

S 

50-482 

a 

50-482 

A 

WASTE HOT 

WASTE MOT 

NURE6 

40-2061 

40-3027 

PRDJ 

40-9727 

CONTRACT 

FOIA 

50-235 

0 

50-203 

Q 

50-289 

a 

50-599 

0 

50-599 

8 

50-599 

Q 

50-399 

0 

50-599 

G 

50-599 

G 

50-597 

0 

50-599 

0 

XPORTLIC 

50-400 

a 

50-266 

H 

50-266 

0 

NUREO 

NUREG 


AUTHOR 

(^FILIATION 


LeBaeuf. Lanb. Leiby t< MacRae 


t-eague of Homan Voters of San Luis 
Obispo. CA 
Leed. Robert H. 


Legal Aid Society nf Clermont County. OH 
Lehigh Unlv. 

Levy. Sutman. Goldberg i, Kaplan 

Lincoln National Life Insurance Co. 
Lockheed Missiles 6 Space Co. (subs. 

Lockheed Aircraft Corp. ) 

Long Island Lighting Co. 


Los Alaaos Scientific Laboratory 
Louisiana Consueier's League. Inc. 

Louisiana Power t. Light Co. 


Louisiana. State of 
Louell. Unlv. of 


Louenstein. Neoiaan. Reis. Axe I rad (< Toll 


MPR Associates. Ine. 

Mains Vankee Atonic Pouer Co. 


ACCESSION 

NUMDER 


7912190544 

7912210332 

7912210343* 

7912030193 

7912130267 

7912140167 

7912200522 

7912270034 

7912270365 

7912200199 


7913060115 

7912060115 

7912060I2S* 

7912060125* 

7912110267 

7912140025 

7912310494 

7912290662 

7912180165 

7912070260 

7912070284 

7912190255 

7912140541 


7912120040 

7912120181 

7912130015 

7912130451 

7912270517 

7912120120 

7912140125 

7912190113 

7912200025 

7912260210 

7912260213* 

7912060561 

7912070145 

7912070150 

7912070392 

7912070455 

7912100326 

7912170209 

7912170217 

7912170357 

7912170362 

7912270274 

7912290140 

7912120296 

7912110235 

7912160011* 

7912160579 

7911300021 

7912030007 

7912050092 

7912050092 

7912100471 

7913110438 

7912130257 

7912130313 

7912130481 

7912140177 

7912140179 

7912140184 

7912140193 

7912140525 

7919170246 

7913180113 

7912190072 

7913190104 

7912260286 

7912270091 

7912260630 

7912360649 

7912310514 

7912310S14 

7912310519* 

7912310319* 

7912060537* 

7912040019 

79120400S7 

7912040325 

7912040328* 


SUBJECT 

CATEGORY 


RES 

50-206 P 
50-206 P 
50-341 K 
PR 

50-244 H 
50-944 Q 
FOIA 

50-244 H 
50-244 P 


H 

50-522 0 

50-592 0 

50-592 G 
50-592 G 

50-522 0 

50-522 G 
50-522 0 

FOIA 
RES 

FOIA 

FOIA 

FOIA 

71-159 


0 

50-596 Q 
50-322 0 

50-322 Q 
30-322 Q 
50-322 0 

PROJ 
NUREO 
70-754 
50-362 G 
50-362 0 

50-3B3 0 

50-362 Q 
50-382 B 
50-302 3 

30-392 S 

50-392 S 
50-302 0 

50-392 0 

50-302 G 
50-382 0 

50-302 0 

50-362 A 
S0-3B2 0 

POR MIEC 
REGOD 

CONTRACT 
50-223 J 
50-445 M 
30-599 0 

50-445 M 

50-445 M 
50-466 0 

50-250 M 
50-344 0 

50-499 M 

PR 

30-399 0 

50-466 0 

30-445 M 
50-466 0 

50-466 G 
50-466 0 

30-344 0 

50-466 0 

50-466 0 

50-466 0 

50-344 G 
50-493 M 
50-443 M 
50-493 N 

50-499 M 
50-499 M 
50-498 M 
50-955 0 

50-309 0 

50-309 Q 
30-309 S 
50-309 8 


7912190043* 50-275 


7912060079* 50-322 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Haine> State 


Narubeni Anerlca Corp. 
Corp. ) 


Harylandi State of 


Massachusetts Institute of Technalopy 
Massachusetts Uildllfs Federation 
Massachusetts! State of 


Mathematical Appllcatic 
hlatheson Oas Products 


Mayerp Broun !• Platt 


HcCutchen! Doylei Broun (c Emerson 


McGratlii £. J- 

McGraw-Hill Publications Co, 


Memphis State Univ. 


Metropolitan Area Planning Agency 
Omaha! NE 


Metropolitan Edison Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

7912120S36 

50-309 

0 

7912130066 

50-309 

0 

7913HOOI6 

50-309 

a 

7912140496 

50-309 

s 

7912140501# 

M-309 

6 

7912170053 

50-309 

C 

7912170202 

50-309 

e 

7912160020 

50-309 

0 

7912160367 

50-309 

n 

79121003894 

50-309 

R 

7912100470 

50-309 

p 

79121 B0554 

50-309 

8 

79121 BOSS?* 

50-309 

6 

7912260222 

50-309 

P 

7912310472 

50-309 

0 

7912i003e6e 

CONTRACT 


7912190005 

50-309 

a 

79121 90009* 

50-309 

e 

7912120S72 

XPOHTLIC 


79121 20S76» 

XPDHTLIC 


7912130129* 

XPDRTLIC 


7912260163* 

XPDRTLIC 


7912260169* 

XPDRTLIC 


7912260174* 

XPDRTLIC 


7912170116 

50-317 

p 

7912280359 

50-320 

H 

7912060146* 

50-20 

0 

7912120350 

50-471 

o 

7912040401 

50-443 

Q 

7912040461 

50-443 

e 

7912070142 

50-471 

e 

7912070146* 

50-471 

e 

7912070152* 

50-471 

e 

7912070156* 

50-471 

s 

7912110276 

50-471 

e 

79121 10460 

50-443 

e 

7912110477 

50-443 

e 

79121 10477 

SO-443 

e 

7912100152 

RES 


7912190002 

XPCM1LIC 


7912060098 

50-499 

H 

791227004B 

50-499 

H 

7912280110 

50-498 

H 

7912120049 

70-1309 


7912130156 

70-1300 


791203011Q 

PRDJ 


7912100469 

PROJ 


7912100477 

PRDJ 


7912140009 

PROJ 


7912140020* 

PROJ 


7912170251 

PROJ 


7912290664 

HASTE MOT 

7912140171 

FOIA 


IM 7912050443 

40-0725 


7912100394* 

CONTRACT 

7912130615 

50-S3B 

S 

7912130628* 

50-538 

S 

7912210297 

50-538 

J 

7912050599 

50-285 

e 

7912060612 

50-295 

B 

7912030170 

50-320 

F 

7912030174 

50-209 

P 

7912040043 

50-269 

S 

7912040150* 

50-320 

P 

7912050320 

50-289 

p 

7912050325* 

50-289 

P 

7912060340 

50-289 

P 

7912060346 

50-289 

P 

7912060349* 

50-299 

P 

7912060355* 

50-289 

P 

7912060653* 

50-289 

a 

7912070136 

50-320 

F 

7912070136 

50-320 

F 

7912100328 

50-289 

P 

7912100341 

50-289 

H 

7912100341 

50-289 

H 

7912110384 

50-209 

e 

7912120335 

50-289 

s 

7912120401 

50-289 

p 

7912120401 

50-289 

p 


7913120414 

7912130034 

7913130005 


50-3S9 

50-269 

50-269 


AUTHOR 

AFFlLIATim 


Mlaai Valley Power Project 


HichigaDi Univ. of 


Hid-Kudson Nuclear Opponents! Inc. 


Hiller. Pitt & Feldnanp P. C. 
Minerals Esploration Co. (subs. 

Oil Co. of California) 
Hinnesata. State of 

Minnesota. Uoiv. of. Minneapolis 

Mississippi Power 8i Light Co. 


Mlssisaippians Against Disposal 
Hissourl! State of 

HissouTi. Univ. of. Columbia 


ACCESSIW 

SUBJECT 


NUMBER 

CATEGORY 

7912130110 

50-209 

0 

7912130308 

50-289 

G 

7912130367 

50-289 

S 

791213043S 

50-320 

P 

7912130441* 

50-320 

P 

7912130479* 

30-209 

s 

7912170220 

50-209 

0 

79121BD2S4 

50-269 

p 

7912100257* 

50-269 

p 

7912160428 

50-320 

p 

7912180483 

50-320 

p 

7912180491* 

50-320 

p 

7912180492* 

50-320 

p 

7912180496 

50-289 

0 

7912180521 

50-289 

H 

7912180521 

50-209 

H 

7912200365 

50-209 

R 

7912200360* 

50-289 

R 

7912200313 

50-289 

P 

7912260100 

50-209 

G 

7912260293 

50-209 

0 

7912270082 

50-289 


7912270084 

50-445 

H 

7912270202 

50-320 

P 

7912270249 

50-320 

P 

7912270253* 

50-320 

P 

7912270323 

50-2B9 

5 

7912270328* 

50-289 

s 

7912270343 

50-320 

p 

7912270523 

50-299 

p 

7912200437* 

90-320 

p 

7912280456 

50-320 

G 

7912280459* 

50-320 

0 

7912200477 

50-289 


7912290399 

50-320 

P 

7912310196 

50-289 

6 

7912310337 

50-320 


7912310370 

50-209 

P 

7912310302 

50-289 


7912120002 

S0-35B 

0 

7912130033 

50-350 

0 

7912030138* 

50-329 


7912050034 

REGOD 


7912050056 

REGOD 


7912110004* 

CONTRACT 

7912120266* 

CONTRACT 

7912130079 

REGOD 


7912140301 

50-294 


7912200270 

50-3 

0 

7912200276S 

50-3 



7912190406 FOIA 
Union 7912170243 40-834B 

7912130592 PR 


7912130590* 

PR 


7912110542* 

50-295 

0 

7912030193 

50-416 

c 

7912030193 

50-416 

c 

7912030194* 

50-416 

c 

7912030194* 

50-416 

c 

7912060497 

50-416 

K 

7912060497 

50-416 

K 

7912060500* 

50-416 

H 

7912060500* 

50-416 

K 

7912100339 

50-416 

C 

7712130524 

50-416 

a 

7912130520 

50-416 

B 

7912130526 

50-416 

B 

7912130S32* 

50-416 

S 

7912130532* 

50-416 

8 

7912190555 

50-416 

H 

7912190603 

50-416 

S 

7912190611 

50-416 

B 

7912190611 

SO-416 

8 

7912190633 

50-416 

8 

7912190633 

50-416 

B 

7912190702 

50-416 

S 

7912310401 

50-416 

K 

7912310401 

50-416 

K 

7912310406* 

50-416 

K 

791231040B* 

50-416 

K 

7912130261 

PR 


7912110393. 

50-492 

G 

7912170003 

50-402 

0 

7912030220* 

50-166 

Q 



424 


CORPORATE SOURCE INDEX 


AUTHOf) 

AFFILIATION 

ACCESSION 

NUMBER 

SUSxfECT 

CATEemv 

AUTHOR 

W^ILIATIDN 

ACCE0SIDN 

NUHOER 

SUBJECT 

CATEaORY 


791S040S67 

50-123 

P 


7912310467* 

50-298 

0 


7913070489 

50-123 

P 

Neighbara for the Environment 





791S2003&4 

50-123 

F 

Neutron Produciai Inc. 

7912200662 




7913300452 

50-123 

P 

Nevadai State oF 





79133004 Sa» 

50-123 

P 






7913300460# 

50-123 

P 

He** England Coalition on Nuclear 

7912130469 

PR 




50-123 

P 

Pellutlon 





7913300465* 

50-123 

P 

Mew Hanpeblrai State of 

7912060367 

50-443 

H 


7912300469* 

50-123 

P 


7912130570 

PR 



791211039S 

XPCMTLIC 






Mitsubishi Cdrp. 1 




New Jerecfi State of 





7913110297* 

XPORTHC 



7912130299 

PR 



7912030050 

XPORTLIC 



7912130564 

PR 



7912300203 

XPORTLIC 







7912310549 

XPORTLIC 



7912140534 

50-380 

H 

Mobil Oil Corp. (subs. Mobil Carp. > 

7912130247 

PROJ 



7912190109* 

50-363 

H 


7912120354* 

PR 


Neu HiiicBi State of 

7912050574 

WASTE HOT 


7913310107 

PROJ 



7912050590* 

HASTE MOT 


7913300310 

XPORTLIC 



79120S0SB3* 

HASTE MOT 


7912360036 

71-60 



79121903S0 

HASTE HOT 


7913360036 

71-60 



7912200446 

HASTE MOT 


7912360030* 

71-60 



7912200160* 

HASTE MOT 


7912260030* 

71-60 



7912280102* 

HASTE MOT 


7913030023 

XPORTLIC 


Hew Paper ProvidenceiRI 

7912200660 

FOIA 


Music k. Ml llomson> Schuorti. Lbavenuorth ti 

7912100333 

50-330 

H 

Me« York State Electric & Oas Corp. 

7912120040 

50-596 

0 





NeM Yorfci State Univ. oft Buffalo 

7912120144* 

50-57 

a 

Mysri Bauinani Stroup & Flack 

7913370410 

50-424 

0 









New Yarkj State of 

7912060644 




7912030130 

40-B677 



7912070319* 

FOIA 



7913370002 

71-9010 



7912130009 

NUREO 



7912050546 

XPORTLIC 



7912130340 

PR 



7913120462* 

XPORTLIC 



7912130352* 

PR 


NUS Corp. 

7912120023 

RECOD 











7912140010 

50-596 

0 


7913190450 

FOIA 



7912170827 

50-322 

Q 

National Acadeny of Public AdAinistrafcion 

7913210303* 

CONTRACT 



7912260282 

50-596 

0 

Foundation 




Hewberrs Tawnshipt York HaveniPA 

7912100246 

50-209 

0 

National Council on Radiation Protection 

7913100461* 

ACRS 


Niagara Hobauk Power Corp. 

7912040277 

50-220 

0 

b Mtasurenent 








National Evaluation Sgstans.Inc. 

7912170377 

FOIA 



7912040315 

50-220 

p 

National Uildlife Federation 

7912060603 

PROJ 



7912040346 

50-220 

p 






7912040462 

50-220 

p 


7918060675 

PROJ 



7912040469 

50-220 

p 

Natrona County-UV 

791S1904B4 

40-0721 



7912050492 

50-220 

p 

Natural Resources Oefensa Council 

7913060600 

70-2623 







7913110432 

70-2623 



7912100200* 

50-220 

0 


7912130398 

PR 



7912130460 

PR 







7912140157 

50-220 

Q 


7912130510 

PR 



7913140202 

50-410 

0 


7912140164 

FOIA 



7912170169 

50-220 

a 


7912170160 

FOIA 







7912100265 

FOIA 



7912180539 

50-220 

F 


7912270031 

FOIA 



7912180547 

50-220 

P 






7912200313* 

50-220 

0 


7912100107* 

71-330 



7912210179 

30-220 

F 


7912190251 

71-357 



7912810377 

50-220 

P 


79121902S4* 

71-357 







7912190473 

71-350 



7912260267 

50-220 

R 


7912190479* 

71-350 



7912260260* 

50-220 

R 






7912270259 

50-220 

0 


7912200146 

71-199 



7912270324 

50-410 

A 


7912200154* 

71-199 



7912270330 

50-220 

P 


7912210429* 

71-354 






Navyi Dep t. ofi Forces Afloat 

7912100137 

71-360 



7912270379 

50-220 

P 


7913100100 

71-358 



7912270507 

50-220 

P 






7912200019 

50-220 

0 

Navy> Dapt. ofi Naval Investigative Service 

7912180140* 

71-360 



7912310427 

50-220 

0 

Navyt Dap t. of> Naval Nuclear Pouer Unit 

7912210418 

71-364 


Nilas Steal Tank 

7912100654 

71-352 


Navy- Dept, ofi Naval Research Laboratory 

7912170024 

Nl«EO 






Nebraska Public Pouer District 

7912040251 

SO- 298 

P 


7912100657* 

71-352 



7912070329 

50-298 

P 

Narth Anna Environnental Coalition 

7912190000* 

50-200 

0 





North Carolina Btate Univ. 

7912130432 

50-111 

p 


7912120259 

50-290 

P 


7912310223 

50-297 

0 


7912130307 

S0-29B 

0 

North Caralinai State of 

7912120446 

PROJ 



7912130309* 

50-298 

0 






7912130391 

50-290 

0 


7912100217* 

50-480 

0 


7912130393S 

50-290 

s 


7912200362* 

50-339 

A 





North Caralinai Univ. of 

7912190552 

RES 



7912140233 

50-298 

p 

Northcutt Elg 

7912260360 

50-445 

H 


7912140240 

50-298 

0 

Northaast Nuclear Energy Co. (subs, of 

7912040421 

50-336 

B 


7912140395 

50-298 

R 

Northeast Utilities) 





7912140399* 

50-298 

R 






7912190150* 

50-298 

0 


7912040426* 

50-336 

Q 






7912140022 

50-423 

Q 


7912190549 

50-298 

P 


7912140227 

50-423 

A 


7912200542 

50-298 

P 


7912140237 

50-423 

Q 


7912310435 

50-298 

S 


7912140207 

50-336 

0 


7912310437* 

50-298 

8 






7913310430 

50-298 

0 

Northeast Utilities 

7912030206 

50-845 

P 






7912040225 

50-245 

P 


7912310440* 

50-290 

9 


7912040396 

30-336 

8 


7912310442 

90-290 

8 


7912040401* 

50-336 

8 


7912310444* 

SO -290 

0 


7912040407 

50-336 

0 


7912310447 

50-290 

S 






7912310450* 

50-290 

8 


7912040413* 

50-336 

8 






79120S0SO2 

50-336 

P 


7912310459 

50-290 

B 


7912050504 

50-245 

P 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Northern Indiana Public Borvlca Co. 


Northarn States Power Co. 


ACCESSION 

NUMBER 


7912060305 

791S06050S 

7912070343 

7912070346a 

7912070301 

7912070305a 

7912100204 

7912100204 

7912100294a 

7912100299 

7912100304a 

7912110305 

7912120027 

7912120390 

7912120390 

7912130113 

7912130321 

7912130321 

7912130321 

7912130383 

7912130455 

7912130455 

79121304S5 

7912130459 

791213046Ba 

7912130542 

791217022B 

7912100279 

7912180363 

7912ie0363a 

7912180392 

7912180403a 

7912180407 

7912100575 

7912ia05Sla 

7912100509 

79121B060la 

7912190261 

7912190261 

7912190409 

7912190414a 

791221014B 

7912210187 

7912210202 

7912260276 

7912270293 

7912270318 

7912270515 

7912270542a 

7912200004 

7912310376 

7912310300 

7912310543 

7912030104 

7912030106 

7912110254 
79121 10364 
7912140234 
7912310466 
7912030197 

79120302 Oaa 

7912040201 

7912040242 

7912040249a 

7912050671a 

7912070332 

7912070431 

7912070434 

7912070440a 

7912100369 

7912110307 

7912110310 

7912120244 

7912120244 

7912120364 

7912120376a 

7912140259 

7912140367 

7912140374* 

7912170304 

7912180620 

79121B062aa 

7912180620* 

7912ia06a4» 

79l2ie0636a 


SUBt^CT 

CATEOORV 


50-213 P 
50-213 P 
50-245 S 
50-245 S 
50-336 S 

50-336 S 
50-213 P 
50-213 P 
50-213 P 
90-245 3 

50-245 S 
50-336 F 
RECOD 

50-213 P 
50-213 P 

50-336 3 

50-213 P 
50-213 P 
50-213 P 
50-243 0 

50-213 F 
50-213 F 
50-213 F 
50-336 B 
50-336 B 

TDPREP 
50-245 Q 
50-213 P 
60-24S R 
50-24S R 

50-336 R 
50-336 H 
60-336 0 

50-336 S 
50-336 B 

50-336 S 
50-336 S 
50-213 P 
50-213 P 
50-336 P 

50-336 P 
50-336 F 
50-336 P 
50-336 P 
50-245 P 

50-245 P 
5Q-213 P 
50-245 S 
50-2*5 S 
50-336 P 

50-245 P 
50-423 A 
50-336 P 
50-367 R 
50-367 R 

50-367 H 
50-367 B 
50-367 R 
50-367 R 
50-306 S 

50-306 S 
30-202 P 
50-263 P 
SO-263 P 
30-202 0 

30-282 S 
50-263 F 
30-202 a 
50-282 O 
50-263 F 

50-202 P 
50-263 P 
50-202 F 
50-282 F 
50-263 P 

50-263 P 
50-263 P 
50-263 R 
50-263 R 
50-263 F 

50-282 R 
50-282 R 
50-282 R 
50-282 R 
50-282 R 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORV 


Nuclear AsBurance Corp 
Nuclear Oyna/nlca 


Nuclear EcibI''®**' 1 ng Co . Inc (subs, of 
TeledynB« Inc. > , ^ 

Nuclear Enginaering Co.. Ine.i (sub*, of 
TeledynBi tnc. > 


Nuclear Fuel Services, lac (subs, of 
Getty OH Co. 1 

Nuclear Support Bvcs Inc. 

□'Connor t Honnan 

Oak Ridge National Laberatorij 


□ctan County, NJ 

Office of Managoment & Budget 


79121006400 

7912190167 

7912190354 

7912190001 

7912200369 

7912200335 

7912200414 

7912200432 

7912270333 

7912270340 

7912270444 

7912270491 

7912270498* 

7912270340 

7912270543* 

7912270552* 

7912270368 

7912270300* 

7912200041 

7912280046 

7912300053 

7912200067 

7912310365 

7912310422 

7912310420* 

7912310475 

7912310475 

7912310478* 

7912310470* 

7912310400 

7912120135 

7912120137* 

7912120130* 

7912120153* 

7912210112 

7912130045 

7912100444 

7912100443* 

7912260390 

7913200674* 

7912310379 

7912060213* 

7912260175* 

7912200304 

7912050466 

79121 10442 
79121 10463 
7912110509 
7912120033 
7912120190 

7912140106 

7912140206 

7912140427* 

7912140467 

7912140510 

7912170167 

7912170174 

7912170422 

7912100143 

7912100700 

7912190546 

7912190561 

7912130309 

7912110108* 

7912270099* 


50-202 R 
50-263 F 
30-263 F 
50-232 Q 
30-263 P 

SO-202 P 
50-263 P 
50-232 P 
50-263 3 

50-263 P 

50-263 0 

50-202 0 

50-202 8 

50-263 P 
50-263 P 

50-263 P 
SO-263 0 

50-263 8 

50-202 0 

SO-263 0 

50-263 0 

50-202 0 

50-263 F 
50-263 B 
50-263 S 

30-233 & 

50-202 B 
50-202 S 
30-202 8 

71-6690 

40-3663 

40-0663 

40-0663 

40-8663 

40-8663 

71-6144 

27-39 

27-39 

27-39 

27-48 

71-6053 
50-201 a 

70-143 

REOOD 

FOIA 

NUREO 

RES 

REB 

NUREO 

NUREO 

NURE(9 

NUREO 

RES 

RES 

RES 

REB 

REB 

RES 

RES 

□no 

RES 

RES 

PR 

ACRS 

COMMISSION 


Ggl* PeirsleiMa, Inc. 


Ohio Edison Co. 

Ghlo, State of 

Onaba Nondestructive & Metallurgical 
Testing, Inc. 

(taaha Public Pouer District 


7912130402 

7912200616 

7912210106 

7912120340 

7912130311 

7912140143 

7912030212 

7912070406 

7912070410* 

7912070463 

7912070464* 

7912110360 

79l2t!0366» 

7912130416 

7912130460 


40-8745 
40-0745 
40-8745 
50-580 P 
PR 

71-160 

80-285 P 
50-285 S 
50-285 G 
50-205 P 

50-203 P 
50-205 8 

50-235 C 
50-205 P 
PR 


7912140347 60-8BS R 



6 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


cdvaflBj Mai-fc 
egon. State of 


stershej 1 AI J i ance, Inc. 

C Energy Analysis Co. 
Eific Gas J, electric Co. 


ific Legal FounUatian 
Ameiican Norld Aiiu'ags. Inc 
amotar. Inr 

sons. Bet le ?r latiirier 
ntmiier Hires Corp. 


1 Hunrue Hydraulics. Inc. 


nsylvania Hauler i- Light Co. 


ACCESSION 

NUMBER 


791S140352S 

7912140397 

79I2170I93 

7912190363 

7912190S01 

7912190565 

7912190583 

7912210105 

7912270270 

7912270376 

7912120015 

7912120125 

7912050525 

7912I20073* 

7912130523 

7912120345 

79I2I2035PK 

7912180288 

7912030030 

7912030118 

7912040452 

7912040498 

7912050347 

7912050351» 

79120503601 

7912050364* 

7912050369* 

7912060251 

7912100469 

7912100477 

7912110322 
79121 10332 
79121 10371 
7912120:il7 
7912120317 

7912120346 

7912120350* 

7912130271 

7912130200* 

7912140009 

7912140020* 

7912140497* 

7912170251 

7912190002* 

7912190614 

7912260300 

79122602BO 

7912260284* 

7912260234* 

7912270078* 

7913270276* 

7912310184 

7912130533 

7912200116 

791010010a* 

7912280679 

7912060183 

7912070277 

7912170282 

7912170284 

7912280395* 

7912280311* 

7913280331* 

7912060320 

7912060337* 

79I2I30203* 

7912140110 

7912040351 

7912040507 

7912040507 

7912050506 

7912050506 

7912120019 

7913120304 

7912120304 

7912120387* 

7912120387* 

7912130246 

7912130347* 

7912140365 

7912140275 

7912140275 

7912260333* 

7912260333* 

79I327024S 


SUBJECT 

CATEGORY 


50-285 R 
50-285 P 
50-285 Q 
S0-2GS 0 
50-285 H 

50-285 P 
50-285 F 
50-285 a 
50-285 P 
50-205 P 

50-250 H 
50-250 0 

50-344 P 
CONTRACT 
PR 

50-302 G 
50-382 G 
FDIA 

50-275 e 
PRDJ 

50-275 A 
50-275 A 
50-133 G 
50-133 G 
50-133 Q 

50-133 G 
50-133 Q 
50-133 0 

PROJ 
PfiOJ 

50-275 A 
50-275 A 
50-275 H 
50-275 A 
50-275 A 

50-133 n 
50-133 n 
50-275 A 
50-275 A 
PROJ 

PROJ 

50-275 Q 
PROJ 

50-133 Q 
50-275 a 

50-275 R 
50-275 K 
50-375 K 
50-275 K 
50-275 0 

50-344 F 

REGOD 

PR 

71-96 

CONTRACT 

FOIA 

XPORTLIC 

PROJ 

40-2239 

40-2259 

40-2239 

40-2259 

40-2259 

XPQRTLir. 

XPORTLIC 

XPDRTLIC 
XPORTLIC 
50-387 S 
50-307 S 
S0-3B7 S 

50-387 S 
50-387 S 
REGOD 

30-387 K 
50-387 K 

50-387 K 
50-387 K 
30-387 0 

50-307 3 

S0-3B7 S 

S0-3S7 Q 
50-307 Q 
50-387 0 

50-387 Q 
50-387 A 


AUTHOR 

AFFILIATION 


Pennsylvania State Univ. 
Pennsylvania! State of 


People Against Nuclear Energy 


Perkinsi Coiei Stonei Olsen b UjlHams 


Pharoaco Nuclear> Inc. 
Philadelphia ElectTic Co. 


PMllppines 

Pick Instrunent Products Co. . Inc. 


Pickard Lowe A Oarricka Inc. 
Placer Aneiiinc. 

Plateau Resourcesi Ltd. 


Pollution EnviroiMental Problens 
Porter-Gerti Consultants! Inc. 
Portland Cenent Association 


ACCESSION 

NUMBER 


7912270243 

7912270298 

7913270298 

7912270308* 

7912270308* 

7912130489 

7912050232 

7912130175 

7912170368 

7912180162 

7913180193 

7912060238 

7912060242* 

7912130026 

7912260362 

7912030007 

7912070355 

7912070472* 

7912100473 

7912170020 

7912170020 
7912170041* 
7912170041* 
7912170040* 
79121 7004B* 

7912260039 

7912120482 

7912040295 

7912040405 

7912030105* 

7912060044* 

7912070151* 

7912070349 

7912120325 

7912120343 

7912120347* 
7912120429 
791212043S* 
791212051 1 
7912130180 

7912130417 

7912140344 

7913140344 

7912140359* 

7912140359* 

7912140455 

7912140463* 

7912170171 

7912170240 

7912180010 

7912180504 

7912180546 

7912180558 

7912180586 

7?12ie0591» 

7912100606 

7912180606 

7912180644 

7912180644 

7912180647* 

7912180647* 

7912190566 

7912270393 

7912270393 

7912270497 

7912270310* 

7912270596 

7912280031 

79122B0S61 

7912310191 

7912310198 

7912310322 

7912050392 

7912050396* 

7912180330 

7912100359* 

7912280232* 

7913280687* 

7912130360 

7912280083 

7912380089* 

7912280108* 

7912180147 

7912130338* 

7912110036* 


SUBJECT 

CATEGORY 


50-387 A 
50-387 S 
50-387 S 
50-387 8 

50-307 S 

PROJ 

50-289 0 

50-289 G 
PRM 

30-289 0 

50-289 0 

50-289 0 

50-289 0 

50-289 0 

50-289 Q 

50-522 0 

50-522 0 

30-522 G 
50-532 0 

50-532 G 

50-332 0 

50-532 0 

50-522 0 

50-532 0 

50-522 0 

50-522 0 

FOIA 

50-270 S 
50-278 S 
50-277 a 

50-277 a 
50-332 Q 
50-277 S 
50-277 P 
30-277 0 

30-277 S 
50-277 S 
50-277 S 
50-352 Q 
50-278 S 

50-270 a 
50-277 R 
50-277 R 
50-277 R 
50-277 R 

50-277 3 

50-277 8 

50-277 a 
50-277 a 
50-278 8 

50-278 3 

30-278 8 

50-278 S 
50-278 0 

50-278 8 

50-277 P 
50-277 P 
50-277 S 
50-277 a 
50-277 8 

50-277 8 

50-277 0 

50-277 a 
50-277 8 

50-278 S 

50-278 8 

50-277 a 
50-277 a 
50-277 P 
50-277 S 

REGOD 
50-277 8 

50-574 0 

50-374 Q 
71-359 

71-359 
50-244 P 
WASTE MGT 
40-7869 
40-0674 

40-8674 

40-8674 

FOIA 

50-320 U 
CONTRACT 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUHBER CATEGORY 


Portland General Electric Co. 


Pntomac Alliance 


Potomac Rosearchi Inc. 

Pouer Authorltij of the State of New Yorh 


79iaO403BO 

791209047B 

7912060496 

7912070405 

79J2070452 

79121 10302 
79121 10341 
79121 10342* 
79121 10344* 
7912120319 

7912120321* 

7912130257 

7912140353 

7912140361 

7912140387* 

7912180120* 

7912180127* 

7912180549 

7912180619 

7912180622 

/9121B0627 

7912180632* 

7912190003* 

7912190379 

7912210162* 

7912210366 

7912270181 

7912270183 

7912270269 

7912270439 

79122B0491 

7912290518 

7912290525* 

7912290535* 

7912290678* 

7912310516 

7912310520* 

7912310527* 

7912120174* 

7912120174* 

7912120178* 

7912120178* 

7912120184* 

7912120189* 

7912120197* 

7912110105* 

7912030168 

7912030181 

7912040200 

7912040206* 

7912040308 

7912040313* 

7912040319 

7912040321* 

79‘"040367 

7912040369* 

7912040388 

7912040482 

7912040500 

7912050084* 

7912060526 

7912060580* 

7912070397 

7912100316 

7912110250 

7912110256* 

7912110277 

7912110282* 

7912110328 

7912110329* 

7912110332 
7912110333* 
7912110343 
7912110347* 
79121 10355 

7912110359* 

7912120003 

7912120128 

7912120421 

7912120457 

7912120460* 

7912120461* 

7912120504 

7912130200 

7912130291* 


50-344 P 
30-344 P 
50-344 F 
50-344 F 
50-344 P 

50-344 S 
SO-344 S 
50-344 8 

50-344 S 
50-344 P 

50-344 e 
50-344 S 
50-344 P 
50-344 fi 
50-344 ft 

50-344 e 
50-344 « 

50-344 P 
50-344 S 
50-344 P 

50-344 3 

50-344 a 
50-133 0 

50-344 P 
50-206 O 

50-344 P 
50-344 P 
50-344 P 
50-344 F 
50-344 S 

50-344 P 
50-344 P 
50-344 P 
50-344 P 
50-344 Q 

50-344 P 
SO-344 P 
50-344 P 
S0-33B 0 

50-338 0 

50-338 G 
00-330 C 
50-338 e 
50-338 e 
50-338 e 

CONTRACT 
50-333 P 
50-286 F 
50-286 P 
50-286 P 

50-333 S 
50-333 S 
50-286 8 

50-286 S 
50-286 S 

50-286 B 
50-286 8 

50-206 S 
50-333 P 
50-333 a 

50-286 P 
50-286 P 
50-286 P 
50-333 a 
50-333 R 

50-333 R 
50-333 S 
50-333 8 

SO-333 a 
50-333 3 

S0-2B6 3 

50-286 a 
50-333 S 
50-333 3 

50-333 8 

50-333 8 

50-333 a 
50-333 6 

50-333 P 
50-333 P 

50-333 P 
50-333 P 
50-333 0 

50-333 0 

50-3 P 


AUTHOR 

AFFILIATION 


Pouer Engineering Society 
President of US & Eieruliva UfflcBS 
President's Coewiission on the Accident a 
Three Mile Island 

Public Interest Lau Center of Philadslph 
la 

Public Interest Research Group 
Public Lau Utilities Group 
Public Service Co of Colorado 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

7912130291* 

50-3 

P 

7912130449 

50-333 

S 

79121304S4* 

50-333 

s 

7912130460 

PR 


7912130515 

50-296 

0 

7912130545 

50-333 

p 

7912130547* 

SO-333 

p 

7912130550* 

50-333 

p 

7912140293 

50-286 

0 

7912140298 

50-333 

0 

7912140439 

50-333 

s 

7912140449* 

50-333 

s 

7912170T76 

50-286 

0 

7912170214 

50-333 

0 

7912170296 

50-286 

p 

7912teOS43 

50-286 

p 

7912IB0S69 

50-286 

8 

79121B0571 

50-286 

P 

7912iaOS73 

50-333 

P 

7912180592* 

50-286 

s 

7912IB0594 

50-333 

£3 

7912IB0599* 

50-333 

e 

7912190419 

50-286 

H 

7912190418 

50-286 

H 

7912190513 

50-286 

H 

7912190572 

50-2B6 

P 

7912200342 

50-286 

R 

7912200349* 

50-286 

n 

7912210316 

30-333 

s 

7912210322* 

50-333 

8 

7912210327 

50-333 

a 

7912210336* 

?0-333 

3 

7912260053 

50-333 

0 

7912260057 

50-333 

0 

7912270267 

50-3 


7912270275* 

50-3 

p 

7912270305 

50-2B6 

p 

7912270310 

50-206 


7912270330 

50-286 


79122703S3 

50-286 


7912270447* 

50-286 

p 

7912270455* 

50-286 


7912270460* 

50-206 


7913270553 

50-286 

s 

7912270662* 

50-206 

3 

7912280005 

50-206 

0 

7912280504 

50-296 

M 

7912280504 

50-286 

H 

7913280612 

50-296 

P 

7912310328 

50-206 

S 

7912310367 

50-296 

n 

7912280654 

HEODS 


7912180253* 

PDR HISC 

7912070006 

50-320 

p 

79123804 59* 

50-320 

0 

7912130332 

PHH 


7913200025 

50-382 

0 

7912040216 

50-267 

p 

7912040221* 

50-267 

p 

7912040296 

50-267 

8 

791304029B* 

SO-267 

8 

7912040320 

50-267 

S 

791904&323* 

50-267 

8 

7912040326 

50-267 

S 

7912040330* 

SO-267 

s 

7912040332 

50-267 

a 

7912040335* 

50-267 

s 

7912040337 

50-267 

8 

7912040341* 

50-267 

Q 

7912040362 

50-267 

E 

7912040363* 

50-267 

S 

7912040400 

50-267 

a 

7912040406* 

50-267 

s 

7912040429 

50-267 

a 

7912040433* 

50-267 

a 

7912110316 

50-267 

p 

7912120324 

50-267 

a 

7912120336* 

50-267 

s 

7912120338 

50-267 

s 

7912120341* 

50-267 

Q 

7912120406 

SO-267 

p 

7912140331 

50-267 

n 

7912140335* 

50-267 

n 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Public Service Co. of Indiana. Inc. 


Public Service Co. of Neu Haopthlre 


Public Service Co. of Oklahoma 


Public Service Electric t> Oaa Co. of New 
Jerseij 


ACCESSION 

NUMDER 


7918170201 

7912170806 

7918180062 

7912180069* 

7913180866 

791SIB0413 

7918180429* 

7912180500 

7918180503* 

79121S0S09 

7912180513* 

7918180595 

7918180596 

7918180610* 

7912190580 

7918310098 

7912210373 

7913210376* 

7912270233 

7912270426 

7913870433* 

7918380562 

7912310074 

7912310175 

7912310396 

7918310398* 

7912030301* 

7918050301* 

7912OS0424* 

7918060057 

7918060057 

7918070411* 

7918070411* 

7912120398 

7912050070* 

79121S0464 

7912130464 

7912120466* 

7918120466* 

7912120486 

7912120486 

7918120489* 

7912120513 

7912140231 

7912140363 

7918140363 

7912210330 

7918030004 

7912030015* 

7918130337 

7918130337 

7912130337 

7912130361* 

7918130361* 

7918130361* 

7912130366* 

7912130366* 

7912130366* 

7913130378* 

7918130378* 

7912130378* 

7912180559 

7912180567* 

7918030190 

7913030195* 

7912030239* 

7918040311 

7912040317* 

7918040338 


SUBJECT 

CATEGORY 


30-367 a 
30-267 0 
50-267 S 
50-267 S 
50-267 0 

30-867 R 
50-867 R 
50-867 ff 
50-867 R 
50-867 R 

50-267 H 
50-267 P 
50-867 S 
50-867 S 
50-867 P 

50-267 Q 
50-267 P 
50-267 P 
50-867 P 
50-867 S 

50-267 S 
50-267 P 
50-267 P 
50-267 P 
50-267 H 

50-267 n 
50-546 Q 
50-546 Q 
50-546 a 
50-546 Q 

50-546 Q 
50-546 a 
50-546 a 
50-546 A 
50-443 a 

50-443 S 
50-443 a 
50-443 S 
50-44 3 S 
50-443 S 

50-443 3 
50-443 S 
SO-443 a 
50-443 A 
50-443 S 

50-443 S 
50-443 A 
50-556 0 
50-556 Q 
50-445 n 

50-445 H 
SO-44S » 
50-445 M 
50-445 H 
50-445 M 

50-445 M 
50-445 H 
50-445 M 
50-445 M 
50-445 M 

50-445 H 
50-356 A 
50-556 A 
50-278 8 

30-278 a 

50-278 0 
50-278 8 
50-273 S 
50-272 S 

s 


8 

8 

J 

8 

S 


AUTHOR 

AFFILIATION 


Puget Sound Poiaer & Light Co. 


Purdue Univ. 

PutnegtL. U. 

Raytheon Co. 

Renatelaer Polytechnic Inat. 
Reuter-Stokeci Ine. 


Rhode lalandi State of 


Rickano Corp. 

Riverside. CA 

Rochester CoMlttee for Scientific 
Inforaallon 

Rochester Oas h Electric Corp. 


ACCESSION SUBJECT 

NUMBER CATEODRV 


7912040311 

50-272 

R 

7912040515* 

50-278 

R 

7912040521 

50-272 

n 

7912040521 

30-272 

R 

7912040524* 

50-272 

R 

7912040524* 

50-278 

R 

7912050422 

50-278 

8 

7912050429* 

50-878 

B 

7912050487 

50-278 

F 

7912050487 

50-278 

F 

7912050488* 

50-278 

F 

7912050488* 

50-272 

F 

7912060318 

50-272 

P 

7912060329* 

50-272 

P 

7912060333* 

50-272 

P 

7912060339* 

50-378 

P 

7912070423 

30-873 

0 

7912110296 

50-272 

6 

791211029S* 

50-878 


7912130296 

PR 


7912130464* 

50-334 

8 

7912140030 

50-273 

0 

7912140267 

50-354 

0 

7912140289 

50-354 

0 

7912140304 

50-878 

P 

7912140318* 

50-872 

P 

7912140537* 

50-311 

9 

7912170190 

50-878 

a 

7912170234 

50-354 

0 

7912180379 

50-878 

R 

7912180383* 

50-872 

R 

7912180435 

60-311 

0 

7912180478 

50-278 

0 

7912180530 

50-311 

A 

7912190098* 

50-378 

0 

7912190569 

50-878 

H 

7918190377 

50-272 

P 

7913190577 

50-872 

P 

7918200587 

50-278 

P 

7912860033 

50-872 

a 

7918370286 

50-872 

s 

7918870290* 

50-872 

s 

7912270567 

50-354 

A 

7912870584 

50-373 

0 

7918870591* 

50-878 

8 

7918270395 

50-878 

S 

7913270600* 

50-278 

8 

7912880538 

50-272 

P 

7912030007 

50-528 

0 

7912070355 

30-528 

0 

7918100473 

50-588 

0 

7918170080 

50-523 

0 

7912170020 

50-523 

0 

7918170041* 

50-538 

0 

7918170041* 

50-522 

0 

7912170048* 

80-588 

0 

7918170048* 

50-588 

0 

7918260039 

50-528 

0 

7918270815 

so-ssa 

A 

7912270512 

50-522 

H 

7912050583 

30-182 

0 

7918180387 

50-302 

0 

7912030883* 

40-1386 


79121 10541* 

CONTRACT 


7918170371 

XPORTLIC 


7918200407 

XPORTLIC 


7918810139 

XPORTLIC 


7912130583 

50-193 

8 

7912130531 

50-193 

8 

7912190590 

50-193 

8 

7918180072 

MASTE MOT 

7918050614* 

PROJ 


7912200588 

50-244 

0 

7918040049 

50-244 

Q 

7918050494 

50-244 

P 

7918180445 

50-844 

P 

7918180447 

50-844 

P 

7918180450 

50-244 

P 

7912130526 

50-244 

8 

7918140047 

50-244 

0 

7918170247 

50-844 

a 

7912100348 

50-244 

R 

7918180351* 

50-244 

R 

7918180418 

80-244 

P 
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AUTHOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEOORY 


7912ieOSl& 

50-244 

P 


7913180987 

50-244 

P 


7912190915 

90-244 

S 


7912200928 

30-244 

0 


79122103B0 

90-244 

p 


7912260033 

50-244 

Q 


7912270392 

50-244 

F 


7912270434 

50-244 

8 


7912270442* 

50-244 

S 


7912270603 

50-244 

S 


79122S0022 

50-244 

o 


79182S0206* 

90-244 

p 


79t22B0S01 

90-244 

p 


7912310391 

90-244 

F 


7912310394* 

60-244 

F 

Rockij Mountain Ensrgij Co. 

7912120039 

PfiOJ 


7912170267 

40-8721 



7912ieOOBB 

40-8721 



79121G0093 

40-8721 



79122702S8 

40-8452 



7912310200 

40-8721 


Rogoii). 0. 

7912120019 

50-290 

H 

7912120125 

90-250 

e 

Ropec l> Orag 

7912170093 

50-309 

6 

7912170202 

90-309 

e 


79121B002S 

90-309 

0 


7912210100 

50-471 

8 

S.M.StollBT Carp. (subi. at Arthur D. 

7912130336 

PR 


Little> Inc. ) 

SPEX In<lu*tria»i Inc. 

7912030041 

XPORTUrC 


7912210064 

XPORTUIC 


Sacrimanto Municipal Utility Oiitrict 

7912030027 

90-312 

0 

7912030034* 

50-312 

0 


7912040392 

50-312 

p 


791204047B 

50-312 

p 


7912050500 

50-312 



7912070426 

50-312 

a 


7912070430* 

90-312 

8 


7912110319 

90-312 

p 


7912110329 

90-312 

s 


7912110327* 

50-312 

3 


7912140019 

50-312 

fi 


7912140023* 

90-312 

e 


7912140033 

90-312 

e 


7912140041* 

90-312 

0 


7912140124 

90-312 

6 


7912140199* 

90-312 

0 


7912140450 

50-312 

3 


7912140497* 

50-312 

s 


7912170277 

90-312 

R 


791217027B* 

50-312 

R 


791S1B0S91 

50-312 

8 


7912180555* 

50-312 

8 


7912180607 

90-312 

P 


7912180638 

50-312 

3 


7912180641* 

50-312 

B 


7912190052* 

50-312 

a 


7912190437 

90-312 

p 


7912190593 

50-312 

p 


7912200509 

50-312 

p 


7912200506* 

50-312 

p 


7912210199* 

50-206 

Q 


7912260215 

50-312 

8 


7912260217* 

50-312 

a 


7912260226 

50-312 

F 


7912260228 

50-313 

a 


7912260229* 

90-313 

B 


7912260230 

90-312 

F 


7912260273 

90-312 

8 


7912260277* 

50-312 

S 


7912260279 

90-312 

a 


7912260283* 

90-313 

a 


7912270246 

90-312 

0 


7912270329 

90-313 

a 


7912270334* 

50-312 

0 


7912270462 

50-313 

p 


7912280467 

50-312 

p 


7912280496 

50-313 

p 


7912280579 

50-312 

p 


7912310398 

90-312 

p 


7912310368* 

90-312 

p 


7912310492 

90-312 

0 


79183104S9* 

90-313 

a 

8af» Havan>Ltd. 

Ban Antonio. TX 

7912130307 

7912270092* 

PR 

90-49B 

M 


AUTHOR 

(^FILIATION 

ACCESSION 

NUMBER 

BUDJECT 

CATEOORY 

aan Disgo Oa* 6 Etactrlc Ca. 

San Jo*e State Univ. 

8an Lois Oblipa Mother* Tor P*acs 

Sandla Laboratorite 

7912140142 

7913270397* 

79131SOOB6* 

7912130276 

7912140169 

90-36 1 0 

90-36 1 A 

CONTRACT 
90-375 0 

NUREO 


7913140339 

7913140453* 

7912140499* 

7912140924* 

7912140926* 

NUREO 

REB 

RE9 

RES 

RES 

Sargant 4i Lundy. Inc. 

7913170337 

7912180079 

7912310193 

7918310529 

7912100321* 

RES 

XPDRTHC 

NUREO 

NUREO 

30-409 P 

Sasiafra* Audubon Society 

7913100324* 

7912100331* 

7913260191 

7912170031* 

7912210360 

90-409 P 
90-409 P 
REOOD 

S0-S46 A 
50-946 0 

acbtnt & Bonchtr 

Scianc* Applications. Inc. 

7912210364* 

7912140307* 

7912050601* 

7912050604* 

7912050607* 

90-546 0 
FOIA 

HASTE MOT 
WASTE MOT 
HASTE MOT 

Scientists *1 Englnaar* for Saeurs Energy 

7912120132 

7912120163 

7912130141 

7913140536 

7912130267 

NUREO 

FOIA 

FQIA 

HASTE MOT 

PR 

Securities <i Eichangt Camnlssion 

Senate 

7912130374 

7912300479 

7912120049* 

7912120096 

7912120195 

PR 

50-289 T 
PDR H18C 
NUREO 

90-320 U 


7912120279* 

7912120963* 

7913130022* 

7913130171 

7913140930 

FOIA 

50-346 U 
50-302 U 
90-546 U 
50-159 U 


7913170399 

7913200312 

7913200388* 

7913210099* 

7913210133* 

50-250 U 
90-339 A 
50-339 A 
50-39B U 
50-279 U 


7913210178* 

7912210197* 

7912210266* 

7912270003* 

7912280261 

50-437 U 
90-219 U 
90-352 U 
PDR HIBC 
90-313 U 

Sensible Heine Pousr 

7912280287* 

7912110408 

7912110416* 

7912110485* 

7912130316 

50-320 U 
80-309 0 
90-309 0 
50-309 0 
PR 

Shannon U Mllsan. Inc. 

Shaw. Pifetnan. Potts h Trouibrldge 

7912120442 

79123102DB 

7918030027 

7912030034* 

7912090321 

NUREO 

NUREO 

50-312 0 

50-312 0 

50-402 0 


7913060061 

7912060099 

7913100326 

7912130034 

7913130042 

50-329 0 

50-2B9 0 

90-382 0 

50-28? 0 

90-382 0 


7912130089 

7912130110 

7912130308 

7913140019 

7913140023* 

50-289 0 
90-289 0 
90-289 0 
90-313 0 
90-313 0 


7918140033 

7913140041* 

7913140184 

79I31401B9* 

7913170209 

50-313 0 
90-313 0 
90-313 B 
90-312 0 
90-383 0 


7912170317 

7913190029 

7912260100 

7912260293 

7913270062 

90-383 0 
SO-329 0 
50-289 0 
50-289 0 
90-289 B 


7912370093 

7913270096 

7918270347 

79122B0109 

7912260140 

90-312 B 
90-3B7 B 
90-313 B 
90-382 B 
90-3B2 B 
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AUTHOR 

AFFILIATION 


ShBldoni Harmon & Uelss 


Sbenandoaii Valleg Electric Coaperativei 
Inc. 

Sierra Club 

Sigma Chemical Co. (aube. of Sigma 
Aldrich Corp. ) 


Sinnisaippi Alliance for the Environment 
( SAFE ) 


Small Queiness Administration 
Snell & Ui Imer 

South Carolina Electric (< Cas Co. 


South Carolina. State of 


South Teia» Electric Cooperative. Inc 
Southern California Edison Co. 


ACCESSION 

NUMBER 


771S2B0456 

791S2B045g» 

7913310149 

7913310196 

7912050606 

791206023B 

79l2060242e 

7912060640 

7913130026 

7912130469 

79121304BS 

7912130546 

79121703B6 

79121B0410 

79121B0410 

7912180410 

7912180422* 

7912180422* 

7912180423* 

7912200063 

7912200066* 

7912360362 

7912270040 

7912200506 

791213OS10 

7912030049 

7912110166 

7912130139 

79I22603S5* 

7912360363 

7912200173* 

7912200iB2* 

791203003S 

7912030143 

7912030147* 

7912060585* 
7912100463 
79121 10049 
7912130115 
7912130433 

7912130568 

7912140338 

7912140360 

7912190563 

7912210166 

7912210167* 

7912210403 

7912280532 

7912280610 

7912310026 

7912060041 
7912060040 
79121 10002* 
7918130319 
7912130320* 

7912270084 

7912030176 

7912040397 

7912040408* 

7912040468 

7912040473* 

7912100306 

7912100352 

7912100352 

7912110212 

79I21102I5* 

7912120443 

7912130061 

7912130061 

7912130704* 

7912140142 

7912140340 

79131404B4* 

7912170298 

7912170293* 

7912170311 

7912170314* 

7912180S1S 

7912180524 

79121B0524 

7912190528 

7912100529* 


SUBJECT 

CATEGORY 


50-320 0 

50-320 e 
50-400 G 
50-289 ft 
ORO 

50-309 0 

50-289 0 

50-155 0 

50-289 0 

PR 

PR 

PR 

FOIA 

50-3 0 

50-3 0 

50-3 e 

50-3 e 

50-3 6 

50-3 Q 

50-2S9 e 

30-289 0 

50-209 0 

FOIA 

50-339 H 
PH 

XPORTLIC 

XPORTLIC 
XPORTLIC 
50-373 0 

5Q-4S4 0 

CONTRACT 
CONTRACT 
50-275 0 

50-395 K 
50-395 R 

50-395 Q 
50-395 a 
50-395 0 

50-395 0 

50-395 S 

50-395 8 

50-395 S 
50-395 S 
50-395 5 

50-395 F 

50-395 F 
50-395 0 

50-395 S 
50-395 9 

REOOD 

70-1729 
50-491 0 

CONTRACT 
PR 
PR 

50-445 M 
50-206 8 

50-206 S 
50-206 S 
SO-206 B 

50-206 S 

50-206 n 

50-361 0 

50-361 e 

50-206 R 

50-206 R 

50-206 F 

50-361 0 

50-361 0 

50-361 0 

50-361 0 

50-206 P 

50-361 0 

50-206 9 

50-206 a 

50-206 S 

50-206 9 

50-206 P 

50-361 9 

50-361 8 

50-206 8 

50-361 8 


MJTHOR 

MTILIATION 


Southern California. Univ. of 
Spex Disc. Inc. 

Spiegel fc HcDiaroiid 


Standardized Nuclear Unit Pouer Plant 
Systen 


State. Oept. of 


State. Dept. of. Bureau of Oceans 6 
Internatl. Environ. 6 Scientific Affairs 


Steal. Hector & Davis 

Stone & Webster Engineering Corp. 


Suffolk County. NY 
Susquehanna Alliance 

Systens. Sciences L Software 
Tech/Ope (Technical Operations. Inc. > 


Technasseeiates. Inc. 


Technical Operatuas. Inc. 
Techniaet Carp. 

Teehnolagg for Energy Corp. 
Teknekron. tnc. 


Teledgne Uah Chang Albany 
Tenneesea Vfalleg Authority 


ACCESSION 

NUMBER 


7912180529* 

7912180532* 

7912180572 

79121S0607 

7912180617* 

7912190006* 

7912190602 

7912190602 

791219061S* 

7912200541 

7912200541 

7912200544* 

7912200544* 

7912210136* 

7912210142 

7912210369 

7912270361 

7912270390 

7912270397* 

7912270504 

7918270581 

7912270507* 

7912280502 

7912190223 

7912280677 

7912030042 

7912050609 

7912060016 

7912120446 

7912130483 

7912140226 

7912190138 

7712190227 

7912300887 

7912860359 

7912310161 

7912310189 

7912310294 

7912060556 

7912120146* 

7913120395 

7918180175 

7912190197 

7912280429 

7912280429 

7912200429 

7912290429 

7912390436* 

7912290436* 

7912280469 

7912280467 

7912200467 

7912880469 

7918880593 

7918030214 

7912100474 

7912030097 

7912140111 

7912140141 

7912140149 

7912130050 

7912140014 

7912200119 

7918280155 

7912290185 

7912060079* 

7912280456 

7912280459* 

7912180037* 

7912180293 

7912200461 

7912300619 

7912210289 

7912200175* 

7912200182* 

7912310012 

7912190279 

7912110326* 

7912120170* 

7912130315* 

7912040003 

7910310325 

7910310359* 


SUBJECT 

CATEGORY 


50-361 S 
50-206 S 
50-206 F 
50-206 S 
50-206 S 

50-133 Q 
50-361 S 
30-361 S 
50-361 S 
50-361 8 

50-361 S 
50-361 3 

50-361 S 
50-206 Q 
50-206 Q 

50-206 P 
50-206 I 
50-361 A 
50-361 A 
50-206 P 

50-206 S 
30-206 8 

50-361 A 
NUREO 
XPORTLIC 

PRDJ 

PROJ 

PROJ 

pnnj 

50-443 H 
PROJ 

50-443 M 
50-445 M 
30-309 M 
PROJ 

50-445 M 
50-445 M 
PROJ 

50-482 0 

50-482 S 

50-482 S 
90-482 0 

50-482 Q 
50-482 A 
50-482 A 

50-482 A 
50-482 A 
50-482 A 
50-482 A 
50-482 F 

50-482 F 
30-482 F 
30-482 F 
50-482 8 

XPORTLIC 

50-574 0 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-250 0 

50-250 0 

71-347 
REGGD 
REOOD 

50-322 0 

50-320 0 

50-320 0 

CONTRACT 
71-9028 

71-9027 

71-6144 

71-9137 

CONTRACT 

CONTRACT 

REOOD 

30-397 A 
50-333 P 
FOIA 
FOIA 

XPORTLIC 
50-327 S 
50-327 a 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


ACCESSION 

NUMSER 


SUBJECT 

CATEOtSHY 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATECOBY 


7912030199 

50-366 

S 

7912H0255 

40-1341 


7912030199 

50-566 

B 

7912140273 

50-259 


7912040152 

PR 


7912140273 



7912040301 

50-259 

B 

7912140273 



7912040303* 

50-239 

S 

7912140304 

50-259 

R 

7912040433 

50-239 

P 

7912140304 



7912040435 

50-259 

P 

79121403B4 



7912040435 

50-259 

P 

7912140393* 



791204044B 

50-327 

o 

7912170313 


s 

7912040477 

50-260 

8 

7912170313 

30-390 

2 

79120404B3» 

50-260 

s 

7912170317 

50-390 


7912050071 

50-430 

A 

7912170317 



7912050477 

50-390 

S 

7912170310* 

50-390 

6 

7912030404 

50-390 

s 

79121703ID* 



7912050404 

S0-39C 

s 

7912170323* 

30-390 

2 

7912050507 

50-327 

0 

7912170323* 

50-390 


79120S050B 

50-239 

p 

7912170324 

50-390 


7912050500 

50-259 

p 

7912170324 

50-390 


7912050500 

50-259 

p 

7912100615 

50-259 


7912050510* 

50-259 

p 

79I21S0623 

50-209 

s 

7912050510* 

50-259 

p 

7912100623* 



7912030510* 

50-259 

p 

7912100629* 

50-259 


7912050513 

50-390 

& 

7912190554 

50-296 


7912050513 

50-390 

s 

7912190574 

50-327 


7912050316* 

50-390 

3 

7912190574 

50-327 

s 

7912050316* 

50-390 

S 

7912190575* 

50-327 


7912050517 

50-43B 

8 

7912190575* 

50-327 


7912050517 

50-430 

8 

7912190570 

50-566 


7912050522* 

50-43B 

8 

7912190670 

50-566 

s 

79120S0S22* 

50-430 

S 

7912190610* 

50-566 

0 

7912050524 

50-327 


7912190610* 

50-566 

0 

7912050524 

50-327 

S 

7912190620 

50-390 

& 

7912050530* 

50-327 


7912190620 

50-390 

s 

7912050530* 

50-327 


7912190692 

50-566 


7912050541 

50-566 


7912190692 

50-566 

j; 

7912050541 

50-566 



50-566 

0 

7912050602* 

50-327 

a 

7912190690* 

30-566 

s 

7912060522 

30-327 


7912200003 

SO-370 

0 

7912060525 



7912200003 

30 -390 

<1 

7912070506 

71-9079 



REOCT> 


7912100359 



7912200209 

REOOD 


7912100359 




30-327 

A 

7912100361* 




50-327 

A 

7912100361* 



7912210340 

50-327 

A 

7912110104* 






7912110202 

50-337 

Q 

7912110369 

50-327 

A 

7912110369 

50-327 

A 

7912120422 

50-327 

s 

7912120422 

50-327 

B 

7912120420* 

50-327 

B 

7912120420* 

50-327 

8 

7912120477 

50-387 

8 

7912120477 

50-337 

S 

7912120401* 

50-327 

S 

7912120401* 

50-327 

B 

7912130250 

50-390 

R 

7912130268* 

50-390 

R 

7912130260* 

50-390 

11 

7912130429 

50-553 

B 

7912130429 

50-533 

S 

7912130431* 

50-553 

8 

7912130431* 

50-553 

S 

7912130430 

50-259 

s 

7912130458 

PH 


7912130402 

50-259 

p 

7912130482 

50-359 

p 

79121304B2 

30-259 

p 

791213050B* 

50-259 

p 

7912130500* 

50-259 

p 

7912130500* 

50-239 

p 

7912130520 

50-327 

B 

7912130521 

50-430 

A 

7912130501 

so-sia 

8 

7912130581 

50-aiB 

S 

7912130581 

5Q-Sia 

S 

7912130581 

50-StB 

8 

7912130501 

50-SlB 

8 

7912130501 

50-SlS 

B 

7912130601* 

50-SlB 

8 

7912130601* 

sO'Sie 

8 

7912130601* 

50-SlB 

' 8 

7912130601* 

50-^ta 

S 

7912130601* 

50-510 

8 

7912130601* 

50-StB 

S 


7912210349 

50-337 

A 

7912210356* 

50-327 

A 

7912270251 

50-359 

P 

7912270251 

50-259 

P 

7912270251 

50-239 

P 

7912270236* 

50-359 

P 

7912270256* 

50-359 

P 

7912270256* 

50-357 

P 

7912270262* 

50-239 

P 

7912270289 

50-3S7 

11 

7912270209 

50-327 

K 

7912270290* 

50-327 

11 

7912270290* 

50-357 

K 

7912270399 

50-260 

S 

7912270304* 

50-260 

fj 

7912270356 

50-390 

A 

7912270363 

50-327 

A 

7912270363 

SO-327 

A 

7912270424 

50-553 

A 

7912270473 

50-327 

8 

7912270473 

30-327 

8 

7912270473 

50-296 

0 

7912270476* 

50-387 

Q 

7912370476* 

30-327 

0 

79123704Q0 

50-390 


7912270400 

50-390 

B 

7912370403* 

50-296 

B 

7913270404* 

60-390 

S 

7912270404* 

50-390 

□ 

7912270527 

50-259 

P 

7912270533 

50-327 

K 

7912270564 

SO-296 

0 

7912870S74* 

50-296 

0 

7912200027 

REOOD 


7912200173 

nEOOO 


7912200495 

50-43B 

A 

79122B0S03 

50-296 

S 

7912200507* 

50-296 

8 

7912200509 

50-259 

0 

79122Q0513* 

50-259 

8 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Tennesseei Stat> of 
Terminal Data Corp. 

Teias A 8i M Univ. 

Teiai Electric Service Co. 


Teias Inetrumentst Inc. 

Teias Nuclear Div. (subs, of Ramsay Eng. 
Co. ) 

Teias Pouer & Light Co. 


Teias Public Interest Research Group 


Teias Utilities Generating Co. 


Teiasi State of 


Taias-Loulsiana Electric CoDperatlve. Inc. 
Three Mile Island Alert 


ACCESSION 

NUMBER 


7?isseos-i4 

7919SB0944 

7919260552* 

79122B0S52* 

79129B0557 

7912280581 

7912280581 

7912980581 

7912280581 

7912280587 

7912260590* 

7912280590* 

7912200590* 

7912280590* 

79t22B0ii07 

79I22B0607 

79198B0607 

7912280607 

7912280613* 

7912280613* 

7912280613* 

7912280661 

7912310008 

7912310090 

7912310352 

7912310352 

7912110009* 

7912140294* 

7912100303 

7912160421* 

79122B0629 

7912040093 

7912260656 

7912280663* 

7912180425* 

79122B0629 

7912060002 

7912120478 

7912140081 

7912140091 

7912140188* 

7912140216 

7912170035 

7912160170 

7912030040 

7912060595 

7912060595 

7912060602* 

7912060602* 

7912140240 

7912140264 

7912140264 

7912140271* 

7912140271* 

7912170088 

7912180412 

7918180417* 

7912190429 

791219054S 

7912190548 

7912280627 

7912280627 

7912280627 

7912280629 

7912280629 

7912200629 

7912100338 

7912110459 

7918130342 

7912130344* 

7912190265* 

7912190265* 

7912190265* 

7912190265* 

7912190298* 

7912190298* 

7912190298* 

7912190298* 

7912190319* 

7912190319* 

7912280118 

7911300277 

7912260360 

7912040081 


SUBJECT 

CATEOOnV 


50-327 8 

50-327 9 

50-327 3 

50-327 S 
50-438 8 

50-327 8 

50-327 8 

50-327 S 
50-327 S 
REOOD 

50-327 6 

50-327 S 
50-327 8 

50-327 8 

50-518 A 

50-518 A 
50-518 A 
50-510 A 
50-518 A 
50-518 A 

50-518 A 
REGOD 

50-327 Q 
REOOD 

50-327 A 

50-327 A 
CONTRACT 
CONTRACT 
50-89 J 
50-445 I 

50-445 H 

70-33 

XPORTLIC 

XPORTLIC 
50-445 I 

50-445 M 
50-466 0 

50-466 0 

50-466 0 

50-466 0 

50-466 0 

50-466 0 

50-466 0 

50-466 0 

50-446 A 

50-445 A 
50-445 A 
SO-445 A 
50-445 A 
50-445 Q 

50-445 K 
50-445 H 
50-445 R 
50-445 K 
50-445 0 

50-445 I 
50-445 r 
50-445 A 
50-445 K 
50-445 K 

50-445 M 
50-445 K 
80-445 « 

50-445 M 
50-445 H 

80-445 M 
50-466 0 

80-445 M 
PR 
PR 

50-445 H 
50-445 M 
50-448 M 
50-445 H 
SO-445 H 

50-445 H 
50-445 M 
50-445 M 
50-445 H 
50-445 M 

50-498 M 
50-445 M 
80-448 M 
50-320 U 


AUTHOR 

AFFILIATION 


Toledo Edison Co. 


Transnue loarr Inc. 


Trend* Publishlnoi Inc. 

Tuskogto Inst. 

URS/Jehn A. Bluaa & Assoc. Engineers 
(»ub«. at URS> 

Union 76 Minerals Eiploratlon Cs. 
Union Carbide Corp. 


Union Eloctrlc Co. 

Union Oil Co. of California 

Union of Concarnod Sclontists 


Unlor Carbido Cere. i Chon, tc Plastics 
Div. 


United Enginoopi & Constructors. Inc. 
(sobs, of Raybhton Co. 3 


ACCESSION 

NUMBER 


7912140151 

7912170070* 

7912270087 

7912270111 

7912100279 

7912100268* 

7912100334 

7912130210 

7912130373 

7912130375* 

7912130476 

7912130486* 

7912170295 

7912170297* 

7912170300 

7912170303* 

7912170305 

7912170309* 

7912180505 

7912160SB4 

7912190127 

7912190402 

7912190433 

7912190532* 

7912210147* 

7912260234 

7912260237* 

7912260253 

791226D2SB* 

7912270395 

7912270398* 

7912270402 

7912270407* 

7912270413 

7912270420* 

7912270594 

7912270599* 

7912280643 

7912310463 

7912310480 

7912170338 

7912170343* 

7912170356 

7912170363* 

7912170364 

7912170366* 

7912200286 

7912210104 

7912260189 

7912260196* 

7912260205 

7912260208* 

7912260212* 

7912270027 

7912270029* 

7912180109 

7912040491 

7912040300 

7912170283 

7912030082 

7912080648* 

7912070086* 

7912070088* 

7912100011 

7912140040 

7912170144* 

7912170286 

7912200170 

7912260061* 

79123101SB 

7912180535 

7912120253 

7912120260* 

7912050003 

7912180422* 

7912200066* 

7912040064 

7912040069 

7912170125 

7912170387* 


7912190876 

7912270236* 


SUBJECT 

CATEGORY 


50-289 0 

50-289 G 
50-289 0 

50-289 0 

50-346 8 

50-346 S 
50-346 H 
50-346 Q 
50-346 R 
50-346 R 

50-346 8 

50-346 S 
50-346 S 
50-346 6 

50-346 6 

50-346 S 
50-346 8 

30-346 S 
50-346 P 
50-346 P 

50-346 Q 
50-346 P 
50-346 P 
50-346 P 
50-346 Q 

50-346 S 
50-346 8 

50-346 8 

50-346 8 

50-346 8 

50-346 8 

50-346 8 

50-346 8 

50-346 8 

50-346 e 

50-346 S 
50-346 8 

30-346 Q 
50-346 P 
50-346 P 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

71-280 

71-250 

FOIA 

50-406 A 
TOPREP 

40-8504 

71-6088 

70-687 

70-687 

70- 687 
RES 
RE8 

71- 9009 

40-299 
71-5957 
50-54 0 

40-299 

50-403 H 

PR0J 

PROJ 

50-266 0 

50-3 0 

50-289 0 

71-9070 

71-9070 

71-9070 

QA999 


50-286 P 
50-247 P 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


United Nuclear Carp. • UNC Recovery 
Systems Div. 


Uranium Fuel Cycle Group 
Utah. State of 

Utility Uorkers Union of America 
Valentine. P. C. 


Vanderbilt Univ. 

Vermont Yankee Nuclear Pouer Carp. 


Vermont. State of 


Vet. Admin. Hosp. Leilngton. KY 
Veterans Administration 
Viking Energy Carp. 

Village Voice 

Virginia Electric fc Pouer Co. 


ACCESSION 

NUMBER 


791S270243e 

79l20i0091* 

79iai20340e 

7912180033 

79123102990 

7912130317 

79120&0023 

79123103i0 

7912130176 

7912130276 

7912180290 

7912030066* 

7912110379 

7912110302 

7912110309* 

7912110d02» 

7912130010 

7912130379 

7912130309* 

7912140260 

7912170310 

7912170326 

7912170329* 

7912170369 

7912100230 

7912180402 

7912180407* 

7912180433 

7912100486 

79121B04B9* 

7912270332 

7912270330* 

7912310341 

7912130611 

7712130619* 

79121 10190 

7912200322* 

7912130301 

7912190179 

7912030109 

7912030201 

7912030201 

7912030201 

7912030201 

7912030209 

7912030209 

7912030210* 

7912030210* 

7912040312 

7912040316* 

7912040349 

7912040349 

7912040376 

7912040399 

7912040487 

7912040496 

7912040496 

7912000356* 

79120S04S2* 

7912050570 

79120S0S76 

79120S0S76 

7912060377 

7912070131 

791207032S 

7912070326* 

7912070330 

7912070300 

7912070306* 

7912070388* 

7912070395 

7912070398 

7912070407 

7912070409* 

7912100250 

7912100250 

7912100302 

7912100302 

7912100364 

7912100377* 

7912110387 

7912110390* 

7912120059 

7912120169 


SUBJECT 

CATEGORY 


SO-247 P 
70-020 

70- 820 

71- 4949 
70-020 

PA 

PADJ 
REGOD 
50-312 P 
50-275 e 

ACRB 

50-271 a 
60-271 9 

50-271 S 
50-271 8 

50-271 8 

50-271 P 
50-271 8 

50-271 S 
50-271 a 

50-271 P 
50-271 a 
50-271 0 

50-271 a 
50-271 P 

50-271 R 
50-271 R 
50-271 a 
50-271 S 
50-271 8 

50-271 S 
50-271 S 
50-271 P 
PR 
PR 

PR 

SO-339 A 

FOIA 

FOIA 

50-280 F 

SO-2BO P 
50-200 P 
50-200 P 
50-200 P 
50-330 P 

50-330 P 
50-338 P 
50-330 P 
50-330 8 

50-330 S 

50-404 S 
90-404 8 

50-330 F 
50-200 F 
50-339 S 

50-330 P 
50-330 P 
50-133 6 

50-200 a 
50-330 F 

50-200 F 
50-200 F 
50-330 8 

50-330 F 
50-330 P 

50-330 P 
50-339 A 
50-330 8 

50-338 3 

50-338 S 

60-339 9 

50-339 9 

50-330 8 

50-330 8 

50-200 F 

50-230 F 
50-280 P 
50-200 P 
50-338 P 
50-338 P 

50-200 8 

50-200 S 
50-338 8 

50-338 0 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7912120169 

7912120306 

7912120311* 

7912120438 

7912120441* 

7912120449 

7912120452* 

7912130329 

7912130329 

7912130341* 

7912130341* 

7912130434 

7912130519 

7912140324 

7912140324 

7912140330* 

7912140338* 

7912140377 

7912140386 

7912140390* 

7912140394* 

7912140432 

7912140442* 

7912140466 

7912140477* 

7912140538 
7912180182 
79 12180 182 
79121S0S36 
7912180538 

7912180560 

7912180364 

7912180570* 

7912190663 

7912190668 

7912200097 

7912200097 

7912200107 

7912200378 

7912200370 

7712200383* 

7912200307 

7912200387 

7912200391 

7912200518 

7912200S1B 

7912200518 

7912200518 

7912200562 

7912200562 

7912210330 

7912260209 

7912260209 

7912260211 

7912260211 

7912260216 

7912260216 

7912260218* 

7912260218* 

7912260231 

79 1 2260244 
7912260244 
7913260251 
7912260251 
7912260259 

7912270187 

7912270307 

7912270311* 

7912270348 

7912270348 

7912270366 

7912270421 

7912270441 

7912270441 

7912270468 

7912270494 

7912270547 

7912270S60* 

7912270502 

7912270580* 

7912270592* 

7912280490 

7912280494 

7912280494 

7912280541 


BUDJECT 

CATEGORY 


50-338 0 
S0-33B 0 
50-338 8 
50-338 " Q 
50-338 Q 

S0-33B P 
50-338 P 
50-338 F 
50-338 F 
50-338 F 

50-330 F 
50-339 0 
50-338 0 
50-2B0 R 
50-200 R 

50-200 R 
50-200 R 
50-330 R 
50-280 0 
50-330 R 

50-200 S 
50-200 Q 
50-280 S 
50-280 S 
50-280 S 

50-280 G 
50-200 P 
50-200 P 
50-280 0 
50-339 8 

50-339 a 
50-338 a 
50-330 S 
SO-339 0 
30-330 a 

50-280 G 
50-280 Q 
50-330 Q 
50-281 0 
30-281 G 

50-339 A 
50-404 0 
50-404 8 
50-339 8 
50-280 P 

50-280 P 
50-280 P 
50-280 P 
50-330 P 
30-330 P 

50-404 8 
50-330 P 
50-330 P 
50-330 P 
50-330 P 

50-338 P 
50-330 P 
50-330 P 
50-330 P 
50-280 Q 

S0-2B0 0 
50-280 Q 
50-200 Q 
50-280 0 
50-339 A 

50-338 P 
50-200 0 
50-280 0 
50-338 P 
50-338 P 

50-339 A 
50-338 Q 
50-200 Q 
50-200 G 
50-338 8 

50-338 P 
50-200 8 
50-200 0 
50-333 a 
50-330 8 

50-200 a 
50-201 0 
50-280 Q 
50-200 0 
50-339 0 
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AUTHUR 

AFFILIATION 


Virginia Tech 
Virginia. State of 


Virginia. Univ. of 


Volpe. Ooikeg <i Lyons 
M. J. Woolley Co. 

Uald. Ilarlrader & Ross 

Washington Public Power Supply Systea 


Washington State Univ. 
Washington. State oF 
Washington. Univ. oF 


West Chicaoo. IL 
West Teias Utilities Co 


Host Virginia Univ. 

Uestcrn Nuclear. Inc. (subs, of Phelps 
Dodge Carp. > 

Uestern Nuclear. Inc. 

Hestinghouse Electric Corp 


ACCESSION 

NUMBER 


7913310255 
791S31035S 
791331 0300 
7913310371 
7912ai0374» 

7913310390 

7913310499 

7912310499 

7913aiaS0b» 

791S31050i.* 

7913310548 

7913100091< 

7912130410 

7913130596 

7913130603* 

7913200357* 

7913300370* 

7912300585 

7913310145 

7913130041 

7913310038* 

7913060036 

7913190713* 

7913160313 

7913030204 

7912030207* 

7913040246 

7913040253 

7912060476 

7913060476 

7912110471* 

7913130413 

7912130418* 

7913130470 

7913130473* 

7913140357 

7913140363* 

7913180626 

7913380409 

7913280566 

7913380643* 

7913280651* 

7913100267 

7913310503 

7912370056* 

7913270056* 

7913370059* 

7912370059* 

7913380600 

7913030008 

7913130057 

7913130337 

7913130337 

7913130361* 

7912130361* 

7912130366* 

7913130366* 

7912130378* 

7913130378* 

7913040449 

7913030033 

7912130376 

7913040336 

7912040357* 

7913050509 

7913070341 

791310025S* 

7913130102* 

7913130664* 

7912170376 

7913180039 

791218004? 

7912180185* 

7912180304 

7912190416 

7912190434* 

7912190597 

7912190601* 

7913300033 

7913200336 

7913300396 

7913300400* 

791330OSB4* 

7913310099 


SUBJECT 

CATEGORY 


50-338 0 

SO-338 Q 
50-380 0 

50-338 P 
50-333 P 

50-280 P 
50-280 P 
50-380 P 
50-280 F 
50-280 P 

50-338 0 

CONTRACT 
50-339 H 
PR 
PR 

SO-339 A 
50-339 A 
PR 

50-339 A 
NUREO 

50-62 Q 
70-1729 
50-369 8 

50-329 M 
50-397 O 

50-397 Q 
50-397 A 
50-397 A 
50-460 A 
5ft-46n A 


50-508 0 

50-397 S 
50-397 S 
50-508 S 
50-508 S 

50-305 H 
50-305 8 

50-460 A 
NUREO 

50-397 A 

50-397 3 

50-397 S 
50-27 F 
50-522 e 
50-522 0 

50-522 G 
50-522 G 
50-522 G 
50-139 S 
40-2061 

50-445 H 
50-445 M 
50-445 N 
50-445 M 
50-445 H 

50-445 tt 
50-445 M 
50-445 M 
50-445 H 
50-129 P 

40-1162 

PRQJ 

TOPREP 

T0P.^EP 

TOPREP 

50-87 P 

50-3 P 

XPORTLIC 
50-247 P 
XPORTLIC 

XPORTLIC 

PT21 

QA999 

71-5395 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

70-1143 

TOPREP 

50-545 D 
50-545 B 
50-537 A 
XPORTLIC 


AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEGORY 


7912260291 

TOPREP 



7912270207* 

NUREG 



7912270546 

TOPREP 



7912280213* 

50-244 

P 


7912280540* 

50-395 

S 


7912280568 

50-282 

s 


7912280569 

TOPREP 



7912280652 

XPORTLIC 


7912310116 

PR 



7912310386* 

50-338 

0 

Mestlnghouse Electric Corp.. Nuclear 

7912030110 


Energy Systeas 

7912050083* 

70-1143 



7912030099* 

70-1143 


Mestlnghouse Electric Corp. > PWR Systems 

7912040014* 



UJv. 

7912040138* 

50-413 

Q 


7912050548 

TOPREP 


Mestinghouae Electric Corp.. Wyoming 

7912110168 

PROJ 


Mineral Corp. 




7912310193 

40-8502 



7912310197 

40-8502 


Hestinghouse Operating Plants Ouiners 
Sreup 

7912ie05S7 

TOPREP 



7912270601 

TOPREP 


Hharton. R. J. 

7912100352 

50-361 

(5 


7912130061 

50-361 


Uidoff. Reageri Selkoultt t< Adler 

7912140151 

50-289 

0 


7912170066 

50-289 

0 


7912170070* 

50-289 

0 


79122700B7 

50-239 

G 


7912270111 

50-289 

G 

Uilliae Powell Co. 

7912280456 

50-320 

0 

7912180054 

50-416 

S 

Hillians-Robinette b Associates. Inc. 

7912190283 


Nisconsin Electric Pouter Co. 

7912030171 

50-266 

P 


7912030171 

50-266 

P 


7912030172 

50-266 

P 


7912040247 

50-266 

P 


7912040419 

50-502 

I 


7912040406 

50-266 

P 


7912050087 

50-266 

Q 


7912050474 

50-266 

P 


7912070412 

50-266 

6 


7912070416* 

50-266 

8 


7912070427 

50-266 

ij 


7912070433* 

50-266 

S 


79121 10195 

PR 



7912120230 

50-266 

F 


7912120230 

50-266 

r 


7912130295 

50-266 

F 


7912I30P9D 

50-266 

F 


7912130303* 

50-266 

F 


7912130608 

50-266 

P 


7912140369 

30-266 

P 


7912140369 

50-266 

P 


791214042.3 

50-266 

P 


7912180446 

50-266 

R 


7912180446 

50-266 

1) 


7912180449* 

50-266 

R 


7912180578 

50-266 



7912100578 

50-266 

P 


7912190562 

50-266 

P 


7912190562 

50-266 

P 


7912200027 

50-266 

Q 


7912210143 

50-266 



7912210143 

50-266 

P 


7912270191 

50-266 

F 


7912270191 

50-266 

F 


7912270196* 

50-266 

F 


7912270196* 

50-266 

F 


7712270206 

50-266 



7912270206 

50-266 

P 


7912270209 

50-266 

P 


7912270220* 

50-266 

P 


7912270220* 

50-266 

P 


7912270300 

50-266 



7912270300 

50-266 

P 


7912270430 

50-266 

P 


7912270430 

50-266 



7912270492 

50-266 

P 


7912270492 

50-266 



7912270495 

50-266 

F 


7912270495 

50-266 

F 


7912270499* 

50-266 

P 
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AUTHOn 

AFFILIATION 


Utsconsin Public Service Corp. 


Hisconsin's Environmental Decade 

UiecQnsin< State of 

V)l9s< Janney. Elstner b Associabiom 

Urn. Hatotan b Associates. Inc. 

Nyle Laboratories 

Uyoming Mineral Carp. 


ACCESSION 

NUHOEfl 

SUDJECT 

CATEODRY 

7912270499* 

SO-266 

P 

7912270500* 

50-266 

F 

7912270500* 

50-266 

F 

79122B0154 

50-266 

e 

79122S01S4 

50-266 

0 

7912280SS0 

50-266 

p 

7912280554 

50-266 

p 

7912280354 

50-266 

p 

7912280601 

50-266 

p 

7912280601 

50-266 

p 

7912280606 

50-266 

p 

7912200650 

50-266 

Q 

79122 B0650 

SO-266 

0 

7912310139 

SQ-266 

a 

7912040211 

50-305 

a 

7912120262 

50-305 

p 

7912170210 

50-305 

a 

7912180481 

50-305 

p 

7912100501 

50-305 

p 

79121 S0621 

50-305 

p 

7912190420 

50-305 

p 

7912200009 

50-305 

B 

7912210223 

50-305 

P 

7912210429 

50-305 

P 

7912050091 

50-266 

0 

7912100470 

50-266 

G 

7912100472* 

50-266 

0 

7912190234 

50-266 

G 

7912060610 

PRH 


7912130490 

PR 


7912310083 

NUREO 


7912110346* 

50-344 

S 

7912190496* 

50-255 

P 

7912200453* 

MASTE HOT 

7912200512* 

50-316 

P 

7912200515* 

50-316 

P 

7912120363 

PROJ 


7912130011 

40-9502 


7912170170 

40-8502 


7912190708 

40-B3D4 


7912200014 

40-8502 


7912210042 

40-8502 


7912270047 

40-8302 


7912200106 

40-9502 


7912310203 

40-9502 



AUTHOn 

AFFILIATION 


Hyoalng DutdooT Council 
MyoBlngi State oF 

Yankee Atonic Electric Co. 


ACCESSION 

NUMOER 

SUBJECT 

CATEGDHY 

7912120366 

PHQJ 


7912310213 

40-9745 


7912310372 

40-9721 


7912030173 

50-29 

P 

7912040208 

50-29 

P 

7912040349 

50-29 

P 

79120403B9 

50-309 

S 

7912040399* 

50-309 

s 

7912060195* 

50-29 

0 

7912070437 

50-29 

s 

7912070444* 

50-29 

3 

7912100292 

50-29 

a 

7912100296* 

50-29 

3 

7912110297 

50-B9 

S 

7918110290* 

50-29 

s 

7918110291 

50-29 

S 

7912110293* 

50-39 

3 

7918110314 

50-29 

P 

7912120219 

50-29 

a 

7918120299 

50-29 

p 

7912130096 

50-29 

0 

7912130230 

50-29 

p 

7912140152 

PR 


7912140252 

50-29 

a 

7912140370 

50-29 

p 

7912180150 

50-29 

p 

7912180155 

50-29 

p 

7912180341 

50-29 

n 

7912190345* 

50-29 

R 

7912190611 

50-29 

p 

7912200551 

50-29 

p 

7912200SS6* 

50-29 

p 

7912270203 

50-29 

p 

7912270454 

50-29 

p 

7912270532 

50-29 

p 

7912280121 

NUREG 


7912200515 

NUREC 


7912310556 

50-29 

p 




REPORT NUMBER INDEX 


The subject category column In this index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed Items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

22A4369 

7912130500* 

50-447 A 


7912040103 

7912040103 

RES 


7912040112 

7912040112 

RES 


7912040119 

7912040119 

RES 


7912040123 

7912040125 

RE6 


7912040133 

7912040133 

RES 


7912100001 

7912100001 

RES 

BNL-NUREG-26B27 

7912100005 

7912100005 

RES 

BNL-NURE6 26687 

7912100011 

7912100011 

RES 


7912110465 

7912110465 

RES 


7912110509 

7912110509 

RES 

ORNL/ED/EIS-107 

7912140040 

7912140040 

RES 

ORNL/CBD/ INF-79 

7912140296 

7912140296 

RES 

eG0-FH-SO35 

7912140300 

7912140300 

RES 

YBR-199-79 

7912140309 

7912140309 

RES 

EOO-FM-5034 

7912140314 

7912140314 

RES 

EGO-FH-5036 

7912140368 

7912140368 

RES 


7912140391 

7912140391 

RES 


7912140453 

7912140453* 

REB 

AT(49-241-0ia 

7912140467 

7912140467 

RES 

0RNL/C8D/INF-79 

7912140486 

7912140406 

RES 


7912140510 

7912140510 

RES 

ORNL/CSD/ INF-79 

7912140540 

7912140540 

RES 

EOO-CAPP-5052 

7912170167 

7912170167 

RES 

ORNL -41-89-55-1 

7912170174 

7912170174 

RES 

0RNL/HASRD-S7 

7912170194 

7912170194 

RE8 

E80-SEMl-50ia 

7912170320 

7912170320 

RES 


7912170337 

7912170337 

RES 


7912170359 

7912170359 

RES 


7912170422 

7912170422 

RES 

DRNL/ED/EIS-IQB 

7912180143 

7912100143 

REa 

aRNL/FTfl-761 

7912180146 

7912180146 

RE3 


7912180152 

7912180152 

RES 


79121B01SB 

79121801 SB 

HE3 

TDO-777 

79121B0165 

79121B0165 

RES 


7912190344 

7912190544 

RES 


7912190546 

7912190546 

RES 


7912190547 

7912190547 

REB 


7912190552 

7912190552 

RES 

NRC-04-77-il9 

7912190557 

7912190S57 

RES 


7912190561 

7912I90S61 

RES 


7912190567 

7912190567 

RES 

DE-AC07-76ID0t5 

7912190570 

7912190570 

RES 

DE-AC07-76ID015 

7912200279 

7912200279 

RES 


7912310035 

7912310035 

REB 

PNL-30a4 

BAU-10122A 

7912130009* 

TOPHEP 


BAM-ISBA 

7912270156* 

50-313 

P 

BAM-1S90 

7912310S13* 

50-255 

P 

BNL-NUREO-26422 

7912120108 

TOPREP 


DNL-NURE0--26464 

7912120121 

TOPREP 


BNU-NUREO-26572 

7912120129 

TOPREP 


BNI.-NURE0-267S9 

7912110555 

TOPREP 


BO-TOP-1 

7912210353* 

TOPREP 


BVTR-1-0 

7912310389 

TOPREP 


BUNP-80004 

7912040412* 

50-312 

P 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
Index titled "Cross Reference of Enclosures to Principal 
Documents." 


REPORT 

N1R1BER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

BHNP-20004 

7912190716* 

50-313 

P 

69-1 106002-00 

BHNP-20004 

7912310486* 

50-346 

P 

69-1106003-00 

CE-l-A 

7912310359* 

50-10 

P 


CEN-12S 

7912310431* 

50-285 

P 


CENPB-263-MP 

7912030205* 

TOPREP 



DP8PU 79-124-2 

7912210434* 

71-5467 


14941 

0A-D1S474 

7912040221* 

50-267 

P 


OA 1-2074 

79121B0426* 

50-244 

P 


OAl-TR-106 

79122B0S2a* 

TOPREP 



HSPH/EHS(NUREO}-eaO 

7912140517* 

REB 



NEDO-11209-04A 

7912040235* 

TOPREP 



NEOO-21660 

7912160156* 

FOIA 


77NED120 

NE1)0-2414& 

7912110336* 

50-237 

P 

NED0-24I46A 

NEDa-24221 

7912040249* 

50-263 

P 

79NE040S 

NEDO-24224 

7912260246* 

50-293 

P 

79NED40B 

NHM.-13B1-2 

7912200020* 

71-65B1 


14B97 

NUREO-0O02 

791220D73S 

NUREO 



NURE0-0O90 V2 

79120SD012 

NUREO 



NUREO-OiaS V3 N4 

7912170003 

NUREO 



NUREO-OaOA 

7912200850 

NUREO 



mjRE0-oai6 

7912200766 

NUREO 


BNHL-1774 

KUREO-Oaso V3 NS 

7912130072 

NUREO 



NUREO-oaeo va nu 

7912120099 

NUREO 



NUREO-0394 

79121404S3* 

REB 



NUREO-OSOa 

7912310363 

NUREO 



NUREO-OS23 

791 1090248* 

SO-3 

P 


NUREO-OS25 

7912130075 

NUREO 



MlffiE0-O56e 

79121 10521 

NUREO 



NIMEO-OS96 

7912180207 

NUREO 



NUREO-O39e 

7912I303S3* 

50-320 

U 


HUREO-0616 

7912180226 

NUREO 



WME&-0&32 

7912120036 

NUREO 



MJRE0-0A3S 

7912190292 

PDR Hiec 



HUREO-O&SO 

7912170011 

NUREO 



I4UREO/CR-0030 

7912140526* 

RES 


8AND76-5B7 

HUREO/CR-OISO V3 

7912110442 

NUREO 


ORNL/NUREO/Trt-1 

HUREO/CR-0620 

7912120IS7 

NUREO 


PNU-2Ba9 

NURE8/CR-0662 

7912050005 

NUREO 


UCRL-52702 

ti|UflE0/CR-O717 

7912120033 

NUREO 


DRNU/NUREO-59 

NUREe/CR-0794 

7912130089 

NUREO 


NY808/79-a403 

NUREe/CR-0944 

7912140339 

NUREO 


aAND79-l 133 

HUREO/CR-0947 

7912310529 

NUREO 


SAND79-ia99 

NUREfi/Cfl-095S 

7912060307 

NUREO 



MUREO/CR-0963 

7912120139 

NUREO 


UCRL-52721 

NUREO/CR-0967 

7912140206 

NUREO 


0RNL7NUHE0/TM-3 

NUREO/CR-0970 

7912310153 

NUREO 


9AND79-1314 

NUREO/CR-O902 

7912120645 

NUREO 


BHI-2034 

NURE8/CR-09e7 

7912140165 

NUREO 


8AND79-0299 

NUREe/Cn-0?90 

7912120641 

NUREO 


PNL-30B0 

NUflE0/CR-099B 

7912120442 

NUREO 



NURE07CR-1022 

7912120190 

NUREO 


ORNL/NUHEO/TM 3 

NUREO/CR-1040 

7912050009 

NUREO 


ANL-79-43 

NIAEO/CR-1068 

79121B0223 

NUREO 



HUnEO/CR-1075 

7912310202 

NUREO . 


CREAAE TN-306 

NUftE8/CR-1076 

7912050002 

NUREO 
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REPORT NUMBER INDEX 


REPORT 

NUHEER 

ACCESSION 

NUMBER 

SUBJECT 

CATEOOnV 

OTHER REPORT 

NUMBER 

REPmT 

NUHBEft 

ACCESSION 

NIMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMOER 

NUREO/CR-llOl V7 

7912140186 

NUREO 

ORNL/NUREO/NSIC 

RIL-02S 

7912140454 

RES 




NUREO/CR-llOa <J3 

7912040920 

NUREO 

PNL-2B04 

R1L~026 

7912140474 

RES 




NUREO/CR-11'44 

7912260002 

NUREO 


RIL-027 

7912140487 

RES 




NURE0/CR-113S 

7912140125 

NUREO 

LA-UR-79-2910 

RlL-028 

7912140495 

RES 




NURE0/CR-115& 

7912120132 

NUREO 

BAI 01379-729LJ 

RlL-029 

7912140502 

RE6 




KURE0/CR-I175 

7912310208 

NUREO 

NflC-04-76-200 

RIL-030 

7912140507 

RES 




RlL-OOl 

7912140418 

RE& 


RlL-033 

7912140522 

RES 




R lL-002 

7912140420 

RES 


SAND77-204S 

7912140499* 

RES 




RIL-003 

7912140424 

RES 


SAND78-0724 

7912140524* 

RES 




RrL-004 

7912140433 

RES 


SECY-79-490 

79120400B6* 

50-320 

P 



RIL-005 

7912140440 

RES 


TFBP-TR-164 VI 

7912140461* 

RES 




RIL-006 

7912140447 

RES 


TFBP-TR-194 

7912140505* 

RES 




RIL-007 

79121404 58 

RES 


TFBP-TR-22e V2 

7912140468* 

RES 




RIL-OOS 

7912140464 

RES 


TR-3S01-I 

7912170222* 

50-269 

Q 

IEB-79- 

•02 

RIL-OOB 

7912140512 

RES 


UARD-D-D050 R3 

7912200584* 

50-537 

A 



RIL-009 

7912140471 

RES 


tMSl-13S0 R6 

7912190247* 

POIA 




RlU-OlO 

7912140475 

RES 


HCAP-7B00 R5A 

7912190424* 

TQPHEP 




RIL-011 

7912140480 

RES 


WCAP-9639 

7912190601* 

TDPREP 




RIL-OIS 

7912140488 

RES 


XM-S2 

7912200011* 

71-6531 


14097 


RlL-013 

7912140493 

RES 


XM-FH-499 

7912200029* 

71-6581 


14897 


HlL-014 

7912140506 

RES 


XM-NF-103 

7912280571* 

50-397 

A 



RlL-OiS 

7912140509 

RES 


XN-WF-77-40 

7912280222* 

50-244 

P 



RIL-016 

7912140511 

RES 


XM-NF'79-103 

7912280240* 

50-244 

P 



RIL-017 

7912140514 

RES 








RIL-OIB 

7912140518 

RES 








RIL-Ol? 

7912140520 

RES 








Riu-oao 

7912140523 

RES 








RIL-021 

7912I40S1S 

RES 








RIL-0a3 

7912140519 

RES 








RIL-024 

7912140521 

RES 










CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


items listed as enclosures are those indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued and the category enables locating the title listing of 
the enclosure. 


ACCESSION NUMBER 


PRINCIPAL DATE BOBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 

7009270104 7009270093 70/09/22 50-269 P 

7900010163 7912210394 79/12/13 FOIA 

7900000606 7912190530 79/12/03 50-311 0 

7903140509 7908140497 79/07/26 PDR MISC 

7909100007 7909100006 79/08/20 50-320 H 

7910040491 7910040479 79/08/29 50-324 Q 

7910310359 7910310325 79/10/26 50-327 S 

7911050260 7911050267 79/10/15 PBM 

7911090248 7911090108 79/03/21 50-3 P 

7911140152 7911140147 79/10/23 50-510 A 

7911190354 7912190526 79/12/03 NUREO 

7911190530 7911190520 79/10/30 50-322 O 

7912030015 7912030011 79/11/14 50-556 0 

7912030020 7912030011 79/11/14 50-556 Q 

7912030034 7912030027 79/11/08 50-312 0 

7912030048 7912030045 79/09/26 50-333 0 

7912030053 7912030050 79/11/13 50-335 Q 

7912030056 7912030054 79/09/26 50-336 0 

7912030064 7912030059 79/09/27 50-278 Q 

7912030065 7912030061 79/10/10 50-327 0 

7912030073 7912030060 79/11/16 50-361 Q 

7912030074 7912030070 79/11/13 50-338 0 

7912030076 7912030060 79/11/16 50-261 Q 

7912030079 7912030060 79/11/16 50-261 Q 

7912030003 7912030060 79/11/16 50-261 Q 

7912030006 7912030000 79/10/24 50-271 0 

7912030089 7918030000 79/10/24 50-271 0 

7912030092 7912030080 79/10/24 50-271 0 

7912030096 7912030080 79/10/24 50-271 Q 

7912030112 7912030107 79/10/24 50-312 B 

7912030117 7912030107 79/10/24 50-312 S 

7912030147 7912030145 79/11/30 50-395 R 

7912030149 7912030146 79/10/25 50-251 S 

7912030157 7912030154 79/11/27 50-302 8 

7912030158 7912030155 79/11/29 50-329 C 

7912030160 7912030152 79/11/05 50-250 S 

7912030166 7912030162 79/11/20 50-249 8 

7912030107 7912030103 79/11/27 50-340 9 

7912030191 7912030188 79/11/30 50-329 C 

7912030194 7912030193 79/11/30 50-416 C 

7912030195 7912030190 79/11/10 50-272 0 

7912030196 7912030192 79/11/23 50-237 8 

7912030200 7918030190 79/11/30 50-341 K 

7912030202 7912030197 79/11/30 50-306 8 

7912030205 7912030203 79/11/30 TDPREP 

7912030207 7912030204 79/11/20 30-397 Q 

7912030210 7912030209 79/11/29 50-338 P 

7912030218 7912030216 79/11/23 XPORTLIC 

7912030220 7912030219 79/11/07 50-106 0 

7912030222 7912030221 79/11/01 40-1386 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
vwthin that docket; for example, 50-3MP. The docket subject 
categories are defined in Appendix A. 


Subject categories for nondocketed hems are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 
ENCLOSURE DOCUMENT ISSUED CATEGORY 

7912030224 7912030221 79/11/01 40-1306 

7912030825 7912030223 79/11/14 50-324 0 

7912030227 7912030223 79/11/14 50-324 0 

7912030228 7912030226 79/10/26 50-3Q2 Q 

7912030230 7912030229 79/10/29 40-3453 

7912030231 7912030229 79/10/29 40-3453 

7912030232 7912030229 79/10/29 40-3453 

7912030234 7912030229 79/10/29 40-3453 

7912030235 7912030233 79/11/19 50-331 P 

7912030238 7912030233 79/11/19 50-331 P 

7912030239 7912030236 79/10/15 50-272 0 

7912030240 7912030233 79/11/19 50-331 P 

7912030241 7912030236 79/10/15 50-272 Q 

7912030242 7912030236 79/10/15 50-272 Q 

7912030244 7912030243 79/11/02 XPORTLIC 

7912030248 7912030245 79/10/24 50-219 0 

7912030251 7912030245 79/10/24 50-219 0 

79120302S2 7912030245 79/10/24 50-219 Q 

7912030256 791203024S 79/10/24 50-219 0 

7912030257 7912030249 79/10/11 50-329 Q 

7912030262 7912030260 79/10/10 50-329 Q 

7912030263 7918030260 79/10/10 50-329 0 

7912040000 7912040006 79/10/29 50-209 0 

7912040011 7912040009 79/11/21 50-10 0 

7912040014 7912040010 79/11/07 50-369 Q 

7912040015 7912040013 79/10/30 70-925 

7912040016 7912040013 79/10/30 70-925 

7912040023 7912040020 79/11/20 71-6 

7912040030 7912040027 79/11/20 71-9853 

7912040035 7912040032 79/11/20 71-355 

7912040036 7918040031 79/10/30 40-341 

7912040038 7912040031 79/10/30 40-341 

7912040043 7912040031 79/10/30 40-341 

7912040072 7912040071 79/11/80 71-193 

7912040086 7912040084 79/10/22 50-320 P 

7912040092 7912040005 79/11/83 50-380 H 

7918040105 7912040097 79/10/18 50-334 Q 

7912040118 7913040107 79/10/03 SO-320 U 

7912040121 7912040097 79/10/18 50-334 0 

7912040124 7912040100 79/11/20 50-272 P 

7912040126 7912040107 79/10/03 SO-320 U 

791204012B 7918040108 79/11/20 50-272 P 

7912040129 7912040097 79/10/12 SO-334 0 

7912040137 7912040100 79/11/20 50-272 P 

7912040138 7912040130 79/11/07 50-413 0 

7912040148 7912040136 79/11/19 50-320 P 

79120401S0 7912040136 79/11/19 50-320 P 

7912040158 7912040151 79/11/14 50-320 H 

7912040179 7912040166 79/10/01 50-320 O 

7912040195 7912040187 79/11/19 50-368 P 
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ACCESSION NUMBER 


ENCLOSURE 

7912040197 

7912040206 

7912040221 

7912040235 

7912040249 


PRINCIPAL 

DOCUMENT 


7912040191 

7912040200 

7912040216 

7912040213 

7912040242 


DATE 

ISSUED 

79/11/29 

79/11/28 

79/11/29 

79/11/29 

79/11/30 


SUDUECT 

CATEOOfiY 

50-313 P 
50-286 P 
50-267 P 
TOPREP 
50-263 P 


7912040298 7912040296 
7912040303 7912040301 
7912040313 791204030S 
7912040316 7912040312 
7912040317 7912040311 


79/11/20 90-267 8 
79/11/23 50-2S9 S 
79/11/30 90-333 3 
79/11/29 90-33S B 
79/11/10 50-272 S 


7918040321 

7912040323 

7912040328 

7912040330 

7912040331 


7912040319 

7912040320 

7912040325 

7912040326 

7912040327 


79/11/28 

79/11/29 

79/11/28 

79/11/20 

79/11/20 


50-286 8 
50-267 S 
50-309 S 
90-267 8 
50-219 P 


7912040334 7912040327 
79I204033S 7912040332 
7912D40336 7912040327 
7912040341 7912040337 
7912040343 7912040338 


79/11/23 50-219 P 
79/11/20 50-267 S 
79/11/28 50-219 P 
79/11/16 90-267 8 
79/11/10 90-272 S 


7912040392 7912040348 
79120403S3 7912040351 
7912040397 7912040396 
7912040360 7912040359 
7912040363 7912040362 

7912040369 7912040367 
7912040371 7912040365 
7912040370 7912040375 
7912040381 7912040368 
7 9 1 2040390 7912040384 

7912040394 7912040307 
7912040395 7912040386 
791204039B 7918040387 
7912040401 7918Q40396 
7912040406 7912040400 

7918040408 79 12040397 
7918040409 7912040408 
7918040412 7912040392 
7912040413 7912040407 
7912040416 7912040414 

7918040417 7918040392 
7912040423 7912040418 
7912040485 7912040422 
7912040426 7912040421 
7912040430 7912040424 

7912040432 7912040428 
7912040433 7912040429 
7912040443 7912040439 
7912040444 7912040438 
7912040473 7912040468 


79/11/29 50-29 P 

79/11/28 50-307 8 

79/11/16 TOPREP 

79/11/10 50-272 8 

79/11/26 50-267 B 


79/11/20 

50-206 

S 

79/11/20 

50-315 . 

8 

79/11/28 

SO-316 

8 

79/11/30 

50-340 

8 

79/11/26 

50-315 

8 

79/11/28 

50-293 

S 

79/11/10 

50-278 

8 

79/11/21 

50-309 

S 

79/11/27 

50-336 

B 

79/11/29 

50-267 

S 

79/11/29 

30-206 

8 

79/11/10 

50-272 

9 

79/11/26 

50-312 

P 

79/11/27 

50-336 

8 

79/11/10 

50-278 

8 

79/11/26 

50-312 

P 

79/11/27 

50-409 

S 

79/10/17 

50-335 

6 

79/11/20 

50-336 

8 

79/11/28 

50-316 

3 

79/11/29 

50-261 

8 

79/11/20 

50-267 

8 

79/11/29 

50-334 

fl 

79/10/11 

50-335 

S 

79/11/26 

50-206 

s 


79 1 2040476 7912040474 
7912040479 7912040474 
7913040403 7912040477 
7912040495 7918040493 
7912040502 7912040499 


79/12/04 50-269 S 
79/12/04 50-269 8 
79/11/30 50-260 S 
79/11/26 50-272 R 
79/11/27 50-302 P 


7912040515 7912040511 
7912040518 7918040516 
7912040524 7912040521 
79 1 2050004 79 1 2050001 
7918050000 7912050006 

7918050010 7918050007 
7912050011 7918050006 
7918050018 7912050014 
7912050020 7912050013 
7912050022 7912050016 


79/11/08 50-272 R 
79/11/28 50-869 P 
79/11/13 SO-272 R 
79/10/15 50-206 Q 
79/10/04 50-440 8 

79/10/16 50-333 0 
79/10/04 50-440 0 
79/10/15 50-346 Q 
79/10/18 50-10 Q 
79/10/18 50-341 0 


7912050035 7912050028 
7912050037 7918050013 
79 1 2050048 7 912050042 
7912050052 7918050043 
7912050053 7912050042 


79/10/lB 50-305 0 
79/10/18 50-10 8 
79/11/27 50-302 P 
79/10/19 50-440 8 
79/11/27 50-302 P 


7912050066 7912050050 
7912050068 7912050060 
7918050070 7912050062 
7912050072 7912050062 
7912050075 7912050062 

7912050076 7912050073 
7912050078 7912050062 
79180S00B4 7912050074 
7912050085 7912050080 
7918050086 7918050079 


79/10/17 

50-293 

0 

79/10/24 

50-302 • 

Q 

79/10/22 

50-443 

Q 

79/10/22 

50-443 

0 

79/10/22 

50-443 

Q 

79/10/28 

50-264 

0 

79/10/22 

30-443 

0 

79/10/10 

50-333 

Q 

79/lO/lS 

70-1143 


79/10/05 

50-184 

0 


ACCE88IDN NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

7912050083 7912050074 
7912050089 7918050083 
7912050090 7912050074 
7912050095 7912030000 
7912050096 7918050094 

7918050099 7912050080 
7912050102 7918050080 
7912050104 7912050080 
7912050105 7918050101 
7912050107 7918050101 

7912050108 7912050000 
7712050110 7912050101 
7912050116 7912030101 
7912050119 7912050111 
7912050127 7918050120 

7912030131 79180S0074 
7912060141 7912050120 
7912050151 79120S0146 
7912050153 7912050150 
7912050157 7918050146 

7912050172 7912050164 
7912050173 7912050161 
7912050179 7912050164 
7912050185 7918050164 
7912050192 7912050164 

7912050204 7912050197 
7918050211 7912050206 
7912050231 7918050220 
7912050262 7912050252 
7912050200 7912050278 

7912050292 7912050279 
7912050300 7912050279 
7912050301 7912050290 
7912050305 7912050294 
7912050307 7912050279 


DATE SUBJECT 

ISSUED CATEGORY 


79/10/10 

30-333 

0 

79/10/23 

50-416 


79/10/18 

50-333 


79/10/15 

70-1143 


79/10/26 

50-206 


79/10/15 

70-1143 


79/10/13 

70-1143 


79/10/15 

70-1143 


79/11/06 

50-277 


79/11/06 

50-277 

0 

79/10/15 

70-1143 


79/11/06 

30-277 


79/11/06 

50-277 


79/10/17 

50-261 


79/10/11 

70-135 


79/10/18 

50-333 

Q 

79/10/11 

70-135 


79/11/14 

50-263 

P 

79/11/30 

50-321 


79/11/14 

50-263 


79/11/06 

50-847 

Q 

79/11/13 

50-275 


79/11/06 

50-247 


79/11/06 

50-247 


79/11/06 

50-247 


79/10/10 

50-10 

Q 

79/11/21 

XPDRTLIC 

79/10/22 

50-409 

a 

79/10/04 

50-293 


79/00/20 



79/10/26 

50-271 

p 

79/10/26 

50-871 


79/11/27 

30-346 


79/11/08 

50-389 

A 

79/10/26 

30-271 



7912050315 

7912050316 

7912050325 

7912050333 

7912050338 

7918050341 

7912050342 

7912050343 

7918030343 

79120S03S1 

7912050354 

7912050333 

7912050356 

7912050360 

7912030364 

7918050365 

7912030360 

7912030369 

7912050379 

7912050383 


7912050073 

7912030312 

7912050320 

7912050326 

7912050323 

7912050331 

7918050326 

7912050336 

7912050336 

7912050347 

7912050348 

7918050346 

7912050347 

7718050347 

7912050347 

7912050348 

7912050353 

7912050347 

7912050366 

7912050374 


79/10/22 

79/10/30 

79/18/03 

79/10/23 

79/10/25 

79/10/84 

79/10/83 

79/11/19 

79/11/19 

79/10/31 

79/10/31 

79/10/22 

79/10/31 

79/10/31 

79/10/31 

79/10/31 

79/11/30 

79/10/31 

79/10/26 

79/10/15 


90-264 0 

50-187 0 

50-289 P 
50-313 Q 
50-518 0 

30-307 0 

50-313 0 

XPORTLIC 
50-574 0 

50-133 0 

50-346 Q 
50-142 0 

50-133 0 

50-133 0 

SO-133 0 

90-346 Q 
90-458 A 
50-133 0 

50-259 0 

70-1143 


7912050385 7912030380 
7912050394 7912050386 
79180S039S 7912050390 
7912050396 7912050392 
791 2050406 79 1 205040 1 

7912050412 7912050400 
7912050424 7912050418 
7912050429 7912050422 
7912050430 7912050432 
7912050445 7912050440 

7912050451 7912050447 
7912050452 7912050446 
7912050456 7912050446 
7912050457 7918050450 
7912050460 7918050446 

7912050467 7912050446 
79120S046B 7912050463 
7912050470 79120S0462 
7912050473 7912050463 
7912050476 7912050471 

7912050479 7912050471 
7912050480 7912050475 
7912050482 7912050471 
7912050405 7918050471 
7912050480 7912050487 


79/10/24 

50-327 

0 

79/10/23 

50-416 

0 

79/10/16 

50-309 

0 

79/11/15 

50-574 

0 

79/10/26 

50-202 

Q 

79/10/25 

50-305 

0 

79/11/20 

50-546 

0 

79/11/30 

50-272 

8 

79/11/28 

50-325 

8 

79/11/28 

50-366 

8 

79/10/24 

50-549 

0 

79/11/21 

50-200 

0 

79/11/21 

50-280 

0 

79/11/27 

50-321 

8 

79/11/21 

50-280 

Q 

79/11/21 

50-280 

Q 

79/10/29 

50-482 

0 

79/11/20 

50-325 

S 

79/10/29 

50-482 

0 

79/11/17 

FOIA 


79/11/19 

FOIA 


79/11/28 

50-325 

6 

79/11/19 

70-2205 


79/11/19 

70-2205 


79/11/19 

50-272 

F 
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ACCESSION 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

7912030489 

7912030406 

79/10/25 

30-327 

Q 

7912060009 

7912060077 

79/10/31 

80-366 

0 

7912030491 

7912050407 

79/11/19 

30-272 

F 

7912060091 

7912060085 

79/11/09 

70-820 


7912050310 

7912030800 

79/11/29 

30-239 

P 

7912060096 

79120600BS 

79/11/09 

70-B20 


7912030516 

7912050313 

79/11/23 

30-390 

0 

7912060104 

7912060090 

79/10/19 

80-275 

Q 

7912030322 

7912050317 

79/11/23 

50-438 

a 

7912060105 

7912060083 

79/11/09 

70-820 


791203032S 

7912050510 

79/11/23 

50-369 

0 


7912060083 

79/11/09 

70-820 


7912030330 

7912050524 

79/11/23 

50-327 

a 

7912060114 

7912060100 

79/10/30 

50-338 

Q 

7912030531 

7912050526 

79/10/26 

50-302 

0 

7912060123 

7912060112 

79/10/13 

50-344 

0 

7912030332 

7912050310 

79/11/23 

50-369 

0 


7912060113 

79/11/03 

50-822 

0 

7912030342 

7912050530 

79/10/25 

50-454 

0 

7912060134 

7912060121 

79/10/31 

80-261 

Q 

7912050344 

7912050837 

79/09/12 

QA999 




79/11/06 

50-20 

0 

7912050349 

7912050534 

79/11/29 

50-261 

a 


7912060140 

79/11/26 

71-6 


7912030354 

7912050538 

79/10/25 

50-454 

0 


7912060142 

79/11/27 

30-325 

a 

7912030533 

7912080550 

79/10/28 

30-201 

0 




50-20 

0 

7912050571 

7912050363 

79/11/19 

Sl4tt Prog 

7912060160 

7912060151 

79/11/26 

71-79 


7912030573 

7912050865 

79/11/19 

6t«ti Prog 


7912060131 

79/11/06 

50-20 

Q 

7912050370 

7912050365 

79/11/19 

8t»ti Prog 



79/11/06 

50-20 

0 

7912030380 

7912080374 

79/10/11 

HASTE MOT 


7912060167 

79/11/05 

CWJTRACT 


7912030391 

7912050565 

79/11/19 

Prog 



79/11/06 

80-29 

0 

7912030583 

7912080574 

79/10/11 

WASTE MOT 

7912060168 

7912060102 

79/11/28 

50-369 

0 

7912030589 

7912050574 

79/10/11 

WASTE HOT 


7912060177 

79/11/06 

80-29 

Q 

7912030594 

7912050392 

79/11/29 





79/11/28 

50-369 

0 

7912050396 

7912050362 

79/10/24 

30-416 

0 


7912060177 

79/11/06 

50-29 

Q 

7912050601 

7912050574 

79/10/11 

WASTE MOT 



79/11/28 

50-369 

Q 

7912030602 

7912050597 

79/11/20 

50-327 

0 

7912060200 

7912060194 

79/10/12 

50-387 

0 

7912030604 

7912050574 

79/10/11 

WASTE HOT 


7912060177 

79/11/06 

50-29 

Q 

7912050603 







79/10/10 

50-334 

0 

7912030607 

7912050574 

79/10/11 

WASTE MOT 


7912060208 

79/11/06 

50-201 

Q 

7912030610 

7912050574 

79/10/11 

HASTE MOT 



79/10/10 

50-334 

a 

7912030612 

7912050609 

79/10/29 

PROJ 


7912060315 

7912060182 

79/11/28 

50-369 

0 

7912050613 

7912050574 

79/10/11 

WASTE MOT 




71-240 


7912030614 

7912050609 

79/10/29 

PROJ 




79/lO/lB 

80-334 

0 

7912030613 

7912050611 

79/11/05 

S0-49B 

0 



79/11/19 

SO-466 

0 

7912050610 

7912050616 

79/10/24 

30-416 

Q 


7912060191 

79/10/10 

50-334 

0 

7912OS0622 

7912050621 

79/10/23 

30-260 

Q 

7912060222 

7912060219 

79/11/26 

71-8393 


7912050624 

7912050623 

79/10/26 

50-200 

Q 

7912060233 

7912060208 

79/11/06 

50-201 

Q 

7912050625 

7912050603 

79/11/20 

50-327 

0 


7912060228 

79/10/25 

50-280 

Q 

7912050628 

7912050897 

79/11/20 

50-327 

0 

7912960237 

7912060208 

79/11/06 

50-201 

0 

7912050629 

7912050626 

79/11/20 

50-324 

Q 


791206020B 

79/11/06 

30-201 

Q 

7912050631 

7912050627 

79/10/23 

50-327 

0 

7912060242 

7912060238 

79/11/07 

50-289 

0 

7912030632 

7912050626 

79/11/20 

30-324 

a 

7912060254 

7912060249 

79/10/31 

50-335 

Q 

7912050634 

7912050626 

79/11/20 

30-324 

a 

7912060259 

7912060248 

79/11/01 

70-1362 


7912030636 

7912050633 

79/11/15 

50-400 

0 

7912060260 

7912060285 

79/11/28 

50-416 

a 

7912050637 

7912050635 

79/11/16 

30-142 

p 

7912060269 

7912060248 

79/11/01 

70-1362 


7912050630 

7912050633 

79/11/15 

50-400 

0 

7912060279 

79120 6024B 

79/11/01 

70-1362 


7912030640 

7912050635 

79/11/16 

30-142 

p 

7912060287 

7912060266 

79/11/29 

50-390 

Q 

7912050641 

7912050626 

79/11/20 

30-324 

0 

7912060291 

7912060266 

79/11/29 

50-390 

0 

7912050646 

7912050635 

79/11/16 

50-142 

p 

7912060299 

7912060266 

79/11/29 

30-390 

0 

7912050640 

7912050642 

79/10/24 

70-607 


7912060327 

7912060320 

79/11/16 

XPDRTLIC 


7912050649 

7912050635 

79/11/16 

30-142 

p 

7912060329 

7912060316 

79/11/26 

50-272 

P 

7912030631 

7912050635 

79/11/16 

50-142 

p 

7912060335 

7912060318 

79/11/26 

50-272 

P 

7912050655 

7912050642 

79/10/24 

70-6S7 


7912060339 

7912060318 

79/11/26 

80-272 

P 

7912050630 

7912050642 

79/10/24 

70-687 


7912060349 

7912060340 

79/12/04 

50-289 

P 

7912050660 

7912030635 

79/11/16 

30-142 

p 

7912060335 

7912060346 

79/12/04 

50-289 

P 

7912030661 

7912080635 

79/11/16 

30-142 

p 

7912060375 

7912030448 

79/11/29 

50-293 

R 

7912050662 

7912050642 

79/10/24 

70-687 


791206041S 

7912060406 

79/11/21 

80-341 

H 

7912050664 

7912030635 

79/11/16 

50-142 

p 

7912060450 

7912060446 

79/12/03 

80-185 

S 

7912050663 

7912050633 

79/11/16 

50-142 

p 

791206D434 

79120'60453 

79/12/04 

50-317 

B 

7912050666 

7912050637 

79/10/24 

30-866 

a 

7912060467 

7912060458 

79/10/23 

50-327 

a 

7912050668 

7912050633 

79/11/16 

50-142 

p 

7912060485 

7912060469 

79/12/04 

50-317 

8 

7912060671 

7912030667 

79/11/30 

50-202 

Q 

7912060486 

7912060479 

79/10/23 

50-327 ■ 

a 

7912030680 

7912050673 

79/11/14 

30-126 

0 

7912060495 

7912060490 

79/10/23 

50-280 

0 

7912050607 

7912050684 

79/11/27 

50-313 

0 

7912060499 

7912060494 

79/12/04 

50-317 

s 

7912050693 

7912030691 

79/10/16 

30-94 

Q 

7912060500 

7912060497 

79/11/30 

50-416 

K 

7912060013 

7912060012 

79/11/30 

50-329 

0 

7912060520 

7912060519 

79/12/04 

50-255 

K 

7912060017 

7912060003 

79/09/27 

50-309 

0 

7912060328 

7912060526 

79/12/03 

50-286 

P 

7912060023 

791206001S 

79/10/31 

50-36 1 

0 

7912060535 

7912060534 

79/11/29 

50-255 

Q 

7912060026 

7912060022 

79/09/23 

50-317 

0 

7912060537 

7912060534 

79/11/29 

50-255 

0 

7912060031 

7912060021 

79/10/17 

50-147 

Q 

7912060359 

7912060558 

79/11/15 

FDIA 


7912060044 

7912060033 

79/10/22 

50-277 

0 

7912060569 

7912060563 

79/11/23 

50-387 

A 

7912060047 

7912060035 

79/11/02 

50-526 

0 

7912060575 

7912060568 

79/11/21 

50-514 

D 

7912060040 

7912060043 

79/10/24 

50-456 

0 

7912060385 

7912060581 

79/11/29 

60-395 

0 

7912060049 

7912060033 

79/10/22 

50-277 

a 

7912060587 

7912060581 

79/IJ/29 

50-395 

0 

7912060084 

7912060033 

79/10/22 

50-277 

Q 

7912060509 

7912060581 

79/11/29 

80-398 

Q 

7912060030 

7912060033 

79/10/22 

50-277 

Q 

7912060590 

7912060581 

79/11/29 

50-398 

0 

7912060063 

7912060043 

79/10/24 

50-456 

0 

7912D60S94 

79I2060S92 

79/10/31 

50-653 

0 

7912060065 

7912060056 

79/11/01 

50-275 

0 

7912060601 

7912060563 

79/11/23 

REOOD 


7912060076 

7912060063 

79/09/27 

50-272 

Q 

7912060602 

7912060395 

79/09/17 

80-448 

A 

7912060079 

7912060074 

79/11/05 

50-322 

0 

7912060622 

7912060621 

79/12/03 

50-185 

P 

7912060004 

7912060073 

79/ii/ao 

50-440 

0 

7912060623 

7912060621 

79/12/03 

80-155 

P 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 




50-153 

P 

7913070326 

7912070325 

79/12/06 

50-338 

P 

S 






7912070328 

7912070323 






50-155 

P 

7918070335 

7918070263 









7912070340 





79IS0&0633 

7912060621 

79/12/03 

SO-155 

P 

7918070342 

7918070891 









7912070344 

7912070000 

79/11/86 

30-155 

0 




50-155 

P 

7912070345 

7912070333 






79/12/03 

50-155 

P 

7912070346 

7912070343 









7918070347 




8 

7912060633 

7912060621 

79/12/03 

50-155 

P 

7912070336 

7918070351 





79/12/03 

50-155 

P 

7912070360 

7918070291 

79/11/16 

FOIA 




79/12/03 

50-155 

P 

7912070364 

7912070350 






79/12/03 

50-155 

P 

7912070365 

7918070359 






79/12/03 

50-155 

P 

7912070368 

7912070263 




7912060653 

7912060643 

79/11/09 

50-209 

0 

791B070370 

7918070361 





7912060643 

79/11/09 

50-809 

Q 

7918070375 

7912070361 

79/18/03 

SO-490 

A 


7912060651 

79/10/22 

50-339 

0 

7918070376 

7912070863 



S 



79/10/22 

50-399 

0 

7918070377 

7918070371 




7912060643 

79/11/09 

50-809 

0 

7912070379 

7912070378 




7912060664 

7912060643 

79/11/09 

50-209 

0 

7912070385 

7913070301 





7912060661 

79/11/20 

50-302 

Q 

7912070306 

7918070300 

79/12/04 

50-330 

0 



79/11/20 

50-302 

Q 

7912070300 

7912070330 





7912060661 

79/11/20 

50-302 

Q 

7912070393 

7912070390 






79/11/20 

50-302 

a 

7912070404 

7911200305 




7912070030 

7912070004 

79/11/08 

50-875 

A 

7918070409 

7912070407 



B 


7912070004 

79/ 11 /OB 

50-375 

A 

7912070410 

7912070406 

79/11/19 

50-285 

0 


7912070049 

79/10/16 

50-341 

0 

7912070411 

7912070402 






79/10/16 

50-341 

0 

7918070413 

7912060681 


30-155 



7912070056 

79/10/22 

50-390 

a 

7913070414 

7912060621 

79/12/03 



7912070072 

7912070066 

79/10/26 

50-346 

0 

7918070416 

7912070418 


50-266 


7912070079 

7912070066 

79/10/26 

50-346 

Q 

7918070419 

7912060681 

79/18/03 

50-155 

p 


7912070077 

79/10/15 

70-697 


7918070480 

7912070417 




7912070003 

7912070077 

79/10/15 

70-607 


7918070421 

7912060621 


50-155 



7912070005 

79/10/17 

70-2756 


7918070482 

7918070418 




7912070093 

7912070076 

79/11/29 

50-272 

0 

7912070423 

7912060681 


50-155 



7912070077 

79/10/15 

70-607 


7913070420 

7918070424 

79/11/27 

50-368 

p 



79/10/22 

50-340 

0 

7718070429 

7918060621 






79/10/15 

70-607 


7912070430 

7912070436 






79/11/29 

50-155 

0 

7918070432 

7912060681 


50-155 


7912070105 

7912070099 

79/10/22 

50-395 

0 

7918070433 

7912070427 







S0-2B0 

Q 

7918070433 

7912060681 

79/12/03 

50-155 

p 



79/10/15 

70-6B7 


7918070440 

7918070434 





7912070123 

79/10/22 

90-293 

Q 

7918070441 

7918060621 


50-155 




79/10/22 

50-293 

a 

7912070442 

7912070439 




7912070134 

7912070123 

79/10/22 

50-293 

0 

7918070444 

7912070437 





7912070123 

79/10/22 

30-293 

0 

7918070447 

7918070446 

79/12/03 

50-360 

0 



79/11/05 

50-471 

0 

7913070440 

791807044S 






79/11/15 

50-352 

Q 

7918070449 

7912060681 


50-155 




79/11/05 

50-471 

0 

7912O7O4S0 

7912070443 




7912070156 

7912070142 

79/11/05 

50-471 

0 

7912070457 

7912070453 







50-324 

0 

7918070450 

7912060681 

79/18/03 

50-155 

P 



79/10/26 

50-373 

0 

7918070464 

7912070463 






79/11/20 

50-324 

0 

7918070465 

7912060621 







50-324 

Q 

7918070467 

7912060621 


50-155 


7912070167 

7912070158 

79/11/20 

50-324 

0 

7918070472 

7912070355 






79/11/23 

CONTRACT 


7912070403 

7912070476 

79/11/23 

50-293 

p 




50-402 

0 

7912070405 

7912070476 






79/11/23 

FOIA 


7912070400 

7912070476 

79/11/83 






FOIA 


7912070493 

7912070409 



7912070190 

7912070179 

79/10/19 

50-B9 

Q 

7913070S01 

7918070497 






79/11/23 

FOIA 


7918070505 

7912070497 

79/11/23 

50-366 

p 




50-322 

Q 

7912070500 

7912070497 


t2tJ~J66 




79/11/83 

FOIA 


7913100039 

7912100028 







FOIA 


7912100043 

7918100088 




7912070211 

7912070181 

79/11/83 

FOIA 


7912100051 

7912100082 


50-286 


7912070214 

7912070210 

7912070240 

7912070181 

7912070181 

7912070243 

79/11/83 

79/11/83 

79/11/13 

FOIA 

FOIA 

50-302 

0 

7918100052 

7912100056 

7918100057 

7918100046 

7918100046 

7918100049 

79/11/19 

79/11/19 

79/10/23 

70-884 

70-084 

70-030 


7912070250 

7912070270 

7912070173 

7912070264 

79/11/80 

79/10/25 

CONTRACT 

SO-IO 

Q 

7912100060 

7912100068 

7912100028 

79/11/13 

50-886 

p 


7912070269 

79/09/26 

70-371 


7918100066 

7918100022 

79/11/13 

50-206 

p 

7912070276 

7912070263 

7912070263 

79/11/16 

79/11/16 

FOIA 

FOIA 


7918100070 

7912100079 

7912100046 

7912100082 

79/11/13 

50-286 

p 

7912070299 

7912070263 

79/11/16 

FOIA 


7912100091 

7918100087 

79/10/03 


7912070300 

7918070291 

79/11/16 

FOIA 


7912100105 

7912100097 


iiUN 1 KAU 1 

7912070303 

7912070291 

79/11/16 

FOIA 


7912100185 

7912100116 

79/11/03 

CONTRACT 

7912070305 

7912070263 

79/11/16 

FOIA 


7912100143 

7912100137 




7912070316 

7912070291 

79/11/16 

FOIA 


7912100147 

7918100137 

. 79/11/09 



7912070319 

7912070291 

79/11/16 

FOIA 


7918100133 

7912100137 




7912070321 

7912070291 

79/11/16 

FOIA 


7912100138 

79I2I00137 

79/11/09 





ACCESSION 


ENCLOSURE 


79l2l001il 

7912100165 

7912100196 

7912100197 

7912100199 

791210020B 

7912100211 

7912100215 

7912100217 

7912100224 

7912100236 

791210024S 

79121002S3 

7912100254 

7912100255 

7912100263 

7912100274 

7912100275 

7912100276 

7912100206 

7912100200 

7912100291 

7912100294 

7912100296 

7912100304 

7912100311 

7912100321 

7912100324 

7912100330 

7912100331 

7912100340 

7912100361 

7912100373 

7912100377 

7912100303 

7912100386 

7912100394 

7912100407 

7912100409 

7912100415 

7912100427 

7912100452 

7912100453 

7912100455 

7912100456 

7912100458 

7912100461 

7912100462 

7912100464 

7912100466 

7912100467 

7912100472 

7912100402 

7912110002 

7912110004 

7912110009 
79121 10019 
7912110024 
79121 10034 
79121 10036 

7912110041 
7912110042 
7912110045 
7912110046 
79121 10052 

7912110061 

7912110062 

7912110071 

7912110001 

7912110000 

7912110089 

7912110090 

7912110099 

7912110104 

7912110108 

7912110110 

7912110111 

7912110114 

7912110117 

7912110110 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


NUHDER 




ACCESSION 

NUMBER 






SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEoanv 

ENCLOSURE 

DOCUMENT 

ISSUED 



79/11/09 

50-312 

0 

7912110120 

7912110107 

79/11/23 

0A999 


7912100154 

79/11/16 

50-269 

a 

7912110122 

7912110101 

79/11/19 




79/lO/lB 

50-213 

a 

7912110126 

7912110030 


50-3 


7912100193 

79/10/18 

50-213 

a 

7912110127 

7912110101 

79/11/19 



7912100193 

79/10/10 

SO-213 

Q 

7912110120 

7912110107 

79/11/23 



7912100205 

79/10/23 

50-220 

a 

7912110133 

7912110101 

79/11/19 

0A999 



79/10/23 

50-220 

0 

7912110167 

7912110159 

79/11/14 



7912100205 

79/10/23 

50-220 

a 

7912110175 

7912110159 

79/11/14 




79/11/20 

50-266 

T 

7912110176 

79121 10142 

79/11/20 



7912100219 

79/11/06 

SO-334 

a 

79121 10105 

7912U0179 

79/11/29 



7912100219 

79/11/06 

50-334 

Q 

7912110199 

7912110193 

79/11/26 

50-309 

Q 

7912100219 

79/11/06 

50-334 

0 

7912110203 

7912110193 

79/11/26 



7912100219 

79/11/06 

50-334 

Q 

7912110209 

7912110206 

79/12/06 



7912100246 

79/11/13 

50-250 

P 

79121 10210 

7912110193 

79/11/26 



7912100199 

79/11/09 

50-3 

P 

7912110214 

79121 10193 

79/11/26 



7912100266 

79/11/16 

50-348 

P 


7912110212 

79/12/05 

50-206 

n 

7912100260 

79/10/22 

50-335 

0 

7912110223 

7912110219 

79/12/07 



7912100269 

79/12/04 

50-302 

s 

7912110229 

7912110220 

79/11/23 



7912100270 

79/11/20 

CONTRACT 


7912110233 

79121 10220 

79/11/23 



7912100277 

79/12/03 

50-316 

8 

79121 1023B 

7912110220 

79/11/23 



7912100279 

79/12/04 

SO-346 

S 

7912110246 

7912110240 

79/11/29 

50-409 

p 

7912100277 

79/12/03 

50-316 

8 

79121 10247 

7912110220 

79/11/23 



7912100204 

79/12/06 

50-213 

P 

79121 10256 

7912110250 

79/12/07 



7912100292 

79/12/05 

50-29 

S 

7912110263 

7912110257 




7912100299 

79/12/04 

50-245 

S 

7912110271 

79121 10257 

79/10/24 



7912100305 

79/12/05 

50-334 

P 

7912110273 

7912110222 

79/11/21 

70-36 



79/11/29 

50-409 

P 

7912110202 

7912110277 



b 

7912100318 

79/11/29 

50-409 

P 

7912110204 

7912110200 

79/10/31 




79/11/09 

50-3 

P 

79121 10206 

7912110261 


50-546 


7912100318 

79/11/29 

50-409 

P 

79121 10290 

7912110287 

79/12/06 




79/11/09 

50-516 

0 

7912110293 

7912110291 

79/12/07 

50-29 

s 


79/12/07 

90-327 

K 

7912110297 

7912110295 




7912100371 

79/11/30 

71-9119 


7912110290 

79121 10296 

79/12/03 




79/12/06 

50-33B 

P 

79121 10313 

7912110311 



b 

7912100300 

79/00/24 

CONTRACT 


7912110317 

7912110315 






CONTRACT 


7912110321 

7912110306 

79/11/26 

50-400 

Q 



CONTRACT 


79121 10323 

7912110320 


50-321 

b 



50-3 

P 

79121 10326 

7912110324 





79/09/26 

QA999 


7912110327 

7912110325 




7912100412 

79/10/22 

0A999 


7912110329 

7912110320 






50-318 

P 

7912110331 

7912110330 

79/12/06 

50-302 

s 





7912110333 

7912110332 






50-335 

a 

79121 10334 

7912110306 






30-335 

0 

7912110336 

7912110335 




7912100109 

79/11/09 

50-3 

p 

7912110337 

7912110335 






50-335 

Q 

7912110330 

7912110335 

79/12/03 

50-340 

e 


79/11/27 

50-335 

Q 

7912110339 

7912110335 



- 



71-9111 


7912110342 

7912110341 






50-395 

0 

7912110344 

7912110341 




7912100465 

79/11/30 

7I-576B 


79121 10346 

7912110341 






50-395 

Q 

7912110347 

7912110343 

79/12/04 

50-333 

E 



50-266 

0 

7912110350 

7912110349 






50-466 

0 

7912110353 

7912110340 


50-412 

• 



CONTRACT 

7912110357 

7912110352 




7912110003 

79/11/29 

CCWTRACT 

7912110359 

7912110355 






CONTRACT 

7912110366 

7912110360 

79/12/05 

50-2BS 



79/11/30 

CONTRACT 

79121 10372 

7912110360 


50-366 




0A999 


7912110373 

7912110365 





79/11/16 

0A999 


7912110377 

7912110370 


50-293 


7912110020 

79/11/20 

CONTRACT 

7912110301 

7912110378 






QA999 


7912110303 

7912110375 

79/11/19 

50-574 




0A999 


7912110303 

7912110375 





CONTRACT 

7912110305 

7912110302 






QA999 


7912110306 

7912110300 




7912110016 

79/11/16 

QA999 


7912110380 

7912110362 





79/09/21 

QA999 


7912110390 

7912110307 

79/12/07 

50-2S0 



79/11/30 

71-6200 


79121 10391 

7912110300 






QA999 


7912110402 

7912110379 






0A999 


7912110417 

7912110410 

79/12/04 



7912110082 

79/10/23 

QA999 


7912110418 

7912110408 





79/11/20 

FOIA 


7912110425 

7912110400 

79/11/23 

50-309 



79/07/06 

ACRB 


79121 10447 

7912110435 





79/11/20 

FOIA 


7912110463 

7912110435 





79/07/13 

ACRS 


7912110471 

7912110462 




7912110103 

79/00/09 

ACRB 


7912110475 

7912110435 





79/11/19 

QA999 


7912110401 

7912110462 

79/11/29 

50-500 



79/11/23 

(1A999 


7912110400 

7912110462 





79/11/19 

QA999 


7912110493 

7912110462 





79/11/23 

0A999 


7912110497 

7912110406 




7912110101 

79/11/19 

aA999 


7912U0502 

7912110406 






CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

7912110505 

7912110406 

79/11/30 

50-261 

Q 

79121 10506 

7912110501 

79/10/30 

QA999 


79121 10513 

7912110503 

79/11/16 

50-295 

0 

79121 10314 

7912110406 

79/11/30 

50-261 

Q 

79121 10516 

7912110511 

79/11/26 

0A999 


7912110518 

7912110503 

79/11/16 

50-295 

0 

7912110525 

7912110503 

79/11/16 

50-295 

0 

7912110531 

7912110301 

79/11/28 

71-9113 


7912110532 

7912110503 

79/11/16 

50-295 

0 

7912110541 

7912110529 

79/11/16 

CONTRACT 


79121 10542 

7912110503 

79/11/16 

50-295 

0 

79121 10544 

7912110536 

79/11/01 

70-27 


791212002B 

7912120022 

79/11/20 

PRH 


7912120044 

7912120035 

79/10/22 

PDR N18C 


7912120049 

7912120035 

79/10/22 

PDR MI8C 


7912120066 

7912120053 

79/10/15 

50-498 

U 

7912120067 

7912120056 

79/11/21 

50-466 


7912120071 

7912120053 

79/10/15 

50-490 

u 

7912120073 

7912120065 

79/11/30 

CONTRACT 


7912120083 

7912120077 

79/11/23 

QA999 


7912120005 

7912120079 

79/11/21 

50-305 

a 

7912120086 

7912120078 

79/11/20 

CONTRACT 


7912120089 

7912120077 

79/11/23 

QA999 


7912120098 

7912120077 

79/11/23 

0A999 


7912120104 

7912120077 

79/11/23 

QA999 


7912120106 

7912120101 

79/11/09 

70-364 


7912120109 

7912120077 

79/11/23 

0A999 


7912120110 

7912120101 

79/11/09 

70-364 


7912120115 

7912120101 

79/11/09 

70-364 


7912120118 

7912120077 

79/11/23 

QA999 


7912120137 

7912120135 

79/10/19 

40-8663 


7912120144 

7912120141 

79/10/17 

50-57 

Q 

7912120146 

7912120142 

79/10/15 

50-402 

8 

7912120147 

7912120141 

79/10/17 

50-57 

0 

7912120149 

7912120141 

79/10/17 

50-57 


7912120150 

7912120135 

79/10/19 

40-0663 


7912120153 

7912120135 

79/10/19 



7912120158 

7912120141 

79/10/17 

50-57 


7912120170 

7912120166 

79/11/29 

FOIA 


7912120174 

7912120169 

79/11/30 

50-330 


7912120178 

7912120169 

79/11/30 

50-338 

0 

7912120180 

7912120172 

79/11/26 

50-329 

Q 

7912120184 

7912120169 

79/11/30 

50-338 

0 

7912I201B9 

7912120169 

79/11/30 

50-330 

0 

7912120193 

7912120169 

79/11/30 

50-330 

0 

7912120197 

7912120169 

79/11/30 

50-330 

0 

7912120204 

7912120196 

79/10/25 

50-302 

0 

7912120205 

7912120203 

79/11/13 

XPORTLIC 


7912120223 

7912120212 

79/11/05 

50-267 

Q 

7912120233 

7912120226 

79/10/12 

50-209 


7912120235 

7912120229 

79/11/07 

50-148 

0 

7912120239 

7912120229 

79/11/07 

60-140 

0 

7912120250 

7912120243 

79/10/04 

50-209 


7912120254 

7912120247 

79/10/23 

PR 


7912120255 

7912120240 

79/11/02 

50-327 


7912120260 

7912120253 

79/10/23 

PROJ 


7912120266 

7912120261 

79/11/19 

CONTRACT 


7912120275 

7912120264 

79/11/01 

50-330 


7912120276 

7912120272 

79/11/27 

QA999 


7912120279 

7912120268 

79/10/02 

FOIA 


7912120281 

7912120272 

79/11/27 

QA999 


7912120287 

7912120272 

79/11/27 

0A999 


7912120293 

7912120272 

79/11/27 

0A999 


7912120303 

7912120298 

79/12/10 

50-324 


7912120307 

7912120301 

79/10/11 

50-317 

p 

7912120310 

7912120308 

79/11/30 

CONTRACT 

7912120311 

7912120306 

79/12/10 

50-330 


7912120318 

7912120315 

79/11/30 

50-504 

K 

7912120321 

7912120302 

79/11/30 

50-344 


7912120327 

7912120323 

79/11/20 

50-10 

P 

7912120330 

7912120323 

79/11/23 

50-10 

P 

7912120336 

7912120324 

79/12/04 

50-267 

8 

7912120337 

7912120333 

79/12/07 

50-293 

P 

7912120341 

7912120338 

79/12/06 

50-267 

8 

7912120347 

7912120343 

79/11/29 

50-277 


7912120350 

7912120346 

79/12/04 

50-133 

R 

7912120352 

7912120345 

79/11/23 

50-302 

0 

7912120353 

7912120340 

79/10/24 

70-1143 


7912120376 

7912120364 

79/12/06 

50-263 

P 

7912120307 

7912120304 

79/12/12 

50-387 

K 


ACCEBBIDN 

NUMBER 





PRINCIPAL 

DATE 

BUDJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 



7912120413 

79/11/30 

50-397 

8 


7912120422 

79/12/05 




7912120426 

79/12/07 



7912120435 

7912120429 

79/11/29 



7912120436 

7912120432 

79/12/07 




7912120430 

79/12/10 

50-330 

Q 

7912120448 

7912120431 

79/12/10 



7912120452 

7912120449 

79/10/10 




7912120446 

79/11/14 



7912120455 

7912180431 

79/12/10 



7912120459 

7912120426 

79/12/07 

50-348 

S 

7912120460 

7912120457 

79/12/06 




7912120457 

79/12/06 



7912120462 

7912120456 

79/11/19 

XPORTLIC 


7912120466 

7912120464 

79/12/06 



7912120469 

7912120465 

79/12/07 

50-247 

3 


7912120470 

79/12/03 



7912120476 

7912120468 

79/11/13 

XPORTLIC 


7912120401 

7912120477 

79/12/05 



7912120409 

7912120406 

79/12/06 

50-443 


79I212050S 

7912120502 

79/10/23 

50-508 

0 

7912120512 

7912120510 

79/12/04 



7912120317 

7912120516 

79/12/04 

71-347 


7912120521 

7912120519 

79/12/04 



7912120526 

7912120520 

79/10/12 

NUREO 


7912120527 

7912120525 

79/12/04 

71-26 



7912120520 

79/10/31 



7912120533 

7912120529 

79/12/04 

71-345 


7912120535 

7912120528 

79/10/31 



7912120540 

7912120531 

79/10/11 



7912120543 

7912120530 

79/11/27 

FOIA 


7912120544 

7912120538 

79/11/27 



7912120546 

7912120541 

79/10/31 



7912120548 

7912120538 

79/11/87 



7912120549 

7912120531 

79/10/11 



7912120554 

7912120530 

79/11/27 

50-313 

0 

7912120560 

7912120531 

79/10/11 




7912120556 

79/12/03 



7912120563 

7912120552 

79/10/23 

50-346 


7912180571 

7912120560 

79/12/03 



7912120574 

7912120570 

79/10/12 

50-155 

u 

7912120576 

7912120572 

79/11/01 

XPORTLIC 

7912130009 

7912130003 

79/11/30 

TOPHEP 


7912130017 

7912130014 

79/10/04 



7912130019 

7912130016 

79/12/04 



7912130020 

7912130014 

79/10/04 

50-302 

u 

7912130022 

7912130014 

79/10/04 



7912130020 

7912130025 

79/10/15 

PR 


7912130067 

7912130064 

79/11/05 



7912130070 

7912130058 

79/11/27 

50-275 


7912130071 

791213006B 

79/11/17 

50-261 

p 

7912130076 

7912130060 

79/11/17 

50-261 


7912130000 

7912130068 

79/11/17 

50-261 

p 

7912130091 

7912130084 

79/10/12 

40-8721 


7912130093 

7912130088 

79/11/29 

50-491 


7912130100 

7912130080 

79/11/29 

50-491 

Q 

7912130102 

7912130007 

79/11/13 

XPORTLIC 

7912130120 

7912130117 

79/11/26 

50-599 

0 

7912130121 

7912130U7 

79/11/26 

50-599 


7912130129 

7912130123 

79/11/13 

XPORTLIC 

7912130133 

7912130084 

79/10/12 

40-0721 


7912130136 

7912130131 

79/10/23 

50-546 


7912130146 

7912130141 

79/12/03 

FOIA 


7912130152 

7912130140 

79/11/30 

TOPREP 


7912130154 

7912130149 

79/12/04 

PROJ 


7912130163 

7912130159 

79/11/21 

50-367 

0 

7912130224 

7912130219 

79/12/10 

50-329 

8 

7912130226 

7912130214 

79/11/02 

PDA MI0C 

7912130264 

7912130259 

79/12/07 

50-335 

P 

7912130268 

7912130250 

79/12/05 

50-390 


7912130200 

7912130271 

79/12/06 

50-275 

A 

7912130200 

7912130285 

79/12/10 

50-261 


7912130291 

7912130284 

79/12/03 

50-3 

P 

79I2I30297 

7912130293 

79/12/07 

50-255 

R 

7912130303 

7912130295 

79/12/06 

50-266 


7912130306 

7912130204 

79/12/03 

50-3 

P 

7912130314 

7912130241 

79/11/21 

50-320 

U 

7912130315 

7912130310 

79/11/30 

FOIA 


7912130320 

7912130319 

79/11/20 

PR 


7912130322 

7912130318 

79/12/07 

50-316 




445 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 

7912130324 7912130324 
791213033B 7912130241 
7912130341 7912130329 
7912130344 7912130342 
7912130347 7912130335 

7912130350 7912130344 
7912130352 7912130340 
7912130353 79121 30241 
7912130358 7912130354 
7912130359 7912130354 

7912130341 7912130337 
7912130343 7912130241 
7912130344 7912130337 
7912130371 7912130241 
7912130372 7912130330 

79121 3037S 7912130373 
7912130377 7912130241 
7912130370 7912130337 
7912130300 7912130330 
7912130381 7912130374 


date subject 

ISSUED CATBOORY 

79/11/21 PR 

79/11/21 50-320 U 

79/12/10 50-330 F 

79/11/20 PR 

79/10/22 50-387 8 

79/11/20 50-244 0 

79/11/21 PR 

79/11/21 30-320 U 

79/12/10 50-324 H 

79/10/29 S0-13I a 

79/11/27 50-445 H 

79/11/21 50-320 U 

79/11/27 50-445 M 

79/11/21 50-320 U 

79/12/07 50-315 0 

79/12/07 50-344 R 

79/11/21 50-320 0 

79/11/27 50-445 M 

79/12/07 50-315 6 

79/11/27 QA999 


7912I3O30S 7912130379 
7912130309 7912130307 
7912130392 7912130304 
7912130393 7912130391 
7912130400 7912130394 

7912130400 7912130404 
7912130421 7912130412 
7912130423 7912130374 
7912130427 7912130374 
7912130428 7912130374 

7912130431 7912130429 
7912130434 7912130424 
7912130441 7912130435 
7912130452 7912130449 
7912130454 7912130449 

7912130457 7912130440 
7912130441 7912130440 
7912130464 7912130454 
791213044Q 7912130459 
7912130472 7912130440 

7912130479 7912130347 
7912130406 7912130476 
7912130500 7912130493 
7912130508 7912130482 
7912130527 7912130484 

7912130532 791213052B 
7912130534 7912130534 
7912130543 7912130541 
7912130547 7912130545 
7912130550 7912130545 


79/12/10 50-271 G 

79/11/20 50-290 8 

79/12/06 50-366 5 

79/11/21 50-298 0 

79/12/06 50-364 B 

79/12/04 50-364 0 

79/12/04 50-346 9 

79/11/27 QA999 

79/11/27 aA999 

79/11/27 aA999 

79/11/15 50-553 8 

79/12/09 50-321 8 

79/12/07 50-320 P 

79/12/05 50-400 3 

79/11/28 90-333 8 

79/10/22 90-335 8 

79/12/09 50-400 B 

79/10/17 50-394 8 

79/11/20 50-334 8 

79/12/05 50-400 B 

79/11/26 50-209 S 

79/12/06 50-344 0 

79/11/30 50-447 A 

79/12/05 50-259 P 

79/10/23 70-1151 

79/11/02 50-414 B 

79/11/30 50-250 B 

79/12/10 50-317 8 

79/12/04 50-333 P 

79/12/06 50-333 P 


7912130552 

7912130554 

7912130562 

7912130567 

7912130578 


7912130549 

7912130540 

7912130559 

7912130944 

7912130970 


79/11/26 

79/12/10 

79/11/24 

79/11/07 

79/11/21 


PR 

50-241 

PR 

PR 

PR 


P 


7912130590 7912130502 
7912130401 7912130591 
79121 30603 7912130594 
7912130619 7912130411 
7912130428 7912130415 

79121 30434 7912130497 
7912130441 7912130632 
7912130647 7912130439 
7912130450 7912130653 
7912130484 7912130667 

7912130704 7912130700 
7912130704 7912130439 
7912130707 7912130700 
7912130713 7912130700 
7912130717 7912130439 

7912130723 7912130700 
7912130724 7912130439 
7912140020 7912140009 
7912140023 7912140015 
7912140041 7912140033 

7912140112 7912140108 
7912140119 7912140114 
7918140121 7912140102 
7912140144 7912140137 
7912140159 7912140124 


79/11/21 

PR 


79/11/15 

50-518 

S 

79/11/24 

PR 


79/11/26 

PR 


79/11/26 

60-530 

8 

79/12/07 

50-334 

S 

79/11/83 

50-250 

s 

79/11/15 

go-335 

s 

79/11/15 

50-250 

8 

79/12/07 

50-847 

P 

79/11/29 

50-361 

a 

79/11/30 

30-094 

p 

79/11/29 

50-361 

Q 

79/11/29 

50-361 

0 

79/11/30 

50-296 

P 

79/11/29 

30-361 

a 

79/11/30 

50-296 

p 

79/12/03 

PROJ 


79/12/04 

50-312 

0 

79/12/04 

50-312 

0 

79/18/06 

70-2623 


79/11/07 

87-47 


79/11/24 

UASTE HOT 

79/11/14 

PR 


79/12/04 

50-312 

0 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

7912140100 

7912140215 

7912140271 

7912140294 

7912140303 

7912140160 

7912140210 

7912140264 

7912140288 

7912140297 

79/11/09 

79/12/04 

79/11/30 

79/12/04 

79/12/04 

SO-444 < 

71-5059 
50-445 1 

CONTRACT 
CONTRACT 

7912140307 

7912140317 

7912140310 

7912140319 

7912140322 

7912140302 

7912140312 

7912140304 

7912140312 

7912140312 

79/11/02 

79/11/30 

79/12/10 

79/11/30 

79/11/30 

FOIA 

FQIA 

50-272 

FOIA 

FQIA 

7912140326 

7912140329 

7912140332 

7912140335 

7912140337 

7912140321 

7912140312 

7912140312 

7912140331 

7912140312 

79/12/07 

79/11/30 

79/11/30 

79/12/07 

79/11/30 

50-321 

FOIA 

FOIA 

50-247 

FOIA 

7912140330 

7912140344 

7912140349 

7912140350 

7912140332 

7912140324 

7912140312 

7912140312 

7912140312 

7912140347 

79/12/12 

79/11/30 

79/11/30 

79/11/30 

79/12/07 

50-2B0 

FOIA 

FQIA 

FOIA 

50-285 

7912140354 

7912140359 

7912140342 

7912140343 

7912140344 

7912140312 

7912140344 

7912140337 

7912140243 

7912140312 

79/11/30 

79/12/10 

79/12/10 

79/12/10 

79/11/30 

FOIA 

50-277 

50-305 

50-70 

FOIA 

7912140371 

7912140372 

7912140374 

7912140376 

7912140379 

7912140344 

7912140312 

7912140347 

7912140312 

7912140312 

79/13/07 

79/11/30 

79/12/07 

79/11/30 

79/11/30 

50-440 

FOIA 

90-243 

FQIA 

FOIA 

7912140302 

7912140307 

7912140309 

7912140390 

7912140393 

7912140234 

7912140341 

7912140312 

7912140377 

7912140304 

79/12/07 

79/12/00 

79/11/30 

79/12/12 

79/12/10 

50-424 

90-344 

FOIA 

90-330 

50-259 

7912140394 

7912140399 

7912140400 

7912140402 

7912140404 

7912140384 

7912140395 

7912140312 

7912140312 

7912140390 

79/12/12 

79/12/07 

79/11/30 

79/11/30 

79/12/05 

50-280 

50-298 

FOIA 

FOIA 

50-237 


7918140400 

7912140409 

7912140411 

7912140413 

7912140419 

7912140318 

7912140407 

7912140410 

7912140418 

7912140417 

79/11/30 

79/12/11 

79/12/07 

79/18/n 

79/12/11 

FQIA 

50-155 

90-247 

50-155 

50-219 

7912140423 

7912140424 

7912140427 

7912140430 

7912140431 

7912140420 

7912140312 

7912140424 

7912140421 

7912140312 

74/05/20 

79/11/30 

74/00/07 

79/18/04 

79/11/30 

RES 

FOIA 

RES 

50-249 

FOIA 

7912140435 

7912140436 

7912140439 

7912140442 

7912140446 

7912140312 

7912140429 

7912140312 

7912140432 

7912140312 

79/11/30 

79/18/07 

79/11/30 

79/12/11 

79/U/aO 

FOIA 

90-021 

FOIA 

50-280 

FOIA 

7912140440 

7918140449 

7912140491 

7912140452 

7912140493 

7918140441 

7912140438 

7912140445 

7912140312 

7912140447 

79/12/07 

79/12/10 

79/12/12 

79/11/00 

74/10/12 

50-346 

50-333 

50-261 

FOIA 

RES 

7912140454 

7912140457 

7912140440 

7912140461 

7912140463 

7912140312 

7912140490 

7912140312 

7912140454 

7912140455 

79/11/00 

79/12/04 

79/11/30 

70/03/24 

79/12/05 

FOIA 

50-312 

FOIA 

REB 

50-277 

7912140465 

7912140448 

7912140469 

7918140472 

7912140477 

7912140312 

7912140454 

7912140442 

7912140312 

7912140444 

79/11/30 

70/03/24 

79/11/30 

79/11/30 

79/12/11 

FOIA 

RES 

30-237 

FOIA 

50-200 

7912140470 

7912140401 

7912140482 

7912140403 

7912140404 

7912140312 

7918140318 

7912140470 

7912140474 

7912140474 

79/11/30 

79/11/30 

79/12/10 

70/04/27 

79/18/07 

FQIA 

FOIA 

50-331 

RES 

50-361 

7918140495 

7918140499 

7912140490 

7918140491 

7912140494 

7912140312 

7918140479 

7912140312 

7918140439 

7918140312 

79/11/30 

79/12/10 

79/U/30 

79/12/06 

79/11/30 

FOIA 

50-331 

FOIA 

50-237 

FOIA 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSiaN 

NUHBER 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ACCESSION 

NUMBER 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

OnCUHENT 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 


7912140492 

79/12/07 

50-275 

Q 

7912170329 

7912170326 

79/12/14 

50-271 

8 



79/11/30 

FOIA 


7918170335 

7912170331 





7912140493 

70/05/09 

RES 


7912170343 

7912170330 

79/11/16 





79/11/30 

FOIA 


7912170353 

7912170348 

79/11/21 



7912t40301 

7912140496 

79/12/07 

50-309 

S 

7912170353 

7912170354 

79/11/12 



7912140503 

7912140493 

77/11/11 

RES 


7912170363 

7912170356 

79/11/07 

XP8RTLIC 



7912140312 

79/11/30 

FOIA 


7912170366 

7912170364 




7912140505 

7912140502 

70/06/07 

RES 


7912170384 

7912170381 

79/11/26 




7912140312 

79/11/30 

FOIA 


7912170387 

7912170382 




7912140S13 

7912140312 

79/11/30 

FOIA 


7912170389 

7912170301 





7912140515 

70/03/24 

RES 


7912170391 

7912170302 

79/11/23 

QA999 




70/00/03 

RES 


7912170393 

7912170382 





7912140522 

70/00/03 

RES 


7912170398 

7912170382 

79/11/23 





79/10/15 

30-311 

S 

7912170399 

7912170394 




7912140543 

7912140543 

79/10/22 

QA999 


7912170408 

7912170401 

79/11/30 





79/09/07 

50-70 

0 

7912170418 

7912170415 

79/10/31 

50-153 

0 


7912170006 

79/11/27 

50-364 

Q 

7918170420 

7912170414 

79/11/29 





79/11/27 

50-364 

Q 

7912180011 

7912IB0006 





7912170013 

79/09/07 

50-70 

0 

7912180015 

7912180009 

79/11/30 



7912170019 

7912170009 

79/11/16 

50-209 

0 

7912180019 

7912180014 






79/11/27 

50-546 

A 

7912180026 

7912180023 

79/12/07 

CONTRACT 




79/11/21 

TOPREP 


7912180037 

7912180031 

79/11/01 





79/11/21 

TOPREP 


7912180058 

7912180056 

79/11/14 






50-546 

A 

7912180060 

7912180053 



7912170032 

7912170029 

79/10/29 

50-200 

P 

7912180063 

7912180057 

79/11/07 




7912170009 

79/11/16 

50-20? 

0 

7912180065 

7912180062 

79/11/09 

50-267 

8 



79/10/29 

50-200 

P 

7912180067 

7912180053 




7912170020 

79/11/30 

50-522 

0 

79I21B0068 

7912180059 

79/11/21 





79/11/30 

50-522 

0 

7912180070 

7912100064 




7912170063 

7912170050 

79/12/01 

30-155 

Q 

7912180077 

7912180064 

79/11/27 






50-209 

0 

7912180092 

7912180086 

79/11/13 

70-754 




79/11/19 

40-6940 


7912IS01O7 

79121B009B 

79/11/30 

50-277 



7912170004 

79/11/09 

50-29 

P 

7912180120 

7912180113 

79/12/08 





79/10/30 

50-293 

P 

7912180121 

7912180114 




7912170140 

7912170135 

79/11/26 

50-350 

H 

7912180124 

7912100112 

79/12/04 





79/11/19 

71-9009 


7912100127 

7912180113 

79/12/08 

50-344 

0 






7912180128 

7912160117 

79/11/13 




7912170177 

79/11/21 

40-2061 


7912180130 

7912180125 

79/11/07 

30-327 

Q 




40-2061 


7912180132 

7912180112 

79/12/04 



7912170199 

7912170193 

79/11/27 

ORO 


7912180138 

7912180112 

79/12/04 





79/12/14 

50-360 

R 

7912180140 

7912180137 

79/11/16 

71-360 




79/12/06 

50-466 

G 

7912180142 

7912180112 






79/12/06 

50-466 

0 

7912180143 

7912100141 

79/11/06 

50-261 



7912170207 

79/12/06 

50-466 

0 

7912180154 

7912180149 

79/11/06 



7912170219 

7912170213 

79/12/12 

50-331 

s 

79121B01S6 

7912100147 





7912170207 

79/12/06 

50-466 

0 

7912160159 

7912100153 

79/12/04 

71-239 




79/10/29 

50-269 

Q 

7912180163 

7912180160 

79/12/13 





79/12/07 

50-344 

6 

7912180166 

7912180161 

79/I2/0S 

50-413 



7912170207 

79/12/06 

50-466 

0 

79I21S0169 

7912180164 

79/12/04 

71-336 


7912170229 

7912170210 

79/12/07 

50-344 

0 

7912180174 

7912180166 

79/12/05 





79/12/05 

27-47 


7912180181 

7912180178 

79/12/07 

30-295 

0 


7912170224 

79/12/12 

50-331 

8 

7912180184 

7912180179 

79/11/14 

40-4492 



7912170218 

79/12/07 

50-344 

G 

7912180185 

7912180177 

79/11/26 

aA999 



7912170216 

79/11/13 

50-312 

0 

7912180186 

7912100170 

79/12/07 

50-295 

0 

7912170237 

7912170210 

79/12/07 

50-344 

0 

7912180187 

7912180180 

79/11/21 

71-358 


7912170242 

7912170218 

79/12/07 

50-344 

0 

7912180188 

7912180177 

79/11/26 

QA999 


7912170240 

7912170218 

79/12/07 

50-344 

0 

7912180190 

7912100177 

79/11/26 




7912170230 

79/12/11 

30-315 

8 

7912180196 

7912100177 

79/11/26 

QA999 


79121702S7 

7912170238 

79/12/11 

50-315 

S 

7912180209 

7912180202 

79/12/03 

50-445 

M 

7912170264 

7912170256 

79/12/06 

30-313 

S 

7912180217 

7912180211 

79/12/05 

50-480 



7912170256 

79/12/06 

30-313 

s 

7912180222 

7912100219 

79/11/20 

ORO 


7912170271 

7912170260 

79/12/12 

50-316 

s 

7912180231 

7912180202 

79/12/03 

50-445 

M 


7912170270 

79/12/13 

30-313 

R 

7912180234 

7912180228 

79/11/06 

SO-440 


7912170270 

7912170277 

79/12/07 

50-312 

R 

7912180236 

7912180224 

79/11/07 

50-295 

0 

7912170279 

7912170275 

79/12/06 

50-360 

8 

7912180240 

7912180202 

79/12/03 

50-445 

M 


7912170275 

79/12/06 

50-360 

8 

7912180252 

7912180202 

79/12/03 

50-445 

M 

7912170265 

7912170204 

79/11/14 

40-2259 


7912180253 

7912180250 

79/11/30 

PDR MISC 


7912I7O2B0 

7912170207 

79/12/07 

50-409 

8 

7912180256 

7912100247 

79/12/04 

0A999 



7912170292 

79/12/07 

50-206 

S 

7912180257 

7912180254 

79/12/14 

50-209 

P 

7912170297 

7912170295 

79/12/11 

50-346 

8 

7912180261 

7912180247 

79/12/04 

0A999 


7912170299 

7912170245 

79/12/14 

50-247 

R 

7912180262 

7912180202 

79/12/03 

50-445 

M 

7912170303 

7912170300 

79/12/11 

50-346 

8 

7912180264 

7912180260 

79/09/29 

40-8675 


7912170307 

7912170302 

79/12/14 

30-3 

fl 

7912180268 

7912180247 

79/12/04 

0A999 


7912170309 

7912170305 

79/12/11 

50-346 

8 

7912180272 

7912180202 

79/12/03 

50-445 

M 

7912170314 

7912170311 

79/12/11 

50-206 

S 

7912180273 

7912180247 

79/12/04 

QA999 


7912170315 

7912170312 

79/12/11 

50-360 

P 

79121B0274 

7912180270 

79/10/31 

50-271 

0 

7912170316 

7912170306 

79/12/11 

50-321 

8 

7912180275 

7912100271 

79/12/07 

50-302 

P 

7912170318 

7912170313 

79/12/07 

50-390 

8 

7912180281 

7912180202 

79/12/03 

50-44S 

M 

7912170321 

7912170319 

79/12/11 

50-321 

8 

7912180289 

7912180202 

79/12/03 

50-445 

M 

7912170323 

7912170317 

79/12/07 

50-390 

8 

7912180297 

7912180202 

79/12/03 

S0-44S 

M 



CROSS REFEREMCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION 

NUHOER 

DATE 

ISSUED 

SUBJECT 

CATEOaRV 

ACCESSION 

NUMBER 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

771316000& 

7912180202 

79/12/03 

50-445 

H 

7912180517 

7912180908 

79/12/14 

50-255 i 

7913100307 

79121B030S 

79/11/27 

PDR MISC 


7912180522 

7912180497 

79/05/12 


791S1B0311 

7912180202 

79/12/03 

50-445 

M 

7912180529 

7912180524 

79/12/12 

90-361 i 

7?13te031S 

7912180305 

79/11/27 

PDR Ml&C 


7912180932 

7912160528 

79/11/29 


79121S031& 

7912180305 

79/11/27 

PDR H18C 


7912180537 

7912180533 

79/12/07 


7913180320 

7912180202 

79/12/03 

50-445 

H 

7912180941 

7912180534 

79/12/14 

TOPREP 

7912180321 

7912180305 

79/11/27 

POR HI6C 


7912180949 

7912180940 

79/12/14 


7912180324 

7912180317 

79/11/13 

50-269 

P 

791210O5S2 

7912100549 

79/12/11 

90-325 1 

7912180325 

7912180302 

79/12/10 

FOIA 


7912100999 

7912180551 

79/12/06 


7912180329 

7912180202 

79/12/03 

50-445 

M 

7912180997 

7912100554 

79/12/07 


7912180330 

7912180319 

79/11/14 

50-324 

P 

7912180967 

79I210O5B9 

79/12/12 

90-556 

7913180336 

7912170302 

79/12/10 

FOIA 


7912180570 

7912180564 

79/12/12 


7912180340 

7912180202 

79/12/03 

50-445 

H 

79121B0581 

7912180575 

79/12/13 


7912180342 

7912180333 

79/11/06 

50-073 

0 

7912100582 

79121B0969 

79/12/14 


7912180343 

7912180337 

79/11/06 

50-324 

a 

7912180589 

7912100577 

79/12/12 


7912180345 

7912180341 

79/12/12 

50-29 

R 

7912180990 

7912100577 

79/12/12 

90-409 

7912180349 

7912180202 

79/12/03 

50-445 

H 

7912180591 

7912180586 

79/12/06 



7912180346 

79/11/28 

50-251 

p 

7912180593 

7912180509 

79/12/13 


7912100351 

7912180348 

79/12/11 

50-244 

R 

7912180999 

7912180594 

79/12/13 


7912180353 

7912180347 

79/12/05 

50-389 

e 

7912180601 

7912180599 




7912180346 

79/11/28 

50-251 

p 

7912180602 

7912100597 

79/12/13 

90-317 


7912180347 

79/12/03 

50-309 

a 

7912180610 

7912160596 




7912180346 

79/11/28 

50-251 

p 

7912180613 

7912180603 

79/12/07 


7912180359 

7912180338 

79/11/27 

71-359 


7912180616 

7912180612 

W/10/30 


7912180360 

7912180202 

79/12/03 

50-44S 

H 

7912180617 

7912100609 




7912180347 

79/12/05 

50-309 

Q 

7912180619 

7912180608 

79/12/13 

50-317 

7912180364 

7912180335 

79/10/15 

50-333 

Q 

7912180625 

7912100619 




7912180363 

79/12/07 

50-245 

R 

7912180628 

7912180620 




7912180347 

79/12/05 

S0-3S9 

a 

7912180629 

7912180623 



7912180368 

7912180362 

79/12/12 

50-334 

R 

7912180632 

7912180627 




7912180352 

79/11/30 

50-254 

B 

7912180634 

7912180620 

79/12/12 

90-202 

7912180372 

7912180202 

79/12/03 

50-445 

H 

7912180636 

7912180620 




7912180202 

79/12/03 

50-448 

M 

7912180637 

7912160630 




7912180374 

79/11/15 

FOIA 


7912180639 

7912180633 



79121B0383 

7912180379 

79/12/10 

50-272 

R 

7912180640 

7912180620 




7912180375 

79/12/14 

50-269 

R 

7912180641 

7912180638 

79/11/29 

50-312 


79I21B0377 

79/12/07 

50-10 

R 

7912180642 

7912180635 





79/12/12 

30-309 

R 

7912180647 

7912100644 




7912180202 

79/12/03 

50-443 

H 

7912180649 

7912180648 



791218039B 

7912180391 

79/12/14 

50-302 

R 

7712180651 

79I218064S 





79/12/10 

50-249 

8 

7912180653 

7912180648 

79/12/04 

FOIA 


7912180392 

79/12/12 

50-336 

R 

7912180695 

7912180646 




7912180202 

79/12/03 

SO-445 

M 

7912180657 

7912180654 




7912180402 

79/12/12 

50-271 

R 

7912180658 

7912180648 



7912180414 

7912180202 

79/12/03 

SO-445 

H 

7912100659 

7912180648 




7912180412 

79/12/04 

50-445 

I 

7912180663 

7912180640 

79/12/04 

FOIA 


7912180412 

79/12/04 

50-445 

I 

7912180664 

7912180648 




7912180410 

79/12/10 

SO-3 

e 

7912180666 

79121B064B 

79/12/04 


7912180423 

7912180202 

79/12/03 

50-445 

M 

7912180667 

7912180648 



7912180425 

7912180412 

79/12/04 

50-445 

I 

7912180669 

7912180648 




7912180418 

79/12/12 

50-244 

p 

7912100671 

7912180643 

79/12/04 

FOIA 

7912180429 

7912180413 

77/12/14 

50-267 

R 

7912180672 

7912180648 




7912180419 

79/12/06 

50-249 

S 

7912100674 

7912180648 




7912180430 

79/12/10 

50-321 

R 

7912180676 

7912180648 



7912180441 

7912180437 

79/12/12 

50-213 

R 

7912180677 

7912180648 




7912180438 

79/12/10 

50-366 

R 

7912180678 

7912180648 

79/12/04 

FOIA 

7912180445 

7912180439 

79/12/07 

50-528 

a 

7912180679 

7912180648 

79/12/04 



7912180444 

79/11/06 

27-39 


7912180681 

791210D64B 




7912180446 

79/12/10 

50-266 

R 

7912180682 

7912180648 



7912180461 

7912180457 

79/03/12 

ACRS 


7912180683 

7912180648 




7912180457 

79/05/12 

ACR8 


7912180684 

7912180648 

79/12/04 

FOIA 

7912180467 

7912180464 

79/11/13 

QA999 


7912180685 

7912100640 




7912180456 

79/12/13 

50-317 

B 

7912180687 

7912180648 



7912180475 

7912180468 

79/11/15 

50-275 

U 

7912180688 

7912180648 

79/12/04 


7912180480 

7912180468 

79/11/15 

50-273 

U 

7912180689 

79121B064B 




7912180477 

79/12/06 

50-324 

s 

7912180690 

7912180648 

79/12/04 

FOIA 


7912180469 

79/U/tS 

50-275 

u 

79I21B0691 

7912180648 

79/12/04 



7912180468 

79/11/15 

50-275 

u 

7912180693 

7912180648 

79/12/04 



7912180486 

79/12/12 

50-271 

a 

7912180694 

7912180640 

79/12/04 


7912180491 

7912180483 

79/12/11 

50-320 

p 

7912180699 

7912100648 

79/12/04 


7912180492 

7912180483 

79/12/11 

90-320 

p 

7912180696 

7912180648 

79/12/04 

FOIA 

7912180493 

7912180468 

79/11/13 

50-275 

u 

7912100697 

7912180648 



7912180498 

7912180494 

79/12/13 

50-324 

B 

7912180698 

7912180648 




79121B046B 

79/11/15 

50-275 

U 

7912180699 

7912180648 



7912180503 

7912180500 

79/lO/U 

50-267 

R 

7912180701 

7912180648 

79/18/04 


7912180507 

7912180468 

79/11/13 

50-275 

U 

7912180702 

7912180648 

79/12/04 

FOIA 


7912180468 

79/11/15 

50-275 

U 

7912180703 

7912180648 



7912180512 

7912180S0B 

79/12/14 

50-259 

B 

7912180704 

7912180648 

79/12/04 



7912180509 

79/09/10 

50-267 

H 

7912190002 

7912190001 

79/18/07 


7912180514 

7912180508 

79/12/14 

50-255 

3 

79121^0003 

7912190001 

79/12/07 



447 



448 


CROSiS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

-SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATECDRV 

7912190004 

7912190001 

79/12/07 

50-133 


7912190009 

7912190005 

79/11/20 

50-309 


7912190012 

791219000B 

79/11/27 

50-275 

H 

7912190033 

7912190000 

79/11/27 

50-275 


7912190045 

7912190000 

79/11/27 

30-275 

H 

7912190052 

7912190042 

79/12/07 

50-312 

0 

7912190042 

7912190037 

79/12/03 

50-244 

P 

7912190044 

7912190051 

79/11/12 

ORO 


7912190044 

7912190057 

79/12/03 

50-244 

P 

7912190077 

7912190049 

79/12/03 

50-285 

P 

791219008B 

7912190002 

79/11/29 

50-280 

0 

7912190092 

7912190085 

79/11/14 

50-272 

0 

791219009a 

7912190091 

79/11/30 

50-142 

0 

7912190105 

7912190091 

79/11/30 

50-142 

0 

7912190104 

7912190094 

79/12/05 

FOIA 


7912190109 

7912190102 

79/11/20 

50-363 

H 

7912190112 

7912190094 

79/12/05 

FOIA 


7912190114 

7912190107 

79/12/17 

50-3 

0 

7912190113 

7912190094 

79/12/05 

FOIA 


7912190117 

7912190094 

79/12/05 

FOIA 


7912190119 

7912190091 

79/11/30 

50-142 


7912190122 

7912190094 

79/12/05 

FOIA 


7912190125 

7912190091 

79/11/30 

30-142 


7912190124 

7912190094 

79/12/05 

FOIA 


7912190128 

7912190094 

79/12/05 

FOIA 


7912190135 

7912190094 

79/12/05 

FOIA 


7912190134 

7912190131 

79/11/07 

40-9727 


7912190139 

7912190094 

79/12/05 

FOIA 


7912190144 

7912190131 

79/11/07 

40-8727 


7912190143 

7912190094 

79/12/05 

FOIA 


79121901 4B 

7912190131 

79/11/07 

40-0787 


7912190150 

7912190141 

79/11/24 

50-290 

0 

7912190132 

7912190096 

79/12/05 

FOIA 


7912190159 

7912190096 

79/12/05 

FOIA 


7912190144 

7912190094 

79/12/05 

FOIA 


7912190171 

7912190096 

79/12/05 

FOIA 


7912190173 

7912190145 

79/11/29 

50-520 


7912190179 

7912190096 

79/12/03 

FQIA 


7912190193 

7912190096 

79/12/05 

FOIA 


79121901B4 

7912190165 

79/11/29 

S0-52B 

A 

7912190190 

7912190094 

79/12/05 

FOIA 


7912190191 

7912190170 

79/12/04 

50-322 


7912190194 

7912190096 

79/12/05 

FOIA 


7912190194 

79121901B7 

79/12/07 

FQIA 


7912190201 

7912190094 

79/12/03 

FOIA 


7912190204 

7912190187 

79/12/07 

FOIA 


7912190210 

7912190197 

79/10/05 

50-482 


7912190214 

7912190187 

79/12/07 

FOIA 


7912190222 

7912190107 

79/12/07 

FOIA 


79121902S5 

7912190104 

79/12/02 

HASTE MOT 

7912190224 

7912190187 

79/12/07 

FOIA 


7912190234 

7912190187 

79/12/07 

FQIA 


7912190237 

7912190230 

79/11/27 

50-275 

0 

79121902-42 

7912190187 

79/12/07 

FOIA 


7912190245 

7912190230 

79/11/27 

50-275 

0 

7912190247 

7912190187 

79/12/07 

FOIA 


7912190249 

7912190187 

79/12/07 

FOIA 


7912190253 

7912190187 

79/12/07 

FOIA 


7912190254 

<7912190251 

79/ 11 /OB 

71-357 


7912190257 

7912190187 

79/12/07 

FOIA 


7912190245 

7912190227 ' 

79/11/07 

50-449 


7912190246 

7912190259 

79/10/25 

HASTE MOT 

7912190249 

7912190244 

79/12/06 

50-312 


7912190270 

7912190274 

79/06/14 

ACRS 


7912190200 

7912190275 

79/10/26 

- 40-8200 


79I21902S2 

7912190274 

79/04/14 

ACR8 


7912190284 

7912190197 

79/12/07 

FOIA 


7912190209 

7912190187 

79/12/07 

FOIA 


7912190293 

7912190187 

79/12/07 

FOIA 


7912190297 

7912190274 

79/06/14 

ACRS 


7912190290 

7912190227 

79/11/07 



7912190301 

7912190187 

79/12/07 

FQIA 


7912190302 

7912190292 

79/12/04 

PDR Hiac 


7912190304 

7912190274 

79/06/16 

ACRS 


7912190308 

7912190107 

79/12/07 

FOIA 


7918190311 

7912190274 

79/06/16 

ACRS 


7912190313 

7912190187 

79/12/07 

FOIA 


7912190315 

7912190274 

79/06/16 



7912190314 

7912190310 

79/12/03 

50-159 

0 

791S19031S 

7912190107 

79/12/07 

FOIA 



ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7912190319 

7918190227 

79/11/07 

50-445 

1 £ 
1 

7912190321 

7912190274 

79/06/16 

ACRS 


7918190323 

7912190107 

79/12/07 

POIA 


7912190329 

7912190274 

79/06/16 

ACRS 


7912190330 

7912190274 

79/06/16 

ACRS 


7918190332 

7912190187 

79/12/07 

FOIA 


7918190336 

7912190274 

79/06/16 

ACRS 


791219033B 

7912190187 

79/12/07 

FOIA 


7918190341 

7912190274 

79/06/16 

ACRS 


7912190346 

7912190874 

79/06/16 

ACRS 


7912190347 

7918190187 

79/12/07 

FOIA 


7912190351 

7912190187 

79/12/07 

FOIA 


79121903S2 

7918190874 

79/06/16 

ACRS 


7918190356 

7912190274 

79/06/16 

ACRS 


7918190397 

7912190107 

79/12/07 

FOIA 


7912190359 

7912190355 

79/10/16 

HASTE MOT 

7912190360 

7912190187 

79/12/07 

FQIA 


7912190362 

7912190274 

79/06/16 

ACRS 


7912190367 

7912190187 

79/12/07 

FQIA 


7912190373 

7912190187 

79/12/07 

FOIA 


7912190375 

7912190374 

79/06/16 

ACRS 


79121903S2 

7912190107 

79/12/07 

FOIA 


7912190390 

7912190379 

79/12/17 

50-344 

p 

7912190405 

7912190398 

79/12/14 

50-331 

R 

7912190414 

7912190409 

79/12/07 

50-336 

P 

7912190424 

7912190416 

79/12/12 

TOPREP 


7912190428 

• 7912190422 

79/11/30 

FOIA 


7912190436 

7912190422 

79/11/30 

FQIA 


791219044S 

7912190422 

79/11/30 

FOIA 


7912190453 

7912190422 

79/11/30 

FOIA 


7912190474 

7912190469 

79/12/10 

71-88 


7912190479 

7912190473 

79/11/14 

71-35B 


7912190487 

7912190466 

79/12/14 

50-255 

P 

7912190496 

7912190466 

79/12/14 

50-255 

P 

7912190521 

7912190515 

79/12/14 

50-244 

8 

7912190522 

7912190520 

79/12/05 

50-250 

S 

7912190531 

7912190527 

79/11/30 

PDR Miac 


7912190532 

7912190402 

79/12/06 

50-346 

P 

7912190541 

791219053B 

79/12/03 

PDR HISC 


7918190545 

7912190542 

79/18/14 

50-237 

P 

7918190575 

7912190574 

79/12/12 

50-327 

8 

7912190601 

7912190597 

79/12/13 

TOPREP 


7912190610 

7912190578 

79/11/23 

50-566 

8 

7912190615 

7912190602 

79/18/12 

50-361 

B 

7912190626 

7912190622 

79/12/10 

50-249 

P 

7918190659 

7912190631 

79/12/07 

50-219 

P 

7912190664 

7912190631 

79/12/07 

50-219 

P 

7912190671 

7912190631 

79/12/07 

50-219 

P 

7912190670 

7912190631 

79/12/07 

50-819 

P 

7912190683 

7918190631 

79/12/07 

50-819 

P 

7912190690 

7912190692 

79/11/26 

go-566 

S 

7912190703 

7912190631 

79/12/07 

50-819 

P 

7918190707 

7912170631 

79/12/07 

50-819 

P 

7918190713 

7912190710 

79/11/30 

50-369 

s 

7918190716 

7912170705 

79/12/13 

50-313 

p 

7912190781 

7712190705 

79/12/13 

50-313 

p 

7912190775 

7712190768 

79/11/19 

70-1100 


7912190781 

7912190760 

79/11/19 

70-1100 


7918190792 

7912190706 

79/11/07 

50-255 

Q 

7912190794 

7912190789 

79/11/21 

XPORTLIC 


7918190797 

7912190787 

79/10/26 

50-813 

0 

7912190799 

7912190786 

79/11/07 

50-255 

Q 

7912200002 

7912200001 

79/11/07 

27-47 


7912200011 

7912200000 

79/11/30 

71-65B1 


7912200015 

7912200008 

79/11/30 

71-6501 


7912800020 

791220000B 

79/11/30 

71-6501 


791820002? 

7912200000 

79/11/30 

71-6581 


7912200035 

7912200030 

79/11/12 

71-aB 


7912200037 

7912200031 

79/11/16 

CONTRACT 


7918200046 

7912200043 

79/11/01 

50-272 

0 

7912200053 

7912200040 

79/12/10 

50-367 

P 

7912800056 

7912200050 

79/11/13 

30-219 

F 

7912200059 

7912200050 

79/11/13 

50-219 

F 

7912200064 

7912200061 

79/12/10 

50-320 

H 

7912800066 

7912200063 

79/11/30 

50-269 

0 

7912200067 

7918200054 

79/10/30 

50-247 

0 

7912200071 

7912200063 

79/11/30 

50-289 

0 

7912200072 

7912200068 

79/11/30 

50-266 

0 

7912200074 

7918200068 

79/11/30 

50-266 

0 

7912200078 

7912200069 

79/11/30 

PDR MI8C 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7912200079 

7912200068 

79/11/30 



7912200051 

7912200076 

79/11/19 



7912200084 

7912200069 

79/11/30 


791220008B 

791S200076 

79/11/19 




7912200092 

79/11/19 

70-135 


7912200096 

7912200090 

79/12/06 



, 7912200100 

7912200092 

79/11/19 



7912200110 

7912200114 

79/11/20 



7912200132 

7912200124 




7912200140 

7912200124 

79/11/05 

71-349 


7912200154 

7912200146 

79/11/00 



791220016S 

7912200162 

79/11/15 



7912200167 

7912200139 

79/11/01 



791220016S 

79122001SB 

79/11/27 



7912200173 

7912200169 

79/11/09 

40-8102 


7912200175 

7912200149 

79/11/83 


79122001B2 

7912200177 

79/11/06 


7912200103 

7912200179 

79/12/03 


7912200194 

7912200189 

79/11/07 



7912200196 

7912200187 

79/11/06 

QA999 


7912200198 

7912200190 

79/11/27 



7912200206 

79/10/31 



7912200250 

7912200242 

79/11/13 



7912200276 

7912200270 

79/11/87 



7912200308 

7912200296 

79/10/26 

70-33 


7912200313 

7912200303 

79/11/21 



7912200316 

7912200312 

79/11/20 



7912200310 

7918200303 

79/11/21 



7912200322 

7912200312 




7912200324 

7912200303 

79/11/21 

50-220 

0 

791220033S 

7912200312 

79/11/80 



7912200332 

7912200303 

79/11/81 



7912200333 

7912200317 

79/10/29 



7912200334 

7912200312 

79/11/20 



7912200345 

7912200312 

79/11/20 

50-339 

A 

7912200349 

7912200342 

79/12/14 



7912200351 

7912200312 

79/11/80 



7912200357 

7912200312 

79/11/20 



7912200360 

7912200353 

79/12/14 



7912200362 

7912200312 

79/11/80 

50-337 

A 

7912200360 

7912200365 

79/12/17 



7912200370 

7912200312 

79/11/20 



7912200375 

7918200372 

79/12/01 



7912200376 

7712200312 

79/11/20 



7912200382 

7912200312 

79/11/20 

50-339 

A 

7912200308 

7912200312 

79/11/20 



7912200393 

7912200312 

79/11/20 



7912200395 

7912200344 

79/11/07 



7912200399 

7912200312 

79/11/20 



7912200400 

7912200396 

79/12/lB 

50-545 

B 

7912200403 

7912200312 

79/11/20 



7912200410 

7912200312 

79/11/20 



7912200413 

7912200312 

79/11/20 



7912200418 

7912200312 

79/11/20 



7912200422 

7912200312 

79/11/80 

50-339 

A 

7912200424 

7912200312 

79/11/20 



7912200433 

7912200426 

79/11/19 

70-135 


7912200440 

7912200430 

79/18/17 



7912200453 

7918200446 

79/11/2S 

HASTE MOT 

7912200457 

7912200449 

79/11/08 

50-410 

0 

7912200458 

7918200452 

79/12/14 

50-183 


7912200460 

7912200452 

79/18/14 



7912200463 

7912200482 

79/18/14 

50-183 


7912200465 

7912200452 

79/12/14 



7912200469 

7912200452 

79/12/14 

50-123 

P 

7912200472 

7912200466 

77/11/01 



7912200475 

7912200474 

79/11/16 



791220047B 

7912200474 

79/11/16 



7912200499 

7912200491 

79/11/06 

QA999 


7912200506 

7918800505 

79/18/17 

50-312 

P 

7912200518 

7918200509 

79/12/18 

50-316 


7912200515 

7912200509 

79/ia/lB 

50-316 


7912200516 

7918200510 

79/11/02 



7912200525 

7912200520 

79/ia/ll 

50-313 


7912200526 

7912200521 

79/10/86 

50-423 

0 

7912200534 

7912200530 

79/10/29 



7912200544 

7912200S41 

79/12/14 

50-361 


7912200556 

7912200551 

79/18/10 

50-89 


79I2200S71 

7912200568 

79/18/07 

SO-409 


7912200582 

7912200577 

79/11/07 

50-454 

0 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

1D8UED 

SUBJECT 

CATEOOflV 

7912200584 

7912200578 

79/12/14 

50-337 

A 

79122005Q9 

7918200577 

79/U/0'7 

50-454 

Q 

7912800605 

7912200603 

79/12/03 

50-568 

H 

7912200612 

7912200608 

79/11/06 

70-27 


7912200631 

7912200617 

79/11/05 

90-438 

□ 

7912200641 

7912200637 

79/12/06 

90-213 

Q 

7912200645 

7912200642 

79/12/06 

50-329 

0 

7912200646 

7912200637 

79/12/06 

50-213 

0 

791220064S 

7712200642 

79/12/06 

50-327 

0 

7912200651 

7918200642 

79/12/06 

50-329 

0 

7912800657 

7912200652 

79/12/05 

50-334 

Q 

7912200660 

7912200652 

79/12/03 

90-334 

Q 

7912200667 

7912200652 

79/12/OS 

50-334 

0 

79122006S6 

7912200677 

79/10/25 

50-367 

U 

7918200692 

7918200677 

79/10/25 

30-367 

U 

7912210009 

7912210006 

79/12/10 

50-424 

A 

7912210012 

7912210001 

79/11/29 

QA999 


7912210013 

7912210008 

79/18/12 

30-282 

P 

7912210016 

7912210010 

79/12/10 

50-348 

0 

7912210017 

7912210001 

79/11/29 

0A999 


7912210019 

7912210014 

79/12/17 

50-387 

0 

7912210020 

7912210001 

79/11/29 

QA999 


7912210021 

7912210010 

79/12/10 

50-348 

a 

7912810024 

7912210014 

79/12/17 

30-307 

0 

7912810029 

7912210001 

79/11/29 

QA999 


7912210031 

7912210023 

79/11/16 

50-237 

o 

7912210032 

7912210001 

79/11/29 

QA999 


7912810033 

7912210028 

79/11/09 

50-403 

0 

7912210036 

7912210001 

79/11/29 

0A999 


7912210038 

7912210034 

79/12/12 

50-62 

Q 

7912810043 

7912210034 

79/12/12 

30-62 

Q 

7912210046 

7912210034 

79/12/18 

50-62 

a 

7912210043 

7912210034 

79/12/12 

50-62 

0 

7912210058 

7912210052 

79/12/11 

50-83 

0 

7912210061 

7912210052 

79/12/11 

30-83 

Q 

7912210063 

7912210052 

79/12/11 

50-83 

Q 

7912210069 

7912210052 

79/12/11 

50-83 

0 

7912810074 

7912210066 

79/11/16 

50-282 

Q 

791221007S 

7912210072 

79/11/23 

30-312 

Q 

7918210080 

791821007D 

79/12/10 

50-269 

0 

7912210088 

7912210075 

79/12/10 

50-269 

Q 

7912210089 

7912210071 

79/10/31 

50-358 

U 

7912310103 

7912210096 

79/11/27 

50-886 

0 

7912210110 

791221010D 

79/12/04 

27-48 


7912210114 

7912210100 

79/12/04 

27-48 


7912210133 

7912210124 

79/10/31 

50-275 

U 

7912210136 

7912210132 

79/12/07 

50-206 

0 

7912210145 

7912210135 

79/12/06 

50-491 

Q 

7912210147 

7912210140 

79/12/03 

50-346 

0 

7912210152 

7912210135 

79/12/06 

50-491 

Q 

7912210154 

7912210150 

79/11/09 

50-373 

a 

7912210153 

7912210132 

79/12/07 

50-206 

Q 

7912210160 

7912210141 

79/12/05 

XPORTUIC 


7912210161 

7912210135 

79/12/06 

50-491 

0 

7912210162 

7912210138 

79/12/07 

50-206 

Q 

7912210167 

7912210166 

79/12/20 

50-395 

F 

79I22I0172 

7912210133 

79/18/06 

50-491 

0 

7912210173 

7912210141 

79/12/03 

XPDRTLIC 


7912210178 

7912210164 

79/10/12 

50-437 

u 

7912210181 

7918210177 

79/12/05 

50-321 

0 

7912210189 

7912210185 

79/11/29 

71-114 


7912210191 

7912210034 

79/12/12 

50-62 

0 

7912210194 

7912210188 

79/12/20 

50-466 

A 

7912210197 

7912210190 

79/10/24 

50-219 

U 

7912210199 

7912210196 

79/11/06 

0A999 


7912210201 

7912210198 

79/11/29 

QA999 


7912210810 

791221019Q 

79/11/29 

QA999 


7918210211 

7912210209 

79/18/20 

50-466 

D 

7912210212 

7912210202 

79/12/OS 

90-259 

Q 

7918210218 

7912210203 

79/11/09 

50-259 

Q 

7912210219 

7912210198 

79/11/29 

QA999 


7912210282 

7912210198 

79/11/29 

QA999 


7912210228 

7912210216 

79/10/29 

30-879 

U 

7912210233 

7912210198 

79/11/29 

QA999 


7912210235 

7912210224 

79/11/29 

70-1 IS! 


7912810238 

7912210227 

79/18/n 

90-269 

Q 

7912210248 

7912210227 

79/12/11 

50-269 

0 

7912810263 

7918210227 

79/12/11 

50-269 

0 

7912210266 

7912210253 

79/10/12 

50-358 

U 

7912810877 

7912210272 

79/10/26 

40-974D 
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CROSS REFEREWCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEODRV 

7912310263 

7912210227 

79/12/11 

50-269 

0 

7912210266 

7912210272 

79/10/26 

40-0748 


7913210290 

7912210273 

79/10/26 

40-8748 


7912210299 

7912210272 

79/10/26 

40-8748 


7912210296 

7912210293 

79/09/10 

71-9932 


7912210310 

7912210306 

79/12/14 

50-2 1 9 

H 

7912210312 

7912210300 

79/10/26 

40-0745 


7912210322 

7912210316 

79/12/17 

50-333 

S 

7912210323 

7912310317 

79/10/26 

40-874S 


7912210324 

7912310314 

79/11/09 

50-389 

T 

7912210328 

7912210317 

79/10/26 

40-8745 


7912210331 

7913210319 

79/11/01 

50-318 

Q 

7912210336 

7912210327 

79/12/17 

50-333 

S 

7912210343 

7912210332 

79/12/06 

50-206 

P 

7912210344 

7912210340 

79/12/10 

50-424 

B 

7912210346 

7912210341 

79/12/10 

71-5086 


7912210353 

7912210347 

79/12/13 

TDPREP 


7912210354 

7912210336 

79/12/14 

50-219 

S 

7912210356 

7913210346 

79/12/13 

50-327 

A 

7912210363 

7912210357 

79/11/01 

50-244 

0 

7912210364 

7912210360 

79/12/14 

50-546 

e 

7912210376 

7912210373 

79/12/13 

50-267 

p 

7912210363 

79122103B2 

79/11/06 

CONTRACT 


7912210367 

7912210365 

79/11/06 

CONTRACT 


7912210405 

7912210402 

79/12/13 

PQIA 


7912210407 

7912210402 

79/12/13 

FOIA 


7912210409 

7912210402 

79/12/13 

FOIA 


7913210411 

7912210402 

79/12/13 

FOIA 


7913210424 

7912210403 

79/12/13 

FOIA 


7912210425 

7912210419 

79/12/03 

71-5467 


7912210426 

7912210402 

79/12/13 

FOIA 


7912210426 

7912210402 

79/12/13 

FOIA 


7912210429 

7912210416 

79/11/27 

71-364 


7912210430 

7912210402 

79/12/13 

FOIA 


7912210432 

7912210402 

79/12/13 

FOIA 


7912210434 

7912210419 

79/12/03 

71-5467 


7912210435 

7912210402 

79/12/13 

FOIA 


7912210437 

7912210433 

79/11/21 

71-363 


7912210441 

7912210436 

79/12/04 

50-155 

e 

7912210443 

7912210436 

79/12/04 

50-155 

9 

7912260014 

791226001 1 

79/12/03 

XPQHTLIC 


7912260017 

7912260012 

79/11/21 

TOPBEP 


7912360036 

7912260036 

79/12/04 

71-60 


7912260041 

7912260040 

79/12/10 

71-6078 


7912260046 

7912260043 

79/11/07 

70-371 


7912260047 

7912260042 

79/11/15 

71-9006 


7912260049 

7912260045 

79/12/10 

71-9001 


7912260055 

7912260052 

79/12/06 

71-24 


7912260056 

7912260051 

79/11/07 

50-289 

a 

7912260061 

7912260054 

79/11/19 

50-54 

a 

7912260063 

7912260059 

79/11/06 

70-020 


7912360064 

7912260062 

79/11/13 

50-317 

8 

7912260066 

7912260054 

79/11/19 

50-54 

Q 

7912360071 

7912260066 

79/11/06 

70-1143 


7912260074 

7912260054 

79/11/19 

50-54 

Q 

7912260076 

7912260072 

79/11/08 

27-47 


7912260005 

7912260072 

79/11/08 

27-47 


7912360066 

7912260061 

79/12/14 

50-445 

H 

7912260091 

7912260087 

79/11/09 

50-461 

a 

7912260095 

7912260092 

79/10/26 

50-333 

0 

7912260096 

7912260094 

79/11/09 

50-266 

a 

7912360104 

7912260096 

79/11/29 

QA999 


7912360105 

7912260102 

79/11/06 

S0-2B2 

0 

7912260106 

7912260103 

79/12/11 

40-2061 


7912260111 

7912260096 

79/11/29 

06999 


7912260115 

7912260109 

79/11/21 

50-277 

Q 

7912260116 

7912260113 

79/11/30 

50-213 

0 

7913360116 

7912260113 

79/11/30 

50-213 

0 

7912260119 

7912260109 

79/11/21 

50-277 

Q 

7912260120 

7912260113 

79/11/30 

50-213 

Q 

7912260122 

7912260113 

79/11/30 

50-213 

0 

7912260125 

7912260096 

79/11/29 

QA999 


7912260130 

7912260096 

79/11/29 

0A999 


7912260133 

7912260129 

79/10/30 

50-329 

a 

7912260134 

7912260132 

79/12/11 

50-228 

Q 

7913260135 

7912260132 

79/12/11 

50-228 

9 

7913260136 

7912260132 

79/12/11 

50-228 

a 

7912260137 

7912260129 

79/10/30 

50-329 

0 

7912260138 

7912260096 

79/11/29 

QA999 


7912260139 

7912260132 

79/12/11 

50-228 

0 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


7912260141 

7912260096 

79/11/29 

QA999 


7912260144 

7912260140 

79/11/16 

SO-155 

0 

7912260145 

7912260142 

79/11/09 

27-47 


7912260146 

7912260096 

79/11/29 

QA999 


7912260150 

7912260096 

79/11/29 

0A999 


7912260151 

7912260147 

79/11/16 

50-327 

Q 

7912260153 

7912260148 

79/11/16 

50-546 

Q 

7912260154 

7912260152 

79/12/10 

QA999 


7912260155 

7912260096 

79/11/29 

QA999 


7912260156 

7912260152 

79/12/10 

0A999 


7912260157 

7912260152 

79/12/10 

0A999 


7912260159 

7912260152 

79/12/10 

0A999 


7912260164 

7912260131 

79/11/27 

50-321 

P 

7912260165 

7912260161 

79/11/29 

XPORTLIC 


7912260168 

7912260161 

79/11/29 

XPORTLIC 


7912260169 

7912260167 

79/11/15 

50-367 

8 

7912260174 

7912260161 

79/11/29 

XPORTLIC 


7912260175 

7912260171 

79/12/11 

70-143 


7912260178 

7912260171 

79/12/11 

70-143 


7912260181 

7912260171 

79/12/11 

70-143 


7912260193 

7912260185 

79/12/12 

QA999 


7912260196 

7912260189 

79/11/29 

XPORTLIC 


7912260198 

7912260185 

79/12/12 

QA999 


7912260202 

7912260185 

79/12/12 

0A999 


7912260203 

7912260185 

79/12/12 

QA999 


7912260204 

7912260185 

79/12/12 

QA999 


7912260206 

7912260185 

79/12/12 

QA999 


7912260208 

7912260205 

79/12/04 

XPORTLIC 


7912260212 

7912260205 

79/12/04 

XPORTLIC 


7912260213 

7912260210 

79/11/13 

50-382 

0 

7912260214 

7912260207 

79/12/04 

50-285 

P 

7912260217 

7912260215 

79/12/11 

50-312 

8 

7912260218 

7912260216 

79/12/19 

50-338 

P 

7912260224 

7912260221 

79/12/14 

50-366 

S 

7912260227 

7912260228 

79/12/10 

50-312 

s 

7912260233 

7912260227 

79/11/19 

50-243 

P 

7912260237 

7912261234 

79/12/15 

50-346 

s 

7912260241 

7912260238 

79/12/17 

50-368 

p 

7912260243 

7912260239 

79/12/18 

50-302 

s 

7912260246 

7912260242 

79/12/12 

50-293 

p 

7912260249 

7912260247 

79/12/14 

50-321 

8 

7912260254 

7912260245 

79/12/17 

50-302 

F 

7912260259 

7912260253 

79/12/18 

50-346 

8 

7912260268 

7912260267 

79/12/10 

50-220 

n 

7912260269 

7912260265 

79/12/14 

50-366 

a 

7912260274 

7912260272 

79/12/18 

SO-313 

8 

7912260277 

7912260273 

79/12/13 

50-312 

s 

7912260281 

7912260278 

79/12/17 

50-293 

s 

7912260283 

7912260279 

79/12/12 

50-312 

8 

7912260284 

7912260280 

79/12/lB 

50-275 

K 

7912260298 

7912260296 

79/11/06 

50-352 

Q 

7912260302 

7912260301 

79/11/08 

50-29 

0 

7912260306 

7912260303 

79/11/16 

50-327 

Q 

7912260315 

7912260309 

79/12/05 

50-289 

P 

7912260329 

7912260327 

79/12/17 

50-312 

0 

7912260331 

7912260330 

79/11/02 

50-134 

0 

7912260333 

7912260332 

79/11/23 

50-387 

8 

7912260335 

7912260332 

79/11/23 

50-387 

8 

7912260337 

7912260332 

79/11/23 

BO-307 

8 

7912260339 

7912260332 

79/11/23 

50-387 

8 

7912260344 

7912260327 

79/12/17 

50-312 

8 

7912260345 

7912260327 

79/12/17 

50-312 

0 

7912260346 

7912260309 

79/12/05 

50-289 

P 

7912260348 

7912260309 

79/12/05 

50-289 

P 

7912260350 

7912260347 

79/12/04 

50-373 

0 

7912260351 

7912260347 

79/12/04 

50-373 

0 

7912260354 

7912260347 

79/12/04 

30-373 

0 

7912260355 

7912260347 

79/12/04 

50-373 

0 

7912260375 

7912260372 

79/12/11 

50-443 

0 

7912270005 

7912270001 

79/10/09 

PDR HI8C 

7912270008 

7912270004 

79/12/06 

50-329 

0 

7912270009 

7912270004 

79/12/06 

50-329 

0 

7912270021 

7912270018 

79/12/07 

50-315 

P 

7912270023 

7912270018 

79/12/07 

50-315 

p 

7912270024 

7912270018 

79/12/07 

50-315 

p 

7912270029 

7912270027 

79/12/07 

71-250 


7912270039 

7912270033 

79/10/31 

PDR MI8C 

7912270052 

7912270648 

79/11/29 

50-498 

M 

7912270053 

7912270051 

79/11/28 

71-6206 


7912270056 

7912270054 

79/12/14 

50-522 

0 



CROSS REFERENCE OF ENCLOSURES TO 
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ACCESSION NUHQEn 


ACCESSION NUMGEO 


PRINCIPAL 
ENCLCSORE DOCUMENT 

79tS37009S 7712S7005I 
7913270057 7912270094 
79122700S9 7912270067 
7912270077 7912270062 
791227007B 7912270072 

79122700B5 7912S700B3 
7912270099 7912270097 
7912270114 7912270110 
7912270117 7912270110 
7912270125 7912270132 

7912270131 7912270122 
7912270135 7912270122 
7912270149 7912270122 
7912270150 7912270147 
7912270152 7912270148 

7912270154 7912270122 
7912270156 7912270153 
7912270156 7912270122 
7912270160 7912270122 
7912270161 7912270153 

7912270172 7912270167 
7912270178 7912270167 
79122701B0 7912270173 
7912270190 7912270166 
7913270196 7912270191 

7912270197 7912270193 
7912270204 7912270162 
7912270207 7912270200 
7912270220 7912270206 
7912270226 7912270212 

7912270236 7912270232 
7912270236 7912270212 
7912270243 7912270232 
7912270253 7912270249 
7912270255 791227024B 

7913270256 7912270251 
7912270262 7912270251 
7912270265 7912270254 
79 1 2270275 79 12270267 
7912270276 7912270269 

7912270262 7912270276 
7912270290 7912270206 
7912270295 7912270209 
7912270301 7912270279 
7912270304 7912270299 

7912270300 7912270296 
7912270311 7912270307 
7912270317 7912270306 
7912270320 7912270333 
7912270334 7912270329 

7912270330 7912270332 
7912270373 7912270339 
791 2270389 791 2270366 
7912270397 7912270390 
7912270390 7912270395 

7912270407 7912270402 
7912270414 7912270406 
7912270420 7912270413 
7912270433 7912270426 
7912270442 7912270434 

7912270447 7912270335 
7912270455 7912270335 
7912270460 7912270335 
7912270476 7912270473 
7912270477 7912270472 

7912270403 7912270475 
79122704B4 7912270480 
7912270409 7912270402 
7912270490 7912270407 
7912270498 7912270491 

7912270499 7912270492 
7912270500 7912270495 
7912270506 7912270302 
7912270509 7912270503 
791 22705 1 0 7912270497 

7912270320 7912270502 
7912270528 7912270518 
7912270535 7912270522 
7912270536 7912270526 
79 1 2270541 79 1 2270529 


DATE 

ISSUED 

6UB>fECT 

CATECDRY 

79/11/28 

71-6206 


79/12/14 

50-522 

0 

79/11/26 

40-8745 


79/10/12 

COKHtSStON 

79/12/07 

50-275 

a 

79/12/03 

COMHISStON 

79/12/07 

C0HHI66Icm 

79/11/30 

COmiSSION 

79/11/30 

COKHI8SION 

79/11/23 

COHKISSION 

79/11/28 

COmiSSION 

79/11/23 

COmiSSlON 

79/11/28 

COMfllBSION 

79/11/27 

50-309 

0 

79/12/07 

PDR HI8C 


79/11/23 

COKHISBION 

79/12/20 

50-313 

P 

79/11/28 

COMMISSION 

79/11/20 

COMMISSION 

79/12/20 

50-313 

P 

79/11/23 

50-364 

A 

79/11/23 

50-364 

A 

79/11/06 

70-1143 


79/12/19 

50-247 

P 

79/12/20 

50-266 

F 

79/12/19 

50-329 

A 

79/19/14 

50-393 

6 

79/12/15 

NUREC 


79/12/19 

50-266 

P 

79/12/19 

S0-34B 

S 

79/12/14 

50-247 

P 

79/12/19 

50-348 

S 

79/12/14 

50-247 

P 

79/12/20 

50-320 

P 

79/12/10 

71-350 


79/12/17 

50-259 

P 

79/12/17 

50-259 

P 

79/12/21 

50-237 

5 

79/12/21 

50-3 

P 

79/12/19 

50-344 

F 

79/12/17 

50-360 

R 

79/12/90 

50-272 

S 

79/12/13 

50-327 

K 

79/12/07 

50-324 

8 

79/12/90 

50-260 

S 

79/12/17 

50-3B7 

8 

79/12/20 

50-2BO 

S 

79/12/17 

50-325 

S 

79/12/11 

50-269 

8 

79/12/12 

50-312 

a 

79/12/19 

50-271 

8 

79/12/17 

30-3 

P 

79/12/17 

50-348 

R 

79/12/19 

30-361 

A 

79/12/20 

50-346 

S 

79/12/20 

50-346 

8 

79/12/19 

50-324 

8 

79/12/20 

50-346 

S 

79/12/20 

50-267 

8 

79/12/21 

50-244 

8 

79/12/10 

50-206 

P 

79/12/18 

50-206 

P 

79/12/18 

50-206 

P 

79/12/10 

50-327 

8 

79/12/17 

50-321 

a 

79/12/17 

50-296 

8 

79/18/lB 

50-390 

s 

79/12/19 

50-321 

s 

79/12/20 

50-325 

a 

79/12/21 

50-202 

8 

79/12/21 

50-266 

p 

79/12/17 

50-266 

F 

79/12/19 

50-334 

8 

79/12/21 

50-270 

8 

79/12/14 

50-278 

8 

79/12/19 

50-334 

8 

79/12/20 

50-325 

S 

79/12/19 

50-325 

a 

79/12/14 

50-324 

s 

79/12/19 

50-325 

a 


ENCLOSURE 

7912270542 

7912270545 

7912270551 

7912270552 

7912270550 

7912270560 

7912270561 

7912270562 

7912270569 

7912270570 

7912270571 

7912270574 

7912270500 

79122705B3 

79122705B5 

7912270307 

7913270500 

7912370591 

7912270592 

7912270596 

7912270599 

7912270600 

7912270603 

7913200006 

7912200037 

7912200030 

7912200069 

7913300102 

7913200100 

7912200132 

79132B0137 

7912200139 

7912200140 

7912200156 

7912300157 

7913260163 

7912200160 

7912200169 

7912280171 

7912200174 

7912200177 

7912200102 

79122B0192 

7912200202 

7912200206 

7912280210 

7912200213 

7912200322 

7912200232 

7912200240 

7912200257 

7912200260 

7912200279 

7912200201 

7912200267 

79122B0290 

7912260293 

7912200295 

7912200301 

7913280303 

7912200304 

7912200311 

7912200313 

79122B0316 

7912200321 

7912200325 

7912200320 

7912280329 

7912200331 

7912200337 

7912200339 

7912200342 

7912200346 

79122S0348 

7912260360 

7912200361 

7912200373 

7912200305 

7912280392 

7912200393 


PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEOQRY 

7912270515 

79/12/14 

50-245 

S 

7912270540 

79/12/21 

50-263 

P 

7912270537 

79/12/20 

50-325 

8 

7912270540 

79/12/21 

50-263 

P 

7912270549 

79/12/21 

SO-324 

S 

7912270547 

79/12/20 

50-280 

s 

7912270549 

79/12/14 

50-324 

s 

79122705S3 

79/12/21 

50-286 

s 

7912270555 

79/12/10 

50-341 

A 

7912270559 

79/12/20 

30-334 

s 

7912270363 

79/12/19 

50-325 

s 

7912270564 

79/12/19 

SO-296 

3 

7912270569 

79/12/19 

50-363 

B 

7912270572 

79/12/20 

50-325 

8 

7912270577 

79/12/20 

50-269 

I 

7912270581 

79/12/17 

50-206 

s 

7912270582 

79/12/20 

50-338 

S 

7912270504 

79/12/20 

50-272 

s 

7912270547 

79/12/20 

50-280 

a 

7912270590 

79/12/19 

50-316 

s 

7912270594 

79/12/10 

50-346 

s 

7912270595 

79/12/20 

50-272 

s 

7912270590 

79/12/19 

50-316 

s 

7912200003 

79/11/20 

71-6501 


7912200033 

79/12/12 

71-6698 


7912260033 

79/12/12 

71-6690 


7912260032 

79/10/31 

40-8674 


79122S00B2 

79/10/31 

40-8674 


7912200062 

79/10/31 

40-0674 


7912260126 

79/12/05 

NUREO 


7912200130 

79/12/19 

50-344 

0 

7912280133 

79/12/07 

WASTE MOT 

7912200133 

79/12/07 

WASTE MOT 

7912260153 

79/12/11 

XPQRTLIC 


7912200152 

79/11/14 

50-395 

Q 

7912200159 

79/12/13 

50-369 

Q 

79122B0133 

79/12/07 

WASTE MOT 

79122B0133 

79/12/07 

WASTE MOT 

79I22B0133 

79/12/07 

WASTE HOT 

7912280159 

79/12/13 

50-369 

Q 

7912200133 

79/12/07 

HASTE MOT 

7912200133 

79/12/07 

WASTE HOT 

7912200133 

79/12/07 

HASTE MOT 

7912200133 

79/12/07 

WASTE MOT 

79182B019B 

79/12/20 

50-244 

p 

7912200133 

79/12/07 

WASTE HOT 

79122a019a 

79/12/20 

50-244 

p 

7912200190 

79/12/20 

50-244 

p 

79122B019B 

79/12/20 

50-244 

p 

7712260190 

79/12/20 

50-244 

p 

7912200226 

79/12/10 

SQ-599 

0 

7912200264 

79/11/30 

90-320 

H 

7912230274 

79/11/30 

50-320 

H 

79122B0273 

79/12/12 

50-346 

P 

7912260253 

79/11/15 

50-320 

U 

79122B0275 

79/12/12 

50-346 

P 

7912280260 

79/11/30 

50-320 

H 

7912280205 

79/11/19 

40-2259 


7912260206 

79/09/26 

50-320 

0 

7912200285 

79/11/19 

40-2259 


7912200290 

79/11/30 

50-320 

H 

7912280205 

79/11/19 

40-2259 


7912280299 

79/11/lf 

50-320 

U 

7912280309 

79/11/30 

50-320 

H 

7912280320 

79/U/30 

50-320 

H 

7912260205 

79/11/19 

40-2259 

H 

7912260326 

79/11/30 

50-320 

7912200322 

79/11/14 

50-498 

0 

7912260205 

79/11/19 

40-2259 


7912200332 

79/11/30 

50-320 

H 

7912260285 

79/11/19 

40-2259 


7912280330 

79/10/12 

50-320 

0 

7912260265 

79/11/19 

40-2259 


7912200340 

79/11/30 

50-320 

H 

7912260285 

79/11/19 

40-2259 


7912280353 

79/11/30 

50-320 

H 

7912280367 

79/11/30 

50-320 

H 

7912200376 

79/11/30 

50-320 

H 

7912260379 

79/10/19 

50-320 

a 

7912200386 

79/11/30 

50-320 

H 
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7918260397 

7912260380 

79/11/09 

50-320 

P 

7912310247 

7912310240 

79/12/14 

50-320 

H 

7912260406 

79I22603B0 

79/11/09 

50-320 

P 

7912310251 

7912310236 

79/12/18 

50-320 

H 

7912200410 

7912280399 

79/11/30 

50-320 

H 

7912310257 

7912310236 

79/18/18 

50-320 

H 

7912260422 

7912260415 

79/11/30 

50-320 

H 

7912310258 

7912310236 

79/12/18 

50-320 

H 

79122B0436 

7912280429 

79/12/20 

S0-4B2 

A 

7912310259 

791231024? 

79/12/13 

27-48 


7912260437 

7912280430 

79/11/23 

50-320 

P 

7912310276 

7912310270 

79/11/13 

50-436 

Q 

79122B0439 

7912280433 

79/11/30 

50-320 

K 

7912310287 

7912310270 

79/11/13 

50-436 

0 

7912280449 

7912260445 

79/11/30 

50-320 

H 

7912310286 

7912310261 

79/11/09 

50-389 

G 

7912280454 

7912280452 

79/11/30 

50-320 

H 

7912310299 

7912310291 

79/11/30 

70-820 


7912280456 

7912280457 

79/11/30 

50-320 

H 

7912310300 

7912310292 

79/11/15 

50-348 

G 

79122B04S9 

7912280456 

79/11/30 

50-320 

0 

7912310304 

7912310291 

79/11/30 

70-820 


7912260461 

7912280460 

79/11/30 

50-320 

H 

7912310311 

7912310291 

79/11/30 

70-820 


7912260465 

7912280462 

79/11/30 

50-320 

H 

7912310316 

7912310307 

79/U/16 

50-390 

G 

79122S0470 

7912280468 

79/11/30 

50-320 

H 

7912310320 

7912310291 

79/11/30 

70-820 


79122B0476 

7912280472 

79/11/30 

50-320 

H 

7912310331 

7912310325 

79/11/14 

50-395 

Q 

7912260460 

7912280478 

79/11/30 

50-320 

H 

7912310333 

7912310326 

79/11/16 

50-327 

Q 

7912260462 

7912280461 

79/ 1 1 /ao 

50-320 

K 

7912310336 

7912310336 

79/11/16 

90-302 

G 

7912280466 

79I22B0471 

79/11/29 

50-2B9 

U 

7912310346 

7912310336 

79/11/16 

50-302 

G 

7912260487 

7912280484 

79/11/30 

50-320 

H 

7912310350 

7912310345 

79/12/24 

50-316 

6 

7912260409 

7912280471 

79/11/29 

30-299 

U 

7912310353 

7912310349 

79/11/14 

50-261 

G 

7912260492 

7912200471 

79/11/29 

50-209 ' 

U 

791^10357 

7912310354 

79/12/20 

SO-317 

a 

7912260493 

7912280471 

79/11/29 

50-320 

U 

7912310357 

7912310348 

79/12/20 

SO-10 

p 

7912200507 

7912280503 

79/12/21 

50-296 

S 

7912310366 

7912310358 

79/12/18 

50-312 

p 

7912280513 

7912280509 

79/12/21 

50-259 

8 

7912310374 

7912310371 

79/12/28 

50-336 

p 

7912280514 

7912280510 

79/11/30 

50-320 

H 

7912310377 

7912310366 

79/12/12 

50-336 

0 

7912280524 

7912280521 

79/12/20 

50-315 

R 

7912310364 

7912310363 

79/12/21 

50-368 

6 

7912280525 

7912280516 

79/12/24 

50-344 

P 

7912310386 

7912310366 

79/12/12 

50-338 

0 

7912280527 

7912280523 

79/12/19 

50-310 

R 

7912310393 

7912310363 

79/12/21 

50-368 

B 

7912260528 

7912280517 

79/12/18 

TOPREP 


7712310394 

7912310391 

79/12/20 

50-244 

F 

7912280530 

7912280516 

79/11/30 

50-320 

H 

7912310396 

7912310396 

79/12/21 

50-267 

R 

7912280535 

79122805IB 

79/12/24 

50-344 

P 

7912310399 

7912310363 

79/12/21 

50-368 

8 

7912280537 

7912280534 

79/11/30 

50-320 

0 

7912310404 

7912310363 

79/12/21 

50-366 

6 

7912200540 

7912280532 

79/12/19 

50-395 

s 

7912310406 

7912310403 

79/12/21 

50-247 

8 

7912260551 

7912280543 

79/11/30 

SO-320 

H 

7912310406 

7912310401 

79/12/23 

50-416 

R 

7912260552 

7912280544. 

79/12/14 

50-327 

s 

7912310409 

79123103B3 

79/12/21 

50-366 

6 

7912280555 

7912280546 

79/12/19 

30-400 

A 

7912310410 

7912310403 

79/12/21 

50-247 

S 

7912260556 

7912280553 

79/11/30 

30-320 

H 

7912310414 

7912310413 

79/12/21 

50-293 

R 

7912280565 

7912280560 

79/12/21 

50-329 

6 

7912310416 

7912310416 

79/12/13 

80-317 

R 

7912260571 

7912280566 

79/12/20 

50-397 

A 

7912310420 

7912310415 

79/12/27 

50-321 

B 

7912260590 

7912260591 

79/12/17 

50-327 

S 

7912310425 

7912310417 

79/12/26 

50-255 

S 

7912280613 

7912280607 

79/12/19 

30-516 

A 

7912310426 

7912310424 

79/12/17 

50-348 

R 

7912260641 

7912280634 

79/12/17 

50-317 

P 

7912310426 

7912310422 

79/i2/2B 

50-263 

B 

79122B0642 

7912280636 

79/12/14 

50-397 

3 

7912310430 

7912310489 

79/12/20 

50-321 

6 

7912280645 

7912280640 

79/11/14 

27-10 


7912310431 

7912310366 

79/12/87 

50-317 

F 

7912280646 

7912280634 

79/12/17 

50-317 

P 

7912310433 

7912310432 

79/08/06 

50-366 

R 

7912260651 

7912280636 

79/12/14 

50-397 

S 

7912310434 

7912310432 

79/03/06 

50-366 

R 

7912280653 

7912280640 

79/11/14 

27-10 


7912310437 

• 7912310435 

79/12/06 

50-296 

6 

79122B06S0 

7912280640 

79/11/14 

27-10 


7912310440 

7912310438 

79/12/12 

50-296 

6 

7912280663 

7912280656 

79/11/06 

XPDRTLIC 


7912310441 

7912310436 

79/12/26 

50-255 

S 

7912260667 

7912280640 

79/11/14 

27-10 


7912310444 

7912310442 

79/12/10 

50-296 

8 

7912280674 

7912260672 

79/12/16 

27-46 


7912310449 

7912310445 

79/11/29 

40-4492 


79122B0676 

7912260640 

79/11/14 

27-10 


7912310460 

7912310447 

79/12/06 

80-296 

8 

7912260676 

7912260671 

79/12/07 

30-344 

Q 

7912310451 

7912310446 

79/12/28 

50-346 

6 

7912260687 

7918280684 

79/09/25 

UA8TE HOT 

7912310454 

7912310453 

79/12/28 

50-293 

S 

7912310004 

7912310002 

79/12/13 

SO-206 

0 

7912310455 

7912310452 

79/12/24 

80-312 

Q 

7912310006 

7912310002 

79/12/13 

50-206 

0 

7912310461 

7912310456 

79/12/17 

50-366 

P 

7912310024 

7912310014 

79/12/12 

TOPREP 


7912310464 

7912310456 

79/12/27 

50-1 SS 

P 

7912310032 

7912310029 

79/12/17 

PRH 


7912310465 

7912310458 

79/12/27 

90-155 

P 

7912310047 

7912310041 

79/11/09 

50-316 

Q 

7912310467 

7912310459 

79/12/07 

90-296 

8 

79123100Sa 

7912310054 

79/11/09 

50-322 

0 

7912310468 

7912310462 

79/12/26 

50-366 

S 

7912310065 

7912310060 

79/11/06 

50-219 

Q 

7912310469 

7912310456 

79/12/27 

50-155 

P 

7912310072 

791231.0067 

79/12/07 

30-369 

0 

7912310473 

7912310458 

79/12/27 

50-155 

P 

7912310076 

7912310067 

79/12/07 

30-389 

Q 

7912310474 

7912310471 

79/12/28 

50-313 

F 

7912310061 

7912310067 

79/12/07 

30-369 

Q 

7912310478 

7912310475 

79/12/26 

50-282 

8 

7912310066 

7912310067 

79/12/07 

30-369 

Q 

7912310481 

7912310476 

79/12/27 

50-255 

P 

7912310100 

7912310093 

79/11/OB 

50-390 

0 

7912310482 

7912310366 

79/12/27 

50-317 

F 

7912310115 

7912310107 

79/11/00 

50-281 

0 

7912310486 

7912310460 

79/12/27 

50-346 

P 

7912310131 

791S31012S 

79/ 11 /OS 

50-286 

G 

7912310467 

7912310476 

79/12/27 

50-255 

P 

7912310152 

7912310146 

79/12/07 

30-335 

p 

7912310490 

7912310366 

79/13/27 

50-317 

F 

7912310154 

791231014B 

79/12/07 

50-335 

P 

7912310492 

7912310463 

79/12/26 

50-195 

8 

7912310170 

791231016B 

79/12/04 

50-466 

0 

7912310493 

7912310469 

79/12/26 

50-413 

S 

7912310178 

7918310166 

79/12/04 

50-466 

0 

7912310495 

7912310476 

79/12/27 

50-295 

P 

7912310160 

7912310176 

79/11/20 

XPDflTUIC 


7912310496 

7912310368 

79/12/27 

50-317 

F 

7912310183 

7912310168 

79/12/04 

50-466 

0 

7912310501 

7912310476 

79/12/27 

50-235 

P 

7912310225 

7912310218 

79/12/11 

ORO 


7912310502 

7912310368 

79/12/27 

50-317 

F 

7912310227 - 

7912310214 

79/00/23 

ACR8 


7912310S04 

7912310497 

79/12/26 

50-409 

S 

7912310233 

7912310218 

79/12/11 

ORO 


7912310506 

7912310499 

79/12/28 

50-280 

P 

7912310236 

7912310230 

79/11/19 

27-47 


7912310508 

7912310476 

79/12/27 

90-235 

P 

7912310239 

7912310214 

79/00/23 

ACR8 


7912310511 

7912310388 

79/12/27 

50-317 

F 

7912310243 

7912310236 

79/12/18 

50-320 

H 

7912310512 

7912310510 

79/12/26 

50-133 

0 
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7912310513 

79123!047i 

79/12/27 

50-255 

P 

7912310525 

79123103B8 

79/12/27 

50-317 

F 

7912310517 

7912310476 

79/12/27 

50-255 

P 

7912310527 

7912310516 

79/12/28 

50-344 

P 

7912310519 

7912310514 

79/12/11 

50-490 

H 

7912310530 

7912310380 

79/12/27 

50-317 

F 

7912310520 

7912310516 

77/12/28 

50-344 

P 

7912310534 

7912310380 

79/12/27 

50-317 

F 

7912310523 

7912310476 

79/12/27 

50-255 

P 

7912310536 

7912310533 

79/12/27 

50-302 

F 






7912310540 

7912310533 

79/12/27 

50-302 

F 






7912310541 

7912310380 

79/12/27 

50-317 

F 






7912310544 

7912310380 

79/12/27 

SO-317 

F 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. Application/Coiistniction Stage Documents and Correspondence 

This category follows the application from submission to the day preceding the issuance of an 
operating license. It includes all correspondence and documents with substantive technical con- 
tent that do not fall into other specific categories. Included are: 

1. Correspondence and documents relating to unresolved design and construction issues. 

2. Meeting announcements and summaries of meeting discussions on issues of item 1. 

3. Correspondence regarding Preliminary and Final Safety Analysis Reports. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Applicant’s Quality Assurance Manual. 

6. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which imy affect the subject facility; not covered by an IE Bulletin. 

7. Federal Register notices that do not apply to other categories. 

8. Information on laws and changes in regulations or policy that affect the status of the applica- 
tion (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Scheduling of license application submission or review. 

10. Reports of site visits. 

11. Backup technical documents (i.e., topical reports) submitted in support of the application. 

12. Early site review information. 

13. Construction Permit, amendments and correspondence relating to construction permit. 

14. Environmental review information. 

15. Construction permit. 


B. Utility Preliminary Safety Analysis Report (PSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt. 

5. Hazards Summary Report submitted by utility (now designated PSAR). 
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6. Safety Analysis Report submitted by utility (now designated PSAR). 

7. Certificates of Service of PSAR. 


C. Utility Environmental Report (ER), Amendments and Correspondence 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal letters. 

4. Information on sclieduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal Register notice citing availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 
ER. 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), Supplements and 
Correspondence 

1. Draft and Final Environmental (Impact) Statements (D^ and FES). 

2. Supplements to DES and FES. 

3. Correspondence relating to the DES or FES. 

4. Comments from otlier federal, state, and local government agencies. 

5. Transmittal letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Notices of availability of above. 

9. Draft of detailed statement. 

E. NRC Safety Evaluation Report (SER), Supplements and Correspondence 

1. Safety Evaluation Report (SER). 

2. Supplements to SER. 

3. Correspondence relating to SER. 
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4. Notices advising of the availability of 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meeting where the primary subject of discussion is the 
safety review or safety evaluation. 

8. Transmittal letters. 

9. Comments from other agencies relative to safety review. 

10. NRC-AEC Hazard Analysis Reports (now desigiated SER). 


F. Security, Medical, Emergency, and Fire-Protection Plans 

All plans in this category are submitted separately. Information submitted for tlie PSAR or FSAR 
is excluded. 

1. Correspondence relating to plans. 

2. Supplements, changes, and revisions to plans. 

3. Fire Hazard Protection Plan and Surveys. 


G. Adjudicatory Correspondence 

This category contains all documents on hearings, Atomic Safety and Licensing Board (ASLB) 
review, and opposition except word-for-word transcripts of ASLB hearings (Category T) and anti- 
trust hearings (Category N). 

1. ASLB hearing and review documents. 

2. Correspondence to and from intervenors. 

3. Correspondence to and from persons writing in opposition to the facility. Those writing for 
information or in support of the facility are in category H. 

4. Board orders and decisions. 

5. Requestb to make appearances at hearings. 

6. Transmittal of supporting documents (i.e., SER, FES) to the board. 

7. Federal Register notices regarding hearings. 

8. Requests for a hearing. 

9. Petitions from participants (including petition for request for extension). 

10. Corrections to transcripts, 

11. Professional qualifications, if presented at a hearing. 
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12. Memorandums and orders authorizing issuance of license, changes, and other issuances by 
tlie Atomic Safety and Licensing Board. 

13. Hearing index. 


H. General correspondence 

This category includes documents with little or no bearing on the status of the application or 
license. Items tlrat have no substantive technical content or meaning for the status of the license 
or application are included. 

1. Qualification statements of new employees. 

2. Change of address notifications. 

3. Changes in organization. 

4. Changes in service lists, “Certificate of Service” documents (without a document attached). 

5. NRC requests to applicant for additional copies of documents. 

6. Correspondence from the public in support of or requesting information about the facility. 

7. Letters of “concern” (NOT “opposition”) and response tiiereto. 

8. Correspondence on strictly administrative matters. 

9. Correspondence regarding tire local Public Document Room. 

10. Memoranda to Public Document Room regarding withholding a document (unaccompanied by 
that document). 

11. Press releases from applicant. 

12. Any other material that fits the criteria given above. 

13. Professional qualifications (resumes). 


I. Financial Information 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 


J. Insurance and Idemnity Information 

1. All correspondence and documentation regarding indemnity and insurance. 

2. Endorsements to insurance policies. 

3. NELPIA - Nuclear Energy Liability Property Insurance information. 
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K. Utility Final Safety Analysis Report (FSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence falls in 
category A or P. 

1. Final Safety Analysis Report (FSAR). 

2. Amendments and clianges to the FSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of items. 

5. Hazards Final Summary Report (now designated FSAR). 

6. Certificates of Service of FSAR. 


L. Limited Work Authorization and Related Correspondence 

This category is limited to Items issued before the construction permit is granted. 

1. Limited Work Authorizations. 

2. Environmental exemptions. 

3. Correspondence relating to 1 and 2. 

4. All information concerning site preparation prior to the issuance of a construction permit. 

M. Antitrust Correspondence 

1. All material concerning antitrust except hearing transcripts (category N) 

2. All material marked with an A immediately following the docket number. The A signifies 
antitrust proceedings. 


N. Antitrust Hearing Transcripts 

This category contains only word-for-word transcripts of hearings in antitrust matters. In most 
cases they will be marked with an A following the docket number. Related correspondence falls 
in category M. 


O. Advisory Committee on Reactor Safeguards (ACRS) Reports and Correspondence 

1. Correspondence and letter reports relating to ACRS reviews 

2. Correspondence from ACRS 

3. Announcements of ACRS meetings 
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4. Transmittal letters to ACRS 

5. ACRS reports. 


P. Operating License Stage Documents and Correspondence 

This file assumes the position of the application fUe for general technical items dated on or after 
the issuance of the operating license. It includes: 

1. Operating license, amendments, proposed amendments, and changes. 

2. Technical specifications and changes. 

3. Announcements of issuance of 1 and 2 . 

4. Transmittal letters. 

5. All general technical correspondence relating to technical specifications or operating license. 

6. License conditions. 

7. Operator licenses or administrative information bearing on the licensing of operators. 

8. Meeting announcements or summaries of discussions where the main subject is technical 
specifications, operating license, or any technical issue arising after the issuance of the 
operating license. 

9. Correspondence regarding codes (ASME), regulations, laws, or changes in policy that may 
affect plant operation or bear on the operating license. 

10. Information on the Standard Review Plan (SRP). 

11. Results of surveys or tests conducted in accordance with tlie technical specifications (NOT 
periodic reports, which fall in category R). 

12. Requests for issuance of operating license. 

13. Requests for copies of items 1 and 2 and responses. 

14. Correspondence on generic technical issues. 

15. Owner’s group meeting announcements and reports. 

16. Orders for modification of license. 

17. Requests for extension date of license or license modification. 

18. Quality assurance information. 

19. Environmental matters (technical). 

20. Emergency core cooling system. 

21. Radioactive waste information. 
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Q. Inspection Reports, IE Bulletins and Correspondence 

1. Inspection reports. 

2. Bulletins and Circulars of NRC Office of Inspection and Enforcement (IE). 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Any correspondence relating to inspection and enforcement that does not specifically relate 
to incidents as defined in category S. 

7. In-service inspections. 

8. Regulatory Operations (RO) Bulletins. 


R. Periodic Operating Reports and Related Correspondence 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Gray Book Information. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks of Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5. Correspondence or other documents relating to the above listed items. 

S. Reportable Occurrences, LERs and Related Correspondence 

Tills category contains all materials relating to abnormal, unusual, reportable, nonroutine, or 10 
CFR 50.55e occurrences. Tliis includes: 

1. All 24-hour, 10-day, 30-day, interim, final, and followup reports on these events. 

2. Other related documents. 

NOTE; Also called licensee event reports, incident reports, etc. 
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T. Hearing Transcripts on Non-Antitrust Matters 


This category contains word-for-word transcripts, corrections to the transcript, attachments 
and Vu-Graphs. Examples of non-antitrust matters include: 

1. ASLB hearings. 

2. Commission Meetings. 

3. Commission Briefings. 

4. Telephone conversations . 


U. Congressional/Executive Correspondence 

1. Testimony before Congress. 

2. Preparatory and backup documents for Congressional testimony. 

3. Letters to and from Congress and the ^ecutive Branch. 

4. Responses to letters from members of Congress and the Executive Branch. 

5. Correspondence to and from the NRC Office of Congressional Affairs. 

V, Operator Examinations 

1. NRC Examination Results. 

2. Power Plant Examination Summary Sheet. 

3. Related correspondence. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR ~ Commission Meeting Records 


contains documentation pertaining to open and closed Commission meetings. It 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 

ommission meetings made publicly available in accordance with provisions of lOCFR Part 9 
the Sunsliine Act, and Commission policies. ’ 


craponLncJ^^^^ transcripts, including appUcable viewgraphs, staff papers, and staff 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meeting. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 

safet Xted T 1 “mmittee to the Commission in 

n! ? t „ i advice with respect to the hazards of new or exist- 

ng nuclear facilities and the adequacy of related safety standards. The documents in this category 


1 . 


Verbatim transcripts of ACRS subcommittee and full 
license applications and safety-related matters. 


committee meetings relating to facility 


2 . 


3. 


4. 


5. 


ACRS meeting announcements; description of meeting agendas. 

ACRS-generated reports, memoranda and correspondence that are publicly available, 
ACRS consultant reports, comments and related correspondence. 


ACRS and NRC technical correspondence pertaining to safety 
Advisory Committee on Reactor Safeguards. 


matters under review by the 
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COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1 . Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series munber) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1 . Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


FOIA - Freedom of Information Act Requests and Releases 

Tills category contains requests for agency records and records released in accordance with tlic 
provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1 . Requests made by any member of tlie public (assi^ed an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
witli the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety Issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the metliodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 
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I&E — Inspection and Enforcement 

TOs category contains bulletins, circulars and information notices that are Issued by the Office of 
nspection and Enforcement, Tliese issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of Ucensees. Also included in this category 
are preliminary notifications of events (PNOs). “ ^ 

1. I&E Circulars, which describe an event at a licensed faciUty and arc informational in nature. 

™ i" "fture and 

issued shortly after an event has occurred. 

3. I&E BuUetins, which describe an event at a licensed faciUty and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Nofificafions of Events (PNOs). which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances and 
related correspondence, see Category Q of individual docket categories. 

MISC - Public Document Room Miscellaneous 

c™ gories."'' '■»“ “o the scope of the other nondocketed 

NUREG - NUREG Reports and Related Correspondence 

"‘’a"' Commission which 

wrry the IWREG series code and correspondence pertaining to those reports. NUREG reports 

are accounts of work performed either by the NRC staff or by NRC contractors. ^ 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. Tliey present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 

on reports or requesting clarification or interpretation, ° 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to tlie content of 
inc reportSi 


ORG — Correspondence with Other Organizations 

contains correspondence with professional organtations and associations; records 

menf t d ftc ncUviUes of NRC's Office of Standards Develop- 

Z romiT rTu*’ . R“>™cWng (PRM) mimbers that request 

the Commission to take immediate action on some issue. Included are: ^ 

^ b’“‘ ''C‘«cn NRC and professional associations 

&ier^ Agencr ^ Industrial Forum and the International Atomic 

2. Correspondence between NRC's Office of Standards Development and other government 

tfmi? “ wUcJ both parties have joint regulatory responsibility; e.g., EPA lias authority 
to control all radioactive pollutants emitted into the air. ^ 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 


4. 


Statements, motions, orders and correspondence deaHng witli emergency petitions filed by 
parties on such topics as fire protection and re^nalysis of the capacity of operating US 
plants to withstand earthquakes. ® 
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NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see Ute REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 

Tliis category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing witli petitions filed with the Commission by an outside 

party to issue, amend or rescind an NRC regulation. Included arc: 

1 . Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 

3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
otliers in favor of or in opposition to the PRM. 

NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ — Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (I) commercial nuclear power 
plants for wliich NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains ail documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket SO category. 

Tiiese documents are grouped together In categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket SO series. 
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A. Application/Constfuctlon Stage 

1 . Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manua l, 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the IBAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

I. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 

Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 

Pl'21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate followup actions taken by the Agency. 

QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quaUty assurance programs and follow-up 
correspondence. Each vendor facUity is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants Ucensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. Tlie controlling 
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criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi^nual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC’s reflations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission, It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 
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7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP — NRC Resewch Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and appUcabUity of research results, the possible redirection of researc 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in tliis category are. 


1. Agendas for quarterly review group meetings, 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors, 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed chanps (PRs) to tlie 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 

include: 


1 . Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 
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SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to tlie Commission's activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the i^ency’s role in assisting 
State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and otlier areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decomnussioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency Is providing technical 
assistance to States, see the Projects category. 


TOPREP — Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to tlie NRC rewew of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

mdas, summaries, minutes and correspondence pertinent to vendor activities, 
•‘'■-•lologies and design criteria. 

ted by utilities that are written by vendors on their behalf and that 
cases, see the categories for the Docket SO series. 
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WASTE MGT — Nuclear Waste Management 

Tliis category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction witli DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-ievel 
waste issues and tasks. The documents in thtt category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 

3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in tlie Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC — Export and Import Licenses 

This category contains records relating to the Issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or Intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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